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One of the noblest and the most important aims of 
Darussalam is to publish books of hadeeths (Prophetic 
narrations). From the very first day of its inception, 
Darussalam desired to publish translations of books of 
hadeeths along with translations of the meanings of the 
Qur'an in important languages of the world. 

By the grace of Allah, Darussalam has completed 
twenty-five years and during these long years, we have 
published, by the grace of Allah, as many as fourteen 
hundred books. We started with Riyadhus-Saliheen, 
which we translated into English and other languages, 
followed by Bulughul-Maram. Then we published, in 
quick succession, English translations of the six canonical 
books of hadeeths (Al-Bukhari, Muslim, Abu Dawood, 
At-Tirmidhi, Ibn Majah and An-Nasa'i) in 38 volumes 
- a momentous and pioneering achievement admired 
by lovers of hadeeths worldwide. This was a unique 
achievement in Islamic history in that this was the first 
time the six canonical books of hadeeths were published 
along with their English translations. 

The four Sunan books (Abu Dawood, At-Tirmidhi, 
Ibn Majah and An-Nasa'i) were also documented, 
referenced, graded and accompanied by footnotes (where 
necessary). 
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In the meantime, many a friend of mine asked me to publish the 
English translation of Musnad Imam Ahmad, the largest collection of 
hadeeths. In fact I had already pledged to Allah that if I stayed longer in 
Saudi Arabia, I would surely undertake this work as soon as I got a chance 
to do it. The Musnad of Imam Ahmad is a reliable and authoritative work 
containing over twenty seven thousand (27,000) hadeeths. The execution of 
this project was no easy task. In fact the project exceeded our resources but 
we relied on Allah and started the work. 

The most important part of this work was to research, document, 
reference, and authenticate the Arabic text of Musnad Ahmad. To this 
end, we formed a committee of eminent hadeeth scholars in Pakistan, who 
prepared a methodology to fulfill the task after prolonged consultations. Of 
special note among these scholars are Shaikh Irshaduf-Haq Athari, Hafiz 
Mas'ood 'Alam, and Hafiz Muhammad Sharif. Under the supervision 
of these distinguished scholars an eight-member committee drawn from 
the hadeeth section of the Lahore branch of Darussalam Research Centre 
set about researching, referencing and authenticating the text of Imam 
Ahmad's Musnad and finally completed this task, by the grace of Allah. 

• The following are the distinctive features of this momentous work: 

• The words of the Prophet have been highlighted within brackets. 
Hach had.ee th is accompanied by a commentary determining its decree 
of authenticity, i.e., detailing whether it is authentic, weak, and so on. 

■ We have specified and referenced which narrations of the Musnad are 
also found in Al-13ukhari and Muslim. 

• To authenticate the text further, we have compared the texts of hadeeths 
as found in AJ-Mawsoo'atul-Hwfcf/riyyah researched and published 
in 45 volumes by Mu'assasatur-Risalah with those of the Maimaniyyah 
manuscript - the oldest manuscript, and one highly esteemed by 
scholars - as well as with other authoritative versions. In the course 
of our authentication, we identified volume and page numbers of the 
Maimaniyyah manuscript and specified where and in what way the 
Maimaniyyah manuscript differs from our version, in footnotes. 
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• The verses of the Qur'an occurring in the texts of hadeelhs have been 
placed within decorative brackets and referenced. 

• Each hadeeth is accompanied by words, raji' (refer) and unzur (see) 
followed by hadeeth numbers indicating where that particular hadeeth 
has already occurred and where it will occur again. 

• Another distinctive mark of the Darussalam version setting it apart 
from other current versions is that we have identified Ziyadat (the 
additional hadeeth which Imam Ahmad's son, Abdullah, narrated 
from persons other than his father) and Wijadat (the hadeeth which 
Imam Ahmad collected and wrote from other sources), by means of 
special signs preceding the hadeeth number Moreover, we have also 
identified the narrations jointly shared by Imam Ahmad and his 
teacher or some other narrator. 

Those signs are: 

• the sign indicating Ziyadat 

• the sign indicating Wijadat 

• The sign indicating narrations jointly shared by Imam Ahmad and his 
teacher or any other narrator. 

• Points and pauses (symbols of stops or rumooz umqf) have been given 
according to the specific style of writing (mntihaj khalti) followed by 
Darussalam. 

The scholars who contributed to the completion of this great project 
are Shaikh Khalid bin Basheer, Shaikh Qari Khubaib Ahmad, Shaikh 
Uthman Muneeb, Shaikh Hafiz Muhammad Asif Iqbal, Shaikh Mukhtar 
Ahmad Ziya', Shaikh Ghulam Murtaza, Shaikh Abdur-Ra'oof, and Shaikh 
Muhammad Ibrahim. They deserve thanks on behalf of Darussalam and 
the readers in general and we ask Allah to reward them for their efforts 
Ameen. Mention should also be made of Hafiz Abdul-Azeem Asad, the 
Director of the Lahore branch of Darussalam, and his team of devoted 
workers. Without their untiring efforts, this project could not have seen the 
light of day. 1 am indebted to all the people who contributed one way or the 
other to the completion of this monumental and blessed project. 
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The English translation of this book of hndeeths was, no doubt a 
difficult and laborious task which was undertaken by Br. Nasir Khattab, 
a resident of Canada, who has been affiliated to the Darussalam Research 
Center for the past eighteen years. Translating Imdceths of the Prophet is a 
highly sensitive matter and no easy job, and Br. Nasir Khattab, with his 
extensive experience in this field, having already translated several books 
of imdceths into English, fulfilled the task to the best of his ability. The 
editing was done by Sister Huda Khattab, who completed her part of the 
job with great diligence and devotion. 

At present in the first stage of the project, we are publishing the first 
three volumes of Musnad Ahmad. In the following three or four years we 
hope to complete, Allah willing, the entire project, numbering about 18 
volumes in all. We have tried our best to translate the hatleeths in a simple, 
easy to understand language because our aim is to reach as targe a number 
of people as possible. Our prayer is that they benefit by it and practice what 
they learn. 

We ask Allah to make this collection of hadcetha, which is the most 
comprehensive of its kind, an invaluable asset for the Ummali, a means of 
their salvation in the Hereafter, and count it among our good deeds on the 
Day of Judgment. Ameen. 



Abdul-Malik Mujahid 
Servant of the Qur'an and Sitnnnh 
Managing Director, Darussalam, 
Riyadh, Saudi Arabia 
May 2012. 
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by Shaikh Salih bin Abdul- Aziz 
bin Muhammad AI ash-Shaikh 



raise be to Allah, the Lord of the Worlds, and 
blessings and peace bo upon the noblest of the 
Prophets and Messenger the Chosen Prophet and 
Messenger, Mohammad bin . ' Abdullah, through 
whose call Allah brought hearts to life and through 
which He illuminated the path for the seekers, and 
upon his family and Companions, blessings and peace 
as long as night and day alternate. 




Allah, may He be glorified and exalted, chose from among His slaves 
the best of the scholars and gave them the special mission of conveying the 
Prophet's Sunnah. He made them a means of preserving it, in confirmation 
of the liadeeth of the Prophet 

"This knowledge will be carried and conveyed by the most upright, 
who will protect it against the distortions of those who go to extremes, the 
efforts of those who seek to fabricate lies and the misinterpretation of the 
ignorant/' 

It is by His grace to this Ummah (Muslim nation) that He has preserved 
its religion; to Him be praise for the greatness of His blessings. First 
and foremost among these upright scholars are the noble Companions 
(Sahabah), who learned the Revelation from the lips of the Messenger 
of Allah % and they learned his Sunnah directly from him without any 
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intermediary; then they conveyed it in a precise and accurate manner to 
those who came after them of the Followers (Tabi'een). Then the Tahi'ecn 
transmitted it to those who came after them, until there came the time of 
writing down and documenting, when the Imams of hadeeth compiled the 
books known as Jami's, Musnads and Sunans, out of keenness to preserve 
the narrations of the Messenger of Allah %. They did not omit anything 
that had been transmitted from the Prophet but they recorded it, paying 
a great deal of attention to finding out about the narrators of the hadeeth, so 
as to distinguish and highlight those hadeeths that had been narrated with 
Saheeh isnads (sound chains of narrators). 

One of the greatest compilations of the summit and books of hadeeth 
is the Musnad by Imam Ahmad bin Hanbal, which is organised into 
compilations of the Jiadeeths narrated by each Companion (Snhabi), starting 
with the 'asharah mubashsharah {"the ten who were promised Paradise"). 
This highlights their status and the efforts they made to preserve the 
hadeeths of the Messenger of Allah %, 

The scholars and mnhaddiths praised the Musnad of Imam Ahmad. 
Al-Hafiz Abu Moosa al-Madeeni wrote a book in which he highlighted 
the great features of the Musnad. In his book he said: "This book is an 
important source and trustworthy reference for the scholars of hadeeth, 
as he (Imam Ahmad) selected from the large number of hndeeths he came 
across and the plentiful reports he heard, and he put a great deal of effort 
into making it a prominent, leading and reliable source. When disputing an 
issue, it is a refuge and a source of help." 

Then he (al-Madeeni) narrated a report with his chain of narrators 
going back to Abdullah bin Ahmad bin Hanbal, according to which he 
said: "1 said to my father 'Why were you reluctant to write any books, 
but you compiled the Musnad?' He said: T compiled this book to be a 
reference; if people differ concerning the Summh of the Messenger of Allah 
u, they may refer to it/" 

Ai-Hafiz Ibn Katheer said in Ikhtisar 'Uloomil-Huto/i: In the 
Musnad of Imam Ahmad there are a great many f swarfs and texts that are 
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very much at the level of the fuuh'cths of Muslim and even those- of al- 
Bukhari too, but they are not to be found in their books or one of them, and 
in fact were not narrated by any of the authors of the four books, namely 
Abu Da wood, at-Tirmidhi, an-Nasa'i and lbn Majah." 

Shaikh Ahmad Shakir said, commenting on the words of lbn Katheer in 
al-Ba'Uhul-Hatheeth: "The Musnad by Imam Ahmad bin Hanbal is, in our 
view, the greatest compilation of Sunnah.; it contains many Saheeh lunieclhs 
that are not narrated in any of the six books, as al-Hafiz lbn Katheer said," 

As the Musnad of Imam Ahmad is held in such high esteem by the 
scholars oihadeeth, our brothers at Darussalam Publishers have undertaken 
to translate it into English, This is a very beneficial project that will 
contribute to conveying the Sunnah of the Prophet kt, to speakers of thai 
language and highlight the great efforts made by the Imams of Islam to 
preserve and protect the Sunnah. 

I. ask Allah, may He be glorified and exalted, to bless these efforts and 
raise the banner of the Sunnah and of Islam, and to help us to obey and fear 
Him. 

May Allah send blessings and peace upon our Prophet Muhammad 
and his family and Companions. 



Minister of Islamic Affairs, 
Endowments, Call and Guidance 
Saudi Arabia 

Salih bin Abdul-Aziz bin Muhammad Al ash-Shaikh 
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Brief 




of Imam Ahmad bin Hanbal 
Author of al-Musnad (164-241 AH) 

Name and lineage 

He is the Shaikhul -Islam, one of the prominent scholars, Ahmad bin 
Muhammad bin Hanbal aslvShaibani. He was originally from Baghdad. 
His grandfather Hanbal was one of the supporters of the Abbas id cause, 
and was the governor of Sarkhas during the Umayyad period. His father 
Muhammad was a soldier. His tribe was Shaiban, which was known for 
courage and chivalry. Imam Ahmad was descended from a pure Arabic 
lineage that coincided with the lineage of the Prophet -% in Mizar bin 
Ma'dd bin 'Adnan, from (the clan of) Bakr bin Wa'il. His mother was 
Safiyyah bint Maimoonah, who was also from the tribe of Shaiban, from 
the clan of Banu 'Amir, 

Imam Ahmad was born and raised in Baghdad. He was born in 
Rabee'ul-Awwal 164 AH. His father Muhammad died young at the age of 
thirty, and Imam Ahmad was raised as an orphan, which is the reason why 
he learned to be self-reliant from childhood. 

His study of hadeeth and his shaikhs 

When he finished his primary education (the kitttnb) and reached 
the age of fourteen, he began to attend study circles at a higher level of 
education (in the decwan). Then he began to focus on studying hndectli in 
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179 AH. First of all he studied with Imam Abu Yoosuf al-Qadi. Ho missed 
out on studying with Ibnul-Mubarak when he came to Baghdad (he did 
not meet him because Tbnu I -Mubarak had already departed on a campaign 
against the Byzantines). And he remained close to Hush aim bin Ba sheer 
until the latter died (183 AH). In this study circle he also heard of the death 
of Imam Malik. Then he went to Koofah where he became famous as an 
authority on reports narrated from Hushaim. He memorised all the books 
of Wakee', and was held in high esteem by Imam Wakee'. He left for Basrah 
in 186 AH, where he wrote down three hundred thousand hadeeth* from 
Bahz bin Asad (d.197 AH) and 'Affan (d.220 AH).The narrator said: I think 
he said: and Rawh bin 'Ubadah (d.205 AH), He travelled to the Hijaz in 
191 AH and returned to Basrah in 194 AH r where he attended the circle 
of Sa'eed al-Qattan. Then he went to Wasit, where lie learned from Imam 
Yazeed bin Haroon. He returned to Makkah in 197 AH, where he led a 
study circle in Masjid al-Khaif and issued many fatwas there when Ibn 
'Uyainah was still alive. 

His narration of hadeeth and fatwas 

By the time he reached his forties, in 204 AH, he was a prominent 
figure in the fields of hadeeth and fn turns, and people began to travel to learn 
from him. His last journey was in 209 AH, after which he did not leave 
Baghdad until the time of the mi final t (testing) came. 

His testing (mihrtah) concerning the 
issue of whether the Qur'an was created 

Imam Ahmad continued to narrate hadeeth and issue fahvas until 218 
AH, when the caliph a 1- Ma' moon declared his view that the Qur'an was 
created and issued orders that the scholars be tested concerning their 
opinions on this issue. But Imam Ahmad remained steadfast in his view 
that the Qur'an is the words of Allah and was not created. He was taken 
to al-Ma'moon in chains, but when he reached ar-Raqqah, news came of 
the death of al-Ma'moon (21 S AH). He was succeeded by the caliph al- 
Mu'tasim, and Imam Ahmad remained in prison in Baghdad unti) the death 
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of al-Mu'tasim in 227 AH. al-Mu'tasim was succeeded by al-Wathiq, who 
revived the practice of testing scholars with regard to the issue of whether 
the Qur'an was created. Imam Ahmad isolated himself from people and 
stayed in his house, not going out to pray or for any other purpose, until 
ablVathiq died (232 AH). Two years after al-Mutawakkil became caliph, he 
issued orders that the testing of scholars be stopped, and he began asking 
the scholars of hndceth to come to Samarra' to hold study circles in which 
they would teach hmiectk. Imam Ahmad came to Samarra' in 235 AH, but 
al-Mutawakkil ordered him to go back to Baghdad. 

Imam Ahmad had stopped teaching hndceth since al-Wathiq became 
caliph (225 AH approx.); he did not narrate any hndceth except to his two 
sons. During this period he was free to narrate this great book, al-Musnad, 
to his two sons, Salih and 'Abdullah, and his paternal cousin Hanhal bin 
Ishaq, between the years 225-227 AH. It is known that no one heard the 
Musnad in its entirety except these three. 

In 227 AH, al-Mutawakkil summoned Imam Ahmad to Samarra' 
again, hut the Imam realised that he would be detained there (i.e., he would 
be forced to remain in the city). He was distressed by that, but as he had 
no choice but to go to him, he refused to buy a house or to teach hndceth; 
he had made a promise to Allah that he would not narrate any hndceth 
in complete form until he met Him, and he did not make an exception 
from this promise even for his two sons. He began to wish for death; he 
would say, clenching his fist: "If my soul were in my hands, J would have 
released it," then he would open his fist. This does not mean that he gave 
up completely on discussing issues of knowledge; rather he spent the rest 
of his life discussing/ir///, reports and the biographies of narrators, until his 
death. (Quoted from Tahqeeq al-Musnad, Introduction, P38-45). 

Among the things he said when he was being tested during the milmah 
was: ''If the scholar remains silent on the grounds of dissimulation (tnqii/i/nli), 
and the ignorant do not know, when will the truth be manifested 7 " 
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Imam ash-Shah' i said: Ahmad bin Hanbal was a leading scholar in 
many fields: in hadeeth, in fiqh, in Qur'an, in asceticism, in piety and in 
knowledge of the Sunnah " 

'Abdul-Malik al-Maimooni used to say: "My eyes never saw anyone 
better than Ahmad bin Hanbal, and I have never seen anyone among the 
scholars of hadeeth who shows more respect for the sacred limits of Allah 
and the Simnnh of His Prophet, if (a report) is proven to be saheeh. And 1 
have never seen anyone more keen to follow (the Sunnah) than him." 

Al-Marwadhi said: "I said to Ahmad: 'How are you this morning?' 
He said: 'How would anyone bo whose Lord is demanding that he carry 
out the obligatory duties, and his Prophet is demanding that he follow the 
Sunnah, and the two angels are demanding that he mend his ways, and 
his nafs is demanding that he follow its whims and desires, and Iblees 
is demanding that he commit immoral actions, and the angel of death is 
watching and waiting to take his soul, and his dependents are demanding 
that he spend on their maintenance?'" 

His methodology in issuing fa twas 

As he (^) said: 'There is no choice but the Sunnah and following 
it. And analogy should only be based on comparing something to an 
established principle (a precedent from the time of the Prophet But to 
come to the principle and demolish it and then say this is by analogy - on 
what basis arc you making your analogy?" In other words, he (3') would 
reject the idea of analogy and object to it if it was not based on a sound 
proven precedent. 

His respect for the scholars of hadeeth is reflected in the following 
quotation from him: "Whoever holds the scholars of hadeeth in high esteem, 
the Messenger of Allah (&) will hold him in high esteem; whoever looks 
down on them will have no value in the eyes of the Messenger of Allah 

because the scholars of hadeeth are the most knowledgeable about the 
way of the Messenger of Allah (£:)/' From the comments of His Excellency 
Dr. 'Abdullah bin 'Abdul-Muhsin at-Turki in Tahqeeq al-Musnad, p. 17-18. 
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Ibnul-Qayyim described the main foundation on which Imam Ahmad 
based W\sfntuw. The texts (Quran and Sinmah), then the fnftvam of the 
Sahahah, then selecting one of the views of the Sahahah if they differed, then 
following a tmtrsa] or da'eefhadevth (which in his view were valid and were 
c ategories of hasmi hadeethsy Then if he did not find any text concerning the 
issue, or any opinion of the Sahahah or one of them, or anv mutual or da'eef 
report, he would resort to the fifth option, which is analogy, and he would 
use it when necessary. 

His shaikhs and those who learned from him 

His shaikhs numbered two hundred and eighty-odd, as was stated 
by adh-Dhahabi, He listed sixty -six people who learned from him, and he 
referred to others when he said: And a great many others besides them 
Siyar, 11/181). Then he mentioned his senior students who wrote down 
from him numerous fa turns on various issues in many volumes, of whom 
there were approximately fifty, including al-Marwadhi, al-Athram, Ibn 
Hani', al-Kawsaj, Abu Talib, his son Saiih bin Ahmad and his brother, their 
cousin Hanbal, Abu Dawood as-Sijistani and Isma'eel bin 'Umar as-Sijzi 
al-Hafix. Abu Bakr al-Khallal narrated what these scholars had recorded 
of the opinions and fa turns of Ahmad, and wrote about one hundred of 
Ahmad's companions. (as-Siyar by adh-Dhahabi). 

His death 

He was ill for nine days, as al-Marwadhi said, and he died in the 
morning on 12 Rabce'ul-Awwal 241 All in Baghdad, where he was buried. 
He was seventy-seven years old. His funeral was attended by many as 
' Abdul- Wahhab al-Warraq said: "We have never heard of a gathering tike 
it in the Jahiliyyah or in Islam. The best estimate is one million mourners, 
and we estimate that the number of women around the graves was sixty 
thousand." It is through gatherings like this that truth is established, 
as Imam ad-Daraqutni narrated from Sahl bin Ziyad, who said: I heard 
'Abdullah bin Ahmad say: "J heard my father say: 'Say to the followers of 
innovation: the judge between us and you is the day of funerals.'" 
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Eulogies and testimony of the scholars concerning him 

An-Nawawi narrated in Tahdheebui-Asma' wal-Lughnt, as did adh- 
Dhahabi in Siyar Alamun-Nubala', from Qutaibah bin Sa'eed that ho 
said: "When AnVThawri died, piety died; when ash-ShafVi died, proper 
adherence to the Sunn ah died; when Ahmad died, innovation (bitl'nh) 
emerged/' 

Ibn Ma'een said: "The people wanted us to be like Ahmad bint lanbal. 
No, by Allah! We are not as strong as Ahmad and we are not strong enough 
to follow the way of Ahmad/' Ahmad bin Hanbal baina mihnatid-Deon wa 
mihnatid-Dunya, Ahmad ar-Roomi, p. 15. 
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In the Na?ne of Allah, the Most Beneficent, the Most Merciful 

Musnad Abu Bakr Siddeeq [1/2] 



1. It was narrated that Qais said: 
Abu Bakr 4* stood up and praised 
and glorified Allah, then he said: O 
people, you recite this verse: "O 
you who believe! Take care of your 
ownselves. If you follow the (right) 
guidance [and enjoin what is right 
(Islamic Monotheism and all that 
Islam orders one to do) and forbid 
what is wrong (polytheism, disbelief 
and all that Islam has forbidden)] no 
hurt can come to you from those 
who are in error" [al-Ma'idah 5:105]. 
We heard the Messenger of Allah 
say: "If the people see evil and do 
not change it, soon Allah will send 
His punishment upon them all." 

Comments: [Its isnad is sahech] 



2, It was narrated that 'Ali said: If I 
heard a hadeeth from the Messenger 
of Allah Allah benefitted me as 
He willed thereby. If someone else 
told me something from him I 
would ask him to swear, and if he 
swore I would believe him. Abu 
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Bakr told me - and Abu Bakr told 
the truth - that he heard the 
Prophet) say: "There is no man 
who commits a sin, then does 
wudoo' and does it well - Mis'ar 
said: and prays; Sufyan said: then 
prays - two rak'ahs and asks Allah, 
may He be glorified and exalted, 
for forgiveness but He will forgive 
him/' 

Comments: [Its isnad is saheeh] 



3. It was narrated that al-Bara' bin 
'Azib said: Abu Bakr bought a 
saddle from 'Azib for thirteen 
dirhams, then Abu Bakr said to 
'Azib: Tell al-Bara' to carry it to 
my house. He said: No, not until 
you tell us what happened when 
the Messenger of Allah ^ went 
out and you were with him. Abu 
Bakr said: We started our journey 
at the beginning of the night and 
we hastened for one day and one 
night, until it was midday. I 
looked into the distance to see 
whether there was anywhere to 
seek shade, and I saw a rock, so I 
went to it and it had a little shade, 
I smoothed the ground for the 
Messenger of Allah ^ and spread 
a garment of camel hair for him, 
and said: Lie down and rest, O 
Messenger of Allah. So he lay 
down, and I went out to see if I 
could spot anyone looking for us. 
Then I saw a shepherd and I said: 
Who do you belong to, O boy? He 
said: To a man of Quraish. He 
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mentioned his name and I 
recognised it. I said: Is there any 
milk in your sheep? He said: Yes. I 
said: Will you milk some for me? 
He said: Yes. I told him to do that, 
so he caught a sheep, then I told 
him to brush the dust from its teat, 
then to brush the dust off his 
hands. I had a small vessel with 
me on the neck of which was a 
cloth. He milked a little bit of milk 
for me and I poured it into the 
vessel until it cooled down. Then I 
came to the Messenger of Allah 
When I reached him, he had 
already woken up. I said: Drink, O 
Messenger of Allah. He drank 
until I was pleased, then I said: Is 
it time to move on? So we moved 
on and the people were coming 
after us but none of them caught 
up with us except Suraqah bin 
Malik bin Ju'shum, who was 
riding a horse of his. I said: O 
Messenger of Allah, someone has 
caught up with us. He said: "Do 
not be afraid, for Allah is with us." 
When he got close to us, and there 
was no more between us and him 
then the length of a spear or two 
or three spears, I said: O 
Messenger of Allah, this pursuer 
has caught up with us; and I wept. 
He said; "Why are you weeping?" 
I said: I am not weeping for 
myself; rather I am weeping for 
you. The Messenger of Allah ^ 
prayed against him [the pursuer] 
and said: "O Allah, protect us 
from him by whatever means You 
will/' Then his horse's legs sank 
into the solid ground up to its 
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belly, and he fell off it. He said: O 
Muhammad, I know that this is 
because of you; pray to Allah to 
save me from my predicament 
and by Allah I shall divert away 
from you any one who is behind 
me of those who are seeking you. 
Here is my quiver, take one arrow. 
You are going to pass by some 
camels and sheep of mine in such 
and such a place, take whatever 
you need from them. The 
Messenger of Allah 3g said: "I 
have no need of it." The Messenger 
of Allah % prayed for him and he 
was released, and he went back to 
his companions. The Messenger of 
Allah gc. and I continued on our 
way until we came to Madinah, 
where the people met him. They 
came out on the road and on the 
roofs, and a lot of servants and 
children crowded the road saying: 
Allahu Akhar, the Messenger of 
Allah has come, Muhammad 
has come. The people disputed as 
to who he would stay with. The 
Messenger of Allah said: 
"Tonight I will stay with Banmv 
Najjar, the maternal uncles of 
'Abdul-Muttalib, to honour them 
thereby/' The next morning, he 
went where he was instructed. Al~ 
Bar a' bin 'Azib said: The first of the 
Muhajireen to come to us was 
Mus'ab bin 'Umair, the brother of 
Banu J Abdud-Dar. Then Ibn Umm 
Maktoom, the blind man and 
brother of Banu Fihr, came to us. 
Then 'Umar bin al-Khattab <&> came 
to us wilh twenty riders and we 
said: What happened to the 
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Messenger of Allah sg? He said: He 
is behind me. Then the Messenger 
of Allah 3g came and Abu Bakr 
was with him. Al-Bara' said: the 
Messenger of Allah ^ did not 
come until 1 had read some soorahs 
from al-Mufassal [Al-Mufassal is 
that portion of the Qur'an which 
goes from Qaf to an-Nas], Isra'eel 
said: al-Bara' was one of the Ansar 
from Banu Harithah. 

Comments: [Its isnad is saheeh, al-Bukhari (3615) and Muslim (2009)], 



4. It was narrated from Abu Bakr 
4fc that the Prophet ^5 sent him 
with Soorat Bara'ah (ai-Tawbah) to 
the people of Makkah, to say that 
no mushrik should perform Hajj 
after this year and no one should 
circumambulate the Ka'bah naked, 
and no one would enter Paradise 
except a Muslim; whoever had a 
covenant with the Messenger of 
Allah g$ for a specific time, it 
would last until the stated time, 
and Allah is free from (all) 
obligations to the Mushrikoon and 
so is His Messenger (cf. 9:3). He 
went around doing that for three 
days, then [the Prophet said to 
'Ali: "Go and catch up with him; 
send Abu Bakr back to me and you 
convey it." So he did that And 
when Abu Bakr came to the 
Prophet he wept and said: O 
Messenger of Allah, is there 
something the matter with me? He 
said; "There is nothing but good, 
but I was instructed that no one 
should convey it except me or a 
man from my family," 
Comments: [Its isnad is da'eef\ 
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5. It was narrated that Awsat 
said: Aba Bakr addressed us and 
said; The Messenger of Allah $g 
stood last year where I am 
standing. Abu Bakr wept, then he 
said: Ask Allah to keep you safe 
and sound, for no one is given 
anything better, after certainty of 
faith, than well-being. And you 
should be truthful, for that goes 
with righteousness and they lead 
to Paradise. And beware of lying, 
for that goes with immorality and 
they lead to Hell, Do not envy 
one another, do not bear grudges 
against one another, do not sever 
ties with one another, do not turn 
away from one another; be 
brothers as Allah has commanded 
you." 

Comments: [A saheeh isnad ] 

6, Rifa'ah bin Rafi' said: I heard 
Abu Bakr as-Siddeeq say on the 
minhar of the Messenger of Allah 
Sfe: I heard the Messenger of Allah 
#5 say, and Abu Bakr wept when 
he remembered the Messenger of 
Allah then he recovered and 
said; I heard the Messenger of 
Allah -jfe say, in this hot weather 
last year: "Ask Allah for for- 
giveness, well-being and certainty 
of faith in the Hereafter and in this 
world." 

Comments: [Its isnad is Hasan] 
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7, It was narrated from Abu Bakr ^ , tf „ £5 , - ^ , r ^ , 
as-Siddeeq that the Prophet « ^ " ' J ^ * 

said: "The siwak is cleansing to the ^ ^ t ^| ^ _ iUjb ^Jl 

mouth and pleasing to the Lord/' > , „ * " % * ' s „ . r 

Comments: [Saheeh iighairihi ^ ^ 

(because of corroborating reports)] r_-^ . ^i]«^Ju,^ t(V jlJ;^ 

8. It was narrated from Abu Bakr ^ $\ r; ^ _ A 
as-Siddeeq 4* that he said to the f > ^1 * j 
Messenger of Allah Teach me a ^— >m ^ ^ 

rfuV that I may say in my prayer. , , ^ ^ . ^ ^ ^ f 

He said: "Say: O Allah, I have '/ ^ ^! £ ' ^ tf 

wronged myself greatly and no 4JUI Jj^-^J J Li <CI ;JjJlU1 ^ (i 

one forgives sins but You; grant * . >\t * .% .,, 

me forgiveness rrom You and <^ ^ 

have mercy on me for You are the 1 Llik c^liii jLJl^ : J^ 11 

Oft Forgiving, Most Merciful." , t ^ tf ' \i 

Comments: [Its j'snffd is saheeh, al- \ . I , ' 

Bukhari (834) and Muslim (2705)] j^iJl ijf tiljl^ 

:Jli UrfJ ^ ^ !051^ 

• l V 

(TV'O) :^ (An) ^^-^ 

9* It was narrated from 'A'ishah ^ : Jli ijlj^3l Jl^ 

that Fatimah and al-' Abbas came ^ . j 

to Abu Bakr & seeking their M ^ ^ ^ li J> ^ 
inheritance from the Messenger of d ^>lliJlj !>t 

Allah M,- At that time they were . 
asking for his land at Fadak and his *M ^ jl^^ 

share of Khaibar. Abu Bakr said to ^ t ^ ^ ^-f ^qL' 

them: I heard the Messenger of / ^ \ e \ \ \ ' *"\ 

Allah #5 say: /y Our (Prophets') J_^j ^1 jUjJ 

property is not to be inherited and , .->„; ; - * J . ,1^ 

whatever we leave behind is chanty. J 



Rather the family of Muhammad «JUJl J> Jl J^U UiJ 

may take their provision from these 
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properties." By Allah, I will not a - f ? % , t , * 

change any of the charity of the ^ ^ J ^ ^ ^ £_ S| ^ ^ 
Messenger of Allah ^ from how it [ 0 A t 0 o t t o ; ^j] Vl ^ 

was at the time of the Messenger of ' 
Allah and I will do the same : f £ "M : p>^" 

with it as the Messenger of Allah (wo<l) 
2fe did. 

Comments: [Its isnad is stffcee/i, al-Bukhari (4035) and Muslim (1759)] 

10. Abu Hurairah said: I heard : Jis £^ Jr itll i >^-^il ^1 Gii^ -\* 
Abu Bakr as-Siddeeq on this minbar f , , / > ^ " . s 
saying: I heard the Messenger of '■ £^ ^ fio^- 
Allah ^ on this day last year - then 01 :J>; ^Uil ^ jJULJl^ 
Abu Bakr wept, then he said: I heard . . ' , . ' " ,' 
the Messenger of Allah ^ say: c«-^l ^ ^ :Jli 
-You will not be given anything, j m & j : J ^ ^J, 
after the word of sincerity (i.e., the " / ^" - 
Shahadah), like well-being, so ask y) '^cZ>\ tJjVl ^ ^Jl 
Allah for well-being/' ^ ^ ^! ^ ^ : ^ 

Comments: Saheeh Ughatrihi (saheeh iH5 j& lili l'^ >*J^ 

because of corroborating evidence)] - 

,j* ^ ^ j L>JL ^iLJ^-L* ^JLs- 

11. It was narrated from Anas ; Jb" ^ tfji :JU ilU ->\ 
that Abu Bakr told him; I said to ,^ ; ^ „ r r ( 
the Prophet £g when he was in ^ 01 If ^ ^ ] 
the cave - on one occasion he said: j ^ ^ ^ jjt 
when we were in the cave -: If „ _ ( s " ' „ , 

one of them looks at his feet, he ^ jUiM jl )J _^>liJI ^ : ly 

will see us beneath his feet. . , v «IT . ^ 7, 

He said: rf O Abu Bakr, what do , # _ " t ' 

you think of two, of whom Allah JUL^li iiJl ^liL Jjli U ^ U» 

is the third?" ' " 

Comments: [Its eW is s^te/i, al- ^ (r-l ° r) : C ° J M : £;>^ 

Bukhari (3653) and Muslim (^A\) 

(2381)] 

12. It was narrated that Abu Bakr i>/J. IL : jl^ : Jli ^ llil^ - \ Y 
as-Siddeeq said: The Messenger of ^ ^ 
Allah a said: "The Dajjal will If ^ 0? ?^ ujl O^^C 1 ? 31 ^ 
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emerge from a land in the east * ^ * . „ „ > 

called Khurasan and he will be jT ^ ' ^ ) ^ 

followed by peoples whose faces JltlJl 0l» 4^ J>^j 

are like hammered shields/' - * rj . • ^ fl f> °^ 

Comments: [Its isnad is sato/f] ^ o " ' ' s , ; , ^ , 

[rr ; flii^LlJt 

13, It was narrated that Abu Bakr j^j ^ ^? l£U 
as-Siddeeq said: The Messenger of * s ^ > >c* , 
Allah ^ said: "No miser, cheater, 0* V^ 1 ^ 0^ ^ 
traitor or person who mistreats his ^ | ^ tj^t^i ^* iJ'i 
slaves will enter Paradise. The first * ' — tf " 

to knock at the gates of Paradise "V* :M ^ l ^J^J ^ j*^ 1 

will be the slaves, if they fulfil - ^ ^ ^ ^ * , ^ 

their duties towards Allah and ^ ^ ' f \ \ / / 

towards their masters properly." ^ J^Lj tiiiljl \j 

Comments: [Its isnad is da'ecf — , N^j £j ^^ilJi 

because of the weakness of " v " " 

Sadaqah bin Moosa and Farqad ,«^JljJJi '■lH'J ^ 

As-Sabakhi] ' T n 

14. It was narrated that Abut- izj, ^\ J, ^ M Uil>- - \i 
Tufail said; When the Messenger . ' * * • 

of Allah ^ died, Fatimah sent : JU ^ ^ l ^ ^ - 

word to Abu Bakr saying: Are j; jj^ ^ jpj ^ £JU- 

vou the heir of the Messenger of s -~ , - * 7 > " - - ~ * 

Allah S5 or are his family? He ^ Jj-^j ^ ^ : J J ^J^ 1 ^ J* 

said: No; rather his family (are his ^ ^jf ; ^ J J ^ ^ 

heirs). She said: Where is the - ' ^ , 

share of the Messenger of Allah :JUi :JU ^aU^ ^\ ^JJ 1 Jj^ ; 

>- ? Abu Bakr said: 1 heard thc ^ Jji j - ^ :JJli V 

Messenger of Allah % say: "If ^ ' ^ ^ e . f _ 

Allah grants some wealth to a Jjj ^1 jjl : 

Prophet, then takes his soul, He , r - \. ; 7 , v 

grants it to the one who took V ^ b l ^ J ^ ^ ^ 

charge after him/' So I have « 5 jj^ ^jjj 1 1^ 
decided to give the benefit of it to 
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the Muslims. She said: That is 
fine, and you know best what you 
heard from the Messenger of 
Allah Muhaqalah 

Comments: [Its isnad is hasan] 

15. It was narrated that Abu Bakr 
as-Siddeeq said: One day the 
Messenger of Allah ^ got up and 
prayed Fajr, then he sat until the 
forenoon, then the Messenger of 
Allah 3*5 smiled. Then he sat 
where he was until he had prayed 
Zuhr, 'Asr and Maghrib, and he 
did not speak until he had prayed 
'hha'. Then he got up and went to 
his family. The people said to 
Abu Bakr: Why don't you ask the 
Messenger of Allah % what is the 
matter? He did something today 
that he never did before. So he 
asked him and he said: "Yes; I 
was shown what is to come of 
this world and the Hereafter. The 
earlier and later generations were 
gathered in one place and the 
people got terrified because of 
that. They went to Adam 
when the sweat was about to 
reach their mouths, and they said: 
O Adam, you are the father of 
mankind and Allah, may He be 
glorified and exalted, chose you. 
Intercede for us with your Lord. 
He said: I am in the same position 
as you. Go to your father after 
your father, to Nooh, "Allah 
chose Adam, Nooh (Noah), the 
family of Ibraheem (Abraham) 
and the family of 'Imran above 
the 'Alameen (mankind and jinn) 
(of their times)" [Al 'Imran 3:33]. 
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Then they will go to Nooh $£\ 
and will say: Intercede with your 
Lord for us r for Allah chose you 
and answered your supplication, 
and He did not leave one of the 
disbelievers on the Earth (cf. 
71:26). He will say: I am not the 
one you want; go to Ibraheem ^ 
for Allah, may He be glorified 
and exalted/ took him as a close 
friend (khateel). So they will go to 
Ibraheem but he will say: I am 
not the one you want; go to 
Moosa for Allah, may He be 
glorified and exalted, spoke 
directly to him (cf. 4:164), But 
Moosa will say: I am not the 
one you want; go to 'Eesa Ibn 
Maryam, for he healed those born 
blind and the lepers, and he 
brought forth the dead. But 'Eesa 
will say: I am not the one you 
want; go to the leader of the sons 
of Adam, for he is the first one for 
whom the earth is split on the 
Day of Resurrection. Go to 
Muhammad^ for he will intercede 
for you with your Lord, may He 
be glorified and exalted. Then (the 
Prophet) will go and Jibreel *S 
will come to his Lord and Allah, 
may He be glorified and exalted, 
will say: Give him permission and 
give him the glad tidings of 
Paradise. Jibreel will take him and 
he will fall down in prostration 
for a week. Allah, may He be 
glorified and exalted, will say: 
Raise your head/ O Muhammad; 
speak and you will be heard, 
intercede and your intersession 
will be accepted. So he will raise 
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his head, and when he looks at 
his Lord, may He be glorified and 
exalted, he will fall down in 
prostration for another week. 
Allah, may He be glorified and 
exalted, will say: Raise your head, 
O Muhammad; speak and you 
will be heard, intercede and your 
intercession will be accepted. He 
will start to fall down in 
prostration again, but Jibreel 
(peace be upon him) will take 
hold of his upper arms and Allah, 
may He be glorified and exalted, 
will inspire him to offer a 
supplication such as no human 
being was ever inspired with. He 
will say: "O Lord, You created me 
as the leader of the sons of Adam, 
and no boast; the first one for 
whom the earth is split on the 
Day of Resurrection, and no 
boast; there will come to my 
Cistern more people than there 
can be between SanV and Ailah 
(Eilat)." Then it will be said: Call 
the Siddeeqs so that they might 
intercede. Then it will be said: 
Call the Prophets. So one Prophet 
will come with a group, and 
another Prophet will come with 
five or six people, and another 
Prophet will come with nobody. 
Then it will be said: Call the 
martyrs so that they might 
intercede for whoever they want. 
When the martyrs do that, Allah, 
may He be glorified and exalted, 
will say: I am the Most Merciful 
of those who show mercy; I admit 
to My Paradise anyone who does 
not associate anything with Me. 
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So they will enter Paradise. Then ^ , _ - - * - r. .f ,r» r. 

AUah, may He be glorified and ^ ^ °^ ^ f^' ^ J \ 

exalted, will say: Look in Hell; jjfj ^ jj :^Jti :Jli i-J&i 



can you find anyone who ever , . . . . . 

did anything good? And they will Jc *t ^ :Jli v ^ Jl 

find a man in Hell, and He will jt^JaJl 
say to him: Did you ever do 

anything good? He will say: No, -ir^ gtj*» 

except that 1 was easy-going with 
people in buying and selling. And 
Allah, may He be glorified and 
exalted, will say: Be easy-going 
with My slave as he was easy- 
going with My slaves. Then they 
will bring a man out of Hell and 
He will say to him: Did you ever 
do anything good? He will say: 
No, except that 1 instructed my 
sons: When I die, burn me with 
fire, then grind me until I am like 
kohl powder. Then take me to the 
sea and scatter me in the wind, 
for by Allah the Lord of the 
Worlds will never be able to 
punish me. Allah, may He be 
glorified and exalted, will say: 
Why did you do that? He will 
say: For fear of You. And Allah, 
may He be glorified and exalted, 
will say: Look at the kingdom of 
the greatest king and you will 
have the like thereof and ten 
times as much. He will say: Are 
You making fun of me when You 
are the Sovereign? He (the 
Prophet 3^) said: "That is what I 
was smiling at, at the time of the 
forenoon/' 

Comments: [Its isnad is Hasan], 

16. Qaissaid: Abu Bakr stood up ^ ; jj ^ >* ^ _ n 



and praised and glorified Allah, 



then he said: O people, you recite CJIU- : Jtf y\ J^t „ *J^j 
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this verse: "O you who believe! 
Take care of your ownselves. If 
you follow the (right) guidance..." 
[al-Ma'idah 5:105], but you do not 
interpret it properly. I heard the 
Messenger of Allah say: "If the 
people see evil and do not change 
it soon Allah will send His 
punishment upon them all." He 
[Qais] said: I heard Abu Bakr say: 
O people, beware of lying, for 
lying is contrary to faith. 

Comments: [Its isnad is sahcch] 



17. It was narrated from Awsat 
bin Isma'eel al-Bajali that he 
heard Abu Bakr, when the 
Prophet ^ had passed away, 
saying: The Messenger of Allah 
stood last year in this place 
where I am standing. Then Abu 
Bakr wept, then he said: "You 
must adhere to the truth, for with 
it comes righteousness and they 
both lead to Paradise* And you 
must beware of lying, for with it 
comes immorality and they both 
lead to Hell. Ask Allah to keep 
you safe and sound, for no one is 
given anything, after certain faith 
{yaqeen) that is better than being 
kept safe and sound/' Then he 
said: "Do not sever ties with one 
another, do not turn your backs 
on one another, do not bear 
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grudges against one another, do 
not envy one another, and be, O 
slaves of Allah, brothers." 

Comments: [Its isnad is saheeh] 

18. It was narrated that Humaid 
bin 'Abdur-Rahman said: When 
the Messenger of Allah 5^ died, 
Abu Bakr was in some other area 
of Madinah. He came and 
uncovered his face and kissed him, 
and said: May my father and 
mother be sacrificed for you; how 
good you look in life and in death. 
Muhammad ^ has died, by the 
Lord of the Ka'bah... Then Abu 
Bakr and 'Umar came together to 
the people. Abu Bakr spoke and 
did not omit anything that was 
revealed concerning the Ansar or 
that the Messenger of Allah j£c 
had said concerning them but he 
mentioned it. And he said: You 
know that the Messenger of Allah 
g£ said: "If the people were to 
walk in one direction and the 
Ansar were to walk in another, I 
would walk in the direction of the 
Ansar." I know, O Sa'd, that the 
Messenger of Allah ^ said, when 
you were sitting here: "Quraish 
are to be in charge of this affair 
(Islam), so the righteous people 
are but followers of the righteous 
of (Quraish), and the wrongdoers 
among the people are but 
followers of the wrongdoers of 
(Quraish)/' Sa'd said to him: You 
have spoken the truth: we are 
advisers and you are leaders. 



y\j Jj! djLj : Jli j^-*Jt 

:JU .aL^IJI ZJcti? J> jfc 
<lU ^ai :JUj iillii *%*rj j* 
xL>J» oli i l£l_jll>- Jl^J»i U < 3 
:JU .c^jl^I ...31*531 ^ 

^ j;{ l£i h% JJ, l£ j?f jUSi 

^ ^ 4L1 juISm 

^fiji JjjL- ji* : ju 2g J31 jp; 
J~£L itiij ;uni cik) 

ft J ^» :Sp\J cil} *JU 

c i > : Jti^f i JUi : Jli .*jL*^>-UJ ^ 



Comments; [Sa/ieefr lighayrihi (salieeh because of corroborating evidence)] 
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19, It was narrated that Talhah 
bin 'Abdullah bin ' Abdur-Rahman 
bin Abi Bakr as-Siddeeq said: 1 
heard my father say that his father 
heard Abu Bakr saying: I said to 
the Messenger of Allah 3^: O 
Messenger of Allah, are we striving 
for something that has already been 
decided or is it something to be 
decided as events unfold? He said: 
"Rather it is for something that has 
already been decided." I said: So 
why should we strive, O Messenger 
of Allah? He said: "Each person 
will be enabled to do that for which 
he has been created/' 

Comments: [Hasan lighairihi (hasan 
because of corroborating evidence)! 

20. It was narrated that az-Zuhri 
said: A man among the Ansar 
who was a man of knowledge 
told me that he heard 'Uthman 
bin 'Affan (may Allah have mercy 
on him) narrate that some of the 
Companions of the Prophet gg, 
when the Prophet died, 
grieved so much that some of 
them were almost unaware of 
what was going on around them. 
'Uthman said: I was one of them. 
Whilst I was sitting in the shade 
of a small fort, 'Umar passed by 
me and greeted me, and I did not 
realise that he had passed me or 
greeted me. 'Umar went to Abu 
Bakr and said to him: Do you 
think it is right that I passed by 
'Uthman and greeted him and he 
did not return my greeting? He 
and Abu Bakr came, when Abu 
Bakr had been appointed caliph 



1^ :Jli jjiiJl jz J J> ^\ 

iL--) lJUbj 4*jjJ J— 

^ ^» ^ j~ m & 

- o^j^jJ f4 ~ * ~ ^ 

ijUi V} ^ ill ^iil jUi t^U jJLli 
j& Ui' ^ ^ ^ 
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and they both greeted me. Then : r .r- 
iL n ; , .? v , A . V^tilj > JJLL^- jjjl lo * f *iCJi -Jut- 

Abu Bakr said: Your brother ^r" v?. f 

'Umar came to me and told me JL' Jlii tJJui U : J 15 

that he passed by you and j % ^ « 

greeted you but you did not ^ - ^f-^J Cl — ^ J 

return his greeting; what made jj-j U <Llj : JJi : Jli 

you do that? I said: I did not do ^ • . * 

that 'Umar said: Yes, by Allah, - j** jj' J 1 * ^ 

you did that, but you have too . jj£ \^ ^ ^ 
much pride, O Banu Umayyah. I £ j . 

said: By Allah, I did not realise jUi* JUi ^ U :Jli <.J>*1 

that you had passed me or • - ^f.r - t v- -i, V' ^ >iu 

greeted me. Abu Bakr said: * - *r ^ _ . 

'Uthman is telling the truth; is t iiji ^ ji : jjt Jli t ^ lli 
something bothering you? I said: . r M ' i Jr -it * V 

Yes. He said: What is it? 'Uthman ^ ^ : ^ ^ *i ^ J J 
said: Allah, may He be glorified £ ; Jjg ; ^ _^ Jli ^ cjt 

and exalted, has caused His s , - ^ # fi 
Prophet to die before we could *W J^j J^ f^Ml lli iUJ U !JJI 
ask him how we can save ^ J t UlSSl ^ JJ ^:<5 

ourselves. Abu Bakr said: I asked - ^ ^ ~ ^ - 

him about that. ['Uthman] said: I H i :>^0 ."iUJ 
went to him and said: May my 

father and mother be sacrificed "^-^ ^ t/-^ 1 

for you, you were more deserving iS^ ] J^-^ 1 j=* 0-*—^ J^j 
to ask it. Abu Bakr said: I said: O (( j ^ jjj 

Messenger of Allah, what is 
salvation? The Messenger of Allah 
said: "Whoever accepts this 
word from me that I asked my 
uncle to say but he rejected it, it is 
salvation for him/' 

Comments: [A marfoo' imdeeth which is salteeh because of other similar reports] 

21- It was narrated that Yazeed £^ :JU xJ. ^ -yi 
bin Abi Sufyan said: Abu Bakr 



said, when he sent me to Syria: O u^S* lrt 4 — ^ & 

Yazeed, you have relatives and \ . * • - . • a-- *- 

you may give them precedence in / 

allocating positions of authority; ^ ^.1 Jli : Jli ^jUi-L j> -^ji ^ 

that is the most serious thing I fear * , ^ ^ ^ / ^ 

for you, because the Messenger of * *<* " \ ^* - ^ 

Allah 3fe said: "Whoever is £}f iUii ^3U^U if cJL^ 
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appointed in charge of any affairs . , , r , * . , 

of the Muslims and appoints over : JU ^ ^ l J >^ 4 ^ ^ w U 

them anyone by way of favouritism, ^ r^J, • ^ ^ 

the curse of Allah be upon him and ,/ , tf , . . / \,/ ^ f 

Allah will not accept any obligatory ^ <U! £*i ^ '^1 ^ 5^* I jL^T 

or ncr/7 prayer from him until he : * — jT-v v*- sj- r* - 

admits him to HelL And whoever ^ J ^ / ; ^ * J g f* f 

allows anyone to transgress the i J^r J> ^4^1 ^ii 4JI Ijl^I 

sacred limits set by Allah has .f -, u t**\ * 

transgressed the sacred limits of - -Fi - - 

Allah unlawfully, and on him will -"J*-) ^ ^ ^? : 
be the curse of Allah and Allah will 

forsake him/' <J*tJ £r*^ : 

Comments: [Its isnad is dc'ee/ because an old man of Quraish (in the isnad) is 
unknown] 

22. It was narrated that Abu Bakr ^ . ^, ^ ^ _ Yr 
as-Siddeeq said: The Messenger of . ' . ^ . 

Allah £b; said: "I have been granted u^-^ 1 0? : t^?-*^**- 11 

seventy thousand who will enter j " ■ jtf t - f * - ■ / - 

Paradise without being brought to f ' ^f' i-^^*" ^ J 

account; their faces will be like the li J+± Ujf ^J^ ln ^ ji' 

moon on the night when it is full ^ - . . >, * > 

and their hearts will be as the heart ^ • - r+*^-> ^ 

of one man. 1 asked my Lord, may Jj i^li t j^ij ji; J£ JL£ I^JS} 

He be glorified and exalted, for more " c r ^ t tf * s 

and He gave me more, with each one J U * ^ 1 ^ 1 J J* £* ' 

another seventy thousand." Abu 0 T iili M ijH :^ £ 

Bakr as-Siddeeq said: I thought that - ' / * * Z 

that referred to the people living in *<J?'^ t ^UL^ j* vlwiij nj^ul 

towns and included some of those . n ^.j ■ _ k 

living on the edge of the wilderness. ai " '^GV** 

Comments: [Its isnad is JaVe/ because a narrator is unknown] 

23. It was narrated that Ibn ^ ^ & gjj^ -Tt 
y Umar said; I heard Abu Bakr say: * ' 

The Messenger of Allah ^ said: ^ C A ^ > ^ *^Li*Jl 

"Whoever does an evil deed will ^{ ^,; < /„ • 

be requited for it in this world." * - " ^ 

Comments: [A saheeh hadeeth ?j fr* \*y» O^" : M ^ ^j^j ^ 

because of its isnads and other rwt w ^, ,. . 

similar reports] [V1 ^ * ^? 
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24. 'Uthman bin 'Affan narrated 
that when the Messenger of Allah 
5S5 died, some of the Companions 
of the Prophet ^ grieved for him 
so much that they were almost 
unaware of what was going on 
around them. 'Uthman said: 1 was 
one of them.,, and he narrated a 
hadeeth similar to that of Abul- 
Yaman from Shu'aiK 

Comments :[Saheeh because of other 
similar reports] 

25. 'Urwah bin az-Zubair narrated 
that 'A'ishah, the wife of the 
Prophet jte, told him that Fatimah, 
the daughter of the Messenger of 
Allah jfe, asked Abu Bakr, after the 
death of the Messenger of Allah 

to give her her share of inheritance 
from that which the Messenger of 
Allah jte had left behind, of the/ai' 
that Allah had bestowed upon 
him. Abu Bakr said to her: The 
Messenger of Allah said: "Our 
(Prophets') property is not to be 
inherited and whatever we leave 
behind is charity/' Fatimah (^) 
got angry and kept away from Abu 
Bakr and she continued to do so 
until she died. Fatimah lived for six 
months after the Messenger of 
Allah and she used to ask Abu 
Bakr for her share of that which the 
Messenger of Allah ajje had left 
behind of Khaibar and Fa dak, and 
his charitable endowments in 
Madinah, but Abu Bakr refused to 
give her that. He said: I will not 



jUTv^ Jij^l :Jli 
■ f . i V' ■ 1*- - • ■ - - >*\ . if 

j 1 . O JL>iJ J Up ^ j UiP £<w 4j I . p-^ 1 TT^ 

* ^ * * * ^ - tf, * , , 3 

— : jUip Jli 
if <y. 1 ^ J*- : J ^ fc V-H^ 

GiJ^ -To 
01 jig gjj i-ljli- jl : 

tdp iLl £lif Llj #5 jiJI JjZj lJ> : li- 
: Jli 2$g *Ll J^ jj l*J Jlii 

tiiisli C—JjjO «4ijL^ lIS^J U t^jjj 

j>- lii J^; d i^4i tf^iJi l^iu 

c-Jl5j : Jli <Ut Jj^i 

^iij ^ ^ M ^ ^ 
^ Jjl ijij 5 IS £i 15jU :JUj 
ig-UJU 01^ L^U .jvj^ 01 *y*l J^? 
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stop doing something that the - . , rfJ : „ 

Messenger of Allah used to do; ^ ^ V ■ J ^ ^ 

rather I will continue to do it. I am t ^^Ii U^^t h'ji'j C\j £U 

afraid that if I give up something tf 

that he did, I will go astray. As for < v / ^ ?W s^J ^* : 

his charitable endowment in rl**f' ' " : -u - l^i*- 

Madinah, 'Umar gave it to 'Ali and " 

'Abbas, but 'Ali took most of it As ^ J* Uji ;Jli ^ Jj 

for Khaibar and Fadak/ Umar kept ( . , * 

them and said: They are the J ^ 

charitable endowment of the ■< woi) ^ t (r*ST) :^ .jLJ:gj/j 

Messenger of Allah and were 

spent on his responsibilities and on 

emergencies. They were to be cared 

for by whoever became caliph, and 

this remains the case until today. 

Comment5:[Its isnad is saJieeh, al-Bukhari (3092) and Muslim (1759)] 

26. It was narrated from 'A'ishah 
that she recited this line of poetry 
when Abu Bakr was dying: 
A white man by whose face rain 
may be sought, a refuge for orphans 
and protection for widows. 

Abu Bakr said: By Allah, that refers . . > 

to the Messenger of Allah f 

Comments:[Its isnad is da'eef J* 0*4 bf J 

because of the weakness of 'Ali . „ s * a * * , , £ ~ 
bin Zaid bin Jud'an] ■* J# ^ y> ^ 

,OU_L»* y\ jjj ^ J* <J..*~J> *jL^rj :^y>v 

27. Ibn Juraij said: My father told ^1 j^JsA : Jli J^l V ^li ~ TV 
me that the Companions of the < * , ^ , % * t t , * r * * 
Prophet m did not know where ^ °' : ^ s*^ 1 :Jli ff> 
to bury the Prophet ^ until Abu jtf ^ ^1 ^ ^ -j 
Bakr said: I heard the Messenger * f * t t # , A 
of Allah say: "A Prophet is not : 2^ *W J^j :^ jli 
to be buried except where he t >•£ ^ £ jj£ VI *J 'i J : j» 
died." So they removed his bed ' > ^ w 
and dug a grave for him beneath *^ hj^J ^'j* 
his bed. 




Musnad Abu Bakr Siddeeq ^ 



43 



Comments; [A gfliw (strong) hadeeth 
because of other isnads; this isnad 
is da'ce/ because it is munqati' 
(interrupted)] 

28. It was narrated from Abu 
Bakr as-Siddeeq that he said to 
the Messenger of Allah 3fe: Teach 
me a du'a' that I may say in my 
prayer. He said: "Say: O Allah, I 
have wronged myself greatly and 
no one forgives sins except You, 
so grant me forgiveness from You 
and have mercy on me, for You 
are the Oft-Forgiving, Most 
Merciful/: 

Comments: [Its isnad is saJieeh, al- 
Bukhari (834) and Muslim (2705)] 

29. It was narrated that Qais said: 
Abu Bakr stood up and praised 
and glorified Allah, then he said: O 
people, you recite this verse: "O 
you who believe! Take care of your 
ownselves..." [al-Ma'idah 5:105] 
until he reached the end of the 
verse. But if the people see an 
evildoer and do not stop him, soon 
Allah will send His punishment 
upon them all But I heard the 
Messenger of Allah 3^ say: "If the 
people..." And on another occasion 
he said: We heard the Messenger of 
Allah.. 

Comments: [Its isnad is saJicch] 

30. It was narrated that Abu Bakr 
as-Siddeeq said: O people, you recite 
this verse: "O you who believe! Take 
care of your ownselves. If you follow 
the (right) guidance [and enjoin what 
is right (Islamic Monotheism and 



A *J Zj* ^ }J** 0? A 11 ^ 

JUS j^h iS^JjlJji^JliSi : jjliJl 
J) ^JU! :JU J * 

vi ^ £a\ ^ ij c Vjg uii ^2 ±& 

bp* & J- ji*^ ^ 
[a : ^IJ y^j\ iif S£\ 

j^J ^ jit fli : ^ ^Js* 1 ^-! 

-<d^ ^ 5^ 

:^ij] 3g Jji Jj^j CL^. UJj 

i# u : ju *jjliii ^ ^jU- 
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all that Islam orders one to do) and * * . „. * , 

forbid what is wrong (polytheism, :J > : ^ ^ ^ °° 

disbelief and all that Islam has JU l^liL' lii ilJukJl ijlj lij JJd 

forbidden)] no hurt can come to , ,^ „ ( l\ r * 

you from those who are in error" ^' p-e^ 

[al-Ma'idah 5:105). I heard the [r I ] 

Messenger of Allah say: "If the ^ J 

people see an evildoer and do not .g^* ajL^l ' 

stop him, soon Allah will send His 

punishment upon them all." 

Comments: [Its isnad is saheeh] 

31. It was narrated from Farqad ^ - ^1 : Jlj ij; £fc -n 
as-Sabakhi and 'Affan said: 



Hammam told us: Farqad told us : f^** jUpj 
from Murrah at-Tayyib from Abu f ,, . - f 

Bakr as-Siddeeq that the Prophet f] * ,y ^ * ^ 

^ said: "No one who mistreats j£i N» :Jli ^ ^Jl ^ ^ JiliJl 
his slaves will enter Paradise." r t _ V U a . / ~- - : 

Comments: [Its isnad is da'eef 
(weak) because of the weakness 

of Farqad as-Sabakhi] : 

32* It was narrated from Farqad >• - i'-^t . >• ' i^V %*v 

as-Sabakhi from Murrah at-Tayyib t - 

from Abu Bakr as-Siddeeq that the If- * ^i^r^ -^y ^ 

Prophet 3g said: "No one will v\ . 'i s u " v • m, ^ T 

enter Paradise who is treacherous, - ^ ^ 

miserly, reminds people of his Nj t jt Nj ^ J-^ Nj tii 2>J1 jii; 

favours or mistreats his slaves. * > ■ ^ - ? ^ „ 

The first to enter Paradise will be * ^ & Jjij 1 ^ 

the slave, if he obeys Allah and jiJj^ f UJl bl 

obeys his master." t 

Comments: [Its isnad is da'eef like : gij>^ 
the previous hadeeth] 

33. It was narrated from 'Amr bin f >♦ * „ r ;* , u- r; £ - 

Huraith that Abu Bakr as-Siddeeq ^ ^ ^ . !uU C JJ ( 

recovered from a sickness and went t^li ^* S^JI ^ ji 1 ^ 

out to the people. He apologised for r f ' s £ > ♦ .... 

something and said: We did not ^ ^- ~r< - 01 ^ ^ 

intend anything but good. Then he ^\ J\ j.>J <ij ii^ ^ JUl 

said: The Messenger of Allah . , s ; ; , , 

told us: "The Dajjal will emerge :Jli r '^ Jl ^1 U :Jli J 
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from a land in the East called . * * r - -, t * - f ^ f,, >^ - 

Khurasan and he will be followed ^ J ^ ^ : ^ ^ ^ 

by people with faces like hammered ^\^\ ii£ t jU-l^ ; L$J Jli jjAUl; 

shields/' * V • - T / * 

Comments: [Its isnad is saheeh) 1 

34. It was narrated that Yazeed - £^ : jii £^ ^ 



bin Khumair said; I heard Sulaim 



bin 'Amir, a man from Horns who yt ^ J* : J 15 J^>- jj iy_ 

met the Companions of the ^ : , . . * - 

Messenger or Allan $g Jf say - on 7 , 

one occasion he said: I heard _ :JU JLaj ^Dl J^lAJ? 



I 

Awsat al-Bajali narrate from Abu , , ^ r . . l-'i ' 1 - 

Bakr as-Siddeeq he said: 1 heard ^ ^ ^ l ^ 

him addressing the people - and ; \^ Jlij _ ^Bl : 

on another occasion he said: when * * - - - . * ' 

he was appointed as caliph - he ^ ^ J -^J °1 :JUi Orr 

said: The Messenger of Allah ^ j\ J^^ jj^ ^u; j^t ^ 

stood last year where I am % I \ , 4 ■ y w i , ^ 

standing. Abu Bakr wept and ^^'j >^ <W 

said: "I ask Allah for pardon and . ^ ^ -J, ^ ^ -j 

well-being, for people are never / 5 / , / . 

given anything, after certainty of <j? ^ J-lUL 

faith, that is better than well being. . ^t. , . 

You should be truthful for it leads ^ ^ / C" ^ ' 

to Paradise, and beware of lying, JjJilS tjllM 

for it goes with immorality, and „- * • > > ^ ' i 

they lead to Hell Do not sever ties ^ ^ ^J-^ 1 -' 

with one another, do not hate one [oi^lj] .«J^j iLl ^Sy\ 

another, do not envy one another, 

do not turn your backs on one 4J M 
another; be brothers, as Allah, may 
He be glorified and exalted, has 
enjoined you." 

Comments: [Its isnad is saheeh] 

35. It was narrated from 'Asim j\ ^ .j^ ^ ^ _ ro 

from Zirr from 'Abdullah that Abu 

Bakr and 'Umar gave him the glad 'J* <-^f ^ cA _ J*^* J>) J^i _ ^ 
tidings that the Messenger of Allah ^ \^ ^ ^ . J Jj ^ ^ V 
said: "Whoever would like to recite m . - ^ ' 

the Qur' an fresh as it was revealed, 1^ jl ^ ^» :Jli ^ *JU1 ^ 
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let him recite it according to the ^ * - — >■ 

recitation of Ibn Umm 'Abd." ^ > ^ UJ> jl>Jl 

Comments: [Its isnad is /ias*mj [ t Y o o : ^l] ^1 jjl 

36. 'Umar bin al-Khattab narrated ^ jH\ £JU : ^ ^ \£U -ri 

that the Prophet^ said„. a similar / 

report, in which he said: crisp or J* '^slj* ^lA^^ 1 J* >-> J, i?' 
fresh. 



[Wo : ^l] .lij jf lii : Jli .ilL 
ail— <i • fy-j* 1 * 



Comments: [Its rsfrffd is saftee/z] 



37, It was narrated from ^ : *u ^ J- ^ £ tffc _ rv 

Muhammad bin Jubair bin Mut'im ; „ " J 

that 'Uthman said: I wish that I had Ca / ^ j! i? /.j^ 1 V- 

asked the Messenger of Allah jfe ^ f . ^ . . ' f . 

what would save us from what the f ( J ^ ^ J ^ f C ^; ^ 

Shaitan whispers into our hearts. 01 J^r Jt j* 'v'jii^ 1 

Abu Bakr said: I asked him about j \, cJL- 5 J"l * \ Jli ^ ' Uii 

that and he said: "What can save you J ^ J ^ 0 ^ ' J 

from that is to say what I told my ^ QlUVrll ^ it* iLjJj tSu ;3jg *W 



uncle to say but he did not say it." 

Comments: [Sahech lighairihi and its 

isnad is da'eef because it is ^ U IjJjX' ^ ; Jlii 

interrupted] ^•rr^Vtf 

J* — ; (J f-^a+ ^ j~>r (>i i «-P Uali'V t_j_jL™ff all--] \Sjbj t * j7 -*J ! Jiy**" 

38, It was narrated from al-Hasan j, t > v Jh |- | - ^ _ rA 

that Abu Bakr * addressed the ; . ' T\ '.^ J\* 

people and said: The Messenger of ^ u : ^ ^ ^ : Cr^ 1 

Allah ^ said: "O people, the -j . ^ ^ > ^J,' jfo , , 

people are not given anything ' ' " ' 

better in this world than certainty *5liU*Jlj jJC}\ \"J^~ CjJI i)la^ 

of faith and well-being, so ask j 0 . ^ j V djlUiJLi 

Allah, may He be glorified and 'Cs J r- 3 

exalted, for them/' jL^t ljuj ^» ^jt^" 

Comments: [Sh/i«/i lighairihi and its u djx J ^'^l >->Jl c4*lki;^ 

rsndii is da'eef because it is 

interrupted] 
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4> jrfhlt^ft J i'""* 



39- It was narrated that Ibn 'Abbas f ^ . * ^ ^ - r\ 

said: When they wanted to dig a - ; 

grave for the Messenger of Allah ^ o~^>- J^*-*! y?' ^ 

Abu 'Ubaidah bin al-Jarrah used to *, , #. \. '-^> Ui 

dig graves in the manner of the r- y y • ^ r ' - ^ 
people of Makkah and Abu Talhah il UJ :JU Ll£li- 5JLS 1 

Zaid bin Sahl used to dig graves for *f ^ in ( 

the people of Madinah, and he 

would make a niche in the side of J\ jit ^r*± q'j^ 1 

the grave. A1-' Abbas called two . _ . , . . *. 

men and said to one of them, Go to ^ >^ J^- ^- ^ ^ 

Abu 'Ubaidah; and to the other he . ^^V; j£ ^A^j > ^ ^ t ^ 
said, Go to Abu Talhah. O Allah, - *\/ * 
choose for Your Messenger. The <J! 4-*^ : ^^r* ^ <J! >r*^ 

one who had been sent to Abu .j^ ' m * " ;!h ^^il, i 

Talhah found him, so he came and ' ^ ' ^ ^ * _ - 

dug a grave with a niche in its side JUUi t*j *l>*i oUk Ljl oUk ^1 4^"^ 
fortheMessengerof Allah***. "' [YTov Jj, 

Comments: [Sa/ire/i bkhawahidihi] 

40, 'Uqbah bin al-Harith said: I - m j$\ J; Jji ^ iL^I QJju- -I* 
went out with Abu Bakr <$> -.^ f » , 
following 'Asr prayer a few days u? 1 ^ l ^ ^ ^ ^ 

after the death of the Prophet sfe, 
and 'Ali M was walking beside 
him. He passed by al-Hasan bin ^ fij il* Jt * <j>) 

'Ali who was playing with some J, ^ ^ ^ ^ t ^ 
boys. Abu Bakr carried him on J . " , ; 

his shoulder, saying: May my 4 jLUp ^ <Ji* 0? 
father be sacrificed for him, the 



one who looks like the Prophet jfe 



'4 ( i >j J* 

and does not look like 'Ali. He .Jli-i: ^3 'J^ i^v 1^ ^1 
said: And 'Ali smiled. 

Comments: [Its isnad is saheeh, al-Bukhari (3542)] 

41. It was narrated from Jabir JJ1^-I I^jU- jJ S^if -t^ 
from 'Abdur-Rahman bin Abza ~ \* 

that Abu Bakr & said: I was sitting Ji ±* J* J* " s^r J* 

with the Prophet « when Ma'iz ^ ^ : ju J ^ 

bin Malik came and confessed (to * * 
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adultery) in his presence once, and : 

he sent him away. Then he came ^ U ^ U ^ ^ tL 4^ *S 

and admitted it in his presence a hbl !^ *U- li ^> ix* 

second time and he sent him away. % , s - ~ * „ „ 

Then he came and admitted it in "V ^'jP* "V 

his presence a third time and he . - ,^ ^ | ^ ;J j 

sent him away. I said to him: If you ^ ^ , ; 

confess a fourth time, he will stone ^ w<^4*j ^~^yj\ <Jj£ti 



you. Then he admitted it the fourth --g .jj ^ ^ *j^r ^ M 

time, so he detained him and asked j* * ^ • y 



time, so he detained him and asked 
about him, and they said: We do ^J±*~e> jL-^j lJUj tflj jJ 
not know anything but good about .(jiuJl y r ± ^ 

him. Then he ordered that he be " 
stoned. 

Comments :[Sahech lighairihi, but this isnad is da'eef because of the weakness of 
Jabir al-Ju'fi]. 

42. It was narrated that Rafi' at- - ^ ^ . r ; «u ^ _ 1Y 
Ta'i, Abu Bakr's companion ' \\ 

during the campaign of as-Salasil, & o? o? -^j* ui^ 1 (4-^ 
said: I asked him about how they • > . - „ ^ , - \ t - 

came to swear allegiance to Abu * * y " „ ~ 
Bakr & and he said - when telling J> J-ij <ji^ ]f 'i?^ 1 

him about what the Ansar said and . - V -i 

what Abu Bakr * said to them and & & < ^ J :JU 'J**^ 1 SJ> 
what 'Umar bin al-Khattab & said ^ . ! I1C : ifjiAi ji) _ Jlii 
to the Ansar when he reminded /. . ^ , , <, 

them that he had led them in ut % <. ± jL^Nl 

prayer on the instructions of the ^ u - 

Messenger of Allah when he \ . - f ; 

was sick: They swore allegiance to ^ ^ l f>\ 

me because of that and I accepted it :f * *• \*'\-' Tn-i . 

from them, but I was concerned ; - \ 

that there would be turmoil that U-w o ^sSj 1 

would lead to apostasy. 

Comments: [Its isnad is jayyid] 

43. It was narrated from Wahshi - ^ ^ - ^ _ fcr 
bin Harb that Abu Bakr & ^ ~ y ^' 



appointed Khalid bin al-Waleed as Ji ^A^J Ji^'j^ it Cr^J '■ 
commander to fight the apostates 



and he said: I heard the Messenger 



of Allah &g say: "What a good jil Jb; jlTjJI ^ jJUJ iS^fejfc uf 
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slave of Allah and member of the 
tribe Khalid bin al-Waleed is! [He 
is] one of the swords of Allah that 
Allah, may He be glorified and 
exalted, has unsheathed against 
disbelievers and hypocrites/' 

Comments: [A hadeeth saheeh 
because of corroborating evidence; 
this is a da'eef isnad] 



44. Mu'awiyah bin Salih narrated 
from Sulaim bin 'Amir al-Kala'i, 
that Awsat bin 'Amr said: I came to 
Madinah one year after the death 
of the Messenger of Allah and I 
found Abu Bakr addressing the 
people. He said: The Messenger of 
Allah ^ stood before us last year... 
and he wept and struggled to speak 
three times, then he said: O people, 
ask Allah for well-being, for no one 
is given, after certainty of faith, 
anything like well being and 
nothing worse than doubt after 
disbelief. You should be truthful, for 
it guides to righteousness and they 
lead to Paradise. Beware of lying, 
for it guides to immorality and they 
both lead to Hell 

Comments: [Its isnad is hasan] 



45. Muhammad bin Muyassar 
Abu Sa'd as-Saghani al-Makfoof 
narrated: Hisham bin 'Urwah 
narrated to us from his father that 
'A'ishah said: When Abu Bakr 
was dying, he said: What day is 
it? They said: Monday. He said: If 
I die tonight, do not wait until 



: !)jk ^ M JJU^ J\ : JIT, 

J£j > ^ ^ 

^ Jji (*J IJ^J l> V-T*- 

* - * 

- ^ t .* i , j ^ -• ■ ; - 

p* M ' 

i-ilii ^Ip ^ Jji iij fii 
l^i l> :ju jL ; Lji> «£Ji 

jlj ^ ii! isiiui jjj i-i 

^ ^ Op: 
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4c J^JLaJI gjl 



Jj^k JLOJ^J 



tomoruiw to bury me, for the 
dearest of days and nights to me 
is that which is closest to the 
Messenger of Allah gg. 

- ^ -U>*> * im. ^\ >_ j .ii oil.- J : 

Comments: [Its isnfld is weak because of the weakness of Muhammad bin 
Muyassar], 

46. It was narrated that Abu 
'Ubaidah said: Abu Bakr 4* stood 
up, one year after the death of the 
Messenger of Allah and said: 
The Messenger of Allah jfeg stood 
where 1 am standing last year and 
said; "Ask Allah for well being, 
for no one is given anything 
better than well-being. And you 
should be truthful and righteous, 
for they lead to Paradise. Beware 
of lying and immorality, for they 
lead to Hell" 



: jidi tiii- -ii 

& jfi d ^ 

; JUi i^Uj 4JU1 Jj-i^ sU} 

^4 J-jiil lil-i -Li- Jim jj ii^UJl 
U^li ^0 JJLaJL Ji^lUj ^^J' 



Comments: [Sa/iee/r Ughairihi. This 
isnflt/ is weak because it is 
interrupted] 

47. ' Ali 4^ said: If I heard something 
from the Messenger of Allah jjjg, 
Allah would benefit me thereby as 
He willed. Abu Bakr told me - and 
Abu Bakr spoke the truth - he said: 
The Messenger of Allah said: 
"There is no Muslim who commits 
a sin then does wudoo' and prays 
two rak'ahs then asks Allah for 
forgiveness for that sin, but He will 
forgive him." And he recited these 
two verses: "And whoever does 
evil or wrongs himself but after- 
wards seeks Allah's forgiveness, he 
will find Allah Oft-Forgiving, Most 
Merciful" [an-Nisa' 4:110] 
"And those who, when they have 
committed Fahishah (illegal sexual 



ill*-) i4 j^*J -^j*** 
tijJ- ^ J^V 11 V- -IV 

M sLi LL ill l£li ^ Jjl 

jj| ^-^J ^r*^ 

^ U» J]| Jtf :Ji; > £ 

^O^J l/^V ^ v^A; (4--* 

■3 > 1 will ijyju 

MjL Ji^ 'Jr*^ J?\* 
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intercourse) or wronged themselves - - -1 ^ v 1 \ ^ * 

with evil, remember Allah and ask 4 : ; UJ0 

forgiveness for their sins; -and none jj) 4; j - lit i > ij& 3] il^U \Jj^ 

can forgive sins but Allah - and do ' " 

not persist in what (wrong) they [Ti^rljl O ra * j'^** 
have done, while they know" [Al 
Tmran 3:135] 

Comments: [Its isnad is saJweh] 

48. Shu'bah said: I heard 'LJthman J- i . • * - *• < A 
from the family of Abu ' Aqeel ath- s * £ 

Thaqafi say - -but he said; Shu'bah £*2JI J?«* jT jUii J^^- : Jli 

said; And he recited one of these . t £ t,. \ j« =?, 

two verses: whosoever works evil, - 

will have the recompense thereof" ^ J**i j+¥ : jri^ 1 

[an-Nisa' 4:110] or "And those who, - * v ' 

when they have committed Fnhishoh 4 0^ l ^° Yr ; frUJI) 

(illegal sexual intercourse)..." [Al .Ore: jl,** Jl) 

'Imran 3:135]. ^ 

Comments: [Its *SH«d is sa/iee/i] 'C^*-* " * Jgj** 

49. 'Umar said: Abu Bakr + ^ - ^ :jL -f - ^ ^ „ M 
addressed us and said: The * 

Messenger of Allah jfe stood among 4^ ij? Cj* : J^i 

us last year and said: "Nothine is r ^ 1 . ? , ^ * * f - * ;„ 

shared out among the people that * ' ' ^ y 

is better than well-being after tjji Cj ^ Jji 0J ; jLii 

certainty of faith. Verily truth- ^ ^ " ^ ' - g - ^ 

fulness and righteousness lead to <- r ^ ^ v ^ r - r t 

Paradise and verily lying and *J\j jl^Jt j| 1 j^l j£ sUL^Jl ^ 

immorality lead to Hell." ' . , J. ' s V . * 

Comments:[Satee/i Itghatriht. Its - ^ ' ' ' ^ 

rsnfff/ is da'eef because it is 
interrupted] 

50. Al-Bara' said: When the ZjS : ^ 'J iUi Ujit 



Messenger of Allah came from . , # > , f j * 9 

Makkah to MadinaK the Messenger ^-V- : J* ^3^! : 

of Allah « got thirsty. They passed Jj Sfc ^ Jjl Xi\ Uj :JU 

by a herd of sheep. Abu Bakr as- ' ' s , ^ 

Siddeeq said: I took a cup and hj** 6 ^ ^ J ^t^ 1 
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milked a cupful of milk for the 
Messenger of Allah jgjg. I brought it 
to him and he drank until I was 

pleased. 

Comments: [Its isnad is saheeh, al- 
Bukhari (3908) and Muslim 
(2009)] 

51. Abu Hurairah said; Abu Bakr 
said: O Messenger of Allah, teach 
me something that I may say in 
the morning and in the evening 
and when I go to bed. He said: 
"Say; O Allah, Creator of the 
heavens and the earth, Knower of 
the unseen and the seen - or he 
said: O Allah, Knower of the 
unseen and the seen, Creator of 
the heavens and the earth - Lord 
and Sovereign of all things, I bear 
witness that there is no god but 
You; I seek refuge in You from 
the evil of my own self and the 
evil of the Shaitan and the shirk to 
which he calls people/' 

Comments: [Its isnad is saheeh] 

52* It was narrated that Ya'la bin 
'Ata' said: I heard 'Amr bin 'Asim 
bin 'Abdullah,., a similar report. 

Comments: [Its isnad is saheeh] 



53. It was narrated from Abu Bakr 
as-Siddeeq that he delivered a 
khutbah and said: O people, you 
recite this verse but you quote it 
inappropriately: "O you who 
believe! Take care of your own- 
selves. If you follow the (right) 
guidance [and enjoin what is right 
(Islamic Monotheism and all that 



52 4* J^juaJI ^\ Tim « 

iji jm ils Jji j ^2 v 

^> ji- iJLi tJj_>- : I^JjU- -fit 

[o^ i^ij] ^ii ...Jji 

<A i JjjJaJl ^ ^1 j£ J^J^J ^jU- 
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Islam orders one to do) and forbid 
what is wrong (polytheism, disbelief 
and all that Islam has forbidden)] no 
hurt can come to you from those who 
are in error" [al-Ma'idah 5; 105]. I 
heard the Messenger of Allah 5£ say: 
"If the people see evil and do not 
denounce it, soon Allah will send 
His punishment upon them all/' 

Comments: [Its isnad is saheeh] 

54. It was narrated that Abu 
Barzah al-Aslami said: A man 
spoke harshly to Abu Bakr as- 
Siddeeq Abu Barzah said: Shall 
I strike his neck? He [Abu Bakr] 
rebuked him and said: That is not 
for any one after the Messenger of 
Allah 

Comments: [Its isnad is sahech] 



55, It was narrated from 'Urwah 
bin az-Zubair that 'A'ishah the 
wife of the Prophet ^ told him: 
Fatimah the daughter of the 
Messenger of Allah ^ sent word to 
Abu Bakr as-Siddeeq asking for 
her inheritance from the Messenger 
of Allah of the fai' that Allah 
had granted to him in Madinah 
and Fadak, and what was left of 
the khumus of Khaibar. Abu Bakr 
said: The Messenger of Allah 3fe 
said: "We (Prophets) are not to be 
inherited from and whatever we 
leave behind is charity. Rather the 
family of Muhammad may take 
their provision from this wealth." 
By Allah, I will not change any of 
the charity of the Messenger of 
Allah sfe from how it was at the 



!)0> :J>; *W <JAi ^V- O' 0 
jUi :jLi .jiiiit ^ Jy jJrj iUl 

:jiij *^4-^ vlj^^i : o 

^ <rjj ^ ^ ^rf j J* ' j=?jJ* 

;dU iLi lL? #5 Jji jy^j ^ l^i^ 
>* - > ^ „ 
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time of the Messenger of Allah . -r . , f : * ^ . f ^ 

and I will do the same with it as the ^ b ^1 ■ ji ^ 

Messenger of Allah jgg did. So Abu ^ f Jj> 

Bakr refused to give anything of it * , ^ " ' ;* 5 \ 

to Fatimah, and Fatimah was upset ^ s)^3 ^ ^ 4^ : & 

with Abu Bakr because of that. ^ j^j ^, o . /\) 

Abu Bakr said: By the One in - " / ' ' ' 

Whose hand is my soul, the f^riJ ^ ^L? 

relatives of the Messenger of Allah ^ . ' ^ j Jr *vJ t 

^fe are dearer to me than my own r ? s ' \ f', 

relatives. As for the dispute L*i iil* 3^ &\ J_^3 Jjl^ 1^1 il^t 

between me and you concerning - , tK , * 

this wealth, I did not deviate from ' CT J ,<LjC ^ * 

the truth concerning them and I : ^ ( t T i • ) : £ i : gt>»i 

will not leave anything that I saw (wa*) 
the Messenger of Allah sjfe do but I 
will do it the way he did it. 

Comments: [Its isnad is saJieeh, al-Bukhari (4240) and Muslim (1759)] 

56. It was narrated that Asma' bin • £^ ;J^\^ ^1 UJjl^ -©1 

[sic] al-Hakam al-Fazari said: I t ( 

heard 'Ali say: If I heard a hadeeth 0* & If **JJ urf 1 J? ^ 
from the Messenger of Allah j£, .j^ ^J, . -* ^ 

Allah benefitted me as He willed l - 

thereby. If someone else told me J* c-**~- b[ :Jl* LU- c-**-^ 

something from him I would ask !f „.* ,^ 'f,, . ^ , 

him to swear, and if he swore I ; - 

would believe him. Abu Bakr told toUAi^l 

me - and Abu Bakr told the truth - * & -.r r- 

that he heard the Prophet « say: ^ f ^ ' ^ 

'There is no believer who commits Jui J^j J Li :JU Jft ^l^j 

a sin, then does wudoo' and does it , > % *> 

well and prays two raJt'fl/is and J**f ^ ^> ^' 

asks Allah, may He be glorified JL^> *i ,3^, 

and exalted, for forgiveness but \ , , s ' \> 

Allah will forgive him." Then he ^ Ji^ 1 ^ : ^ ^ > 

recited the verse: "And those who, ... Y.>^!t , *\\. .f r 

when they have committed 1 

FahishaJi (illegal sexual intercourse) [^^rbl .O T 0 

or wronged themselves...'" [AJ 

'Imran 3:135]. '^ oL! 
Comments: [Its isnad is sdfia'/r] 
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57* It was narrated that Zaid bin 
Thabit said: Abu Bakr sent for 



me when many of the people of ^JlliJl ^" j£p ^ 
al-Yamamah were killed. Abu >f i * .* * * - * . „ 

Bakr said: O Zaid bin Thabit, you *r* y} « : Jb ^> ^ *-> 
are a wise young man and we ^3 ^ ^ tjidl Jil 

trust you; you used to write down ^ ~ t * +** ; 

the Revelation for the Messenger ^ '^f 1 ' ^ ^ f** 'V; C 

of Allah Seek out the Qur'an ^ ^ jj| ^ jjj- 

and collect it. 

Comments: [Its ismid is saheeh, al- ^ - r- 

Bukhari (4986)] .(iUD :^ 

58, It was narrated from 'A'ishah ^ : Jfj^ -«A 

that Fatimah and al- Abbas came to ; . tf r _ ' , #i 

Abu Bakr, seeking their inheritance ^ u ^ l ^ 1^ 4^ ] 

from the Messenger of Allah ft. At • > ^ 

that time they were seeking his ' ' - ' 



land in Fadak and his share of & i-^jl ifLr f^l 

Khaibar. Abu Bakr said to them: I , i~ ^. . > ..^ 

heard the Messenger of Allah « 'f 5 ? 7 \ . ^ * ^ * J ^ 
say: "We (Prophets) are not to be ^» : Jjij ^ jiH J ji^ cJL^ 

inherited from and whatever we s , f >- >*t * *-„ / 

leave behind is charity. Rather the ^ « Jl J* * U U k 3xi ^ U 

family of Muhammad jfe may take J ^ Jjr; lSl Jblj Jlj ■ jLJUii 
their provision from this wealth." „^ \ \^ s 

By Allah, I will not leave anything [ * : 1 jl ^* ^ ^ 

that I saw the Messenger of Allah . tU-To) . . t Mt- , . 
do with it but I will do it too. 1 ^ e " ' , 

Comments: [Its isniw/ is sa/teefc, al-Bukhari (4035) and Muslim (1759)] 

59, It was narrated that Ibn Abi ^ g*^ >• ~> ^ 

Mulaikah said: It was said to Abu " , . 

Bakr: O fc^c/Wi (caliph) of Allah. : ^ ^} Ji ] J* - 'J* if) J^i 

He said: I am the khateefah (lit. ^ ; 3^ jj, 5^' u . ^ 
successor) of the Messenger of Allah ' ' , ^ ^ ' 

^ and I am pleased with that Clj ^ aJJI J^j iiii 

Comments: [Its isnarf is rfaVe/ [li-jijt] 
because it is interrupted] 
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60. It was narrated from Abu 
Salamah that Fatimah said to Abu 
Bakr: Who will inherit from you if 
you die? He said: My children and 
my wife. She said: Then why can't 
we inherit from the Prophet ^g? He 
said: 1 heard the Prophet % say: 
"The Prophet is not to be inherited 
from/' But I will sponsor those 
whom the Messenger of Allah ^ 
used to sponsor and I will spend on 
those on whom the Messenger of 
Allah |te used to spend. 

Comments: [Saheeh lighairihi; Abu 
Salamah did not meet Abu Bakr] 

61, It was narrated from Abu 
Barzah al-Aslami that he said: We 
were with Abu Bakr as-Siddeeq 
when he was conducting some 
business of caliphate and he got 
very angry with one of the 
Muslims. When I saw that I said: 
O khalecfah of the Messenger of 
Allah, shall I strike his neck? 
When I mentioned killing him, he 
changed the subject completely. 
When we parted, Abu Bakr as- 
Siddeeq sent word to me after 
that and said: O Abu Barzah, 
what did you say? I said: I have 
forgotten what I said; remind me. 
He said: Don't you remember 
what you said? I said: No, by 
Allah, He said: Do you remember, 
when you saw me get angry with 
that man, you said: Shall I strike 
his neck, O khaleefah of the 
Messenger of Allah? Don't you 
remember that? Would you really 
have done that? I said: Yes, by 



ilL, iil^ :jlU -v 

m & ^ m ^ 

015 ^ J^l Jsij *j *£\ -jJb 

[v<\: Jx\] .j£ $te f M j^ 

y\j l^Jv 

^ -jtU LjJ>- -M 
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Allah. If you order me to do it - „ - . , * - , * . ✓ * 
now, I will do it He said: Woe to :JIj ^ °1 ^ 

you! By Allah, that is not for J£ ^ U Jjtf; ^1 -iil^ : j\ 
anyone after Muhammad ?S> 
Comments: [Its isnarf is qawi] 

62. Abu Bakr as-Siddeeq ^ said: ^ -j^ ^ ^ 

The Messenger of Allah ^ said: , . ^ . 

"The smjufc is purifying for the ^ J^* ^ J 1 ) k*JU : <J^ 

mouth and pleasing to the Lord/' 



Comments: [Sste/j lighairihi] ^ + * > " s ' > 

63. Abu Hurairah 4, said: Abu — ^ ^ j^U £^ 
Bakr said: O Messenger of Allah, 

tell me something I may say in ^f^Cy. Jj** c ^ ?^ : ^ a? <J^t 

the morning and in the evening. ' ^ :Jli -111 ^ ^ 

He said: "Say: 'O Allah, Knower °f* ^ ' f\ 

of the unseen and the seen, l~i j J* fc<Ul Jji-j U : ^fc r 1 Jli 
Creator of the heavens and the 
earth, Lord and Sovereign of all 

things, I bear witness that there is ol^Ul t sSL«ijlj j^jji 

no god but You, I seek refuge in t , , , / s 

You from the evil of my own self tAS ^ ^ (U ' ^ 0 s ^j^j 

and the evil of the Shaitan and the ^ ii i^i ii[ V M ijit 

s/izrfc to which he calls/" And he . * \ ' r tf ' / 

told him to say it in the morning ^ jU^lJl ^t^r-^ 

and in the evening and when ^{ ^ t M ^ | r | jj ; 

going to bed. ' % ° " 

Comments: [Its iswui is sate/i] [ 5 ^ : CT^ ] 1 

64, It was narrated that 'Abdullah ^ :ij; ^ iUJ GJjl^- 
bin Abi Mulaikah said: It was said 



uin iviuiaiKan saia: ir was saia - * ~, % ( s # ^ * > 

to Abu Bakr: O khateefah of Allah. : JU ^ s* 1 ^ / 1 <^ ^ 

He said: Rather [I am) the khaleefalt j; : j Ji : .Jbi ilii l; : JJ 

(lit successor) of Muhammad ig, , r " f ' ' \ 

and I am pleased with that ^ : £rbl i^jI^iiiJ^ 
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Comments: [Its isnad is da'eef 
because it is interrupted] 

65. It was narrated that Ibn Abi 
Mulaikah said: The halter fell 
from the hand of Abu Bakr as- 
Siddeeq 4*. He struck the foreleg 
of his she-camel to make her 
kneel down, and they said to him: 
Why did you not tell us to pass it 
to you? He said: My beloved the 
Messenger of Allah instructed 
me not to ask the people for 
anything. 

Comments: [Hasan lighairihi; this 
isnad is da'cefl 



66. It was narrated from Abu 
'Ubaidah that Abu Bakr stood up 
one year after the death of the 
Messenger of Allah Hg and said: 
The Messenger of Allah ^ stood 
among us last year and said: "The 
son of Adam has not been given 
anything better than well-being, 
so ask Allah for well-being. You 
should be truthful and righteous, 
for they lead to Paradise, and you 
should beware of lying and 
immorality, for they lead to Hell." 

Comments: [Saheeh lighairihi; this 
isnad is da'eef because it is 
interrupted] 

67. It was narrated from Abu 
Hurairah that the Prophet sfe said: 
"I have been commanded to hght 
the people until they say La ilaha 
illailali, and if they say it then 
their blood and wealth are safe 
from me, except in cases dictated 



h\s :JL; J J\ y *J\ 

^dji V M 
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with Allah. When some people ? -i i -^-^ ^ ^ 

apostatized, 'Umar said to Abu \J ^JJl^lj j^*^ * U^li 

Bakr: Will you fight them when you . . * - , " . „ 

heard the Messenger of Allah ^ say ^ :JU r*^rJ 

such and such? Abu Bakr * said: iL&lS; : ^fc ^ yJ- JU s^jl cilS 

By Allah, I will not separate prayer \/ 

and zakah, and I shall certainly ^ Jyi M 5^ Jij 

fight anyone who separates them. ^ %:f ^ 3^ .3^ 

So we fought them alongside him ' ' 



and we realised that that was the -l^? ^ *J ^s^O •"5^' 
right thine to do, ^.i,; 

Comments: [A sahech hadeeth, al- 

Bukhari (6924) and Muslim (20)] [rro l Yr<\ t UV: ^1] 

^ ij* ^! Crr-*" :^ ■ gij*™ 

68. It was narrated that Abu Bakr .j^ £ >• Jj, ^ ^ _ 1A 

bin Abi Zuhair said: I was told , * . . V * 

that Abu Bakr said: O Messenger ^ 0? ^ J* 

of Allah, how could we be in a ^ jV- u ^ c ( ^ 

good state after this verse: "It will - 
not be in accordance with your ^5^4 
desires (Muslims), nor those of the ^ r > w - i;j 
people of the Scripture (fews and /\ * - 7 / / * 

Christians), whosoever works evil, JUi ^ iL^i llUi ^ J5j ( WT* ; *UJl) 
will have the recompense thereof v. .a ^u. U \ >* 

[an-Nisa 4:123]? Will we be * * ' ^ ^ " 

punished for every bad deed we oJJl g * V; o-Jl dJJl 

do? There Messenger of Allah 3^5 - - 1* - , * , -£ 

said: "May Allah forgive you, O :J * ^ :JU«f^l^;^ 

Abu Bakr, do you not fall sick? Do [v \ 1 v • 1 H : ^1] . *a, U 

you not get exhausted? Do you 
not feel sad? Don't calamities 

befall you?" He said: Of course. ^ ^ ^IkoiV ^i-^ jL-i Ia*^ 

He said: "That is the recompense ^ jj r * 4 j-jl-JI J* ^ 

you are riven." / \ 

Comments: [Sahee/i bituruqihi wa shawahidihi] 



69. Ibn Abi Khalid told us, from J ^ ^ e - _^ 

Abu Bakr bin Abi Zuhair - 1 think ,\ £ ( , \ 
he said: Abu Bakr said: O <J^ * y| ^ ^5 ^ JJ^- 
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Messenger of Allah, how could , ^ - f - , . 

we be in a good state after this ^ C^ 1 ^ ^ J ^ ^- : ^ 
verse? He said: "May Allah have tj £ ij Jjji JiU>;o : JU s Jla 
mercy on you, O Abu Bakr, Do /, > ^ . r * 
you not fall sick? Do you not feel 

sad? Don't calamities befall you? T- .j^ ^\ ^M^, 

Do you not...?" He said: Of ,,,,,, 
course. He said: "That is for that" - J ill 

Comments :[5^/uY'/f although this ,<u,US ^L*-* 0 jL^J Jk ^>w? 'q»>^ 
isnad is dn'ee/like the previous one] 



£1^- :ju!p ^j* ^ii; tejj- -V* 



70. It was narrated that Abu Bakr 
ath-Thaqafi said: Abu Bakr said: O 
Messenger of Allah, how could we L * ^ ^ JU :Jli ^ l ^ 



be in a good state after this verse: ^ j£ ' ^ij, t Jjj 

"whosoever works evil, will have " 

the recompense thereof" [an-Nisa' *• ^ Tir J~ 

4:123]?... and he narrated the same r i a ■ i i I , - it -c\ : 

hadeeth. c * ' 

CommentsrlSa/iee/i although this ^LJ .jL-|j :g ? /j 
isnad is da 're/like the previous one] 

71, It was narrated that Abu Bakr ^ Ju. ^\ ^\ £^ 
bin Abi Zuhair ath-Thaqafi said: tf - , . " ^ ^, \ # . f 
When the verse "It will not be in ^ : JU ^ ^ ^ ^ 

accordance with your desires jif JiiluL :cJ> r 

(Muslims), nor those of the people ' \ # , ^ 
of the Scripture (Jews and ^ r 1 ^ 1 

Christians), whosoever works evil, J_^3U \ JZ J\ JL# :<Jl* -u> 
will have the recompense thereof „ - * * 

[an-Nisa' 4:123] was revealed, Abu JUi ^ ' u ! ^ 

Bakr said: O Messenger of Allah, rf £ 2ui uiU^^it jj| 

will we receive recompense for > * *t > * , *i , ' * 

every bad deed we do? The ^ ^ ' V- 5 * ^ 

Messenger of Allah said: "May : \j\ ^ ?£|^ui 

Allah have mercy on you, O Abu 

Bakr. Do you not become exhausted? B ^- J : ff>^ 

Do you not feel sad? Don't calamities 
befall you? This is the recompense 
that you receive/' 

Comments: [Saheeh although this isnad is da' eef like the previous one] 
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72. It was narrated from Anas bin 
Malik that Abu Bakr wrote to them 
saying: These are the types of 
charity (zakah) that the Messenger 
of Allah 3g made obligatory upon 
the Muslims and which Allah, may 
He be glorified and exalted, 
enjoined upon the Messenger of 
Allah jg. Whoever among the 
Muslims is asked to pay it in the 
proper manner, let him give it; 
whoever is asked for more than 
that, let him not give it. For less 
than twenty-five camels, for each 
five, one sheep (should be given). If 
the number reaches twenty-five, 
then one she-camel in its second 
year (should be given), up to 
thirty-five. If there is no she-camel 
in its second year, then a he-camel 
in its third year (may be given). If 
the number reaches thirty-six, then 
a she-camel in its third year 
(should be given), up to forty-five. 
If the number reaches forty-six, 
then a she-camel in its fourth year 
that has been bred to a stallion 
camel should be given, up to sixty. 
If the number reaches sixty-one, 
then a she-camel in its fifth year 
(should be given), up to seventy- 
five. If the number reaches 
seventy -six, then two she-camels in 
their second year (should be 
given), up to ninety. If the number 
reaches ninety-one, then two she- 
camels in their fourth year that 
have been bred to a stallion came! 
should be given, up to one 
hundred and twenty. If the number 
is more than one hundred and 
twenty, then for every forty 
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camels, a she-camel in its third year 
should be given and for every fifty 
a she-camel in its fourth year. If the 
ages of the camels for zakah differ, 
if what is due is a she-camel in its 
fifth year but he does not own such 
a camel, but he has a she-camel in 
its fourth year, then that will be 
accepted from him and he should 
add to it two sheep, if available / or 
twenty dirhams. If what is due 
from him is a she-camel in its 
fourth year and he only has a she- 
camel in its fifth year, it should be 
accepted from him and the zakah- 
collector should give him back 
twenty dirhams or two sheep. If 
what is due from him is a she- 
camel in its fourth year, but he does 
not have such a camel and he has a 
she-camel in its third year, then it 
should be accepted from him and 
he should add to it two sheep, if 
available, or twenty dirhams. If 
what is due from him is a she- 
camel in its second year, but he 
only has a he-camel in its third 
year, then it should be accepted 
from him and nothing should be 
added to it. If he has only four 
camels, no zakah is due unless the 
owner wants to give it. With 
regard to zakah on sheep in the 
pasture, if there are forty sheep, 
then one sheep is due as zakah, up 
to one hundred and twenty sheep. 
If there is one more than that, then 
two sheep are due, up to two 
hundred. If there is one more than 
that, then three sheep are due, up 
to three hundred. If there is one 
more than that, then for every 
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hundred sheep, one sheep is due. * ' v * ' i - -r ' * 

No toothless or defective sheep iUj - J * ^1 ^ ^ ^ 4 r*J* 

should be taken as zakah and t Uor *Uo. t UM:^;i] 

neither should a ram, unless the 

one who is giving allows that. l ^ 00 * n ' n tYrAV 

Separate flocks should not be put .(uiA):r * .at-i igjX 

together and flocks should not be 

divided so as to avoid or reduce 

zakah. If there are two partners [and 

the ztfJtflh<ollector comes and takes 

zakah], they should settle the matter 

between them on a fair basis. If a 

man's flock is grazing, if it is one 

less than forty, then no zakaii is due 

on it unless the owner wants to 

give it. On silver the zakah is one 

quarter of one tenth; if the wealth is 

only one hundred and ninety 

dirhams, then no zakah is due on it 

unless the owner wants to give it. 

Comments: [Its isnad is saheeli, al-Bukhari (1448)] 

73. 'Abdur-Razzaq said: The ^ Jil :Jli Jlj^Jl *l± -vr 
people of Makkah say: Ibn Juraij , # , „ tf # , tm ^ , > , 
learned the prayer from 'Ata' and *5 Ui * It gf> J 1 : 
'Ata' learned it from Ibn az- u j£f* ,^'^1 ^ ^ Liiilj 
Zubair and Ibn az-Zubair learned t & I* ~t ' • f £ 
it from Abu Bakr and Abu Bakr j* & y) U-Ulj ^1 j* 
learned it from the Prophet I ^ ^| jj. * u ^ 
have never seen anyone who * u ' ^ 
prays better than Ibn Juraij. -fA'A y) 

Comments: [This is a report r . ^ ( . . " t . 

praising Ibn furaij and is not a i/ * •j-sU j ■ gi-r**' 

hadeeth; this was stated by gij* y ] s ^ ^ 

Ahmad Shakir] <jSli j^i -0U ^ Su* j^i U > 

74. It was narrated from Salim yj^ : ju j^l ^ _ vl 
from Ibn 'Umar that 'Umar said: ' " ' ^ , 
Hafsah bint 'Umar became the It* oi l 0* l r! u a* 
widow of Khunais or Hudhaifah • jj^ p , ;* {■ 

bin Hudhafah - 'Abdur-Razzaq was & J** ^ ^ ** ■ 

not certain. He was one of the _ J'j^l ±* *-ULi _ iiJJLi }l iiUi 
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4* J^JUaI) ^jl Inm 




Companions of the Prophet fig who * 
were present at Badr, and he died ' ^ V <>* ^ ^ 
in Madinah. I met 'Uthman bin 
'Affan and offered Hafsah to him 
in marriage. I said: If you wish, I 
will marry Hafsah to you. He said: 
1 will think about it. A few days 
passed, then he met me and said; I 
do not want to get married at 
present. 'Umar said: Then I met 
Abu Bakr and I said: If you wish, I 
will marry Hafsah the daughter of 
'Umar to you. He did not give any 
response to me, and I was more 
upset with him than with 
'Uthman. A few days passed, then 
the Messenger of Allah agg 
proposed marriage to her and he 
gave her in marriage to him. Abu s '\Z~i siUJI 

Bakr met me and said: Perhaps - -f 
you felt upset with me when you - a * r - 

offered Hafsah to me in marriage ^1 VI t*ii^ ^ llli illjj 

and I did not give you any « *L /r f P - j - 

response? I said: Yes. He said: ^ - ^ r-> tU > x - » ^ J ^ 

Nothing prevented me from : ^1] jJJ $g Jj| 

giving you an answer when you 

offered her to me in marriage tt " D 
except that I heard the Messenger (om) . . 6jl ^, . 

of Allah j& mention her and I did c °" e? 

not want to disclose the private 
matters of the Messenger of Allah 
If he had not married her, I 
would have married her. 

Comments: [Its isnad is saheelt, al-Bukhari (5129)] 

75. It was narrated that Abu Bakr ; ^ ^ _ v , 

as-Siddeeq said: The Messenger of ^ * ( ' ' 

Allah said: ''No one who ^> ^ ^ ^ 

mistreats his slaves will enter v f . , . „ M 

Paradise." A man said: O Messenger ^ ^ °f ^ ^ <^ i ^" J1 

of Allah, didn't you tell us that this V" :3§ Jjl Jy^j Jli : Jli i jAil 

ummah is the greatest in numbers of ,„ -..^ t - s 

* C :J^j jUi ££J| J^j: 
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slaves and orphans? He said: ''Yes, « ; , , £ , f * . 

so treat them kindly as you treat ^ °^ 01 

your children and feed them from t j> : ^gfj : < -vj| 

what you eat/' They said: What / %i : , ; 

could benefit us in this world, O ^ r*>*?^ , 3 ^^jl 

Messenger of Allah? He said: "A U dljl J ll^ Ui 

good horse which you keep ready „ , - " ^ 

for fighting for the sake of Allah and ^ J^" gjLi ^/>» : Jli 

a slave to take care of you. If he ^ ;.i . . . 

prays (becomes Muslim), then he is "/ ™ J ' & 

your brother, if he prays, then he is .i) ^\ ^Ji lib t il^f ^ JU liU 

your brother." 

— " j* k -**-* < *J wL*-j* : j^jAJ 
Comments: [Its isnad is dfl'ce/ because of the weakness of Farqad as-Sabakhi] 

76. lbn as-Sabbaq said that Zaid ^\ ^ >j ^ 

bin Thabit told him that Abu Bakr ^ f 1 1 _ 

sent for him to tell him that a y\ :Jl» ti^jJ 1 ^ ir^A 

large number of people at al- >- r f ?f . >* 

Yamamah had been killed. He ^ ^ J ^ :JU 

found 'Umar with him and Abu ^ iyU3l Jif Jxli J^l 

Bakr said: 'Umar has come to me r f *' ^ - ^ 

and told me that casualties were : J ^ °i : fy- ] JU * ^ 

heavy at al-Yamamah among the ^} ^ UuJl Jil *A£^I jj jliji o| 

Muslims who knew the Qur'an by . r _ / 

heart, and I am afraid that more 01 U, J 'Zr*-^ 1 

heavy casualties may take place ^ C-iiS J .£3b jiSJi 

among the Muslims who know , „ * * ' ; 

the Qur'an by heart on other & ^5 V 

battlefields and a large part of the J ^ Vjf . 

Qur'an may be lost. 1 ['Umar] _ " r ; ^ , f 

think that you [Abu Bakr] should fJS ^ >i : JUi UJI J 

issue instructions that the Quran *f. - > , - r 

be collected. I said to 'Umar: How ' ; ^ ^ ^ J ^T 1 ^ J ^ 

can 1 do anything that the Jj -J ij?33 

Messenger of Allah « did not , ? ^ , r l\ " ^. 

do? He said: By Allah, it is a good JU * r 5 ^ ^ cH 1 ^ ^ : ^ 

thing. And he kept urging me to £g t Ji^g ^ u JjJ, . £ 

do that until Allah opened my , „ , # f , s ' * 

heart to it and I came around to jLi -^rli 4^ 

'Ulnar's point of view. Zaid said: V ^ i£ -/jbl'J -i" 

And 'Umar was sitting with him, ' ^ * ^ y " ^ 
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not speaking. Abu Bakr said: You . , , t r s : . 

are a wise young man and we CT^ ^ ^ ^ 

trust you. You used to write ^i; "j £i ^ :cJ& .jI^Jl 

down the revelation for the " s , 

Messenger of Allah ft, so collect [oV *W 

it Zaid said: By Allah, if they had (HA1) . . t ijL-l . .. 

ordered me to move a mountain, 
that would not have been more 
difficult for me than what they 
instructed me to do of collecting 
the Qur'an. I said: How can you 
do anything that the Messenger of 
Allah ^5 did not do? 

Comments: [Its xsnad is sahcch, al-Bukhari (4986)] 

77. It was narrated that Ibn 'Abbas 
said: When the Messenger of Allah 
5fe died and Abu Bakr was Jjr^l J* lJ-L*S1\ jZ %>\y- 

appointed as caliph, al-'Abbas \ „ s - - „' /, 
disputed with 'Ali concerning ^ - ^ & ^ J 

some things that the Messenger of t jg Jbl J^j \% 

Allah ^ had left behind. Abu Bakr ^ 
said: It is something that the s** ^ ^i 1 
Messenger of Allah ife left the way : g J\ j£ cjl; Jjl ^3 suit 
it is and I am not going to / ^ s , 

introduce any changes to it. When ^* **>*-i ^Ji <Ul 
'Umar was appointed as caliph, ^ U-iLJ-l wluiJlM llii ii" ! 
they referred the dispute to him " l t **** " ^ 
and he said: It is something that iis^Al cJJLi ^jf jj : Jlii 
Abu Bakr did not change and I am - - . , " ~ - ; 

not gomg to change it When " - 

'Uthman was appointed as caliph, *J\ Jtf ^J$j oUii o-SiU : Jli 

they referred the dispute to him ^ # c f * — s , 

and 'Uthman remained quiet and i5 ^ oi 
lowered his head Ibn 'Abbas said: Jj^ cOJl * cJl U : iiii 4 ^l^Jl Jitf 
I was afraid that he ('Uthman) " ^j', " - * 

would take it back so I struck al- : J** <^ 

'Abbas between his shoulders and 
said: O my father, I insist that you 
give it to 'AH. So he gave it to him. 

Comments: [Its isnad is saheett] 
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78- It was narrated that 'Asim bin 
Kulaib said: An old man of Quraish, 
from Banu Taim, told me: So and 
so, and So and so told me - and he 
listed six or seven, all of whom were 
from Quraish, one of whom was 
'Abdullah bin az-Zubair, - and said: 
Whilst we were sitting with 'Umar, 
'Ali and al-' Abbas came in, and they 
had been raising their voices, 'Umar 
said: Stop, O 'Abbas! 1 know what 
you are going to say. You are going 
to say: He (the Prophet ft) is the 
son of my brother and 1 should 
have half of the wealth. And I 
know what you are going to say, 
O 'Ali, You are going to say: His 
daughter is married to me and she 
should have half of the wealth. 
This is what the Messenger of 
Allah ft had, and we saw how he 
managed it, Then Abu Bakr took 
charge of it after him, and he dealt 
with it in the same way as the 
Messenger of Allah ft had dealt 
with it. Then I took charge after 
Abu Bakr and I swear by Allah 
that I will strive my best to deal 
with it as the Messenger of Allah 
ft and Abu Bakr & dealt with it. 
Then he said: Abu Bakr told me 
and he swore by Allah that he was 
telling the truth, that he heard the 
Prophet ft say: "The Prophet is 
not to be inherited from; rather his 
estate is to go to the poor and 
needy Muslims." And Abu Bakr & 
told me and swore by Allah that he 
was telling the truth, that the 
Prophet ft said: 'No Prophet dies 
until he has been led in prayer by 
one of his ummah.' This is what 
was in the possession of the 
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Messenger of Allah and we saw 

how he dealt with it If you wish, I ^ ^ : ^ * J> ^ C^ 5 ! 

will give it to you to manage it in ^! °>; ^ 

the same way as the Messenger of y ^iJl 

Allah 3k and Abu Bakr did, so that 

I can put it under your control. 

They discussed it privately, then 

they came and al-'Abbas said: Give 

it to 'Ali, for I am happy for him to 

take control of it. 

Comments: [Salteeh lighairihi] 

79. It was narrated from Abu : j,j ^ >- ^£ J, ^ ^ 

Hurairah that Fatimah Mfe) came to ' ' ; „ 

Abu Bakr and 'Umar to ask for her : *jtj* J* <> <^ ^ L Jj** J*. Xm 
inheritance from the Messenger of > \i z y-A^x't -i * f 

Allah sfe. They said: We heard the Z f * s 

Messenger of Allah j& say: "I am JjJ-j lli**; UJ : N lii ^ ^iil JjLj 

not to be inherited from." 

Comments; [Its isnad is Hasan] 



3U 



80. It was narrated that Qais bin ^ uj\ V ^ , A . 

Abi Hazim said: I was sitting with . . ^ . 

Abu Bakr as-Siddeeq, the successor <j) 0? lt4* _>-^-Ji _ ^J-j* 

of the Messenger of Allah m, one ^^j, ^ f ^ j[ : ^ fJ ^ 

month after the death of the ' *\ ~' , \ ^ * f ' V 
Prophet ^ and he was telling a 3§ S^J ^SK <^ <J-^3 *fr^ 

story, then the call went out among . f . . , >: t 

the people, As-salatu } ami ah ' r ^v-r- * 



(prayer is about to begin)/' and it J* vk* Jjl 

was the first time that this call of V , > - s f * 

"os^/ani jami'ah" went out to the <T^ U 5 ^ UlJl ^ : ^ 

people. The people gathered and ilS 2 £i iwJ 

he ascended the minbar, which was tf * - , > • 

something that was made for him J ^ at's 4^ 

to deliver speeches, and it was the <£ ^ jijj ^j, — j ^ ( 

first speech he gave in Islam. He „ , tff ^ - 

praised and glorified Allah, then he ^ ^ ^"j^j t^^ 1 ^' ^ :Jt* 

said: O people, I wish that someone YL \ ■ *- ' ' i ' *r " ■ 

else could have taken care of this \ ^ ^ s^^^' ^ ^ ^ 

for me, for if you compare my way Jy3 jIS 'o\j olltliJl ^ CjJ^*i) 015 jl 

to the way of your Prophet t r I " ' . # . - 
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cannot be like him, for he was 

protected from the shnitan and the y ' ^ " M : G^" 

revelation used to come to him 
from heaven. 

Comments: [Its isnad is da 't?e/ because of the weakness of Eesa bin al-Musayyab] 

81. It was narrated that Mujahid ^ ^ ^ - £1^ - A\ 

said: Abu Bakr as-Siddeeq said: t " t „ ^ , 

The Messenger of Allah & } ^ : JL* -f*^ 

commanded me to say, in the f', if ; t ^ f,, *, >^ > * * 

morning, m the evening and \ ^ 

when I went to bed at night: "O X-Ut Oij t c4^l ISJj 

Allah, Creator of the heavens and — u ^ * >m - 

the earth, Knower of the unseen > b ^ : J= UI ^ 

and the seen, You are the Lord ^ ^St^JjIj ^\ ^Jli 

and Sovereign of all things. I bear ^ e ,/ V , 

witness that there is no god but ^ ^\ J i ^ 01 4-^ 'Jr 1 J 5 

You alone with no partner or ^ ^ ^ j ^ : ^ 

associate, and that Muhammad is , ^ /- , 

Your slave and Your Messenger 1 'i/t* ^ ^ ^ 

seek refuge in You from the evil tr ^ -;f *u -u 'In 

of my own self and the evil of the - ^ ; " 

shaitan and the shirk to which he .yllJ J^ii 

calls, and lest I wrong myself or 

wrong another Muslim." l_uj t> ^J .g^-' 

Comments: [Hasan lighairihi, and ^ H -^^J **-i-u> ^ 

its isruu/ is weak] 
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82. It was narrated that Harithah 
said: Some people from Syria came 
to 'Umar and said: We have 
acquired wealth and horses and 
slaves, and we want to pay zakcdt on 
them as a purification. He said: I 
shall do what my two predecessors 
did. He consulted the Companions 
of Muhammad ig, among whom 
was 'Alt and 'Ali said: It is good, 
provided it does not become a 
regular tax that is taken from them 
after you are gone. 

Comments: [Its isnad is saheeh] 

83. It was narrated from Abu 
Wa'il that as-Subayy bin Ma'bad 
was a Bedouin Taghiibi Christian 
who became Muslim. He asked: 
Which deed is best? He was told: 
Jihad for the sake of Allah, may 
He be glorified and exalted. He 
wanted to go for jihad, but it was 
said to him: Have you done Hajj? 
He said no. So it was said to him: 
Go for Hajj and 'Umrah, then go 
for jihad. So he set out and when 
he was in al~Hawa'it, he entered 
iltram for both Hajj and 'Umrah 
together. Zaid bin Soohan and 
Salman bin R a bee' ah saw him 
and said: He is more astray than 
his camel, or he is no more 
guided than his camel. He went 
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to 'Umar and told him what they 
had said. He said: You have been 
guided to the Sunnah of your 
Prophet sfe. Al-Hakam said: I said 
to Abu Wa'il: Did as-Subayy tell 
you that? He said: Yes, 

Comments: [Its isnad is sahcch] 

84, 'Ami bin Maimoon said: 'Umar 
led us in praying Fajr in Jam', then he 
stood up and said: The mushrikcon 
used not to depart until the sun rose, 
but the Messenger of Allah ^ 
differed from them and moved on 
before the sun rose. 

Comments: [Its isnad is saheeh, al- 
Bukhari (1684)] 



85. 'Asim bin Kulaib said: My 
father said: I told Ibn 'Abbas and 
he said: What is so amazing about 
that? When 'Umar called the 
prominent shaikhs among the 
Companions of Muhammad 

he would call me with them and 
say: Do not speak until they have 
spoken. He called us one day or 
one night and said: The Messenger 
of Allah 3£ said about Lailatal- 
Qadr what you know, so seek it in 
the odd numbered nights of the 
last ten nights; on which odd- 
numbered night do you think it is? 
Comments: [Its isnad is qawi] 

86. Shu'bah said: I heard "Asim 
bin 'Amr al-Bajali narrate from 
one of those who asked 'Umar bin 
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al-Khattab: We have come to you 
to ask you about three things: A 
man's nafl prayer in his house, 
ghusl in the case of janabalx, and 
what it is appropriate for a man to 
do with his wife when she is 
menstruating. He said: Are you 
magicians? You have asked me 
about something that no one has 
asked me about since I asked the 
Messenger of Allah about it, 
and he said: "A man's nafl prayer 
in his house is light, so whoever 
wishes, let him illuminate his 
house." And he said with regard 
to ghusl in the case otjanabah : "Let 
him wash his private parts, then 
do wudoo', then pour water over 
his head three times." And he said 
concerning the menstruating 
woman: ''The [husband may 
enjoy] whatever is above the izar 
(waist wrapper)/' 

Comments: [Its isnad is da'eef because 
narrated it is unknown] 

87 . It was narrated from Ibn 'Umar 
that he said: I saw Sa'd bin Abi 
Waqqas wiping over his khuffain in 
Iraq when he did wudoo' and I 
objected to that. When we met with 
'Umar bin al-Khattab, he said to me: 
Ask your father about what you 
objected to me doing of wiping over 
my khuffain, I mentioned that to him 
and he said: If Sa'd tells you 
something, do not object to it, for the 
Messenger of Allah sg| used to wipe 
over his kltujfain. 

Comments: [Its isnad is hasan] 
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4* utttflJI &J j*£ A'lm* 



88, It was narrated from 'Abdullah 
bin 'Umar, from Sa'd bin Abi 
Waqqas that the Messenger of Allah 
0% used to wipe over his khuffain. 
'Abdullah bin 'Umar asked 'Umar 
about that and he said: Yes, if Sa'd 
narrates some- thing to you from 
the Messenger of Allah do not 
ask anyone else about it. 

Comments: [Its isnad is saheeh, al~ 
Bukhari (202)] 



89. It was narrated from Ma'dan 
bin Abi Talhah that 'Umar bin al- 
Khattab delivered a khutbah on 
Friday, and he mentioned the 
Prophet of Allah |g and Abu 
Bakr. He said: I saw a dream that 
I can only interpret as meaning 
that my death is near; I saw as if a 
rooster pecked me twice, and I was 
told that it was a red rooster. I told 
this dream to Asma' bint 'Umais, 
the wife of Abu Bakr ^, and she 
said: You will be killed by a Persian 
man. The people are asking me to 
appoint a successor, but Allah will 
not cause His religion and His 
caliphate, with which He sent His 
Prophet to be lost. If death 
comes to me soon, then the 
caliphate is to be decided by these 
six men with whom the Messenger 
of Allah was pleased when he 
died. Whichever of them you 
swear allegiance to, then listen to 
him and obey, I know that some 
people will object to this matter. I 
have fought them with my own 
hands in the defence of Islam. 
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They are the enemies of Allah and * - - f r • - . , 

misguided kafirs. By Allah, 1 am ^ ^ « <f*^ > ^ 
not leaving behind anything that *j\ ^ Uj h f /\ U l!!} .J"*Ajl 
my Lord instructed me to do and I \- — • - s „/- — . - 
came to the position of caliphate £J| ^ J^^^ J'j 

on that basis that is more ^ ^ Jj» *J J iUf U 
important to me than kalaiaiu By ' ^y* f ( , 

Allah, the Prophet of Allah oli ^ J iUl L. lil ill 

never emphasised any issue to me . s- -tvi^u 

since I accompanied him more ^ - : 

than the issue of kalalah, until he ^ cJj; ^1 ^Jl^' *3 *liJ5J» : Jlij 
poked me in the chest with his -r - / i * * r * , ■ , 

finger and said; "Is not ayatas-saif ^ °i ^ UJl ^ ^ 

(the verse of summer, i.e., it was J\j m \yt *j ^ vjz Hfo s Lii L^i 
revealed in summer), which " / , r 2 . % . ^ 

appears at the end of Sooratan- H ^ ^ J* ^ ^ 

Nisa', sufficient for you?" If I live I & j-j ^ ^ ^ l££ 
will issue a decree that will be so , , > - 

clear that those who read the -'rf^* J** ^ ^\ ^y"jtJ rfcr 

Qur'an and those who do not read ^' \ * ^J^t * &i \£\ 

it will be able to make decisions > f*- ^ - 

concerning it I call upon Allah to 4 J-^P'j fj^ 1 ^ : J^r^ ^! 
bear witness over the governors of * „ „ : ,f i . * . < f i. * - 

the regions, for I only sent them to * ' * ^ ^ J ~ J 

be just and to teach the people 9 ju iijj t£ ^iLi ji^Jl ^4^j 
their religion and the Sunnah of / * , / ^ ' . , . ^ 

the Prophet *£* and to refer to me *1 ^ UJl ^ ^ C>^ 

concerning any difficult matter. O 2 ^ j^i 

people, you eat two plants which I ; t *\ . ' 

find to be nothing but repugnant, vrf'j iii*>Jl f>l >tUl 

this onion and garlic. I remember [r n ^ M 4 w ^ . u-,] ^y^, 

the Messenger of Allah if he ; 
noticed their smell coming from a (<nv) :^ <.^ = >^ <: ' 1 : £i>^ 

man in the mosque, he would 
issue orders that he taken out from 
the mosque to al-Baqee'. Whoever 
must eat them, let him cook them 
to death." 

He said: He addressed the people 
on Friday and was attacked on 
Wednesday, 

Comments: [Its isnad is sahceh, Muslim (567)] 
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90. It was narrated that 'Abdullah . , ( „^ t > t 

bin 'Umar said: az-Zubair, al- ^ ¥ s* 1 ^ ^ ~ V 

Miqdad bin al-Aswad and I went M j£ U£ Jfe : ju t j^! 

out to our property in Khaibar to ^ . t , * " 

take care of it. When we got there, ^ ( ^ ^ ^ ^ 

we dispersed, each man going to Jj - j^-j 

his property, [ was attacked under t [ ] _ ' ^ *^ 

cover of night when I was sleeping iU~l*Lo ^IL^ £Jl^l 

on my bed and my arms were ..ft. - >: ■*.- 

dislocated at the elbows. In the ^ ^~ ^ ^ :JU / ^ ^ 

morning, my two companions ^ JsLC *l_p_U3 t^^j ^JU IjL) LI) 

were called and they came and - ■• * . ^ 

asked me: Who did this to you? I It* GT^ 1 ^ 

said: I do not know. They treated di £j> ^ ^WLi i^L* 

my arms then they brought me to _ , ^ /' mi " ' , m ' ' - 

'Umar who said: This is the work 0? l;u,U :JU ^ 

of some Jews. Then he stood and lii : j£ > , I 'jj li 

addressed the people, and said: O . " ; _ 

people, the Messenger of Allah ^ : ^ 'Q 1 ^ J* fl* Jip 

made a deal with the Jews of ^ , . * , r jf 

Khaibar on the basis that we could ^ ' ' ^ ^ 

expel them whenever we want. isj J*4^^ t J^ j-^- >At 

They have attacked 'Abdullah bin * - ' = 

'Umar and dislocated his arms, as — ^ J* ^ 

you heard about their attack on ^L^l J± r^J^ r ^ 

the Ansari before him. We do not V ^ * - * , v 

doubt that they are the ones who U ^ ^LA^I^lJiZJ^ 

did it, as we have no other enemy ^ JU ij 5tf ^li ji* J£i 

but them. Whoever has property ' # ^ . #\ 

in Khaibar, let him go there, for I ^i* J^li 

am going to expel the Jews, Then 

he expelled them. (Yvr 0 : t ^ : 
Comments: [Its isnad is Jwam, al~Bukhari (2730)] 

91. It was narrated from Abu 'J, ^ ^ fcjj^ 
Hurairah that whilst 'Umar bin al- t 

Khattab was delivering the khutbah If W J?** If 

on Friday, a man came and 'Umar - ^ ^ { J 

said: Why are you coming late to . * f \' s , ; 

the prayer? The man said: As soon ^ J ! ^Jt ^ ^^J' 

as I heard the call, J did wudoo\ He c-vl * u - '■ > * * - - \ > - * v . > - 

said: Did you not also hear that the " - : r ' ^ °^ 
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Messenger of Allah said: "Before , , . f * , , , , 

one of you goes to Ju mu ah, let him u ^ J^/ u 

do ghusl"? y jj*f L^f : j£ .^li-Ji 

Comments: [Us isnad is saheeh, al- • £ ' - f - , • 'i ^ ^ in "i * - 

Bukhari (882) and Muslim (845)] ^ ^ & 4" : J ^ * ^ J ^ 

(a* o) : f (aay) :^ 

92. It was narrated that Abu ; Jii J ir-*~ <n/\) -^Y 
'Uthman said; A letter came to us - ^> 
from 'Umar when we were in 0* j^J 
Azerbaijan (in which it said): O ^ ^ ^ JU^ J 
'Utbah bin Farqad, beware of ^ ^ > ;■; 
luxury, the clothing of the ^jUSlj If. L - : ^ L ^3^ 
mushrikcen and wearing silk, for . , a-lu rf * 
the Messenger of Allah & forbade ^ ^ ^ ^» ^ 
us to wear silk and said, "Except Sfj» : J 153 <- lt->? ^ *S ^ 
this much/' and the Messenger of 
Allah held up two fingers to us. 
Comments: [Its isnad is so/ice/i, al- iTM iTM tYtr L Y£Y :^1] 

Bukhari (5829) and Muslim , 4Vfl . 

(2069)] * f ° : C fc C^ ejl ^ ! 'ffi^ 

93. It was narrated from Abu . ■ * \ . ^ * - 
Sinan al-Du'ali that he entered ^ _ <jr ^. 
upon 'Umar bin al-Khattab with it*J -01 :*jZ>Sl _y) 
whom there was a group of the 



«! 3fe G £33 MJWi 



earliest Muhajireen. 'Umar sent for 



a basket that had been brought to ^Uaijl J "JS JJ> jiS Z\ ^jJJl 

him from Iraq, in which there was ; B t : J" *r . - \ - 

a ring. One of his sons took it and ^ jLi 4 Cy.fr^ & > 
put it in his mouth. 'Umar took it ^ o£ ^ ^1 j ^ 

from him, then 'Umar wept and ' 1 * ' 

those who were with him said: Why cf? ' u ^ jLs ?^ ^3 jLSj 



are you weepine when Allah has >- >* 

granted victory to you and caused # ' L ^ ' , / - 

you to prevail over your enemies <Ul ai3 s ^ j*J ^ ii JU* 

and granted you joy? 'Umar said: I „ * , rv-T-^ \{\ 

heard the Messenger of Allah « > ^ 

say: "Accumulation of worldly gfe ^JUi Jj^-3 cJL^ ^1 JUi 

luxuries does not become available * r - # > 

^1 j^t CjlJI n» :J>; 
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to any people but Allah, may He be - - * / , ^ , * * >* 

glorified and exalted, stirs up Jl £La v J) J O^ 1 r«5 >3 > <Ul 

among them enmity and hatred • tf; f 

until the Day of Resurrection, and ' - ' 

that concerns me/' j i*^ ^,1 wi*^J » 3 u : jy^' 

Comments: [Its fsnad is da'eef -<^? y. o^^-V- ^ JU ~ 

because of the weakness of Ibn 
Lahee'ah and Muhammad bin 
'Abdur-Rahman bin Labeebah] 

94. It was narrated from Ji\ ^\ t£U -\t 
'Abdullah bin 'Umar, that his *, , 'I * t , . /* - 
father said: I asked the Messenger J* * J 1 . ^ l & J* & : 

of Allah 5£§ what one of us should : «g jjj ; Jli J\ 

do if he becomes junub then f / f t 

wants to sleep before doing ghusi ^ ] £* f ^ P *"4 Jj r t >* ^! 

The Messenger of Allah ft said: [j^, Jfo J*^ j£ : Jli S \JJC 

Let him do wudoo' as for prayer, " ' ' 

then he may go to sleep/' 4 n o c \ . o : ^U] .tj^g p s^J^j U^j> j 

Comments: [Its isnad is hasan] t? Qe < iT-l <Ur t Tfo 4 vr. 

95. It was narrated that 'Abdullah ^ ^ J ^ ^ 
bin 'Abbas said: I heard 'Umar bin "\ ; "\ , / 
al-Khattab say: When 'Abdullah 0? ^ ^ i* 

bin Ubayy died, the Messenger of Jut ^ ^ 0 ^ ^ ^ ♦ Jj, ^ 

Allah was called to offer the ' * ' . * t , ' 

funeral prayer for him, and when ^U*^ y 3** ^ : ^ u? 1 

he stood by the deceased and was - Jj, lb : J^i 

about to offer the prayer for him, I \'„ :\ J \ \ ^' 6 , 

went and stood before him and ^ f^* *^ <IJ1 J^j 

said: O Messenger of Allah, (will ^= ^ ^ jj- 

you offer the funeral prayer) for the , * s . . 

enemy of Allah who said such and ^ L - : ^ 

such? and I listed what he had — j;^, ^| j; &\ &\ jit 

done. And the Messenger of Allah e " / ' - \ ; J [ , ^ 

% was smiling, until when I had ^ l : Jl * -^ L -' ^ - 

said too much, he said: "Move ^f, : jj t ^ ,^ 

away from me, O 'Umar, for I was t t " , , ' *^ 

given the choice and I have chosen. -> l 

It was said: 'Whether you (O ^ -^j ^ -j : jj 
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Muhammad) ask forgiveness for y» - . ^ ^ 

them (hypocrites) or ask not ^ ^* ^ ^j*" 

forgiveness for them - (and even) if JU oij ij J\ Jii-l _JJ (A-:i,^Jl) 
you ask seventy times for their * - {is " f *\ f \ ■** 

forgiveness - Allah will not forgive ^ ^ ,lo Y *^ Js?— 1 

them' [at-Tawbah 9:80]. If I knew JU- *J JU flii ^} 

that by asking for forgiveness more ^ ^ , , \ * * V 

than seventy times they would be * : JU '/ 

forgiven, I would have done that." Jjt^i : Jli .jj*f Jj^jj iLlj ^ Jjl 
He said: Then he offered the r ^ > , ^ ^ , M tf - 
funeral prayer for him, and walked l-rn J\ ^ ^ 

with him (his bier), and stood by V} 1x1 JL* J-^ 

his grave until the burial was * r , . ^ ^ - . 

completed. He said: I was 9>\ ^ V > ^ 

astounded that I had spoken so Ui t (A 4:^0 ^hy^ti jUj Ijtaj 
audaciously to the Messenger of ^ - ,,,, * > * 

Allah ft; Allah and His Messenger ^ ^ ^ /"^ * ^ J ^ J ^ 
know best By Allah, it was not long ^ JjLJ 1 L^S J*. *Ji Ji ^li 

before these two verses were 

revealed: "And never (O Muhammad Oi"n) :^ 4J U 

pray (funeral prayer) for any of them 

(hypocrites) who dies, nor stand at 

his grave. Certainly they disbelieved 

in Allah and His Messenger, and died 

while they were Fasiqoon (rebellious, - 

disobedient to Allah and His 

Messenger)/' [at-Tawbah 9:84]. 

So after that the Messenger of 

Allah did not offer the funeral 

prayer for any hypocrite or stand 

by his grave until he passed away. 

Comments: [Its isnad is l\asan t al-Bukhari (1366)) 

96. 'Abdullah bin 'Umar used to J| £U : l&U -\\ 

say: If a man has only one '\ c - ;* / ^ - 

garment, let him wrap it around ^J* tf u J?*** ^ 

his waist and then pray, for I -j j ^ t - ^ & ^ 

heard 'Umar bin al-Khattab say ^ " r * , ' / 

that, and he said: Do not wrap it ^ J-^ ^ J; j^^* tJ ^*0 ^! J^S^ 

around the whole body if it is ■? ■ li -** * * - V 

only one garment, as the Jews do. - - r 



Musnad 'Umar bin Al-Khattab 

Nafi' said: If I tell you that he 
attributed that to the Messenger 
of Allah I hope that I would 
not be lying. 

Comments: [Its isnad is hasan] 



97. It was narrated that 'Uqbah 
bin 'Amir said: 'Umar told me that 
he heard the Messenger of Allah 

say: "Whoever dies believing in 
Allah and the Last Day, it will said 
to him: 'Enter Paradise from 
whichever of the eight gates of 
Paradise you wish/" 

Comments: [Hasan lighairihi; this 
isnad is da'eef\ 

98. It was narrated that Mujahid 
said: A man struck a son of his 
with a sword and killed him. The 
matter was referred to 'Umar and 
he said: Were it not that I heard 
the Messenger of Allah % say, 
"No father should be executed in 
retaliation for killing his son/' I 
would have executed you before 
you left. 

Comments: [Hasan lighairihi, and in 
its isnad is interrupt] 

99. It was narrated that 'Abis bin 
Rabee'ah said: I saw 'Umar look 
at the Black Stone and say: By 
Allah, were it not that I saw the 
Messenger of Allah jfc kiss you, I 
would not have kissed you. Then 
he kissed it 
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4" t-iUa*)1 ^ jj^. JLW* 



Comments: [Its isnad is saheeh, al- 
Bukhari (1597) and Muslim 
(1270)]. 

100. It was narrated from 
'Abdullah bin as-Sa'di that he 
came to 'Umar bin al-Khattab 
during his caliphate and 'Umar 
said to him; Was I not told that 
you do work for people, then 
when you are given your wages 
you do not accept it? I said; Yes. 
'Umar said; Why do you do that? I 
said: I have horses and slaves, and 
1 am well off. I want my work to 
be an act of charity towards the 
Muslims, 'Umar said; Do not do 
that, for I wanted to do the same 
as you want to do. The Prophet ^ 
would give me some payment and 
I would say: Give it to one who is 
more in need of it than me. One 
day he gave me something and I 
said: Give it to one who is more in 
need of it than me. The Prophet ^ 
said: "Take it, keep it, and give it 
in charity. Whatever of this wealth 
comes to you when you are not 
hoping for it or asking for it, 
accept it, but if it does not come to 
you, do not hope for it." 

Comments: [Its isnad is saheeh, al- 
Bukhari (7163) and Muslim (1045)] 

101. Rabee'ah bin Darraj narrated 
that 'Ali bin Abi Talib prayed two 
nafl rak'ahs after 'Asr on the road to 
Makkah, and 'Umar saw him and 
got angry with him, then he said: 
By Allah, I am certain that the 
Messenger of Allah ^ forbade 
that. 
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Comments: [Its isiwrf is da'eef\ 

102* It was narrated from a man 
of Quraish from Banu Sahm, that a 
man among them who was called 
Majidah said: I had a fight with a 
slave and he bit my ear and took a 
piece out of it, or I bit his ear and 
took a piece out of it. When Abu 
Bakr came to us for Hajj, our case 
was referred to him, and he said: 
Take them to 'Umar bin al-Khattab, 
and if the one who caused the 
injury has reached puberty, let 
retaliation be taken. When we were 
brought to 'Umar, he examined us 
and said: Yes, this one has reached 
the age where retaliation may be 
sought. Call a cupper for me. When 
he mentioned the cupper, he said: I 
heard the Messenger of Allah sig 
say: "I gave a slave to my maternal 
aunt and I hope that Allah will 
bless him for her, and I told her not 
to let him be a cupper, a butcher or 
a goldsmith." 

Comments: [Its isnad is da'eef 
because the man of Banu Sahm is 
unknown] 

103. It was narrated from a man 
from Banu Sahm, from Ibn 
Majidah as-Sahmi, that he said: 
Abu Bakr led us on Hajj, during 
his caliphate, and he mentioned 
the same hadeeth. 

Comments: [Its isnad is da'eef like 
the hadeeth above]. 

104. It was narrated that Abu 
Sa'eed said: 'Umar addressed the 
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people and said: Allah, may He be 
glorified and exalted, granted 
whatever concessions He willed to 
His Prophet and the Prophet of 
Allah has passed away, so 
complete Hajj and 'Umrah as Allah 
has commanded you, and guard 
the chastity of these women. 

Comments: [Its isnad is saheeh, 
Muslim (1217)]. 

105. It was narrated from Ibn 
'Umar, that 'Umar bin al-Khattab 
4* said: The Messenger of Allah 
3fe was asked: Can a man go to 
sleep when he is junub? He said: 
"Yes, if he does wudoo'" 

Comments: [Its isnad is saheeh] 



106, It was narrated from Rabee'ah 
bin Darraj, that 'AH 4> prayed two 
rak'ahs after 'Asr, and 'Umar got 
angry with him and said: Don't you 
know that the Messenger of Allah 
jj£ used to forbid this? 

Comments: [Its isnad is da'eef 
because it is interrupted] 

107. Shuraih bin 'Ubaid narrated 
that 'Umar bin al-Khattab ^ said: 
I went out looking for the 
Messenger of Allah jgg before I 
became Muslim, and I found that 
he had reached the mosque before 
me, I stood behind him and he 
started to recite Sooratal-Haqqah, 
and I was amazed by the way in 
which the Quf'an was composed. 
I said: By Allah, this man is a poet 
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as Quraish said. Then he recited: , > * * * * , , 

"That this is verily, the word of an ^ ^ > ^ O 

honoured Messenger [i.e. Jibreel L^ti :^Ji : J li (£ \ fc 4 - :«UJ|> 
(Gabriel) or Muhammad which he - * - - - ^ * . 

has brought from AllahJ. It is not 0 U ^ ^ : JL ^ 

the word of a poet Jittle is that you 1-iU J)I : )jj o ^JUJI 40 ^ J,ys 
believe!" [al-Haqqah 69:40*41]. I . ^ /' 

said: (He is a) soothsayer. He said: ^ ° ^ U ^ ° 

"Nor is it the word of a soothsayer !l* j^I ^ jjl. Ui o ^^Jt il* HiiJj 
(or a foreteller), little is that you „ , ' j 

remember! This is the Revelation ~ £T : yUJ0 ^ I ^ Jl ^OOT^ 

sent down from the Lord of the f\) ^Si ^ ^'ji :Jli <*V 

'Alamecn (mankind, jinn and all 

that exists). And if he (Muhammad ^ A 

ft) had forged a false saying * oL ^ ( . 

concerning Us (Allah). We surely " ' t - 



A 



would have seized him by his right 
hand (or with power and might), 
And then We certainly would have 
cut off his life artery (aorta), And 
none of you could have withheld 
Us from (punishing) him..." [al- 
Haqqah 69:42-47]. 
He said: Then 1 felt an over- 
whelming attraction to Islam. 

Comments: [Its isnad is da'eef because it is interrupted] 

108, It was narrated from ^ - >f ^ _ v 

Shuraih bin 'Ubaid and Rashid bin " t / " > 

Sa'd and others that when 'Umar -k* C?~ l/- £oA 

bin al-Khattab reached Sareh, he rT- ,*t /, . , 

was told that there was a ™ _ ^ 'f^ ' ^ ^ 
widespread plague in Syria. He fllllj jI ^U*^ s** 

said: I have heard that there is a 
severe plague in Syria. I said: If 
my time comes, and Abu 'Ubaidah 
bin al-Jarrah is still alive, I appoint 
him as my successor. And if Allah 
asks me why 1 appointed him as 
my successor to lead the ummah of 
Muhammad £fc, I will say: I heard 
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Your Messenger ^ say: "Every ^ , € „ a 

Prophet has a close confidant and ^ Sj ** ^ l ^ j! ,J 

my close confidant is Abu 'Ubaidah jc U ; t JjuS ijiJ; 3SL ; U yi^Jl 

bin al-Jarrah." The people objected ,\ s , ^ ^ \ 

to that and said: What about the P ^ - 



JL?-j iLw-l IJl*j La jr^ (lr— ^ " ^ .t* 1 ^ 



prominent figures of Quraish? ^ >( ^ - ^ ^ 

meaning Banu Fihr. Then he said; If "" . ... ' 

my time comes, and Abu 'Ubaidah Jij ^ iUi cJLL^I 

has died, then I appoint Mu'adh bin ' ^ V - . , — £ , - 

Jabal as my successor, and if my ^ ^ 

Lord, may He be glorified and ^jJ ^ yQjl ^ ijjo : J ^ 
exalted, asks me why I appointed 
him as my successor, I will say; I 
heard Your Messenger say: "He will 
be gathered on the Day of 

Resurrection as a leader of scholars." r ^ ^ ^ ^ C-^ 01 ^ oU; 

Comments: [Hasan lighairihi] ^ J ^ 

109. It was narrated from Sa'eed j,t* 'J,\ tfji :s^J! ^1 llijb*- - \ M 
bin al-Musayyab that 'Umar bin ' e ei - ' " , ^ 
al-Khattab said: A boy was born 'i-?*^ J> K^s :Jl ^ 
to the brother of Umm Salamah, . • \- ^_^ m f J\ . • \^ 
the wife of the Prophet ^, and ^ , „ ^ ' ; / ^ ;~ s ^ 
they called him al-Waleed. The £JJ Aj : ^IkiJl 
Prophet said: "You have called - n v r - ^ K r- ^ 
him by the name of your pharaoh, - ^ "'^ J 7 " 
for there will be among this IfjQ 'j^*^* » 
umma/t a man who is called al- > j > * >\ S J; 
Waleed and he will be worse to * J ~ ^ \ ^ *^ ^ 
them than Pharaoh was to his ^£ J* ^ 
people." 

Comments: [Its isnad is da'eefl ' " ^ "-"■-■'^ 'S-^" 

110. It was narrated that Ibn ^ OCl ^ ^ 
'Abbas said: Some men of good . - - ; s , - ^ 
character, among whom was 'Umar, V : JU ^ l ^ t - lxJi ^' ^ 
testified before me, and the best of jUuijlj jL^j 0 J^-^ 
them in my view was 'Umar, that - < * *\ " . 
the Prophet of Allah ^ used to say: ^ - ^t ^ * - - 
"There is no prayer after 'Asr ^ ^ ^r^Jl jl^ 3*>U? 
prayer until the sun sets, and there ^ ^ ^ =^ ^ t ^ | 
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is no prayer after Fajr prayer until 
the sun rises," 

Comments: [Its isnad is saJieeh, al- 
Bukhari (581) and Muslim (826)] 

111. It was narrated from al- 
Harith bin Mu'awiyah al-Kindi, 
that he travelled to meet 'Umar 
bin al-Khattab and ask him about 
three things. He came to Madinah 
and 'Umar asked him: What 
brought you here? He said: (I 
came) to ask you about three 
things. He said: What are they? He 
said: A woman and I may be in a 
confined space and the time for 
prayer comes, but if we both pray 
she will be standing next to me, 
and if she prays behind me she 
will have to go out of the space, 
'Umar said: Put a cloth to serve as 
a screen between you and her, and 
let her pray alongside you if you 
wish. (And I asked) about the two 
rak'ahs after 'Asr and he said: The 
Messenger of Allah Jfe told me not 
to do them. He said: (And I asked) 
about stories (for preaching), 
because they wanted me to tell 
them stories. He said: Whatever 
you want. It was as if he did not 
want to tell him not to do that, He 
said: I only wanted to follow what 
you say. He said: I am afraid that 
if you tell them stories (for 
preaching), you will think that you 
are better than them, then you will 
tell them stories and think that 
you are better than them, until you 
imagine that you are as far above 
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them as the Pleiades, then Allah 
will put you that far beneath their 
feet on the Day of Resurrection. 
Comments: [Its isnad is hasan] 

112- 'Abdullah bin 'Umar 
narrated that 'Umar bin aJ-Khattab 
said: I heard the Messenger of Allah 
j& say; "Allah, may He be glorified 
and exalted, forbids you to swear 
by your fathers/' 'Umar said: By 
Allah, I never swore by them since 
I heard the Messenger of Allah 
forbid it, and I never uttered (such 
words) whether I was swearing an 
oath or describing someone else 
doing so. 

Comments: [Its isnad is saheeh, al- 
Bukhari (6647) and Muslim 
(1646)] 

113. It was narrated from 'Umar 
bin al-Khattab * and Hudhaifah 
bin al-Yaman 4* that the Prophet 
0$ did not take zakah on horses or 
slaves. 

Comments: [Saheeh lighairihi; this 
isnad is da'eefl 

114. It was narrated from Ibn 
'Umar that 'Umar bin al-Khattab 
addressed us in al-Jabiyah, and 
said: The Messenger of Allah 
stood before us as I am standing 
before you, and said: "I urge you to 
show respect to my Companions, 
then those who come after them, 
then those who come after them; 
then lying will become so 
widespread that a man will start to 
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give testimony before he is asked to . * , , _ e , . ^ * a 

do so. Whoever among you wants to ^ ? iL ^ jL . 4 

attain a spacious abode in Paradise, jtE <yi t L^jLlJ 

let him adhere to the jama' ah (main - , 

body of Muslims), for the Shaitan is Itf >J '-^r 1 ^ 1 jUal^M j^i t^U^JI 

with the one who is alone, but he is ^ ^ ^ 

further away from two. And no one / " ' ' 

of you should be alone with a ^L^j -cl^- V^j lUjsjtf jUalljl 
woman for the Shaitan will be the 



^ „ „r. 

third one present. The one who is * fc 

pleased with his good deeds and t „ M . ♦ _ 

upset by his bad deeds is a believer," * ^ 

Comments: [Its isnad is saheeh] 

115. Hakeem bin 'Umair and >- >\ . ■ >\ ri 5 - 

Darnran bin Habeeb said; Umar * 

bin al-Khattab said: Whoever Sjlij JLil J, ^JJ- ^ (\^/\) 

would like to see the way of the . , i! ' li V v ' 

Messenger of Allah let him ^ f"/^ . ^ ^ : ™ /r=T 
look at the way of 'Amr bin al- J\ ^ J] I J^ij ^ii J J ^£ ^ 

Aswad. " " ^ ^ 

Comments: [Its isnflrf is rfa'cc/ ^ J ^ ^ 

because it is interrupted] j> obi >gtj^ 

116 It was narrated that Ibn : ju * U : J- ^ >f ^ _ m 

Abbas said: 'Umar said; We were . " 

with the Messenger of Allah a* tiij^ ^ iJLL* 

on a journey and a man said: No, f,, i >* ,?i . . 
by my father. Another man said: , c V - ^ 

"Do not swear by your fathers," I Jl^ t^lj N : ^ £fe 

turned and saw that it was the ^ ,r,r % *>,. T ' .-\ T 

Messenger of Allah ^ ^ b 'r**4 ^ 

Comments: [Salweh lighairihi; this : j^H -Sfe Jil 

isnad is da'eefl ,11- 

(USD : r Cmv) :^ 

117. 'Ubaiduliah bin 'Abdullah >\* *. .-i* - 

bin Utbah bin Mas ood told us ' " ^ 

that Abu Hurairah said: When the SjnU" ^' ^ 44*^ ^3^' : ^ ^ 
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Messenger of Allah ^ died and * t s , f _ 

Abu Bakr ^ became (caliph) after ^ J> ^ ^ ^ : 

him, and some of the Arabs . v = rf -f • *■ 

apostatized, 'Umar + said: O Abu U ' JU ^ - 1j1:3jW ^ V< 1 

Bakr, how can you fight the J>\ SlSj ^ Jjl Jj^ 

people when the Messenger of , \ > - - ' ^ 

Allah said: "I have been ^ ^ ^ 0* ^ 

ordered to fight the people until >. v ^ - lin Vi^ **••<■ 

they bear witness that there is no " ^ ° ^ i ■ 

god except Allah, Whoever bears : \ J,^ ^G; jjjf j| : j£ 

witness that there is no god except >JS s , _ . >s ; , ! 

Allah has protected his wealth and ^ V :JU ^li .JUl V 

his life from me, except in cases » |v - ^. * * . , - - 

dictated by Islamic law, and their " ' J ^ ^ ^ J ^ U sT* ^ 

reckoning will be with Allah"? _ fjbiiV : c J IS ?«Jw 

Abu Bakr said: By Allah I shall - - 



certainly fight the one who 3y ^ _ :jUJl jjl Jli 

separates prayer and zaJtaTi, for • * - 

znfarfc is what is due from wealth. ^ ^ W-> 

By Allah, whoever withholds from Jj ■ V aJWj 

me a goat that they used to give \ ' ' s 

(in zakah) to the Messenger of JL* ^ J>-^ 

Allah gz t , I shall fight them for * f , . f * , , « . 

withholding it. 'Umar said: By ^ ^ ol ^ 01 V l > u ^'3* : >* 

Allah, as soon as I realized that ^j-J £ f ^ - - ^ ^ V - 

Allah had opened the heart of Abu ^ ' *■ ' * - J ^ f ^ 

Bakr to fighting, I realized that it [IV ^IJ .jAJl £\ 
was the right thing to do. 

Comments: [Its isnad is saheeh , al-Bukhari (1399) and Muslim (20)] 

118. It was narrated from 'Umar . , .-.*V,. .-^ t ,\. >\ , w 

bin al-Khattab that the Messenger of -^ J ^ ^ * S ^ " UA 

Allah 3§ said: ''There is no prayer Jl Jj| Jl^ ^ ^4ii ^ 1^1^ 

after Ffl/r prayer until the sun rises, ' * r • • 

or after prayer until the sun : Y UaiJ1 ^ >^ ^ ^ ^ 

™ isr s^U Ji; ^ V* : Jli ^ Jjl J>^j y 

Comments: ISah^ lighamhi; this .jj ^ ^ ^ 

isnad is da'ee/ because it is -T^ * J "<*T^ 

interrupted] ( U • : .i^lljl 
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119* It was narrated from 
'Urwah bin Mugheeth al-Ansari, 
that 'Uinar bin al-Khattab & said: 
The Prophet ft; ruled that the 
owner of a mount is more entitled 
to ride on the front part of it. 
Comments: [Hasan lishmoahidiht] 

lu-jSij jj. u^* j J-? j, jjjy 



120. It was narrated that 
Humrah bin 'Abd Kulal said: 
'Umar bin al-Khattab travelled to 
Syria for the second time and 
when he approached it, he and 
those who were with him heard 
that the plague was widespread 
therein, His companions said to 
him: Go back and do not enter it, 
for if you enter it when (the 
plague) is in it, we do not think 
that you should leave it. So he set 
off, heading back to Madinah, 
and he stopped to rest at the end 
of that night. I was the closest of 
the people to him, and when he 
woke up, I woke up with him and 
followed him, and I heard him 
say: They turned me away from 
Syria after I had got close to it 
because the plague was there. It 
would be a good idea to go to 
Madinah and finish some work 
that I have to do there, then I will 
go and enter Syria and stay in 
Horns, for I heard the Messenger 
of Allah a& say: "On the Day of 
Resurrection, AHah will resurrect 
from it seventy thousand without 
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any reckoning or punishment , * . ^ A ^ . 

and their place of resurrection ^ ^ ^ ° * 

will be between the olive trees ^ ^ ^ ^ 

and the garden at al-Barth al- 

Ahmar near (Horns)/' 

Comments: [lis isnad is da'eef because of the weakness of Abu Bakr bin 
'Abdullah and Humrah bin Abd Kulal] 

121. It was narrated from 'Uqbah ^ :ij - fa & ^ _ m 
bin 'Amir that he went out with - ' ' s #J 

the Messenger of Allah afe on the 1^ <>! 1 J* Jrf* ^j^ 1 

campaign to Tabook, and one day ^ fa ^ ^ ,\ - g| u . ^ 
the Messenger of Allah ^5 sat ' , , ; y . 

talking to his companions and ^j* ^ ^LJl Jj^j (Ir^ ^j^" 5)3* ^ 
said: "Whoever gets up when the t .r. * . - - ; ' > 

sun has risen and does wudoo , 

and does it well, then stands and ^ i*j-VjJl 1 ^JjJ! 

prays two rak'ahs, his sins will be ^ ■ ^ 'L'lLl Jj " ■ J£^' JLJ 
forgiven him and he will be as his J k * " -> 

mother bore him." 'Uqbah bin ^ ti£ Jtf i;jj) 

'Amir said: 1 said: Praise be to . ^ * * , , • 

Allah Who has blessed me by ^ ^ CT" 1 ^ s*^ ^ l ^ J ^ >J| 

enabling me to hear this from the ^llijl 'J ^li J JUi .jjg Jui J^j 

Messenger of Allah 'Umar bin .J . , , , * ^ 

al-Khattab 4b, who was sitting in ' ,Ia ^ V^" 1 : UL^ otf) 

front of me, said to me: Are you M Jj lii ^ C^p! Jjl jp; JLi 
surprised by this? The Messenger 
of Allah said something even 

more amazing than this before &j *- § &\ Jj^) Jii : jUi 
you came. I said: What was it, , 

may my father and mother be rU-^l ^ £3 p 

sacrificed for you? 'Umar said: v ' ^ jj,, ^ jj, ^ y v;f 
The Messenger of Allah said: , 

''Whoever does uwdoo' and does it til^ij} JjI« ji a*~i1) *-*J JjLj-i 

well, then lifts his gaze towards /¥ t X \ \' m - J-u ^ * - ■ 

heaven and says, I bear witness ^ - ^ " 

that there is no god but Allah IJJi ^ 

alone, with no partner or 

associate, and I bear witness that .J/sM-jkiii V\ : 

Muhammad is His slave and ^ (*i*Ji JJ ^ ^ ^0 : *J y j 

Messenger/ the eight gates of ^ ^1 ^> ^| tj^j ,_^Li J 



^ o-L iiiS is} :JjS ^L= 



Paradise will be opened for him 
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and he may enter by whichever of 
them he wishes." 

Comments: [Saheeh Hghairihi; this isnad is da'eef because the cousin of Abu 
'Aqeel is unknown] 

122. It was narrated that al- ^ _ ^ - Gfo -m 

Ash'ath bin Qais said: I visited - - 

'Umar and he reached out and hit J* : - 4^^' ^ 

his wife. He said; O Ash'ath, learn - . - /- * - * * vl, ^ * 

from me three things that I ; ; ^ y "\ ^ ^ - . 

learned from the Messenger of Jj£* :Jli ^Ji ^ wJuiVl 

Allah Do not ask a man why f * * ' f £ - jij'* it;' 

he hit his wife, do not sleep until ' l ~^ u- " J ^-r*** * ^ 

after you pray Witr - and I forgot i* Jjl J_^j ^ ^i&j- C">£ 

the third thine;. * ^ * , . > \ „ 

H\ ^ t^lUl ^> Lj ,Li*Jl JLU 

Comments: [Its isnad is dffW/ ' 1 * ^ ^ ' ^ 

because 'Abdur-Rahman al-Musli c™Jj * Jj JLp 

is unknown] 

123- 'Abdullah bin az-Zubair -\tr 

said: I heard 'Umar bin al-Khattab . , . . * M > ^ s „ 

4b say in his Mii/tfah that he heard ^ ' ^ - ^ - ^ ^ 

the Messenger of Allah £g say: Jj! jlU c^*^ L^It iJbl x£ ol 

"Whoever wears silk in this world * - • ^ t , , , , ^ » 

will not be clothed with it in the V 1 ^ 1 6i 3^* v^ 1 

Hereafter '" « Jbl ^ ^ J j>: 

Comments: [A sa/*eeJi hadeeth] ^ ^ ^ ^ ^ ^ ^ 

124. It was narrated that Jabir ^ ■ j^, ^ ^ ti^ ^Tt 

said: 'Umar bin al-Khattab ^ told \ M . . . / * 

me: I heard the Prophet say: ^i^' 0^ ^y, 1 ^ <*rfJ 

"A rider will travel through the j e.^ - Sji'ii^ : J\i ^fcjl v ^ 

streets of Madinah, then he wUl ' - ^ ^ 

say: There used to be many : J>jp ^ ^ ^ ^l^i 

believers here/' ... * ^ - , - - ■ : ,^ *^ 

Comments: [Hasan Hghairihi; and this fsnad is da'eef\ 
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125. Al-Qasim bin Abil-Qasim -| ^ -\Y* 

as-Saba'i narrated from a preacher 



> • * 



who was addressing the troops in if. j** J1 ■ t ^J L ** J1 ^ Jj- 
al-Qustanteeniyyah, that he heard ^^] ; f - ^^j, ?J 



him narrate that 'Umar bin al- 



Khattab 4* said: O people, I heard ^->r^ If ' ^ 

- • ^ - > * : 
0* 0 



the Messenger of Allah « say: y j^, ^ ^ t £j^iiiL 

Whoever believes in Allah and 



the Last Day, let him not sit at a I^JL. J,\ l£l U : Jli ^LU^Jl 

table where alcohol is being ^ > I* ' - »-„ • J ^ 4fe Jji J ' ' 

passed around; whoever believes - H ^ ir* 11 • J^- ^ f 

in Allah and the Last Day, let him ^ ^£ ^ t ^SM 

not enter a bathhouse unless he is » * > , 

wearing a waist wrapper; and ^4 ^ ^ t ^ Jl ^ 

whoever (among women) believes w ^ -£^J, ^ ^ 

in Allah and the Last Day, let her , _ \ ~ \~ . ^ " , >\, 

not enter bathhouses (at all)." J^^ ^ ('^J *UL. 

Comments: [Hasan Ughairihi; this .tulL^Jl 
isnarf is dtf'ee/ because the preacher 

who addressed the troops is jL^i 'gts* 



126. It was narrated from i r ^l{ -i^Lu hi', .'j 
'Uthman bin 'Abdullah, i.e. Ibn 

Suraqah, that 'Umar bin al-Khattab ^ 0* ^ ^ 

& said: I heard the Messenger of { • ^j, - t ^ - j^f . Jj ( 

Allah ^ say: "Whoever shades the ^ ^ " ^ , ^ / ' ' . 

head of a fighter (mujahid), Allah ^1 ^ „ ^ 0^ '^j^ 1 

will shade him on the Day of * . , . - !t s ,f r • > 

Resurrection; whoever equips a ' ( / ( - f ' f ^ 

fighter until he has all that he t j& jil *J»* 3fe ^ 

needs, will have a reward equal to .-..c ^ >r n >f{ * 

his unhl he dies (Yoonus said: or ' ^ u-j ^ tj* 

returns); whoever builds a mosque Jtf _ L >>- *>r 

in which the Name of Allah, may . . . . „ , * , 

He be exalted, is remembered, ^ ^ ^ - CT>- ^ 
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4* <-j!Um1I ^ 



Allah will build for him a house in 
Paradise/' 

Comments: [A saheeh hadceth] 



127. Salman bin Rabee'ah said: 1 
heard 'Umar say: The Messenger of 
Allah shared out (some booty) 
and I said: O Messenger of Allah, 
others are more deserving of this 
than them: ahlus-suffah. The 
Messenger of Allah 3^ said: "You 
are giving me the choice of having 
you ask importunately or regard 
me as a miser, and I am not a 
miser." 

Comments: [Its isnad is saheeh, 
Muslim (1056)] 

128, It was narrated that 'Umar 
bin al-Khattab said: I saw the 
Messenger of Allah jfaj do wudoo' 
after minor impurity and he 
wiped over the khuffain. 

Comments: [Saheeh lighairihi; this 
isnad is da'eef because of the 
weakness of Yazeed bin Abi 
Ziyad] 



129. It was narrated from Abu 
Rafi' that 'Umar bin al-Khattab 
was leaning on Ibn 'Abbas, and 
Ibn 'Umar and Sa'eed bin Zaid 
were with him. He said: You 
should note that I have not said 
anything about kalalah and I have 
not appointed anyone to succeed 
me. Whoever of Arab captives are 
present when I die, are to be freed 
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^; i>; ^ jJU tiii :,1>lU -\YA 

t>> : oiAji JlI; ^ Jjt jy^ 
[tAv t rir jn: jiiii] .jdiJi 



! f-^J jit 



C~ "go*" 



'Ji ICS- ;0LU Lii^ 
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although they are among the 
wealth of Allah, may He be 
glorified and exalted. Sa'eed bin 
Zaid said: Why don't you suggest 
a man among the Muslims so that 
the people may follow your j£ ^ ^ £ ^ 

advice? Abu Bakr did that and , u * , 

the people followed his advice ^li ^ ^ lj> ^ 

and trusted him. 'Umar said: I 
have noticed too much greed and 
ambition, and I will leave this 33£ «JW Jt^ 

matter to be decided by these six ^ ,j -.^ *; . ^ 

people with whom the Messenger * ' f w ^ J 

of Allah #g was pleased when he cJL;^ Oj li* I i-r ^ ^J^r j 

died. Then 'Umar said: If one of , t : # . 

the two men were still alive, I 0? tiij >- J> H U 

would have referred to this matter 
to him and I would have trusted 
him: Salim the freed slave of Abu ^ ^i* < j» *l i t ojL— ) : 
Hudhaifah and Abu 'Ubaidah bin .- oUjl>- -j^j 

al-Jarrah. 

Comments: [Its isnad is fia '<?<?/ because of the weakness of 'Ali bin Zaid bin 
Jud'an] 

130, It was narrated that Ibn £1^ :0lU ->r* 

'Abbas said: Some righteous men, tf , • f f s 

including 'Umar - and the most ^ ^ ^ ^ 

righteous of them in my view was ^ Lfci o J~*'J> J If j ^xp : Jli 
'Umar - confirmed when I was ^ ' t > ^ i 

present that the Messenger of ^ :„ <W^> - 
Allah £s said: "There is no prayer ^jj, ^ ^ : Jtf ^ Jji j^,; 
after Fajr until the sun rises and V\ ' j( ' ' , ( 

there is no prayer after 'Asr until -1^' v^-iJJl £lk 

the sun sets," 

Comments: [Its isnad is sahceh, al- 



Bukhari (581) and Muslim (826)1 < AT ,) : f (dA , , : fc „ M : 

131. It was narrated from Ibn ^44*5 :JlU 

'Abbas that 'Umar bin al-Khattab t \ , „ , $ 

4* held onto the corner of the 0? 0* 0? ^ 

Ka'bah and said: I know that you ^fcji :; ^£> j\ : & 

are only a stone; if I had not seen ; * ' - ' - 
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my Beloved kiss you or touch * ^ - * „t 

you, I would not have touched ^ ^ </i :JU * 'y^ 1 ^ - 

you or kissed you. "Indeed in the U t jjL^I /\ dUEi ^ p 
Messenger of Allah (Muhammad . / T 

you have a good example to ^ ^ 

follow" [al-Ahzab 33:21]. \ (n . ^ 0 ^ f ^ g ^ 



Comments: [Its iswad is ^auji] 



Up^-f iSIi :0U* LJj^ -^rY 



132. 'Ammar bin Abi 'Ammar 
told us that 'Umar bin al-Khattab 
> said: The Messenger of Allah ^UaiJi ^ yii jl ; ^\ ^ jCj. 



saw a ring of gold on a man's hand 
and he said: "Throw it away/' so 

he threw it away and acquired a ilUjti «li ; Jtii L ^J£ ^ Uju 

ring of iron. He said: "This is even s r ' - , ; . , tf , 

worse." Then he acquired a ring of <c * ^ b " : JUi 0* r ^ 

silver, and he did not say anything. t ^ ^ ^ 

Comments: [Hasa/i lighairihr, this * 
isnad is da'eef because it is J M 

interrupted] ^ jU ^1 j, jU* .<*LkiN 

133. It was narrated from Zirr that : &13 : 3 JS ^ LjUi ^ - \rT 
'Abdullah said: When the Messenger " 

of Allah sfe died, the Ansar said: A 0* i5j i'j ir* 0? f-f ^ £^ 

leader from among us and a leader - . * . v ?u ♦ - • - 

from among you. Umar went to / ^ ' '\ t ^ ' , 1/ 

them and said: O Ansar, do you fJ^j iL : jtiTvi ^jli -dJt 

not know that the Messenger of -y. . y * 

Allah ft ordered Abu Bakr to lead "f^^ ~ ^ r* UU 

the people in prayer? Which of you rf Ji ^ Jjt J^J of o^itt liJl 

would like himself to be given ?? , ' f: ^ !f 

precedence over Abu Bakr? The J ^ ^ r^- V UI f>- ° S 

Ansar said: We seek refuge with if Jj^ ■ ^ ^uJ^I cjlS ^ d ■ iiS 

Allah from being given precedence ' " . \ 

overAbuBakr. [ rA * Y ^Vla : >U 

Comments; [Its isnad is /lasfl/i] . 

134. It was narrated from Jabir ^1 ^ ^ ^ .^t 
that 'Umar bin al-Khattab * told 



him that he saw a man doing 6? 3** ^ : j^r 0^ ij5)Jl ^1 0^ 
wudoo' for prayer, and he missed > *?¥ -'-•f il'm 

an area the size of a fingernail on ; 
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the top of his foot. The Prophet 3k 
saw him and said: "Go back and 
do your wudao' properly/' So he 
went back and did wudoo' then he 
prayed. 

Comments: [A saheeh hadecth] 

(Yir) ;p t gy -Jii^JI ^ jtf jlj 

135, It was narrated from 
Farrookh the freed slave of 
'Uthman that 'Umar - who at that 
time was the caliph - went out to 
the mosque and saw some food 
that had been put out. He said: 
What is this food? They said: It is 
food that has been brought to us. 
He said: May Allah bless it and the 
one who brought it. It was said: O 
Ameer al-Mu'mineen, it has been 
hoarded. He said: Who hoarded it? 
They said: Farrookh the freed slave 
of 'Uthman and So and so the freed 
slave of 'Umar. He sent for them 
and summoned them and said: 
What made you hoard the food of 
the Muslims? They said: O Ameer 
al-Mu'mineen, we buy it with our 
own wealth and sell it. 'Umar said: 
I heard the Messenger of Allah ^§ 
say: "Whoever hoards food from 
the Muslims, Allah will smite him 
with bankruptcy or leprosy." At 
that Farrookh said: O Ameer al- 
Mu'mineen, I promise to Allah and 
to you that I will not hoard food 
again- As for the freed slave of 
'Umar, he said: We buy it with our 
own wealth and sell it. Abu Yahya 
said: 1 saw the freed slave of 'Umar 
with leprosy. 



j£* J* £fy> £'J* .i^UiiJ 
[\or : ^13 

?fU&Jl lli U :JU UUi Jv) 

llii xjc cjJt fui :iyui 

J^J^ ^J** J> O^Uj OUip J> 

U Jl* £jy J «flJL^ ji 

uil :jUi ^Jy» ulj Jxl ^Liis 

iili jit Jl* .^:j 

, * ^ « ^ (,> , «f-' 
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Comments: [Its isnad is da'ecf j -ji. , 

because Abu Yahya al-Makki ^ ^ ^ ' ' 2^ 

and Farrookh the freed slave of C- J - r * J 
'Uthman are unknown] 

136, 'Abdullah bin 'Umar said: I ^± . j^J t ^ ^ Mri 

heard 'Umar say: The Prophet ; t * " tf 

Sfeused to give me things and I ^ ^ ^/V 1 

would say: Give it to one who has > . „ , . 

more need of it than me. Then one > ' , ' 

time he gave me some wealth and ^1 : J yl* *£Lk*Jl jJ*X> ^1 JL* 
I said: Give it to one who has more * L * \: 

need of it than me. The Prophet^ °^ ^ ^ ~1 ^ 

said: "Take it and keep it or give it : ^| Jiii t yl\ aL£\ : cJ£ 

in charity. Whatever of this wealth , " 

comes to you when you are not j£l * 4 * J-^'j ^ 

hoping for it or asking for it, take SjL* jsu, ^ o ^ii ^ Jir, t jdl 
it, otherwise do not hanker after *' * ; , " , 

it" [\« • :£s-L>] ."dLii; i^" ^ ^ 

Comments; [Its tswiJ is sotefi//, al- : (vn i) :A tpM -^j^ 
Bukhari (7164) and Muslim " C * E?^ 



(1045)] 



137. It was narrated from Salim, Mrv 
that his father said: I heard 'Umar . * ^ , , . * 
say: The Messenger of Allah sfe ^ ^ U ^ fc V 1 *? ^ V* 

used to give me things... and he j^/f jtf :J>: ^ cJL^ :JU t J 
mentioned a similar hadeeth . „ 

Comments: [Its tsnad is saheeh ^ ; . 

according to the conditions of al- ■ " 

Bukhari and Muslim] ' 6J * * gi^*" 

138, It was narrated that 'Umar 
bin al-Khattab said: I was in good 
spirits one day and kissed (my ^jU^^l J> J* 
wife) when I was fasting. I came , ^ f : - 

to the Prophet % and said: I have ^ ^ I* ^ ^ 0? ^ 1** 

done something serious: I kissed ^ t±£ ^ /. i - ^qJji 
(my wife) when I was fasting. The ' ' ; 

Messenger of Allah ^fe said: c-ilJ> : c-iai cJrli 
"What do you think if you rinse , : , ^ , * ^ - 

your mouth with water when you J ^ L,J tU ^ V 1 f^ 1 

are fasting?" I said: There is ^ ^^j^ -J Jjl 
nothing wrong with it. The ' 
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Messenger of Allah said: . ^ . * K , , u£ 

"Then why (are you worried)?" Jui *> L ' ^ 

Comments: [Its isnrid is stf/ire/i] [TVY : ^1] Jbl 

139. It was narrated that Abul- _ : jlAi y t ^JjJ l£U -M^ 
Aswad said: I came to Madinah , s ' . 

and found that sickness was a ^ u! ^ ^ ^ - grf' ^ l ^ 

occurring in it and death was :Jli5i^l J 

widespread. I sat with 'Umar bin ^ # ^ ^ ' ; ; ^ 

al-Khattab and a funeral passed by ^"j** (**/^) ^ £»j 

him. People spoke well of the . j, ^ r L * 

deceased and 'Umar said: It is ; ' \i~ ' , 

guaranteed. Then another funeral <- J~>- $> *^ 

passed by and people spoke well of ^ :fr ^ ^ " ' V ■ 

the deceased and 'Umar said: It is ^\ J ' ^ r ' ^ 

guaranteed. Then a third funeral p '-^rj J^i <^ 

passed by and people spoke badly - - t * - : f- * 

of the deceased and 'Umar said: It ^ ^ ^ y ^ 

is guaranteed. Abul-Aswad said: ^OrfjJl C J-^-j U : jj^jl ^1 Jlii 

What is guaranteed, O Ameer al- ^ * > ' 

Mu'mineen? He said: I am saying ^ U *W ^ ^ : Jli 

what the Messenger of Allah nS^Ji ft I lU^i ^ jjj 

said: "Any Muslim in whose _ . ^ :\ ^ „ 

favour four people testify, Allah :J^> :JL* : -J^ 

will admit him to Paradise/' We 1J li : J li «oll : l> : Jli * jglj : llii : Jli 
said: And three? He said: "And rr ' . w _ 

three/' We said: And two? He said: t rM ^ u tY * £: ^'^1 ^ 
"And two." Then we did not ask 

himaboutone. .(ntr) x oL -* ! : £V^ 

Comments: [Its jsntfd is sahech, al-Bukhari (2643)] 

140. It was narrated that 'Umar ^ - i,-,:- -\t< 
said: We went on a campaign with 

the Messenger of Allah jfej during If j? ^ ^i*- 

Ramadan and the conquest took t,".— . f,i , > - ^ . 

place in Ramadan, and we broke ~ - - - £ 

the fast in both cases. [WX : ^1] . U^J U^Jli ^lij ^ 

Comments: [A gauJi' Jmdeeth] 

. L^j j i>J Ltf ^ ■ 
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141. Al-Ghadban bin Hanzalah 
said that his father Hanzalah bin 
Nu'aim came in a delegation to 
'Umar, and when a member of 
the delegation passed by him, 
'Umar would ask him where he 
was from. Then my father passed 
by him and he asked him: Where 
are you from? He said: From 
'Anazah. He said; I heard the 
Messenger of Allah 3k say: "A 
tribe from there will be wronged 
but they will prevail." 

Comments: [Its isnad is da'eef 
because al-Ghadban bin Hanzalah 
and his father are unknown] 

142. It was narrated from 'Umar 
bin al-Khattab & that he said: We 
went out on two campaigns with 
the Messenger of Allah during 
the month of Ramadan, the day of 
Badr and the conquest (of Makkah), 
and we broke the fast in both cases. 

Comments: [A qaioi hadeeth] 



143* It was narrated from 'Umar 
bin al-Khattab that the Messenger 
of Allah #e said: "The thing I fear 
most for my ummah is every 
hypocrite who speaks with 
knowledge." 

Comments: [Its isnad is qawi] 



* * ■ * * * * it* • - • r»f 

^ iiial^- oil jl : ilUli- 

<j ^ li[ jlia ^'jli- Jl jij ^JJiJ 

^ jl n w M <J^4»J *iU**l I £-Jj>^ 

{it ^.i^J) I ^ J ^' : j*** 

^ iii ^ u : j^ 2f ^iLui 

[U* ,U*i 1>SG ^\ 
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144, It was narrated from Salim , f 

bin 'Abdullah that he was with ^ ^ 

Maslamah bin 'Abdul-Malik in ^ sifj ^ ^ AJL* l£U- : jl!>J 

the land of the Byzantines, and _ r - . >^ * 

they found some stolen booty ±* yri <->^ : ^ J| ^ ^ 

with a man's goods. He asked ^ & J JUji J ilJi 

Salim bin 'Abdullah and he said: ^ > f - r v ^ ^ f '/ ^ 

'Abdullah bin 'Umar told me ^ in 

from 'Umar that the Messenger of ^ ?i, "i ^ - - f - ' * - m - 

Allah ^ said; "If you find stolen ' ^ J J ^ J ^ 

booty with a man, then burn it - _ oy N ^ J> ^JL^-j ^» : Jli 

and I think he said: and beat - *f: v < ' * 9 * '\ ' » 1 £ - 

him/' So he took his property out C> U : JU * fl ^r^ : JU : JU 

to the market and found a Mushaf t tU_^ «u* ; Jli tJ^iJI ^ 

among his goods. He asked Salim, ^ » s „ , ( . ^ ^ * . r , 

who said: Sell it, and gave its ^ :JlSi , UJU JUJ 
price in charity. 

Comments: [Its isnad is da'ccf because of the weakness of Salih bin 
Muhammad bin Za'idah] 



145. It was narrated from 'Umar 
that the Prophet ^ used to seek 

refuge with Allah from five things: <.JU^l ^1 J^>W 



from miserliness, cowardice, the 
tribulations of the heart (grudges, 

envy, bad attitude and bad beliefs), 'j* : <J ~i+ ilo ^ 



the torment of the grave and old 
age 



Comments: [its isn/id is saJweh] [TAA : ^1] 

146* Faddalah bin 'Ubaid said: I i^J 'J\ 
heard 'Umar bin al-Khattab say /' ( t t „* t a 

that he heard the Messenger of ^ l ^ 6? ^ : 

Allah ^ say: "The martyrs are j^ r,;^ ^ L'l :^'>J1 

three: a man who believes and has er * ,T 

good faith, who meets the enemy ^ ^IkjJl 

and shows sincerity to Allah until * .> ^ . tt^i n '-i Un . \ ^ f h 
he is kdled - he is the one to whom ^ ^ * - 

people will raise their heads on the J>- aJUI tjJuJl ^aJ i>LLT Afr 

Day of Resurrection" - and the 



f >: ^i^i ^ ^ ^iii ijji t 
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Messenger of Allah raised his 
head until his hat or 'Ulnar's hat 
fell off -; "and a man who is a 
believer and has good faith, who 
meets the enemy and it is as if his 
skin was beaten with the thoms of 
an acacia tree, then a stray arrow 
comes and kills him - he will be in 
the second rank; and a man who is 
a believer and has good faith, but 
he mixes good and bad deeds, and 
he meets the enemy and shows 
sincerity to Allah until he is killed 
- he will be in the third rank." 



0*3* oH-jj ^j^ 1 <y ^* 



Comments: [Its isnflrf is ifoW/ because Abu Yazeed al-Khawlani is unknown] 

o! j^** 



147. It was narrated from 'Umar 
that the Messenger of Allah a£ said; 
"No father is to be killed in 
retaliatory punishment for killing 
his son." And the Messenger of 
Allah 2fe said: "The one who 
inherits loyalty (wala' - loyalty of a 
freed slave) also inherits his 
wealth." 

Comments: [A Hasan hadeeth] 

148. 'Umar bin al-Khattab 4* 
said: I heard the Messenger of 
Allah £g say: "No father is to be 
killed in retaliatory punishment 
for killing his son." 

Comments: [A Hasan Hadeeth] 



149. It was narrated from 'Umar 
bin al-Khattab that he said: I 
saw the Messenger of Allah ^ do 
wudoo', washing each part once. 



[rn ,m , ua : ^a.t^Jii^;^ 

""I GSj£ liiai -MA 

jI^J Si2 N» :J>b 5111 Jj^ 



[UV I^IJ J.jJlj (tr/i) 
-J>\ ^ -U^ 
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Comments: [S^rfi %/ifl/r.7,fl ^ ^ Jj, j^, ^.f, .jj ^ 

150. Fadalah bin 'Ubaid said: I ^, ^ : jUil Ji; -U* 
heard 'Umar bin al-Khattab t * „ 
say: I heard the Messenger of u^ 1 ir^ t^** J* 
Allah 5fe say: "The martyrs are ^ V. ^Oi JJL^ :Jli ^V>Jl 
four: a man who believes and has - v*- 
good faith, who meets the enemy : ^> ^Ua>Jl ^ yi* w^.^ : JjX 
and shows sincerity to Allah until ^ , T , ' r * - , 
he is killed - he is the one at ^ - - ^ J 
whom people will look like this" - jjuji ^5 jU/jl jl>- jij : h: B j\ 
and he raised his head until the £ ~> . , , - 
hat of the Messenger of Allah ft ^ ^ ^ ^ JjJli 
or 'Umar's hat fell off. "The ^ £3} _ lifci £1 
second is a man who is a believer s , ^ d 

and has good faith, who meets : lA^J - j** $ M 4^ 

the enemy and it is as if his back ^ *'* UJLsi jjjJl ,v*J * *\JLj 

was beaten with the thorns of an ' J ^f* u * J 

acacia tree, then a stray arrow t oJLlli ^4-* 

comes and kills him - he will be in * t > * > . ; 1 . , - ,, 

the second rank. The third is a ^ J ' J -~ " J ^ 

man who is a believer, but he jjuJl ^ * £j. ^-1 } Uij Li 
mixes good and bad deeds, and . - ^ . * s , s „ . : 

he meets the enemy and shows ^ 'J^ ^ ^ oJjl5 

sincerity to Allah until he is killed ji' 
- he will be in the third rank. The ^ , ^ f . ^ * - , 

fourth is a believing man who 'J-^ 1 <^ UI S^1 ^ ^ 

transgresses against himself by --j Jl j ^ t ij| 

committing a great deal of evil ; 0 

deeds and sins, who meets the [^^ ^^j] 

enemy and shows sincerity to 

Allah until he is killed - he will be ^ ^ 

in the fourth rank." 

Comments: [Its isnad is da'eef\ 

151. It was narrated from 'Umar ^ J ^ . 5^ 'J -\o\ 
bin al-Khattab ^ from the Prophet ' 9 fi ^ f 

^ that he did uwdoo' in the year of 'i^ 1 ^ 1 ?iJl ^ : ^ 

Tabook, washing each part once. ^ — ^ t ^f ^ ^1 ^; ^3 
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Comments: [Saheeh IhhairiJti] t- ,< - ?. . , ... 

[>H:^rlj].si>-lj 

152. It was narrated from Jabir .^j ^ . ^ 

that 'Umar bin al-Khattab told ' a , ur ~^ 

him that he heard the Messenger of y. y>* o\ JZj}\ y) tijj- 

Allah ^ say: "The people of ^ - ; « | : . 

Makkah will leave and no one will ^ ^ J ^ CT" U ^ * Y 



come to it - or no one will come to it ^ V <£. jil 

except a few - then it will be filled , , # j * ^ <= , .r 

and built up, then they will leave it *^ r - ^ ^ ^ V ^ 

and never return to it." ,«|£f ^ ^ j^vL; ^ : 

Comments: [Its isnad is da'eef 

because of the weakness of Ibn ^ ^ °M : 

Lahee'ah] J ^j Xj 

153. It was narrated from Jabir : £^J ^| tfji :^Jl £JU -^r 
that 'Umar bin al-Khattab 4* told ' , s * , t 

him that the Messenger of Allah Cf. 'j** ^ : J*^ ^ 

m saw a man doing wudoo' to ^ ^ Jji J - -lUJl 
pray Zu/ir, and he missed a spot the „ h 5 - 

size of a toenail. The Messenger of ^ fc j4^' 

Allah ^fe saw him and said: "Go ^ ^ ^ , -fr ^ ' r. 

back and do your wudoo properly/ " " ^ L - r ^ 

So he went back and did wudoo' ', "Ik^j j*?*-^ CjT^* 

then he prayed. * \ ' tf , f s 

Comments: [A saheeh hadeeth] w ; 

154. It was narrated from 'Umar ^ ^>>Jl j^j :Jli l^li l^- -\*t 
that the Messenger of Allah ^ / ^ f . ^ t a 

said: "Do not praise me as the ^ y. <U\ ^ J jll 

Christians praised 'Eesa bin l\ U t C£ 0) ^ 

Maryam ten. I am no more than the ' ^ , f y 

slave of Allah and His Messenger/' cSj 1 ^ 1 ^S^ 1 ^ ^" ^ 

Comments: [A saJwfr hadeeth, al- JJI jl^ ul Ujji t ^J"; y| 
Bukhari (2462) and Muslim ' r , 

(1691)] t rr ^ : >^ l 3 
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155. It was narrated that Ibn 
'Abbas said: This verse was 
revealed when the Messenger of 
Allah was preaching secretly in 
Makkah: "And offer your Salah 
(prayer) neither aloud nor in a low 
voice" [al-Isra' 17:110]. He said: 
When he led his Companions in 
prayer, he raised his voice reciting 
the Qur'an, and when the 
mushrikeen heard that, they reviled 
the Qur'an, the One Who revealed 
it and the one to whom it was 
sent. Then Allah said to His 
Prophet "And offer your Salah 
(prayer) neither aloud" i.e., when 
reciting, lest the mushrikeen hear 
and revile the Qur'an; "nor in a 
low voice" that your Companions 
cannot hear the Qur' an, so that 
they can learn it from you; "but 
follow a way between." 

Comments: [Its isnad is saheeh, al- 
Bukhari (4722) and Muslim 
(446)] 

156. It was narrated from Ibn 
'Abbas that 'Umar bin al-Khattab 
delivered a speech - on one 
occasion, Hushaim said: addressed 
us. - He praised and glorified Allah, 
then he mentioned stoning and said: 
Do not be diverted away from it, for 
it is one of the hadd punishments of 
Allah. The Messenger of Allah 
stoned [adulterers], and we stoned 
[them] after he was gone. Were it 
not that some may say that 'Umar 
added something to the Book of 
Allah, may He be glorified and 
exalted, that is not part of it, I 
would have written it in some 
place in the Mushaf, 'Umar bin al- 



lf jL y\ U^if 

fig Jii Jj-^jJ ^ *i* 
JL \l\ d\S :Jli OWd^NO 

- " * " -■ ■** * ■■ „ r 

LLU :Jli ^jl^ilL <u_}J* ^ij 5jIAJ?L 
5IIJ Jj^j ji- .UJl JUi £L>- *Jyl 

djUJ Y# b\'Ji\ t'oj^ 

AttV 

^ ^ ^ 
>ii ^ Jilj JU: in JuAi 

2jJ&* ^ JL>- <u\j v jr^- 1 ^ j \0ls3 
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Khattab testified - and on one 
occasion Hushaim said: and 
'Abdur-Rahman bin 'Awf and So 
and so and So and so [also 
testified] - that the Messenger of 
Allah £fc stoned [adulterers] and 
we stoned [them] after he was 
gone. But there will come people 
after you who do not believe in 
stoning, or in the Dajjal, or 
intercession, or the torment of the 
grave, or that people will be 
brought out of Hell after they have 
been burned in it. 

Comments: [Its isnad is da'ccf because of the weakness of 'Alt bin Zaid bin 
Jud'an] 



[r<n t m iAv : .ly^i 



157- It was narrated that Anas 
said: 'Umar said: I agreed with my 
Lord on three matters. I said: O 
Messenger of Allah, why don't we 
take the Maqam of Ibraheem as a 
place of prayer? Then the verse was 
revealed: "And take you (people) 
the Maqam (place) of Ibraheem 
(Abraham) [or the stone on which 
Ibraheem (Abraham) stood while 
he was building the Ka'bah] as a 
place of prayer" [al-Baqarah 2:125]. 
And I said: O Messenger of Allah, 
both righteous people and evil- 
doers enter upon your wives, so why 
don't you tell them to observe hi jab? 
Then the verse of hijab was revealed. 
And the wives of the Messenger of 
Allah tk got together as a result of 
the jealousy between them, and I 
said to them, "It may be if he 
divorced you (all) that his Lord 
will give him instead of you, wives 
better than you" [at-Tahreem 66:5], 
and it was revealed like that. 



^ jl^ LU»- -^V 

j* llUJi J (Yi /O ,M j^Lj u : JJi 
& ljiiJlj> : JJ£ fjii ^rJt r & 
:Jj^(\Yo f & 

jii; ii^Lj h\ jj^s ^ 

[To* t \V 
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4t uiUajftJt Ju.m* 



Comments; [Its isnad is sahceh, al-Bukhari (402)] 

158. It was narrated from al- ^ uc it **- x <* - 
Miswar bin Makhramah that ^ ^ ^ ^ " 
'Umar bin al»Khattab said: I heard J> iyj> ^ <-^^jJl ^ 
Hisham bin Hakeem bin Hizam f . . /, * u ** 
reciting Sooratal-Furqan and he ^ ^ ° ^ ^""^ ^ 
recited some words differently Ji ^£J~ 'J> fli-* JJL*J, :JU ^LUjiJl 
from how the Prophet of Allah /, . f^r . : , , {,;, r 
had taucht it to me. I wanted to JJ ^ ^ ^ * ^ ^ ^ \ r * 
argue with him, but I was praying. 01 c-ojU : JLi *W ^ 
When I finished, I said: Who > ** is lS rr k ; (tl . >^ »,f 
taught you this recitation? He C ~ - . ,/ 
said: The Messenger of Allah j^. I :JU 5^ dhil ^ 
said: You are lying; by Allah, this ^ u < ^ ^ 
is not how the Messenger of Allah ^ 

5^5 taught it to you. I took him by io^yl *Ju oJb^U <JLJ1 
the hand and brought him to the ' ^ , j 

Messenger of Allah and said: - ^7 m ' f* 
O Messenger of Allah, you taught tjti^iJl SjjJ- 

me how to recite Sooratal-Furqan, . v •] ^ •* UJ iii ; * ' V 

and I heard this man reciting some ^ ^ > ^ ? 

words in a way that was not the 1* ly u j>^J J^** 

way you taught them to me. The * \ t , * , ? f.;: 

Messenger of Allah * said: ^ J ^ JUJ ' °* ^ ^ 

"Recite it O Hisham/' He recited C : JU «iJ> r l liSi* 

it as he recited it before. The \ - sj * ; :f .';>-. , * f..: 

Messenger of Allah s£ said: Thus ^ r * 

it was revealed/' Then he said: Ul^ oVjti\ o\* }JJ^ 

"Recite it O 'Umar/' So I recited it * fvww . T ., n „ . > . f 

L T V V . jplaj I J . H J \ 

and he said: "Thus it was ' ' 

revealed/' Then the Messenger of ,{ A U) : f {ti\^) :^ £^ 0J L^i : 
Allah ^ said: "The Qur'an has 
been revealed in seven different 
ways/' 

Comments: [Its isnad is saheeh, al-Bukhari (2419) and Muslim (818)] 

159. It was narrated that 'Umar ^ : ^ yjj, 
said: I saw the Messenger of Allah ^ - A 

^ feeling the pain of hunger and J? OU^Ui ^ ^ ^ 

not being able to find enough to ^ ^ 3^ ^ iij : JU >Li ^ 
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fill his stomach of inferior quality ^ ?, > 

dates. -J^ 1 Jt ^ * ^ u u 

Comments: [Sahech hadeeth, its [rsr: ^1] 

imad is ftrtsan] 

(t^va) :^ t^^- oL^lj i^A-u c^jl>- 

160. It was narrated that Anas f r ; s . t . 

said: 'Umar said: I agreed with f " ^ . . , 

my Lord, may He be glorified and J^j 3* J>.j oiilj : 4*- JU : J 15 
exalted, in three matters - or my , . ,f t ' 

Lord agreed with me in three _ ^ ^ ^ J jl ~ ^ 

matters. I said: O Messenger of fllJl oJU;l ^ U : iii 

Allah, why don't you take the : - r v - * , 

Maqam of Ibraheem as a place of : > <UlJ>U : JU 

prayer? Then Allah revealed the (Wo :SyU1) ^JLj p u; ^ 

verse: "And take you (people) the ^ r m , * r 

Maqam (place) of Ibraheem ^ r ^J^ { *W 1A 2 • 

(Abraham) [or the stone on which z\ oJj!ii ?>ulr, *J\ JrU 
Ibraheem (Abraham) stood while " ^ \ " „ " / 

he was building the Ka'bah] as a i^P 1 0* J&j ^U-Jl 

place of prayer" [al-Baqarah ^ : -j jju^>u £-2 

2:125]. And I said: Why don't you , .TV, , tf ,^ ^ , . 
tell the Mothers of the Believers to £^ ^ j' 5fe ^< J^j 

observe hijab, for both righteous ^ U - tolli ^ « & r ^ 

people and evildoers enter upon ^ ' / ^ . ' , 

you? Then the verse of hijah was ^ ^' 4 j** ^ -cJUi «-^fj^Ji oL^l 
revealed And I heard something ^ ^ ^ u ^ ^ ' 
about the Mothers of the ^ , / ^ 

Believers, so I talked to them and o! <?j J^-j > ^ J> ! ^ t^J£& 

told them: You should stop . - * f ^ " : s 

bothering the Messenger of Allah ' , " 

afe, or Allah will replace you with .(° i^^D £Vl ^o&L» olljji 
wives who are better than you 

and are Muslims. Then I came to Oov:^] 
one of the Mothers of the Morn •■ , „ ,\ ■ \ • 

Believers and she said: O 'Umar, K£ - 
is it the case that the Messenger of 
Allah ^ cannot admonish his 
wives so that you come and 
admonish them? So I stopped, 
then Allah, may He be glorified 
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and exalted, revealed the verse: 
"It may be if he divorced you (all) 
that his Lord will give him 
instead of you, wives better than 
you Muslims (who submit to 
Allah), believers, obedient (to 
Allah)..." [at-Tahreem 66:5]. 

Comments: [Its isnnd is saheeh, al-Bukhari (1534)] 

161* Ibn 'Abbas said: I heard : ^ jj^ji -ui 

'Umar bin al-Khattab say: I i ^ t e s; , 

heard the Messenger of Allah #r aj l Vi J^t ^ ^^J^ 1 

say, when he was in al-'Aqeeq; .jyj ^ . ;i W ^ 

"Last night someone came to me " . \ t V • y 

from my Lord and said: Pray in ^Ua^Jl ^ 3^ ^-v^ 

this blessed valley and say, 'I ? fe ^ 3 , .'^ 

intend to do Wra/i with Ha//.'" Al- ^ - ^ J ' ^ ^ 

WaIeedsaid:i.e t ,inDhul-HulaifarL JJ* :jUi ^ iJuUl ^Ul* ;J_^ 

Comments: [Its isnad is m/iw/r, al- • ^ . ^ ^ 

Bukhari(402)] ^ . . / \ \ . ^ 

162. Malik bin 'Aws bin al- ^ — t( ^j, ^ ^ ^ -UY 
Hadathan heard 'Umar bin al- \ ^ 7 ' t ' \ * . t 
Khattab say: The Messenger of ^llJjl jj yJ> 1 jUiAJl ^ ^ 
Allah 5fe said - and on one v ^ f h '1 v . ^ . 
occasion Sufyan said: f Umar] £ ^ 

heard the Messenger of Allah <i/^ 4~*^ in : _ ^ ^j^j £^ '-K^ 

say -: "Gold for silver is riba unless vl, ,1-- .1 

it is exchanged on the spot [lit. * - ^ ; - ^ ' ^ 

'this for that'], wheat for wheat is ^llMj aUj Si! j^4^ 

riba unless it is exchanged on the J s' 

spot, barley for barley is riba [VU ^ K ^ iU ^1 ^ ^ 

unless it is exchanged on the spot, (r^ri ) L-J 

dates for dates is rifca unless it is ^ ^ 0J * 

exchanged on the spot." .O oai) 

Comments: [Its isnad is saheeh, al-Bukhari (2134) and Muslim (1586)] 

163, Abu 'Ubaid said: I was L i ^ ^\ ^ -nr 
present at Eid with 'Umar, and he \ " — 
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started with the prayer before the , , ^ * - , * - , r > - , . 

He said: The Messenger 0* ^ *S ^ o\ : Jlij ^d*k)t Jj 

of Allah forbade fasting on ^ -J'j^ J^ii'*tf ^>A\ ^ii 

these two days. The day of al-Fitr \ T * ;, I , ] t *\r" 
is the day when you break your 

fast, and on the day of al-Adha, [ Ta y ^Yo t YY£ • JiJll lixi; 

eat the meat of your sacrifices. «* 

Comments: fits i'snad is sahech, al- :^ O^V) i^w> a^L^l 

Bukhari (1990) and Muslim (\\rv) 
(1137)] 

164. It was narrated that 'Umar ^ - t * ^ ^ t 
said: The Messenger of Allah jfe ^ - - / e 

said: "Do not praise me as the J?' 0* j3 ^ l y. ^ 

Christians praised 'Eesa lbn ^ ^ . ' ^ ^ " ' 

Maryam «£i. I am no more than a ' ^ ^ ^ 

slave, so say: His slave and His y\ ^UalJl o>f MS J>j}t 

Messenger/' ^ , , : * f f - _ 

Comments: [Its tsnad is satoft, al- " r 

Bukhari (2462) and Muslim : ^Ij] 

(1691)1 

.(mo ; f (THT) :p>J 

165. It was narrated from lbn y Jul jl£ idi 
'Umar, from 'Umar 4* that he \ "\f* ', S( 

asked the Prophet ^; Can one of i^ 1 ^ U : * j** 0* ^ J* 
us sleep when he is junubl He . ^ j^f > e ( (Yo/ ^ .1, 
said: "He may do wudoo' and * * , 

sleep if he wishes." On one : V» J^j -* £ ^ f£j 

occasion Sufyan said: "Let him do r a ( . ' 4 

wwrfcw' and sleep." LS * : CT ljJ '"r^ 

Comments: [Its isnad is SflJire/j] 

166. It was narrated from Zaid 



bin Aslam, from his father that 



1/ j£j jO^ tiji^ -\n 



/Umar gave a horse (to a man for ^ ^> J*^ 4fc ^1* Jl : *J 

for the sake of Allah, then \'a- >*> ,< - . ( f ,,- r 

he saw it or one of its foals being ^ '6* ^ b ^ ^ ^' 

offered for sale, and he wanted to L^ : U : jUi t Hi- ^ ^Jl Juj tJil^i 

buy it He asked the Prophet r . ^ ' ... #I , " # 

about it and he said: "Leave it, toL ^ : ^ JUj *^ ^ ^ 

and it (its reward) will come to jitfjj, j j£ \j ^ V» ;Jli} 
you or you will have them all 

[rAi t Ya^ t Yoa: 
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(i.e., the reward of all of them)/' (UV) ■ ■ * ' 

On one occasion he said: He told * ^ ' ^ ° * * 2?>^ 

him not to (buy it) and he said: .CnTO 

"Do not buy it and do not take 

back your charity/' 

Comments: [Its isnad is saheeh, al-Bukhari (1490) and Muslim (1620)] 

167. It was narrated from 'Umar j; ^ -nv 
conveyed from the Prophet ^ * .... £ 

- on one occasion, Sufyan said: ^ J? -^^ J? ^ ^ ^ 

from the Prophet ^ - that he _ ^ ^| ^ & ^ ^ ^ 

said: "Follow Hajj with 'Umrah — - c , 7 

and 'Umrah with Ho/;, for doing :JU _ jig \i~J* uU^ 

that will eliminate poverty and . r .*^ ,-.>-^ ? * -i, - 

.. . jL-ali U-4...U <OuLt JU (.e^AjOlj I vj 

sin as the bellows eliminate ' ' t - f- - ' 

dross/' *^iJt ^ ^ U5 ^JJlj >Ul 

Comments: [Saheeh Ughairihi; this , M lJUj ^ : - 

Lsmid is da'eef because of the ^ ^ 

weakness of 'Asim bin 'Ubaidullah] ^ 

168. 'Umar said: I heard the jlUjI ^ t^Aj ^ odi l£U -nA 
Messenger of Allah 3fe say: "Deeds ^ ^ 

are but by intentions and each man ^ ***** ^ r^ 1 ^ r' 1 

will have but that which he j ^ j : ; r. ; J^; ^ JJL— :jJ 

intended. If a man's migration was f , ^ * , , . s > ; ' £ 

for the sake of Allah, then his J&J '5^4 JU ** 1 :J >^ ^ ^ 

migration was for that for which he jj, Jj £^ jj^ ^ ^ u 

migrated, but if his migration was ' ' , 3 * \ 

to achieve some worldly aim or to &j ^ <J\ ^J^J 

take some woman in marriage, his • ^ ^ ^ . : ;^ 

migration was for that for which he * J - 1 - - 

migrated," U <j"^p ^ L^f^ 

Comments: [Its isrwd is Sflhee/i, al- [V* ■ ■ Jill 

Bukhari (1) and Muslim (1907)] ' ^ 

( \ ^ ♦ v) : f ( ^ ) : ^ t ^^w^ ob^J : 

169. It was narrated that Abu ^ \ * - ^ 
Wa'il said: as-Subayy bin Ma'bad - - 

said: I was a Christian man and I -f** J* ^sr^^ ^ Ji 1 -^ ^ 

became Muslim, and I entered ^Jjj^ t ^jjL^S £r "^i', 

j/trsni for both Hajj and 'Umrah 4 " ^ ' J 

(together), Zaid bin Soohan and 'J, -0j ^^r.j (.s^liJ^ 
Salman bin Rabee'ah heard me 
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when I was entering ihram for 
both and said; He is more astray 
than his people's camel. Their 
words wounded me greatly, so I 
went to 'Umar and told him. He 
turned to them and criticised 
them, then he turned to me and 
said: You have been guided to the 
Sunnali of your Prophet you 
have been guided to the Sunnali 
of your Prophet ag. 

Comments: [Its isnad is saheeh] 

170. It was narrated from Ibn 
'Abbas: 'Umar was told - and on 
one occasion he said: 'Umar heard - 
that Samurah was selling alcohol 
and he said: May Allah destroy 
Samurah. The Messenger of Allah 

said: "May Allah curse the Jews; 
He forbade animal fat to them, so 
they rendered it and sold it." 

Comments: [Its isnad is saheeh, al~ 
Bukhari (2223) and Muslim 
(1582)1 

171, It was narrated that 'Umar 
bin al-Khattab said: The wealth 
of Banu an -Na deer was among 
the fax that Allah bestowed upon 
His Messenger for which the 
Muslims made no expedition with 
either cavalry or camelry (cf. al- 
Hashr 59:6). It was only for the 
Messenger of Allah and he 
used to spend from it on his 
family's annual expenses - and on 
one occasion he said: his annual 
food supply - and what was left 
he spent on horses and weapons 
in preparation for jihad for the 



:JUi t( ^U jJlj lU^lAi U^U jJU 

M ^ Q ^ ^ ±p\ duji 

U JJlj jji Jli:iJLi jLi[Ar 

.S* JjLij ^liJi J; ui J~1* J 

<. j jp ouii £Jjl^ -\v< 

( L^1Lp lit jJJ* : Jli ^ 

:^ (TYYY") :^ t^>m^3 a^L— I : 

.0*AY) 

^ * ^lUj ^ji* ^ jcii. ilili- 
it? ii tuf o j: 

Iaju tj*j -lUI 



Mustiad 'Umar bin Al-Khattab & 113 .iu^t< ^ r...^ 

sake of Allah, may He be glorified 
and exalted. 

Comments: [Its isnad is saheeh, al-Bukhari (2904) and Muslim (1757)] 



172. It was narrated that Malik 
bin Aws said: I heard 'Umar say 

to 'Abdur-Rahman bin 'Awf, Jj^ ^ ^ vlJ^ : JJ ^1 ^ 4UU ^ 

Talhah, az-Zubair and Sa'd; We ^ ^ • 

adjure you by Allah, by Whom ' / \ \ t \ 

heaven and earth are sustained, £U-Ul »y£ ^i3l Jib jLijii 

did you know that the Messenger £ - - \i ru - V in '1 > - M - r 1 

of Allah said: 'Our (Prophets ) 4 * ; 

property is not to be inherited : ^fcl] -jUi ^1 Mjjli «2li> lli^ U 
and whatever we leave behind is 

charity." TT,ey said: By Allah, yes. ' iY * ' m ' m ' rrr 

Comments: [Its isnad is sa/ia'/i] [WAY t \VA^tUOA^\oo* 



^ ^jd ^ j>\ j. idi £:U -wr 



173. It was narrated from 'Umar 
bin al-Khattab & that the Messenger 

of Allah ^ said: "The child belongs ^ ^iLiil ^ ^ i<J 

to the (husband or master of the) ' ,r. >{ \ - u f' 

woman. y ^ y u ^ - 

Comments: [Saheeh lighairihi] ^ ^ <-*j^> ^-i-^ ' gis*> 

-Cul jj. all Jjt jj aUijl-^ jJIj 



174. It was narrated that Ya'la 
bin Umayyah said: ) said to 

'Umar bin al-Khattab 4*: "And J*±tf 4 ^ 0? ^ l ±f J* ij&> J. [ 

when you (Muslims) travel in the ^ ^j, ^ ^ ^ . ^ \. } 

land, there is no sin on you if you ; 7 ' y 

shorten As-Salah (the prayer) if <>? ^Yj^Z 01 jJ^U : iii 

you fear that the disbelievers may , . * , > * f . 

put you in trial (attack you)" [an- ^ rf* * 4 ^ 

Nisa' 4:101]. But now the people J J LS l^llll JlJl j*\ jij 0 *\ : ,LJ0 

are safe. He said: I wondered the " f , , r „ tf >s 

same thing as you are wondering, cJUi 4 o <lZ^ 

and I asked the Messenger of &l jl^l^o : Jlii .iili ■> ill 

Allah #5 about that. He said: "It is ; ' , _ ^ 7 

a charity that Allah has bestowed ^ i 0 >^ - a ^^ ^ li 
upon you, so accept His charity." 
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Comments: [Its isnad is suheeh, 
Muslim (686)] 

175. It was narrated from Qais 
bin Marwan that he came to 
'Umar and said: I have come from 
Koofah, O Ameer al-Mu'mineen, 
and I left behind in it a man who 
dictates the Mushafhom memory. 
'Umar got exceedingly angry and 
said: Who is he, woe to you? He 
said: 'Abdullah bin Mas'ood. 
'Uinar began to calm down, and 
went back to normal, then he 
said: Woe to you, I do not know 
of anyone who is more qualified 
to do that than him, and I will tell 
you about that. The Messenger of 
Allah #r used to stay up at night 
talking with Abu Bakr 
discussing some affairs of the 
Muslims. He stayed up talking 
with him one night, and I was 
with him. The Messenger of Allah 
ife went out, and we went out 
with him, and we saw a man 
standing and praying in the 
mosque. The Messenger of Allah 
listened to his recitation, and 
as soon as we recognised him the 
Messenger of Allah ^ said: 
"Whoever would like to recite the 
Qur'an fresh as it was revealed, 
let him recite it according to the 
recitation of Ibn Umm 'Abd." 
Then the same man sat and 
offered supplication (dwV) and 
the Messenger of Allah ^ started 
saying to him: "Ask, you will be 
given; ask, you will be given/' 
'Umar said: By Allah, I shall go to 
him tomorrow and tell him the 



.{IAD : f *w oU-l 

> . ' * >^ - - * > - - 

j* fUl :Jli ?JJLAJj ^* 2r*3 

: JU .Lfcip Otf jJU J! 

: JjJi ^ Jiji^Lj t JL Jul ji? 
J 2* 'JLzz jijj V ^ Jdi J^i otf 

^^iiJ Lilj aJL^P 

U5 jT^Jt f^; of ^ aL^ 
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glad tidings. I went to him the 
next morning to tell him the glad 
tidings, and I found that Abu 
Bakr had beaten me to it and 
given him the glad tidings. By 
Allah, I never competed with him 
to do good but he beat me to it. 

Comments: [Two safieeh isnads] 

176. It was narrated that 'Abis 
bin Rabee'ah said: I saw 'Umar 
kissing the Black Stone and 
saying: I am kissing you and I 
know that you are just a stone; if I 
had not seen the Messenger of 
Allah ^ kissing you, I would not 
have kissed you. 

Comments: [Its isnad is saheeh, al- 
Bukhari (1597) and Muslim 
(1270)1 

177* It was narrated that Jabir bin 
Samurah said: 'Umar addressed 
the people in al-Jabiyah, and said: 
The Messenger of Allah stood as 
I am standing and said: "Treat my 
Companions kindly, then those 
who come after them, then those 
who come after them. Then there 
will come people who will swear 
oaths before being asked to swear 
and will give testimony before 
being asked to give testimony. 
Whoever among you would like to 
attain the best place in Paradise, let 
him adhere to the jama ah (the main 
body of Muslims), for the Shaitan is 
with one and he is further away 
from two. No man should be alone 
with a woman because the Shaitan 
will be the third one present 
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Whoever feels pleased when he 
does a good deed and feels bad 



when he does an evil deed is a ^ tj= ~* ^'-^ > v ^ 
believer." ~>L^i ^* -up oLiJi wi^t^-i 

Comments: [A saheeh hadeeth] 

178. It was narrated that 'Umar ^"\Ji !>=; - *i i-l* - 

said: Tlie Messenger of Allah $£r, _ . 

used to stay up at night talking : Jli ^ 4<liU 

with Abu Bakr discussing * .,. * > . 

some affairs of the Muslims, and I ; ^ ^ ^ ^ * ^ l JL< 

was with him. tfj ' *}\ ^ ^'Vl J ijuls 



Comments: [Its isnrtd is saheeh] 



[Wo 



179, It was narrated that Ma'dan f r ^ , 

bin Abi Talhah said: 'Umar said: I ^ ? ^ ^ ~ m 

never asked the Messenger of ^J^Ji ^ jJU jp iiSlHi tij^ 

Allah ^ about anything more , /' v': - * . ... . 

than I asked him about kalalah, ^ ^ ' JLa ^ ^ ^ oU " ^ 

until he poked me in the chest "p\ ^ ^ ^ Jji JjL U 

with his finger and said: "Is not */ 

ayaius-saif (the verse of summer, J^* J~ ^ <dU Ll* 

i.e., it was revealed in summer), J\ . : 

which appears at the end of - 



Sooralan-Nisa', sufficient for you?" t M .**UlJl s3>^ ^ 

>mments: [Its isniirf is sdiee/i, {anv) w ^^^ ^, 

Muslim (567)] r * 



180. It was narrated from 'Umar - . ; , r ;= . . . * . r ;* . 

that the Prophet ^ said: "The * 7 *"" ^ ^ " A# 

deceased is tormented in his ^1 ^..t^lll ^ jl^ ^ 

grave because of the wailing over > \ ^\ a 

him/' V-^ ^» ^ > ^ 

Comments: [Its isnad is sate/?, al- * Y£v * J**\\ ^-^L. ^ 

Bukhari (1292) and Muslim „ t " /' 

^927^] [^^^ fc T1£ t YiA 

181. It was narrated that r ;* . , . . ^ 
'Abdullah, the freed slave of ' - ^ ^ Li> 
Asma' bint Abi Bakr, said: Asma' £U^I ^^bjl : Jli £U-il Jjl 
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4* LjUaJJI j^u: ,\\in* 



sent me to 'Abdullah bin 'Umar, 
and she said: I have heard that you 
regard three things as haram: s^j J 'JX\ :SS£ 

borders on garments, saddle cloths t ^ 

made of bright red cloth, and fasting Irf ^ ^ ^ v-^j f>^3 

the whole of Rajab. 'Abdullah said tf* ^ > - . * 

to me: As for what you have * " - " ; I 

mentioned about Rajab, what about JX? J* rJ^J' ^ Li 

one who fasts continually? As for ^ f,, , ' > . / * >. 

what you said about borders on ' ^ ' y ^ 

garments, I heard 'Umar bin al- i-li jU J* ^» : 

Khartab say; 1 heard the Messenger " ' ^* 

of Allah as say: "Whoever wears ^ 

silk in this world will not wear it in , y . , 

the Hereafter." ^ ' ™ ' <" ^ * " 2^ 

Comments: [Its rsnad is saheeh, Muslim (2069)) 

182. It was narrated that Anas ,rf , , >> - 1AV 

said: We were with 'Umar " 
between Makkah and Madinah, if J*, <j^~^ 

and we looked for the new - M . * — . ■ tf 

l!^ ^ ^ -^^ ^ 

crescent moon. I was sharp ^ ^ 

sighted and I saw it, and I started J t^ > - t J^Ji ^\'J* ^juJIj 

saying to 'Umar: Don't you see it? ^ J ji JJj^i 

He said: J will see it when 1 am ^ ' a t * , " ' 

lying in my bed. Then he started ^'j : <J^ 

telling us about the people of ^ ^ ^ ;j 

Badr. He said: the Messenger of * ' - s " t 1 

Allah ^ was showing us the r4*J^ ^-p 

places where they would fall (in 'n, .r, f, - kT * ' - * - 1 1 - > 'i 

battle), saying: This is where So s / ' ^ ^ 

and so will fall in battle tomorrow, ^ ^ 0[ t i-u- j^i '^3 4 J' 1 ^ 

if Allah wills; this is where So and . v r .T- : > - . > , f - - r . ( .: 

so will fall in battle tomorrow, if ^ * 

Allah wills/' And they started to l^^3a>-i ^ j^Jt J£i5 ^jjjlj 

fall in those places. I said: By the . * {■ > ^ , .f- ^ * ~ * * , 

One Who sent you with the truth, ^ ^ ^ 

they did not miss those places; ^ t( j^* ^rt^! Jj^^ ^ ^ 

they fell in those places. Then he *fi. * A v r - - " : v r: 

ordered that they be thrown into a 1 „ s * ^ 

wel^ and he went to them and ^ B ^ ^ ufaj ^ ^-^3 fc ^ 
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said: "O So and so, O So and so, > r v* S ' * * * 

did you find what Allah promised ^ U ^ r^ 1 J ^ > 

you to be true? For I found what ^ j^j ^ ^ B 

Allah promised rne to be true/' i " ' c ^ 57 

'Umar said: O Messenger of Allah, * ((, ^r^ ^ i> j *} 1 ' ' : ^ 

are you speaking to people who 

are now dead? He said: "You do .( yavt) : f 

not hear what I arn saying any 

better than they do, but they 

cannot answer." 

Comments: [Its isnad is sahceh, Muslim (2873)] 

183. 'Amr bin Shu'aib narrated, ■ ' -* tfj^. • 

from his father, that his grand- ' ^ ^""^ 

father said: When 'Amr came ^ * J y o? i^** ^^>- 

back, Banu Ma'mar came to him , ... s ~ - ; 

and they referred their dispute ^ ' £T J ^ :JU 

with him concerning the wala' of Jj J^J.f ^ JI^U^ 

their sister to 'Umar. 'Umar ^' J tt , ^ * , > ' \ 

said, I will judge between you ^ r**- :JUi V 1 ^ 1 J?* 

according to what I heard from the ^ ^ Jj! 

Messenger of Allah jig. I heard , * J j t s ' t 

him say: "What the son or father i?-^ ^ ijJl^Jl -d^l 

acquires goes to his agnates, no 
matter who they are/' So he ruled 



in our favour 0 ^ : 



Comments: [Its ism*d is /wsak] 

184. It was narrated that Yahya j ^ ^^^j^Ji. ±,\j - \At 

bin Ya'mar and Humaid bin ' ? * ^ 

'Abdur-Rahman al-Himyari said: JM 1/ Qs. If. t^ 1 -4* 4^ 

We met 'Abdullah bin 'Umar and j ,"«]| ^ , * ^^.j . "} 

discussed the divine decree (al- ^ ' "* ^ c " J ^ 

qadar) and what others said 0? ^ l -*r* ^ 

concerning it. He said: When you . .t, . .r. . : ; *, ... 

go back to them, say: Ibn Umar ~* - ~ f J 

has nothing to do with you and iVJ, Jl. pR) ,1^^ j^So ^ y}'o\ : 

you have nothing to do with him , . ' \ % *i ' - ~ 

- three times. Then he said: 'Umar & :JU ? - - 

bin al-Khattab & told me that _ ^ ;| _ ^ JL^ u>j j^jt 4* v llJJl 

whilst they were sitting with the J * 

Prophet 4*, a man came to him ^ '^h. Jrj ^ t^S ^Jl -il* 

walking, with a handsome face -Jg ^ & k ^ ^ 
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and hair, wearing white clothes. The 
people looked at one another (as if 
to say): We do not know this man 
and he does not look like a traveller. 
Then he said: O Messenger of Allah, 
shall I come to you? He said: "Yes." 
So he came and put his knees 
against his knees and his hands on 
his thighs and said: What is Islam? 
He said: "To testify that there is no 
god but Allah and that Muhammad 
is the Messenger of Allah, to 
establish regular prayer, to give 
iakah f to fast Ramadan and to go on 
pilgrimage to the House." He said: 
What is faith {ceman)? He said: "To 
believe in Allah, His angels, 
Paradise and Hell, resurrection after 
death and the divine decree/ all of 
it." He said: What is ihsan? He said: 
"To strive for the sake of Allah as if 
you see Him, and even though you 
do not see Him, He sees you/' He 
said: When will the Hour come? He 
said: "The one who is asked about it 
does not know more than the one 
who is asking/' He said: What are 
its portents? He said: "When the 
destitute, barefoot, naked shepherds 
compete in constructing lofty 
buildings, and the slave women 
give birth to their masters." Then he 
said: "Call the man to me." They 
looked for him but they saw no trace 
of him. Two or three days passed, 
then he said: "O Ibn al-Khattab, do 
you know who that was who asked 
about such and such?" He said: 
Allah and His Messenger know 
best. He said: "That was Jibreel who 
came to teach you your religion." A 
man from Juhainah or Muzainah 



J jh-i j U :JL» *j . yini U^j iJLa 
jup <ZSj *U*> ^p^* -Jii {'iILjUaIm 

lii^i M} tlii V M : jii 

: Jtf .*aJl^ jJLill} to^jl *■ j^ij 

l£\s Jj yjc M» : JU ?JUjWl ^ 
?^LUl ^ : Jii «iil>; ^ j& jj jii 
:Jl* «JiLUi 0* {Ui-l Ijlp JjlUJl Ui : Jii 
5UJI sUiJ! il^Jl bj» :Jli fl^t^if 

JUi : ■ j£> ^> : JU : Jii ^L^t 
Ij* : Jii p il 11 ^ ji uli l j^e 

Ji^ iiii* :Jli *jU*f Ji^jj ft I :Jli 
2rf ^ ■"fi** j&fc fi-^ 

jl-i t<lJ1 Jj^j U lJUi t If? j\ ^4^-=r 

L-^i ii ^» :jii ?oSfi ^ 

£Ji jiix :jii ^jui j^i jj^j 

jiiii >i :jii ; ju' jii j^j 
[riA t r*\v : ^1] 
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asked him: O Messenger of Allah, 

what are we striving for? Is it " tA) : f ° M 

something that is already decided or 

is it something that is evolving right 

now? He said: "For some- thing that 

is already decided." The man or one 

of the people said: O Messenger of 

Allah, then why should we strive? 

He said: "The people of Faradise 

will be enabled to do the deeds of 

the people of Paradise and the 

people of Hell will be enabled to do 

the deeds of the people of Hell/' 

Yahya said: And that is how it is. 

Comments: [Its isnad is saheeh, Muslim (8)] 

185. Abul-Hakam said: I asked 
Ibn 'Abbas about nabeedJi made in 
earthenware jars. He said: The 
Messenger of Allah forbade 
nabeedh made in earthenware jars 
or gourds, and he said: Whoever 
would like to regard as haram that 
which Allah, may He be exalted, 
and His Messenger forbade, let him 
regard nabeedJi as haram. He said: 
and I asked Ibn az-Zubair and he 
said: The Messenger of Allah $g 
forbade gourds and earthenware 
jars. He said: I asked Ibn 'Umar 
and he narrated from 'Umar that 
the Prophet forbade gourds 
and varnished jars. My brother 
narrated to me from Abu Sa'eed 
that the Messenger of Allah 
forbade earthenware jars, gourds, 
varnished jars, unripe dates, and 
dried dates. 

Comments: [Its isnad is saheeh] 

186. It was narrated from 
Ma'dan bin Abi Talhah that 
'Umar bin al-Khattab & delivered 



iii^ - \f> i J^i QjJ- 

■J>*3 : ^ ^ iz? if J>) 

'J* : Jtij * r l?il1j ^Jl i-J If ^ ill 

<> J^y\ y\ i^J\^*j : Jli .JLiJI j»^>4^ 
.rill ^ #g Jjl J£ : jLii 

^ '•)) cib-j : Jli 

: Jli .cJ>Jlj t^JJl y> j£ ^ ^1 M 

ji^Vj cj>Jlj fc^iilj ^>Ji ^ ^ ^ 
[tv ,rv : ^i] tJ 3\j 
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a khutbah one Friday, and he 
mentioned the Prophet of Allah 
3fe and Abu Bakr He said; I 
dreamt that a rooster pecked me 
twice, and I can only interpret it 
as meaning that my death is near, 
and there are people who are 
telling me I should appoint some- 
one to be my successor, but Allah 
will not cause His religion and the 
caliphate, with which He sent His 
Prophet $g t to be lost. If death 
comes to me soon, then the 
caliphate is to be decided by these 
six men with whom the Messenger 
of Allah 3^ was pleased when he 
died. Whichever of them you 
swear allegiance to, then listen to 
him and obey. I know that some 
people will object to this matter, I 
have fought them with my own 
hands in the defence of Islam. If 
they do that, then they are the 
enemies of Allah and misguided 
kafirs. I am not leaving behind 
anything more important to me 
than kalalah. The Messenger of 
Allah never emphasised any 
issue to me since I accompanied 
him more than the issue of kalalah, 
and I did not ask him about 
anything more than I asked him 
about kalalah , until he poked me in 
the chest with his finger and said: 
"O 'Umar, is not ayatus-saif (the 
verse of summer, i.e., it was 
revealed in summer), which 
appears at the end of Soorat an- 
Nisa', sufficient for you?" If I live I 
will issue a decree that will be so 
clear that those who read the 
Qur'an and those who do not read 



t t^j^ ^ J j t>! ' J ^ j 

ijj'A. lii^ii l\) <.j£?\ j^iiJ vi % 
Vj iSl* yjti i£± h[j t^aiiit of 

*zU\ *Vj* ^3 >^ ^"!Aj-JIj J»\ 

• - - ^ - - - f * * * 1 *r 

^Ll :JU ^ .il^Jl f>; v ^3 ^ >^ 
*i g"*y U-ijj tjUalVl *'3*' -^f^ ^y! 

\ja**JLj i. ^ Alij t p^jJ ij-'^ 'J^'Vr! 

^ ^1 k r*^ L r^ ; rt^ 
Jj]3 jl3 t jlJ- Vi uiijf \ o ^isu 

' - * ' **r - ^ 
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it will be able to make decisions (oiv) * jL-i 

concerning it. Then he said: O "f 'C 1 *^ 03 ■ CP**' 

Allah, I call upon You to bear 

witness over the governors of the 

regions, for I only sent them to 

teach the people their religion and 

the Sunnah of their Prophet and to 

the divide the faV among them and 

to be just to them and to refer to 

me concerning any difficult 

matter. O people, you eat two 

plants which I find to be nothing 

but repugnant. I remember the 

Messenger of Allah j^, if he 

noticed their smell coming from a 

man in the mosque, he would 

issue orders that he taken by the 

hand and led out to al-Baqee\ 

Whoever must eat them, let him 

cook them to death." 

Comments: [Its isnad is saheeh, Muslim (567)) 

187, It was narrated that Jabir t ^ -~ - . ^ ^ _ uv 

bin 'Abdullah said: I heard 'Umar ^ y ' 

bin al-Khattab say to Talhah bin : Jtf JJI J, ^U- j* i ^Ip 

'Ubaidullah: Why do I see you ♦ --m , ^ t ,f : \> 

looking unkempt and dusty since ' '"' V' ' ' - ^' 

the Messenger of Allah S$ died? JJLi S>'/ji\j jJ ill^l J, 

Perhaps you were upset about , *, * * , rr - * ? 5 

your cousin becoming caliph? He y J - - 

said: Allah forbid! I am the most ^ j( '^'/jj^i J\ ,M iU^ : Vii-U 

unlikely among you to feel like > , s ' \ , , * - , 

that. I heard the Messenger of : J ^ ^ ^' J ^ ^1 ^ 

Allah ^5 say: "I know a word ^ ^ ^ ^ ^ ^ ? jB 

which, if a man says it when ' t ' * " 1 

dying, his soul will find rest and ^ £>^" ^-jj ^rj ^) 

provision when it comes out from $j ^ ^ - ^ * y 

his body and it will be light for * ' ' 

him on the Day of Resurrection." ^JJJ Jl» tL^ jLi^j ^ 

I did not ask the Messenger of - ; s*i . * 

Allah ^ about it and he did not : J ^^' ^ : ^ ^ ^ ^ *f 

tell me it. This is what has been iiASUl ^ ;Jli ^ Ui iJL^jlLJi Jii 
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upsetting me, 'Umar said: I know • . f - , s - T ^ s 

what it is. He said: To Allah be ^ Jl * *l J l ^ ^ 

praise! What is it? He said: It is [WAT t \rAS cToy : ^1] ,jJi^ 
the word that he said to his uncle: 

La ilaha UMlah. Talhah said: You *M ^-i- 1 *- 

are right, jju, ^L*^ 

Comments: [This hadeeth is sa/ja*/i bitutuqihi and its isMdrf is da '<?£?/ because of 
the weakness of Mujalid] 

188, It was narrated that Tariq ^ ^ . ^ - ^ . UA 
bin Shihab said: A Jewish man * 

came to 'Umar and said: O Ameer ut at u^* a* ^rr^- 

al-Mu'mineen, you read a verse in ^ Jj ^jj, ^ ^ ;Jii 

your Book which, if it had been V, /* ^ * - 

revealed to us Jews, we would ^J*>" r&l ^^-P 1 3^ L - tJ ^' 

have taken that day as a festival. t jj^J £^ lk,& J 

He said: Which verse is it? He _ /, / „ . , * , , ~\ 

said: The verse: "This day, I have # : Jli f^ 1 ^> 

perfected your religion for you, rfej Jxtf :^3i^ : j^j ^ ^ : Jli 

completed My Favour upon you" " , „ > ^ 

[al-Ma'idah 5:3]. 'Umar said: By < r :=J5UJ0 f*£tf ^ 

Allah, I know the day on which -j, >j*% J, Jj,* ^ Ji£; : Jli 

this was revealed to the Messenger , " V . „ ^ 

of Allah 3gs5 and the hour at which <Ul Jj^j ^> lS^ 1 

it was revealed to the Messenger ^ ? (t ■ . • ^ * 

of Allah sfe, on the afternoon of -' ' ' j- ^ cc 

' Arafah on a Friday. [Yvr : ^>\~\ .iili ^ ^ ii^P 

Comments: [Its isnad is saheeh, al- 

Bukhari (45) and Muslim (3017)1 - (r " w > : f » 0 > : C * : 

189. It was narrated from Abu ^ ^ ^ ^ ^ , m 
Umamah bin Sahl bin Hunaif that "\ f ' ^ . 

a man shot an arrow at another ^} J>. J> -r'j^ 1 it O*^ 1 

man and killed him, and he had : - .* ^1 . ■ " <" * ^ 

no heir except a maternal uncle. , : - l - - > 

Abu 'Ubaidah bin al-Jarrah wrote ^rj Jl -^^r^ ^ J*-" oUI ^ 

to 'Umar concerning that and he t j£ ^ y t ^ - 

wrote back saying that the > . % / 1 ~ r ? c ; 

Prophet jg, said: "Allah and His 's* J\ ^ ^ ^ J 

Messenger are the guardians of Jj^-j : Jli ^ M ^ ^ 

the one who has no guardian, and , f , , * r /' , / ( , 

the maternal uncle is the heir of ^ If JUJ, J ^ ^ I? J> d 

the one who has no heir/' [ryr ; j£ j\j 



Musnad 'Umar bin Al-Khattab & 



124 



Comments: [Its isnarf is hnsan]. 

190. It was narrated from 'Umar 
bin al-Khattab 4* that the Prophet 
said: "O 'Umar, you are a 
strong man. Do not crowd others 
to touch the Black Stone, lest you 
harm the weak. If you find a gap, 
then touch it, otherwise turn to 
face it and say La ilaha Wallah, and 
Allahu akbar" 

Comments: [A Hasan hadceth] 



191. It was narrated from 'Umar 
that Jibreel *a said to the Prophet 
What is faith (eeman)? He said: 
"To believe in Allah, His Angels, 
His Books, His Messengers, the 
Last Day and the divine decree, 
both good and bad," Jibreel said to 
him: You have spoken the truth. 
He said: We were amazed that he 
asked him and then confirmed his 
answers as being correct. The 
Prophet said: "That was Jibreel, 
who came to teach you your 
religion/' 

Comments: [Its isnad is saheeh, 
Muslim (8)] 

192- It was narrated from 'Asim 
bin 'Umar that his father said: The 
Messenger of Allah ^ said: 
"When the night comes from here 
and the day departs from here, it 
is time for the fasting person to 



■j — >- o^Ij — f| : ^ 
jlii :^5j l*Jo>- -W 

JjUJ U* :U Jli M 

L>^J ^r™^ ^0 — v — -i^" • ^^J*** 

■J-v 

^ ^ l5U :^5j tfj^ 

j^Ut t J^ jui : Jli 

iy£ A J {[1* tfU :^5) l£U- ~m 

Jlij _ Jli l Jjl IjU Jj) J^3 Jli 
jLjZil _ jil ;U- 
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break his fast," meaning the east * • „ , , a 1t . !f . . 

and the west ^V"^ 1 V^ 1 >' ^ tUU ^ 

Comments: [Its isnad is saheeh, al- ^TTA t TT^ : ^1] 

Bukhari (1954) and Muslim 
(1100)] 'f O^ot) 

193. It was narrated that 'Abdur- : , , ; > ' - ^ _ m 

Rahman bin Abi Laila said: I was ^ ^ ^ ^ ^ ~*\ 

with 'Umar and a man came to J**-^' ±* 0* ^J^ 1 ^ 1^ 

him and said: I have seen the new ] ^ - - * , 

moon, the new moon of Shawwal. ^ ^ ^ :JL> JJ ^1 j>\ 

'Umar said: O people, break the J^u J^Jl cJlj Jl :JU 

fast. Then he went to a vessel in a J £ \ ' f * 

which there was water and did ^ l ~ :4 * j** JUi 

zmjdao', and he wiped over his * u (T<*/>) ^J. Jl :ii li Jj>if 

kliuffain. A man said: By Allah, O ^ „ / £ / 

Ameer al-Mu'mineen, I only came J^* b 

to you to ask about this. Did you ^ u : < L 

see any one else do this? He said: \ / " 0^7 j™- jt7 . . ^ 

Yes, one who was better than me " JUi £'J± «iJtyl t IJla ^ 

and the best of the ummah. I saw r * > ^ „ * 

Abul-Qasim #5 do the same as I r* \ . ^/ ^ 

have done, when he was wearing £i t JJL^ ^jji j?> ^Ui ^ 

a Syrian jubbah with tight sleeves; #J . , . , ^ , . # V (5 >< >, r , 

he put his hand under the jubbah. ^ ^ pJj - ^ 

Then 'Umar prayed Maghrib. [r • V : ^ I] . ^>Jl Ju* 
Comments: (Its isnad is da'ecf 

because of the weakness of <j^ lj ^ ^-v^ ojl M : gir^ 

' Abdul- A'la ath-Tha'labi] ^ JU ^1 ^ ^^Ijlp ^L- ^ ^Xdi 



194. It was narrated from Jabir bin 1^ ^ - il^ ^ _ m 



'Abdullah that 'Umar bin al- 

Khattab 4k said: The Prophet of Cf. J* <o\^±L tS^lis ^ 

Allah « did not prohibit lizard ^ .j^ ^ ^ - . ^ 

(meat), but he found it off-putting. ' ; ' 

Comments: [Sahcch lighairihi; ^ [s~- ? *fe 4^ 

Qatadah had never heard from * j^J, 5^ • -* ^ - 

Sulaiman AUYashkuri, and ' ^ ^ - 

Muslim (1950)| [Uv£. ^jl] 
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195* It was narrated from 'Umar >, t * , > , , , > a , 

that he asked the Prophet « for ^ ^ : >^^ ^ 

permission to do 'Umroii and he V£ t^jU ^ iJjl jC* j ^ 

gave him permission and said: "O - * ^ ^ ; s 

my brother, do not forget us in if & j~* J ^ ±* 

your supplication," And he said :Jii j 2 jjG s^Jl j Si jgg 
later in Madinah: "O my brother, 
include us in your supplication/' 

'Umar said: I would not like to j£ j tf^f u , .-^j, 

have instead of that everything on , ^ - - Sf / ; ' 

which the sun rises,, because of ^ L^, jl U J** 

him saying: "O my brother/' ^ L> . ^ ^ »i n 

Comments: [Its isnad is da'ce/ 

because of the weakness of 'Asim ^ ^-^^ o3 M : £o* J 

bin'Ubaidullah] jl^ 

196, It was narrated from 'Umar ^ g*^ . ^ - ^ 



that he said to the Prophet 

What do you think about what Ji f-f^ lr* V*^ :JU 

we are striving for: is it something t - * ^ - % - t J,l ^ 

already decided or something that > f * * . , ' #tf /"' 

is evolving now or something J**- ^'j 1 ir4 JLi -^1 



new? He said: "It is something <> \?> .f .f . ; . *f . . 

already decided/' 'Umar said: \ ; (1 * > . - 

Then why don't we rely on what ? ^ ^ J* UJ B : JU 

is already decided? He said: *^ .f r , v'*i. * u x 

"Strive, O son of al-Khattab, for ^ ^ . 

everyone will be helped; whoever fciSUUJ Jl^ jjjL*^ J* I ^* 015 ^ lil 

is one of the people of bliss will <uuilJ > Ul^ uljl 'lit lit' 

strive for that bliss and whoever " * ' 1 ' ^* 

is one of the people of doom will , jl— j iJuj 

strive for that doom/' ^ ^ 

Comments: [Hosan lighairihi; this isnad is c/aVc/ because of the weakness of 'Asim 
bin 'Ubaidullah] 

197. 'Abdur-Rahman bin 'Awf ^ : ^* 

narrated that 'Umar bin al~ , . . j „, 

Khattab ^ addressed the people ^ V* Of J?* ^ *W ^ 

and he heard him say: Some *J> 5^' lj;^' 

people say: what is this stoning? "n ■ ii M - . - ' ■ • * n 

In the Book of Allah it mentions ^ f f ^ ^ 

flogging. But the Messenger of IVul jlj :JjiJ t^iJl 
Allah stoned [adulterers] and 
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we stoned [them] after him. Were 
it not that some people would say 
that 'Umar added something to 
the Book of Allah that is not part 
of it ; I would have written it the 
way it was revealed. 

Comments: [Its isnad is sahcch, al- 
Bukhari (2462) and Muslim 
(1691) ] 

198. It was narrated from Ibn as- 
Simt that he came to some land 
called Doomeen, eighteen miles 
from Horns, and prayed two 
rak'ahs. I [the narrator] said to 
him: Are you praying two rak'ahsl 
He said; I saw 'Umar bin al- 
Khattab in Dhul-Hulaifah praying 
two rak'ahs and I asked him 
(about that). He said: I am only 
doing what I saw the Messenger 
of Allah sg* do. 

Comments: [Its isnad is saheeh, 
Muslim (692)] 

199. It was narrated that Ibn 
'Umar said: One of the Companions 
of the Messenger of Allah 
entered the mosque on a Friday, 
when 'Umar bin al-Khattab 4& was 
addressing the people. 'Umar said: 
What time is this? He said: O 
Ameer al-Mu'mineen, I have just 
come from the marketplace. I 
heard the call and I did not do 
anything more than wu doo\ 'Umar 

said: Wudoo' too! You know that 
the Messenger of Allah used to 
enjoin gh usl\ 

Comments: [Its isnad is saheeh, al- 
Bukhari (878) and Muslim (845)] 



*- ^ t ' ■* ' > ■ t * *■ ^ ^ } 

4jc^ UjJL>- I j***- ^ri -U^* LjJL>- -i*\A 
oJui lJZj&'j ^^rf S****' t_r^3 

Jt J^-j ^ o? 1 ^ 

JbxJ-*Jl 4JUI J fLj ■> 'L?v^l 

lj : Jui ?ojJb ic-U- ijl 

> J ^J- J Lai ,iL^ jl JLp oSj Ui t*u!ll 

AM 0) : r (AVA) : ^- 
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200. It was narrated that 'Umar . , . . , ^ , t 

bin al-Khattab said: The mushrikeen & ^ ~ Y * ' 

used not to move on from Jam' ^ Ji Jj^ iJ^! ^ 

(Muzdalifah) until the sun rose . . > ' f . \ ; ; s . / 

over (the mountain of) Thabeer. ^ O^S^LLH oLS" :Jli ^ ^Uaijl Jl 

The Prophet gfe differed from them * ; 1- *- t j 

and moved on before the sun rose. ^ 

Comments: [Its isnad is safe/?, al- 01 # ^ ^ ^ 

Bukhari(3838)] [Ai : ^1,] .^ij, ^ 

.(TAVA) :^ ; ^>w* e^L-*l ! ^j>*> 

201. Jabir bin 'Abdullah said: . - ' > . v , 
'Umar bin al-Khattab told me that £ f > 

he heard the Messenger of Allah ^ ^ ^£ : ^1! ^jU- 

(^) say: "I shall certainly expel >?f * ' ,f • ^ 

the Jews and Christians from the V ^ ^ * ^ ^ : J ^ 

Arabian Peninsula so that I will ^jU^Jlj S^Jl ij^^gillj^j 

not leave anyone but Muslims." , * ; . , 

Comments: [Its isnad is Sfl/;eefr, ' ' c ^ , r~ & 

Muslim (1767)] >(mv) ^ t ^_^ ^ M . ^ 

202- It was narrated from Salim , s ^ . ^y,, ^ ^ _ T , T 

from his father that whilst 'Umar v s . 

bin al-Khattab was addressing the ^ ^ ^ ^ ^^y 1 

people on a Friday, one of the > > t. - , f r " * ,^ ' .f t 

companions of the Messenger of ' r ^' * " r : ™ - ■ ; 

Allah came in. 'Umar called I IS Hi ^ ^1 ^U^l ^ ^Lj jijj 

out to him: What time is this? He , ■ * * ^ , 

said: I was busy today and I did ^1 : JUi ^ * > 

not go back to my family when I ^Ju^ Jj>\ Jj JJiil 'jjS 

heard the call to prayer, so I did ^ \ ^ , *V ' f ^ 

no more than doing wudoo'. j** ^ ^U»>" jt Sjl ^ ^IjiJI 

'Umar said: Just W^', when _ t tit J^Ji <r-/>) 

you kntiw that the Messenger of s ^ £ , 

Allah (3*3) used to enjoin ^/ims/? ^ l J j-^S 0 1 _ o^-L* jij : £_j>y> 

Comments: [Its isnad is saliech, al- : ^\ ] r lijJL 015 sfe 

Bukhari (878) and Muslim (845)] c " - ' " 

.<A£o) : r (AVA) t^^oL-j ; 

203. 'Abdullah bin 'Abbas said: . v * ^ 1^^- -T*r 

'Umar bin al-Khattab told me: On 'V? ^ ^ 

the day of Khaibar, a group of the ±1U^ :_ jCS j^>\ _ X* Jz* 
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companions of the Prophet ^ 
came and said: So and so has been 
martyred / So and so has been 
martyred, until they came to a man 
and said, So and so has been 
martyred, but the Messenger of 
Allah said: "No. I saw him in 
the Fire because of a cloak or 
'aba ah that he stole from the war 
booty/' Then the Messenger of 
Allah (^) said: "O son of al- 
Khattab, go and call out to the 
people that no one will enter 
Paradise except the believers/' So 1 
went out and called to them, 
saying: "No one will enter Paradise 
except the believers/' 

Comments: [Saheeh Hadeeih, its 
isnad is hasan, Muslim (114)] 



204. It was narrated that Abul- 
Aswad ad-Deeli said: When I 
came to Madinah, sickness was 
occurring in the city and they 
were dying quickly. I sat with 
'Umar bin al-Khattab (4=) and a 
funeral passed by. Good things 
were said about (the deceased) 
and 'Umar (&) said: It is due. 
Then another (funeral) passed by; 
good things were said about (the 
deceased) and he said: It is due. 
Then a third funeral passed by; 
bad things were said about the 
deceased and 'Umar said: It is 
due. I said: What is due, O Ameer 
aI-Mu f mineen? He said: I said 
what the Messenger of Allah fe) 
said: "Any Muslim in whose 
favour four people testify, Allah 



JUi tJUg^l o"^ : IjJUi ^J^j ^ii 
J jfiJl j £13 Ji :^ Jbi J^3 

[fT a : ^1] 

-^J >" OjL-jJj t^JW? vijJj- t 

^« jiJ -^-^r^J J^* 

:JUi l^rLi ^ j^li c^>L 

i \lSa> '. **f& jap <j lii 4 3^ 
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will admit him to Paradise. We . . Vm , r - fi;t ; - 

said: Or three? He said: Or three. - J 

We said; Or two? He said: "Or -J^ljJl jp lilli «<j£l jt» : Jli 
two/' Then we did not ask him 
aboutone. 

Comments: [Its isnad is sahcch, al- (\*ur) ■ ■ tJ y . 



Bukhari (2643)] 



205. Abu Tameem al-Jaishani ^ :<>^Jt ^ ^ _ w 
said: 'Umar bin al-Khattab heard \ ' & . , r 
the Messenger of Allah say: "If y. ^ ^ ^ y 

you were to put your trust in Allah . ^\i*-u -A - - j m . 'i - = — ' 

as you should, you would be given , " , * * , . * " 

provision like the birds: they go ^ ^\ :J ^5 ^LkiJl ^ ^Li 

out hungry in the morning and l\ f., - ; > >, f. 

come back with full bellies in the ^ - " ^ ™ ^ ^ - 

evening/' L^U^ jjJo jj^ Ui jjjj^j 

Comments: [Its isnad is jpwi] [ryf try . .^. (] ^ 

206. It was narrated from Abu ^ J?^ -JJS}\ xJ, ^| -\ *\ 
Hurairah from 'Umar bin al- *" * \ / a * ^ v 
Khattab that the Messenger of 0* fa y '-^rJ ^ y A 
Allah said: "Do not sit with the ; — t -ji^Ji ^ <^ 
people who deny al-qadar, or initiate - * ' ' V - 
any discussion with them/' 'Abdur- ^ i^^iJl \^ t^^iAM 



Rahman said on one occasion: I 
heard the Messenger of Allah (^} 

say:.... >j} jj&l jil l^-JUJ ^> :Jli 3fe ^ 

Comments: [Its ;s?7tf// is daecf .t$* -•*h n 'n:- 1 ' -r* 

because Hakeem bin Shareek al- - ' . ' 

Hudhah is unknown] . ^gg aJJi J^ij cJL-^ 

.Ji^Jl vlL^ ^jj JV^J- 4jLjJ*J wJl-Jwi DoLrf} !^^?U 

207. It was narrated from Ibn as- ^ t£U : — -UJl ^ lili ^ -T ♦ V 

Simt that he went out with 'Umar \ ^ \ , • ' > 

to Dhul- Hulaifah and he prayed : s** l>J ui'-W^' y. J* 



y. j^r y- 



two rak'ahs. I [the narrator] asked 
him about that and he said: I am 
only doing what I saw the 4* y^- ^j>- ^ ' \ 

Messenger of Allah (£!e) do. 
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Comments: [Its isriflt/ is saheeh, 
Muslim (692)] 



208. Ibn 'Abbas narrated that 
'Umar bin al-Khattab said; On the 
day of Badr, the Messenger of 
Allah looked at his 

companions and they were three 
hundred and some, then he looked 
at the mushrxkeen and saw that 
they were one thousand or more. 
The Prophet of Allah (^r) turned 
to face \he qiblah, then he stretched 
forth his hands, wearing his upper 
and lower garment and he said: 
"O Allah, where is Your promise 
to me? O Allah, accomplish for me 
what You have promised me! O 
Allar^ if this small band of 
Muslims is destroyed. You will 
never be worshipped on earth." 
He kept beseeching his Lord, 
calling out to Him, until his upper 
garment fell from his shoulders. 
Abu Bakr came to him, picked up 
his upper garment and put it on 
him. Then he embraced him from 
behind and said: O Prophet of 
Allah, this prayer of yours to your 
Lord will suffice, for He will 
accomplish for you what He has 
promised to you. Then Allah 
revealed the words: "(Remember) 
when you sought help of your 
Lord and He answered you 
(saying): 'I will help you with a 
thousand of the angels each 
behind the other (following one 



: Jlaj y\ (^^Jl ilLly :jUi- ^J>\ 

tj3\ % : Jli ijju f>; 015 OJ ; Jli 4* 

ill 5*Jii I;U iiioS -Li 
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another) in succession'" [al-Anfal 
8:9]. On that day when the armies 
met (in battle), Allah, may He be 
glorified and exalted, defeated the 
mushrikeen; seventy of their men 
were killed and seventy were 
taken captive. The Messenger of 
Allah consulted Abu Bakr, 

'Ali and 'Umar (concerning the 
prisoners). Abu Bakr said: O 
Prophet of Allah, they are our 
cousins, kinsmen and brothers, I 
think that you should accept a 
ransom for them, which will 
strengthen us against the kuffar, 
and perhaps Allah will guide them 
to Islam and they will become a 
support to us. The Messenger of 
Allah said: "What do you 

think, O son of al-Khattab?" I said: 
No, by Allah. I do not think as 
Abu Bakr thinks, I think that you 
should hand So and so - a relative 
of 'Umar's - over to me so that I 
may strike his neck. You should 
hand 'Aqeel over to 'Ali so that he 
may strike his neck, and you 
should hand over So and so to 
Hamzah (his brother) so that he 
may strike his neck, so that Allah 
will know that we have no mercy in 
our hearts towards the mushrikeen; 
these are their prominent figures 
and leaders. But the Messenger of 
Allah (ife) inclined towards the 
view of Abu Bakr, and he did not 
incline towards what I said, and 
accepted ransoms from them. The 
next day, I came to the Prophet 
(^;) and found him with Abu 
Bakr, and they were both 
weeping, I said: O Messenger of 



* - 'T '?[ J 1 1 ■- \ * - * * > * - • A * 
C^-.J <i\ flJU 1 ^JLajt wJj-*a-l i, <Lp-| 

^>^J -f-fr^j j^wlj ^JLoL^ 

t«ii* U jjj ^ ^ Jtf U Jjl 
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Allah, tell me why you and your 
companion are weeping. If I find it 
is a cause for weeping, I will weep 
too, and if it is not, then I will 
make myself weep with you. The 
Messenger of Allah (^) said: "1 
am weeping because of what your 
companions suggested about 
accepting a ransom for the 
prisoners. I have been shown your 
punishment as close as this tree" - 
a tree that was close to the Prophet 
of Allah (^). Then Allah revealed 
the words: 

"It is not for a Prophet that he 
should have prisoners of war (and 
free them with ransom) until he 
had made a great slaughter 
(among his enemies) in the land. 
You desire the good of this world 
(i.e. the money of ransom for 
freeing the captives), but Allah 
desires (for you) the Hereafter, 
And Allah is All-Mighty, All-Wise, 
Were it not a previous ordainment 
from Allah, a severe torment 
would have touched you for what 
you took." [al-Anfal 8:67-68] - i.e., 
referring to the ransom. Then 
booty was permitted to them, and 
when the day of Uhud came the 
following year, they were 
punished for what they had done 
of taking the ransom on the day of 
Badr. Seventy of them were killed 
and the Companions of the 
Prophet deserted him; his front 
tooth was broken and the helmet 
on his head was broken, and 
blood flowed down his face, and 
Allah revealed the words: ''When 
a single disaster smites you, 



' ** If* -■ I' * . e >'.**-<> * , 

< j ptr? ijf*^ t£lJLiJl ^j&jj- \ jJ-i 
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although you smote (your 
enemies) with one twice as great, 
you say: 'From where does this 
come to us?' Say (to them), 'It is 
from yourselves (because of your 
evil deeds)/ And Allah has power 
over all things" [AI 'Imran 3:165]. 

Comments: [Its isnad is hasan, (Muslim (1763)] 



209. It was narrated that 'Umar 
bin al-Khattab (^) said: We were 
with the Messenger of Allah (sfe) 
on a journey, and I asked him 
about something three times but 
he did not answer me. I said to 
myself, May your mother be bereft 
of you, O son of al-Khattab, you 
spoke to the Messenger of Allah 

three times and he did not 
answer you. So I got on my mount 
and went on ahead, fearing that 
something had been revealed 
concerning me. Then I heard 
someone calling out: O 'Umar! 
Where is 'Umar? I went back, 
thinking that something had been 
revealed concerning me, and the 
Prophet (jfe) said: "Yesterday a 
soorah was revealed to me that is 
dearer to me than this world and 
everything in it: 'Verily, We have 
given you (O Muhammad a 
manifest victory. That Allah may 
forgive you your sins of the past 
and the future' [al-Fath 48:1-2]. 

Comments: [Its isnad is saheeh, al-Bukhari (4177)] 

210. It was narrated that Ibn al- ^ : ^ 
Hawtakiyyah said: Some food 
was brought to 'Umar bin al- 
Khattab and he called a man to 
join him, but he said, I am fasting. 
['Umar] said: What fast are you 
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observing? Were it not for fear of 
adding or subtracting something, 
I would have narrated to you a 
hadeeth from the Prophet (3^), 
when the Bedouin brought him a 
rabbit; rather send for 'Ammar. 
When 'Ammar came, he said: 
Were you there on the day when 
the Bedouin brought the rabbit to 
the Messenger of Allah {^.)? 
('Ammar) said: Yes. ['Umar] said: 
I saw blood on it, but he (the 
Prophet (^) said: "Eat it" (The 
Bedouin) said: I am fasting. (The 
Prophet (5^)) said: "What fast are 
you observing?" He said: The 
beginning and end of the month. 
He said: "If you want to fast then 
fast the thirteenth, fourteenth and 
fifteenth (of the month)." 

Comments: [Hasan because of 
corroborating evidence; this is a 
da'eef tsnad.] 

211* It was narrated that Masrooq 
bin al-Ajda' said: I met 'Umar bin 
al-Khattab and he said: Who are 
you? I said: Masrooq bin al-Ajda'. 
'Umar said: I heard the Messenger 
of Allah saying, "Al-Ajda' is a 
devil [i.e the word Al-Ajda' has a 
bad meaning]; rather you are 
Masrooq bin 'Abdur-Rahman. 
'Amir said: I saw his name written 
in the Deewan: Masrooq bin 
'Abdur-Rahman. I said: What is 
this? He said: This is what 'Umar 
(^) called me. 

Comments: [Its isnad is da'eef 
because of the weakness of 
Mujalid bin Sa'eed] 



«\JjS/\ !^ r>; *w OA? 

: J La* t US Lfj j Ji '■ 0 Li* i'^xj : Jli 

j|> :Jii t :>T5 ^Iji Jji : jvs "?fA 

tJai^-l Ji jl^ ^3 Jl I ^Lw_i3 
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212. It was narrated from 'Umar >. ^ , , . > ^ 

bin al-Khattab that the Prophet (sfe) ^ : ^ 0? ^ ~ Y u 

forbade 'azl (coitus interrupts) ^ ^ ^ ^ - ^ 

with a free woman, except with her a ~ ' " ( ' / " 

permission. ^ 'fe' tS j?^* 0? /j>^ 

Comments: [Its isnad is da'eef; J>Ji ^ ^1 ^fe :^ ^lUj! 

because of the weakness of ' s : . 

'Abdullah bin Lahee'ah} ^! 



213. It was narrated from Zaid bin *; iir n \" r 't , - 
Aslam that his father said: I heard * ' * * 

'Umar say: If I live until next year, J> ^1 _ f lli^U ; Jtf 

no city will be conquered but I shall ' ^ * - j 

divide it among them {the troops) ' J ^ ^ :Jl * ^ ^ ^ 

as the Messenger of Allah £2 i f UJ\ ljU Jj ,11* y 

divided Khaibar, ^ , , , ' , 5 ' , , ' T 

Comments: [A saheeh hadcetlv, this 1 " ' "f - ' 

wmrf is /ujsrttt, al-Bukhari (2334)] [YAi ; ^1] ^ in J ^ 

214. It was narrated from Ibn j * 

'Abbas that 'Umar (4*) said: I was ^ ^ bi> -nt 

with the Prophet (ftj) on a ^ 1^ J^>1 ^ 

campaign, and I swore (an oath), '„ ^ ' , " ! 

No, by my father! A man called C ^ :JU * ^ 0* v* 1 

out from behind me: "Do not t J- V : JJkj t5| -£ A, 

swear by your fathers/' And I , ; ; 

saw that it was the Prophet (*k). ^" : J 15 * lit J^j 

Comments: [Saheeh Hghamhi and its u^ 1 l ^ 1 
isnad is rfff ee/, al-Bukhari (6647) 

Muslim (1646)] MUr^ljJ 

.(nn) : r (nniv) 

215. It was narrated that 'Umar . i ~s.. *\ ri a - 
said: If I live, in sha Allah, I shall ^ ^ ?> ^ 
certainly expel the Jews and yJ- 1 J* 
Christians from the Arabian s . . ^ r . . 
Peninsula. lUJt ^ ^! ^ ^ * 
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Comments: [its isnad is sahceh, 
Muslim (1767)3 



216. It was narrated that 'Umar 
said: I saw the Messenger of Allah 
wiping over his leather 
slippers (when doing wudoo'). 

Comments: [Sahceh lighairiiri; this 
isnad is da'eef because of the 
weakness of ShareekJ 



217. It was narrated that Sayyar 
bin al-Ma'roor said: I heard 
'Umar giving a khutbali, and he 
said: The Messenger of Allah (^) 
built this mosque and we, the 
Mulutjirecn and Ansar, were with 
him. If it gets too crowded, then 
let one of you prostrate on his 
brother's back. And he saw 
people (on one occasion) praying 
in the street and said: Fray in the 
mosque. 

Comments: [A saheeh hadeeth] 



218. It was narrated from 
Harithah bin Mudarrib that he 
did Hajj with 'Umar bin al- 
Khattab (4*), The nobles of Syria 
came to him ['Umar] and said: O 
Ameer al-Mu'mineen, we have 
acquired slaves and mounts, so 
take charity from our wealth in 
order to purify us thereby, and it 



.( \ viv) : 
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will be zflta/i for us. He said: This . - 

is something that the two who & UL5 ^ ^ ^ :J^* 

came before me did not do; I shall : .i*.;u j£ , 'u^ . 

wait untHI ask the Muslims. ^ ^ - - 

Comments: [A saheeh hadeeth] C M 1 1 j] 



219. It was narrated from Jabir : Vtf jijij i-jj -n^ 
bin 'Abdullah that 'Umar bin al- . „ ^ * , s , . 
Khattab said: The Messenger of ^ ^ ^ 0* 

Allah (afc) said: "If I live, I shall ju : & ^u^J, - *J - 

certainly expel the Jews and , ,< , ,f J , I ^ > 

Christians from the Arabian k ^ Oi^ 

Peninsula, until I leave only ,y:f vT - . *.-*it- 

Muslims there." ' ^ ^ ^ s ^ ^ 

Comments: [Its isvad is sa/«e/f [ Y, ^<v*lj] •■Ulli VI IjJ 
according to the conditions of 

Muslim] .(Wiv) ; f «u-| : 

220. It was narrated from 'Umar «il ^* LJjb- -XT * 
bin al-Khattab (4*) - and 'Abdullah - , > , u ~ • f ' 
said: My father attributed it to the ^ ^ : - y) ~ 



Prophet (jg) - that he said: & & &j ±£ £ s^\X\ j. jfy t 

"Whoever misses any part of his ' , ' /, t \ o I' 

regular portion of Qur'an or prayer ^ y*^ 1 ^ o5 *Ul 4^ 

at night, and recites it between Fajr : J 3l jtf _^ > 
and Zw/fr, it will be as if he recited it ; * 

that night." ^* : JU _ Ji ^ ^ ^ Aij 

Comments: [Its own* is saheeh] _ ^ : JU jl _ ^ ^ ^ i:U 

[rvv: .i<£5 ^ u!& 

221. Ibn 'Abbas narrated that r K - .v- t A 
'Umar bin al-Khattab said: On the ^ ^ " " Yn 

day of Badr, the Messenger of :Jej y) ^jU ^1 

Allah (asj) looked at his . ^ v. ^ 

companions and they were three ^ ' ^ J «/" ■ ^ 

hundred and some, then he >; :Jli ^ 015 lU :JL5 <fr 
looked at the musltrikecn and saw 
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& i_jLla3h]l .Qui* 



that they were one thousand or 
more. The Prophet of Allah (^) 
turned to face the qiblah, then he 
stretched forth his hands, wearing 
his upper and lower garment and 
he said: "O Allah, where is Your 
promise to me? O Allah, 
accomplish for me what You have 
promised me! O Allah, if this 
small band of Muslims is 
destroyed, You will never be 
worshipped on earth." He kept 
beseeching his Lord, calling out to 
Him, until his upper garment fell 
from his shoulders. Abu Bakr 
came to him, picked up his upper 
garment and put it back on him. 
Then he embraced him from 
behind and said: O Prophet of 
Allah, this prayer of yours to your 
Lord will suffice, for He will 
accomplish for you what He has 
promised to you. Then Allah 
revealed the words: "(Remember) 
when you sought help of your 
Lord and He answered you 
(saying): 'I will help you with a 
thousand of the angels each 
behind the other (following one 
another) in succession"' [al-Anfal 
8:9]. On that day when the armies 
met (in battle), Allah, may He be 
glorified and exalted, caused the 
mushrikeen to be defeated; seventy 
of their men were killed and 
seventy were taken captive. The 
Messenger of Allah (& f ) consulted 
Abu Bakr, 'Ali and 'Umar 
(concerning the prisoners). Abu 
Bakr said: O Prophet of Allah, 
they are our cousins, kinsmen and 
brothers. I think that you should 



[iLpj U ill >^ ^ ^3 i^Cl 
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accept a ransom for them, which 
will strengthen us against the 
kuffar, and perhaps Allah will 
guide them to Islam and they will 
become a support to us. The 
Messenger of Allah (^) said: 
"What do you think, O son of al- 
Khattab?" 1 said: No, by Allah, I 
do not think as Abu Bakr thinks. I 
think that you should hand So 
and so - a relative of 'Umar's - to 
me so that I may strike his neck. 
You should hand 'Aqeel over to 
'Ali so that he may strike his 
neck, and you should hand over 
So and so to Hamzah (his brother) 
so that he may strike his neck, so 
that Allah will know that we have 
no mercy in our hearts towards 
the mushrikeen; these are their 
prominent figures and leaders. 
But the Messenger of Allah (jfe) 
inclined towards the view of Abu 
Bakr, and he did not incline 
towards what I said, and accepted 
ransoms from them. The next day, 
I came to the Prophet and 
found him with Abu Bakr, and 
they were both weeping, I said: O 
Messenger of Allah, tell me why 
you and your companion are 
weeping. If I find it is a cause for 
weeping, I will weep too, and if it 
is not, then I will make myself 
weep with you. The Messenger of 
Allah fe) said: "I am weeping 
because of what your companions 
suggested about accepting a 
ransom for the prisoners. I have 
been shown your punishment as 
close as this tree" - a tree that was 
close to the Prophet of Allah (^), 
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Then Allah revealed the words: 
"It is not for a Prophet that he 
should have prisoners of war (and 
free them with ransom) until he 
had made a great slaughter 
(among his enemies) in the land. 
You desire the good of this world 
(i.e. the money of ransom for 
freeing the captives), but Allah 
desires (for you) the Hereafter. 
And Allah is All-Mighty, All- 
Wise. Were it not a previous 
ordainrnent from Allah, a severe 
torment would have touched you 
for what you took." [al-Anfal 
8:67-68] - i.e., referring to the 
ransom. Then booty was 
permitted to them / and when the 
day of Uhud came the following 
year, they were punished for 
what they had done of taking the 
ransom on the day of Badr. 
Seventy of them were killed and 
the Companions of the Prophet 
deserted him; his front tooth was 
broken and the helmet on his 
head was broken, and blood 
flowed down his face, and Allah 
revealed the words: "When a 
single disaster smites you, 
although you smote (your 
enemies) with one twice as great, 
you say: 'From where docs this 
come to us?' Say (to them), Tt is 
from yourselves (because of your 
evil deeds)/ And Allah has power 
over all things" [Al 'Imran 3:165]. 

Comments: [A Sahceh hadeeth its isnad is hasan; Muslim (1763).] 



222- It was narrated that Ibn 
'Abbas said: I was eager to ask 
'Umar about the two wives of the 
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Prophet (^fe) concerning whom 
Allah said, "If you two (wives of 
the Prophet (^)) turn in 
repentance to Allah, (it will be 
better for you), your hearts are 
indeed so inclined (to oppose 
what the Prophet (sfe) likes)" [at- 
Tahreem 66:4], until 'Umar went 
for Hajj and I went with him. 
When we were partway there, 
'Umar turned aside and I turned 
aside with him, bringing the jug. 
He relieved himself, then he came 
to me and I poured water onto his 
hands, and he did wudoo'. I said: 
O Ameer al-Mu'mineen, who are 
the two wives of the Prophet ($^) 
of whom Allah said: "If you two 
(wives of the Prophet (^)) turn in 
repentance to Allah, (it will be 
better for you), your hearts are 
indeed so inclined (to oppose 
what the Prophet (^) likes)" [at- 
Tahreem 66:4J? 'Umar said: How 
strange of you, O lbn 'Abbas! [az- 
Zuhri said: By Allah, he did not 
like the question, but he did not 
conceal anything.] He said: They 
were Hafsah and 'A'ishah. Then 
he started to narrate the hadceth 
and said: We people of Quraish 
were a people who dominated 
women, but when we came to 
Madinah we found a people who 
were dominated by their women, 
and our women started to leam 
from their women. My house was 
among Banu Umayyah bin Zaid 
in al-'Awali, One day I got angry 
with my wife, and she argued 
with me. I did not like her to 
argue with rue, but she said: Do 
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you not like me to argue with 
you? By Allah, the wives of the 
Prophet {^) argue with him, and 
one of them will forsake him all 
day until night comes. I went and 
entered upon Hafsah, and I said: 
Do you argue with the Messenger 
of Allah (a&)? She said: Yes. I 
said: Does one of you forsake him 
all day until night comes? She 
said: Yes. I said: Any one of you 
who does that is doomed and 
lost. Does any one of you feel 
assured that Allah will not be 
angry with her because of the 
anger of His Messenger (#3), for 
then she will be doomed? Do not 
argue with the Messenger of 
Allah and do not ask him for 
anything. Ask me for whatever 
you want. And do not be misled 
by the fact that your neighbour is 
more beautiful than you and 
more beloved to the Messenger of 
Allah than you - referring to 
'A'ishah, And 'Umar said: I had a 
neighbour among the Ansar. We 
used to take turns to go down to 
the Messenger of Allah (^). He 
would go down one day and I 
would go down the next. He 
would bring me the news of the 
Revelation and other things, and I 
would do likewise. We were 
saying that Ghassan were shoeing 
their horses to attack us. My 
friend went down, then he came 
to me at night and knocked on 
my door, then he called out to 
me, I went out to him and he 
said: Something terrible has 
happened! I said: What? Have 
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Ghassan come? He said: No, it is , ^ * J ^ * 
more terrible than that and worse. U r Ji o^>J 

TTie Prophet («) has divorced his kfcj : Jj£ i& t — j 

wives! I said: Hafsah is doomed . , ^, 

and lost! I thought that this ^ ^'J* ^ :JL ^ ^! ^ ^ 
would happen. Then when 1 had >^ ^ ^ ^ 

prayed Fa/'r, I got dressed, then I ; ; ^ ] r _ ' £ ^ t 
went down and entered upon i^JU-oi .dU uit la* ^J^^ :JUi 
Hafsah, who was weeping. I said: + ^ * -t - 

Has the Messenger of Allah (jfe) ^ ^ ^ 4 « ^ ^ J > 
divorced you? She said: I do not 3 _ ^ (T£/0 Jl* 

know. He has secluded himself in ****** ' , , >, 

this loft I went to a black slave of : JlS d 1 ^ ^ 

his and said: Ask for permission g .£ j|j4 J .is; t ^ j j£ 

for 'Umar to enter. He went in, „ ' „ - , r — \' T 
then he came out to me and said: ^1 ^-0 ^1 

I mentioned you to him but he ^fa j - u G f- A ^\ fa jj£ 
did not say anything. I went ^ 

away and came to the minbar, ^ uulil >^ 
where I sat down. By it was a ; » x x ^ > ^ ^ - 

group of people, some of whom / ^ ^ ^ 

were weeping. I sat for a little c-pii lr*-^ ^3^ 

while, then I could not bear it any > .-.-f- \ * - - , * 
longer, so I went to the slave and ^s^T 1 ^ & ^ U >- J* 

said: Ask for permission for <\*J^rj li\ U :^JUi c t _^rj M 
'Umar to enter. He went in, then ' ^ % £ : ^ 

he came out to me and said: I ^ Jj^j jf03' 01 ^Uly 

mentioned you to Mm but he did : Jjj- J; -j, j,*.:- 

not say anything. I turned to t _ t ; ' r , ' 
leave, then the slave called me J*& ] "'r^3 j£* ^U- 
and sai d: Go in, he has given you ^ ^ fa ^ - 
permission. So I went in and ; " * ^ 

greeted the Messenger of Allah Vdili Ai ^llli 

fe) with salam. He was resting on j • - - ; f u >"?"'■!■¥, 
a reed mat that had left marks on ^ ^ : ^ ^ ^ 

his side. I said: O Messenger of citf M V t i^U 

Allah, have you divorced your . H * - tf ^ , 

wives? He looked up at me and ^ ^3 J\ ^ ^"i^ 

said, "No." I said: Allah Akbar\ If u 

you had seen us, O Messenger of , /T 

Allah, we Quraish were a people ^oJJAi : JL* JjJ,^ 

who dominated women, but < * -f- r fn.' ?^ 
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when we came to Madinah we 
found a people who were 
dominated by their women, and 
our women started to leam from 
their women. I got angry with my 
wife one day, and she started to 
argue with me, I did not like her 
to argue with me, but she said: 
Do you not like me to argue with 
you? By Allah, the wives of the 
Prophet argue with him, and 
one of them will forsake him all 
day until night comes. I said: Any 
one of them who does that is 
doomed and lost. Does one of 
them feel assured that Allah will 
not be angry with her because of 
the anger of His Messenger 
then she will be doomed? The 
Messenger of Allah (^) smiled, I 
said: O Messenger of Allah, I 
entered upon Hafsah and I said: 
Do not be misled by the fact that 
your neighbour (i.e 'Aa'ishah) is 
more beautiful than you and 
more beloved to the Messenger of 
Allah (^) than you. The 
Messenger of Allah (3^5) smiled 
again. I said: O Messenger of 
Allah, may I speak to you freely? 
He said: "Yes/' So I sat down and 
looked around the room, and by 
Allah, I did not see anything in it 
to please the eye except three 
hides. 1 said: Pray to Allah, O 
Messenger of Allah, to make life 
prosperous for your ummah, for 
He has made life prosperous for 
the Persians and Romans, but 
they do not worship Allah, may 
He be glorified and exalted. He 
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sat up straight and said: "Are you 
doubting, O son of al-Khattab? 
They are people whose good 
things have been hastened for 
them in this world/' I said: Pray for 
forgiveness for me, O Messenger of 
Allah, He had sworn that he would 
not enter upon them for a month, 
because he was so annoyed with 
them, until Allah rebuked him. 

Comments: [Its isnad is snheeh, al-Bukhari (89) and Muslim (1479)] 

223* It was narrated that 'Abdur- >J ^ • & ^ _ YTr 

Rahman bin 'Abdul-Qari said: 1 % > ^ ' / t , \ t _ 

heard 'Umar bin al-Khattab ^ ] 0? ^ ^ 



say: When the Revelation came 
down to the Messenger of Allah 




enter Paradise/' Then he recited 
to us: "Successful indeed are the ^ kJt ^ Jf ''gij** 



until he completed the ten verses. 

Comments: [Its isnad is da'eef because Yoonus bin SuUim is unknown] 

224. It was narrated from Abu ^ \£y*}\ 
'Ubaid the freed slave of 'Abdur- ' ' . 



a Hound could be heard near 
his face like the buzzing of bees. 
We waited a while, then he 
turned to face the qiblah and 
raised his hands, then he said: "O 
Allah, give us more (blessing) and 
do not give us less; honour us 
and do not humiliate us; give to 
us and do not deprive us; give 
precedence to us and do not give 
others precedence over us; be 
pleased with us and make us 
pleased/' Then he said: "Ten 
verses have been revealed to me; 
whoever adheres to them will 




believers" [al-Mu'minoon 23:1] 



Rahman bin 'Awf that he was 
present on Eid with 'Umar bin al- 
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Khattab (*£>), He [Umar] prayed : z * > . E v; ; ^ .f t, 

before delivering the khutbah, with * ; "-r™^ u ^ ; 

no ad/wH or icjamah. Then he gave t^-l-J1 L^l U : jlii k<l t \i] 
the khutbah and said; O people, ^ „ . * . ^ . 

the Messenger of Allah (£$) J-** f^f ^ ^ ^ ^' °1 

forbade fasting on these two days ^ "i l5f ^^Jl 
(i.e., the two Bids). On the first of > t V. ^ ' , ^ . >> „T 
them you break your fast and ?P ^C 1 

celebrate your festival, and on the [ * i ] ■ *J 

second you eat from the meat of ^ J ^ 

your sacrifices. , f (m0 ^ . 

Comments: [Its isnad is saheeh, al- ,(\\rv) 
Bukhari (1990) and Muslim 
(1137)] 

225. It was narrated that Sa'd Abu Ujl^ -yyo 

'Ubaid, the freed slave of 'Abdur- t ( /' , „ -_ Sj 

Rahman bin Azhar, said: I was ^ ^ <J t ^ ' 

pre.sent at E(rf with 'Umar bin al- : ^ jlA^Jl xS J>y jZI 

Khattab.., and he mentioned a * , ; f , . ' , 

similar hadeeth. j! ^ 

Comments: [A Saheeh hadeeth its [ HT : .l^Jl^JI 

isn/if/ is hascrn] 

ill JL^ tfjL^ Ijlj^jl 0^ HSjU- - Y Y 1 



226- It was narrated from Ibn 
'Umar that 'Umar (4*) kissed the 
Black Stone, then he said: I know \il j\ \'jk£ J>) t^jtf j* ^ 'J>\ 
that you are only a stone. Were it - *i , - 4 * * ^ • ^ 

not that I saw the Messenger of ^ ^ * :JU r & ^ 

Allah fe) kiss you, I would not Jig ^ Jji j^; ^13 Jf >/j5j 
have kissed you. 

Comments: [A Saheeh hadeeth. This 
isnad is da'eef because of the 
weakness of 'Abdullah bin 



[Y Y 1 : ^1] .Ji^i!i U 

'Umar al-'Umari] ^ ^^J 1 ^ ^ ^ ^ 

.C^YVO : r (^a^v) :^ .^y ji 

227, It was narrated from Abu * . , » f , vv 

Wa'il that a man who was a ^ ^ J ^ ^ ' TYV 

Christian and was known as as- : 3 Jl£ ^^3«^J ^3 ^ : J? l 3 
Subayy bin Ma'bad became 

Muslim and wanted to go for ^ ^ ^ 

It was said to him: Start =,{ J^g t ^>i £ Nl t^JL Ujl :il 
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with Hajj. So he went to al- ^ , , . #■ * , 

Ash'ari, who told him to enter ^ C*^ ^\ J* 

ihnifii for Ha/; and 'UmraJi ^ ouLj Ol^i ^ ijj ^ ll j£ > 
together. So he did that, and ; , . , , . , \ 

whilst he was reciting the lM' : ^ L -^ Uao^I Jlii tii-^ 

Talhiyah, Zaid bin Soohan and ^- ^ t ^ Jl ^ ^ ' 
Salman bin Rabee'ah passed by ; _ ^ " ^ 

him, and one of them said to the L ^ ilk 'Jji ^i- J;} ^ji ilii ^-dU 
other: This one is more misguided - * . 

than his family s camel. As- " ' ' " / 

Subayy heard them and that .ill: *LlJ VJ, 
upset him. When he arrived he 

went to 'Umar and told him [a^^Hj] 
about that, 'Umar (&,) said to him: y t . 

You have been guided to the c " ' 

Sunnah of your Prophet fe). He 
[the narrator] said: On another 
occasion I heard him say: You 
have been helped to follow the 
Sunnah of the Prophet. 

Comments: [Its isnad is saheeh] 

228. It was narrated from i^iil 'j i£U -YYA 

'Alqamah that 'Umar (4*) said: _ 

The Messenger of Allah (^) was ■ JU ^fe ^ •■pr*^! y 



staying up late one night with Abu > \ r > ' • ^ f m *, - 1<r 

Bakr, discussmg some issue of the * ' ; ; " # ' ^ 

Muslims, and I was with him, *'^dzJL}\ y\ ^. ^Vl ^ illJtf ail 

Comments: [Its isnad is sflfrre/i] [Wo - ^1 ] !ii Clj 

229. It was narrated that * ^ ^ ^ ^ _ m 
'Abdullah bin Sarjis said: I saw 



the bald one, meaning 'Umar ^ ir^j^ Jt ^ ^ if J^Vl 

kiss the [Black] Stone and say: I / rrt a- - i^^, 

am kissing you and I know that . « . f ; \~ 

you are only a stone and cannot yr*^ i^ fi^j liJUSV ^1 : Jji'j ^AJl 

bring any benefit or ward off any {. 'i * - * -f- vm- " J * yi 

harm; were it not that 1 saw the ' J ^ J ^ J ^ J ^ 

Messenger of Allah fe) kiss you, [r~[\ : J±\~\ .ililil jj iiti ^ 
I would not have kissed you. 
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Comments: [Its isnm* is sahceh, al-Bukhan (1597) and Muslim (1270)] 

230. it was narrated from Ibn ^ ^ . ^ - &\ & -IT > 
'Umar, from 'Umar [that he said:] 

I said: O Messenger of Allah, can l^^^ J>} j* M 

one of us go to sleep when he is .-»- ,-r' f *t.A i * - i 1 ?- 

junufr? He said: "Yes, if he does ^ ^ ' ^ J " ^ 

Comments: [Its isnm/ is s^tcc/?| 

231* It was narrated that 'Urnar bin f * - m . >«, 

al-Khattab (^) said; The Messenger /; ^ r _ r ^ 

of Allah {^) said: "When night Jtf : Jli 4fe ^UaiJi v* ^ ^ \p 

comes and day departs, and the ,..f, /* , v ;f - , * * 

sun sets, then (it is time to) break J ^ ^ J — t ^ - 

your fast." [ur : ij] .dj^l ^jjji ^j^^ 

Comments: [Its isnad is saheeh, al- ■ f \ a o M ■ ■ i i 

Bukhari (1954) and Muslim r " 1 ' 

(1100)] 

232, It was narrated that Nafi' bin 
'Abdul-Harith met 'Umar bin al- 
Khattab in 'Usfan, when he was his 
governor in Makkah. 'Umar asked: 
Whom have you appointed as your 
deputy over the people of the 
valley? He said: I have appointed 
Ibn Abza over them. 'Umar said: 
Who is Ibn Abza? Nafi' said: One 
of our freed slaves. 'Umar said: 
Have you appointed a freed slave 
over them? Nafi' said: He has 
great knowledge of the Book of 
Allah, is well versed in the rules 
of inheritance (al-fara'id) and is a 
(good) qadi (judge). 'Umar said: 
Indeed your Prophet (^? f ) said, 
"Allah raises some people (in 
status) by means of this Book and 
brings others low by means of it." 

Comments: [Its two isnads are 
saheeh, Muslim (817)] 

.<AW) ;^ t j 
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233. It was narrated that Abul- 
Bakhtari said: 'Umar said to Abu 
'Ubaidah bin al-Jarrah: Stretch out 
your hand so that I may give my 
allegiance to you, for I heard the 
Messenger of Allah (^5) say: "You 
arc the trustee of this ummah," 
Abu 'Ubaidah said: I will not put 
myself ahead of someone whom 
the Messenger of Allah (^) told 
to lead us in prayer and he led us 
in prayer until he [the Messenger 
of Allah )] died. 

Comments: [Its isnad is da'cef 
because it is interrupted] 

234. It was narrated that 'Umar 
bin aUKhattab (~&) said: The 
Messenger of Allah (sfe) shared 
out (some wealth) and 1 said; By 
Allah, O Messenger of Allah, 
others deserved to have it more 
than these people. He said: "They 
gave me the choice of having 
them ask importunately or regard 
me as a miser, and I am not a 
miser." 

Comments: [Its isnad is saheeh, 
Muslim (1056)] 

235. It was narrated from Ibn 
'Umar that 'Umar asked the 
Prophet (1^): Can one of us sleep 
if he is junub? He said: "Yes, if he 
does wudoo' as for prayer." 

Comments: [Saheeh because of 
corroborating evidence] 



115jl>- : Jwii y jX>S lii>- -TrT 
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236. It was narrated from Ibn 
'Umar that 'Umar asked the 
Prophet (t^)... a similar hadccth. 
Comments: [Its istitid is saheeh] 



237. It was narrated that Nafi' 
said: Ibn 'Umar saw Sa'd bin 
Malik wiping over his leather 
slippers. Ibn 'Umar said: Is it you 
doing this? Sa'd said: Yes. They 
both went to 'Umar and Sa'd said 
to 'Umar, Give my brother's son a 
fifhva with regard to wiping over 
leather slippers. 'Umar said, 
When we were with our Prophet 
fe) we used to wipe over our 
leather slippers. Ibn 'Umar said: 
Even if that is after one has 
defecated and urinated? He said: 
Yes, even if that is after one has 
defecated and urinated. Nafi' 
said; After that Ibn 'Urnar would 
wipe over them and not take 
them off, and he did not give a 
time limit for that. I told that to 
Ma' mar and he said: Ayyoob rold 
me something similar from Nafi'. 

Comments; [Its isnttd is snhech] 

238, Malik bin Aws bin al- 
Had a than said: I exchanged some 
silver for gold with Tnlhah Lin 
'Ubafclullah, and he said: Wait for 
me until our storekeeper comes 
from al-Chabah, 'Umar bin al* 
Khattab heard that and said: No, 
by Allah! Do not leave him until 
you take your exchange from 
him, for I heard ihe Messenger of 
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Allah life) say: "Gold for silver is 
riba unless it is 'here, take this' and 
'here, take this' [i.e., exchanged on 
the spot]/' 

Comments: [Its isnad is saheeh, al- 
Bukhari (2134) and Muslim 
(1586)] 

239, It was narrated that 
'Ubaidullah bin 'Abdullah bin 
'Utbah said; When the apostates 
apostatised at the time of Abu 
Bakr, 'Umar said; How can you 
fight the people, O Abu Bakr, 
when the Messenger of Allah (^) 
said; "I have been commanded to 
fight the people until they say La 
ilaii a illallah (There is no god but 
Allah), and whoever says La ilcdia 
iUaJIah, his wealth and his life are 
protected from me except in cases 
dictated by Islamic law, and his 
reckoning will be with Allah"? 
Abu Bakr said: By Allah, I will 
most certainly fight those who 
separate prayer and zakah, for zakah 
is what is due on wealth. By Allah, 
if they withhold from me a small 
she-goat that they used to give to 
the Messenger of Allah (& : ), I will 
certainly fight them for withholding 
it. 'Umar bin al-Khattab said: By 
Allah, as soon as I saw that Allah 
had opened Abu Bakr's heart to the 
idea of fighting, 1 knew that he was 
right. 

Comments: [A saheeh hadeeth] 

240. It was narrated that Ibn 
'Abbas said; 'Umar said; 1 was 
walking with a group of people 
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during a campaign I went on with 
the Messenger of Allah {^) and I 



swore an oath, saying, No, by my V : tcJiii ^ ^1 ^ 

father. A man behind me rebuked , . , ^ ^ " t„ 

me for that and said; "Do not ^ B :JU -? 0* J^J ^5 

swear by your fathers/' I turned ^ t ^ 

around and saw that it was the * ' 

Messenger of Allah (^). [ \ n : ^U] .<Ui 

Comments: \Saheeh because of . k , - . , ... 

corroborating evidence; this fsnorf ' " ^ t - 



241. It was narrated that 'Umar 
{&) said: The Messenger of Allah 

(*^) heard me swearing an oath by ^li 1^ ^1 i( JU ^ 



my father and said; "Allah forbids 
you to swear by your fathers." 



^Uit Ulj ^ JJI Jj^j uS J^. :JU 



'Umar said: By Allah, I never swore 5l» :Jl£ 

by my father after that, whether , 4 ' , r \ 1 : < > J 

saying it myself or narrating what ^ ^ : ^li Jli <^Cl 

someone else had said. hH:^] X£ 
Comments: [Its isnad is saheeh, al- 

Bukhari (6647) and Muslim : f ^TTiV) :^.^-^ S iL^j : 

(1646)] , mn) 

242. It was narrated from 'Umar ^ ^ - ^ ^ _ Yir 

(^b) that the Messenger of Allah ' * 

(^) granted a concession allowing 'J** If- <-jUi* ^ If- 
silk the width of two fingers. 

Comments: [Its isnad is saheeh] 



243. It was narrated that Abu ^ ^ ^ ^ _ n r 



'Uthman said: We were with , wf 

'Utbah bin Farqad and 'Umar (*) J? ^ t* S : jLi ^ ^ 

wrote to him about things he ^ ^ 6\ ^ J> 

narrated from the Prophet (3k). % . \ / / A. ' s 

Among the things he wrote was ^ J ^ J1 ^< ^ ^ ^ ^ 

that the Messenger of Allah ^ >Jl CjJi ^ ^>Jl ^JL N» :JU 
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4» t-lUaJhJl (jJ jJkiu* 



said: "No one wears silk in this 
world except one who will not 
wear it in the Hereafter, except 
this much/' and he gestured with 
his two fingers, the forefinger and 
the middle finger. Abu 'Uthman 
said: I thought this referred to the 
edging of the tayalisah (a shawl- 
like garment) when we first saw 
the tayalisah. 

Comments: [Its isnad is saheeh] 

244. It was narrated that Ya'la 
bin Umayyah said: I said to 
'Umar bin al-Khattab: People are 
shortening the prayer today, and 
Allah says: "If you fear that the 
disbelievers may put you in trial 
(attack you)" [an-Nisa' 4:101], But 
that time [i.e., time of fear] has 
gone. Me said: I wondered the 
same thing as you are wondering, 
and I asked the Messenger of 
Allah (*j*) about that. He said: "It 
is a charity that Allah has 
bestowed upon you, so accept His 
charity/' 

Comments: [Its isnad is saheeh, 
Muslim (686)] 

245. 'Abdur - Razzaq told us, Ibn 
Juraij told us, I heard 'Abdur- 
Rahman bin 'Abdullah bin Abi 
'Ammar narrate... and he 
mentioned [the same report]. 

Comments: [Its isnad is saheeh] 

246. It was narrated that 'Umar 
bin al-Khattab said: The last thing 
to be revealed was the verse on 
riba, but the Messenger of Allah 



: gOr y) j* J^h 
j* ^ ^ y ^ +f y ^ 

:Jli Alii ^ 4j IiJ ^ rtJLi t jlp 

I^lSU p^lii- Lfj 4iJi ijJu^ jJjup 11 :JU* 

L ■ * 



[ \ V£ : J^Ji olAl jLIa ^1 



■zyj' ^) o? 1 ^ ^ ^ - m 
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(■ife) passed away and did not 
discuss it with us. So give up riha 
and doubtful things. 

Comments: \Hasan\ 



247. It was narrated from 'Umar 
that the Prophet (0) said: "The 
deceased is tormented in his 
grave because of the wailing for 
him." 

Comments; [Its isnad is salteeh, al- 
Bukhari (1292) and Muslim 
(927)] 

248. It was narrated from 'Umar 
(&) that the Prophet said: 
"The deceased is tormented 
because of his family's crying for 
him." 

Comments: [Its isnad is sahcch] 

249. It was narrated that Yahya 
said: I heard Sa'eed bin al- 
Musayyab (say) that 'Umar (jfc) 
said: Beware of neglecting the verse 
of stoning; lest someone say, We do 
not find two hadd punishments in 
the Book of Allah, for I saw the 
Prophet (&f) stone [adulterers] and 
we stoned [adulterers] too. 

Comments: [Saheeh, al-Bukhari 
(2462) and Muslim (1691)] 

250. It was narrated that Anas 
said: 'Umar said: My opinion 
coincided with that of my Lord in 
three matters and my Lord 
confirmed my opinion in three 
matters. I said: O Messenger of 
Allah, why don't you take Maqam 



tfiA £jlA :JA; -T IV 

[U 1 : ^^i^- ^^^i Sj?* ^ 
^Al jl^ jp JA; LilA -UA 

^lA*^ :JL> ^^A; UiiA 

[ : jslS il j] .^A^Jl ^ t ji 
IS ail J jlA i^I N 

.<u«u) : r <rnr) :^ ^ ^ ^ 

^Ji jA jl^A G51A £I>- 
ji ^ i-iilj :^pb 'A^ J^* : 

4 -111 J U ioii _ O*>0 ^ 
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lbraheem as a place of prayer? ( „ , , 

Then Allah revealed the words: ^ ^ ^ :M 

"And take you (people) the Maqam j^U jil; ^ , h U : ±£ , ( \ r s 

(place) of lbraheem (Abraham) [or v . 

the stone on which lbraheem v J ^* 1 ^-^^ ^ 

(Abraham) «a stood while he was ^ fa vft l ^^J l 

building the Ka'bah] as a place of ; *, : 

prayer" [al-Baqarah 2:125]. And I Jj^li : Jl* ^LJ £;U^ 

said: O Messenger of Allah, both J_j^S - < a li cl Jti ' * 'M Lid 
righteous and immoral people ^ 0~?>- 

enter upon you; why don't you tell ^Ju^t ^ <dJlj ^rO Ql^'l 

the Mothers of the Believers to ■ - " t * t 

observe hijab? Then Allah revealed :JU l ^ ^ ^ V P 

the verse of /iyflb. And I heard that j> Ul U : cJli -uLL; JjjU 
the Prophet had rebuked some , ^ , ^ ' ' " , 

of his wives, so I sought permission ft£L ^ Sfe 5^ Jj-^v 

to speak to the Mothers of the ^ ^ - fa j^ft ^jf < rv 

Believers, then I entered upon ^ ; j r ^ 

them and said to each one of them: 4<>^ .SL^ J 

By Allah, either you stop, or Allah [\ ov '^l ] (o * ^\) 

will give His Messenger (wives) " f^^""^ 

who are better than you, 1 went to .<i iAr) ^ 

one of his wives and she said: O ^ ^ 

'Umar, don't you think that the 
Messenger of Allah (&fe) is able to 
exhort his wives? Why are you 
exhorting them? Then Allah 
revealed the words: It may be if he 
divorced you (all) that his Lord 
will give him instead of you, wives 
better than you" [at-Tahreem 66:5] 

Comments: [It isnad is Saheeh, al-Bukhari (4483)]. 

251. Abu Dhibyan iold us: I >f - . - - ; . ^ ... . v t 

heard 'Abdullah bin az-Zubair * ^ ■ ^ ^ ^ ^ 

say: Do not let your women wear ^ : J yi "J* m M jl* *zJu>jL, : j£j 
silk, for I heard 'Umar narrate ^ , >* , •> 

from the Prophet (*£) that he ^ ^ '>*f 

said: "Whoever wears silk in this vJ : JlS i"f ^ J^l ^ vLl^J ^ 
world will not wear it in the ' , - // tt " 

Hereafter." And 'Abdullah bin az- ^ J r -r^ 1 

Zubair added his own words: — ^ Jji Jli 
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And whoever does not wear it in 
the Hereafter will not enter 
Paradise* Allah says; "and their 
garments therein will be of silk" 
[Fatir 35:33]. 

Comments: [Its isnad is sahceh, al- 
Bukhari (5828) and Muslim 
(2069)] 

252- It was narrated that ash- 
Sha'bi said: 'Umar passed by 
Talhah, and he narrated a similar 
report. He said; 'Umar passed by 
Talhah and saw him looking 
worried. He said: Perhaps you are 
upset because your cousin was 
appointed (as caliph)? - referring 
to Abu Bakr. He said; No, but by 
Allah, I heard the Messenger of 
Allah (^) say: "I know a word 
which, if a man says it when he is 
dying, it will be light in the record 
of his deeds, or he will find 
comfort in it at the time of death/' 
'Umar said: I will tell you of it; it is 
the word that he wanted his 
paternal uncle to say, the testimony 
that there is no god but Allah, He 
said: Tt is as if a great burden has 
been lifted from me. He said; You 
are right. If he had known 
anything better that it, he would 
have instructed him to say it. 

Comments: [A hadeeth which is 
sahceh when ail its isttads are 
taken together] 

253. It was narrated that Ya'la 
bin Umayyah said: I did taivaf 
with 'Umar bin al-Khattab (4*), 
and when he was at the corner 
which is next to the door after the 
[Black] Stone, I took his hand in 



.<rr :>u> 4^ £ ^0J> :Jl~ ; 
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order to touch (the comer). He 
said; Didn't you do tawaf with the 
Messenger of Allah (^)? I said: 
Yes. He said: Did you see him 
touch it? I said: No. He said: Then 
forget about it for in the Messenger 
of Allah you have a good example. 

Comments: [Its isnad is sah'ceh] 



254. As-Subayy bin Ma'bad was a 
man from (the tribe of) Banu 
Taghlib. He said: I was a Christian, 
then 1 became Muslim. I thought 
long and hard, and decided to 
enter ihrant for Hajj and 'Umrah. I 
passed by Salman bin Rabee'ah 
and Zaid bin Soohan in al-'Udhaib, 
and one of them said: Are you 
doing both of them? His 
companion said to him: Let him 
be; he is more misguided than his 
camel! He [as-Subayy] said: It was 
as if my camel was on my 
shoulders [i.e., because he was so 
upset by their words], I went to 
'Umar and told him about 
that. 'Umar said to me: They did 
not say anything (that matters); 
you have been guided to the 
Sunnah of your Prophet (^). 

Comments: [Its isnad is sahceh] 

255, It was narrated from 'Umar 
that he said: O Messenger of Allah, 
I vowed during the Jahiliyyah to 
observe i'tikaf for one night in al- 
Masjid al-Haram. He said to him: 
"Fulfil your vow/' 



5^ ^-^i ^ 

£}j J4* : <J^ ^ 
ill* liU :Jli t V 



: ci* V ^ 
[r\r : 



tfj^. ^ ^ -Yafc 

d\Sj igs -J, i ^J a }\ jij^ : ^ii 

O UJwJ- ^If- k_oJ^Jid Oj^Aj ilj^S-J 

[Ar .^g ill* iij 
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Comments: [Its is»ad is sul^i, al- (n ^ } : , (WT) ■ ■ :~>; 
Bukhari (2042) and Muslim 1 c cr ^ 

(1656)] 

256, It was narrated that Subayy ^ ^ . ^ ^ ^ 

bin Ma'bad al-Taghlibt said: I had _ " " ( 

recently converted from Christianity 4*** J* ir* if- J^j ^} a* ^j-^ 

and I wanted to eo for jihad or for ;.*.-(: . - - r - ' »i . v 

Ha}j. I went to a man of rny people ; *" ' 

whose name was Hudaim, and :Ii Jl£ ^* "Aij c^Tti Z 1 
asked him, and he told me to do , . ^ I * * • - 
Hfl/r. So I did qiran {Hajj and 'Umrafr C^ 1 ^ ^ ^ ^ 

together). [ay : ^Ij .^JJ ...s^ij 

Comments: [Its /snarf is sa/iee/i] 



257. It was narrated that 'Umar OLli ; L| j -YoV 
said: The prayer when travelling is _ , . * 
two raJfcVrfis, the prayer of /Ek/] zW- 0* *&^V jZj ^ . jUi ^ ^-pl 
Adha is two rafc'flfrs, the prayer of ^ !p t J | J ^ 
fErfl ul-Fitr is two rak'ahs and the ^, ^ " ^ - ' 

prayer of Jumu'ah is two rak'ahs, i jkJr^i\ 0&5j jiUl :JU 

complete not shortened, as stated i<j^' jliis' iiJi s^LV* jlii^ 

by Muhammad Sufyan said: ' ' J ' J - J " 

On one occasion Zubaid said: I ^ jU J£ ^Jai 'J* J U3 jliiSj 

think he was narrating it from e „ ,j * t „> ' - . >*> v 

'Umar. 'Abdur-Rahman said: ^ : ^ ^ JUj uU 

Without a doubt. Yazeed - i.e., bin ^ ^J^. :jl^J1 Al* Jli 

Haroon bin Abi Laila - said: I >e ' . > ^ / v f * £ 

heard 'Umar (4b). 0? 1 : - ^ g^- JU ^ ■ fclUJI 

Comments: [A saheeh hadecth] .^b ^lJL*^ :Jli ^JtlJ 

258. It was narrated from Zaid bin x'j JL^ ^Li* : ll^i^ - T ^ a 
Aslam from his father from 'Umar 



that he found a horse that he 



had given to someone (for j i'M) for J* ^Lj Jjl ^ L^Ip UJ- 015 

the sake of Allah being offered for ^ , ^ " . ^' 't ' w ^ - 

sale in the marketplace, and he : M J ^ ^ ^ JUj L *r^ J1 

wanted to buy it. He asked the [ni . tj] ,,^1^, ; ^ ^ ^ B 

Prophet (sfe) [about that] and he L " 
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told hini not to do that and said: 

-Do not take back your charity," * J ^ 

Comments: [A Saheeh hadeeth and "^" lT * f ^ C 

its hnad is hasan, al-Bukhari 
(1490) and Muslim (1620)] 

259, It was narrated that Qais ^ t jju ^1 J\ L$j LL : ju- -YM 

said: I saw 'Umar (^) with a ^ *' " ' \ , ; 

leafless palm branch in his hand, vrr* ^A}j : ^ 

and he was telling the people sit .'^ ^ 

to down, saying: Listen to the , * \ - 

words of the successor of the ^Jy> «U1 J>^j J}^ 

Messenger of Allah <s^). A freed . * - ^ * v 

slave of Abu Bakr whose * ; - ~ - j™. , 

name was Shadeed, brought the ^ J\ J^i :JUi t^llil Lil^ii 



document and read it to the 
people. He said: Abu Bakr 
says: Listen to and obey what is in t lj^Jl U JJlji ^ii^ 1 

this document, for by Allah I am . „ , „ , " * - 

very sincere towards you. Qais 'j?-*^ ^ ^ 

said: And I saw 'Umar after 

that on the minbar. 0 * * 

Comments: [Its isnrtrf is safoce/i] 

260. It was narrated that 'Imran (rA / , > - ^ ^ . V ^ ^ _ T % . 
as-Sulami said: I asked Ibn 'Abbas " ^ 

about Tiabeedh, and he said: The 'J*\ ^JU :Jl* ^-JL^JI jV^U tUJb 
Messenger of Allah forbade _ . * > , , \ : . ^ ^ , . 
mbecdJi made in earthenware /ars ^ - °** J ^ - 
and gourds. Then I met Ibn 'Umar ^^iu ciLi jjl yr-JI jJ 

and asked him, and he told me - I \ , . s s ( - ^ ( jn 
think it was from 'Umar (4*) - that ^ ^ ^- : ^ ^ 1^ - O^ 1 ^ - 

the Prophet (*&) forbade mil*** ^ : jy ^ ^ ^ _ ^J, 
made in earthenware jars and s , " ^ ^ , 

gourds. Sufyan was not sure. Then 0* Jy^j ^ ' JL^» o? 1 

I met Ibn az-Zubairand asked him y r w « 1 1 r J ,Ti - ^ ? t ■ : 

and he said: The Messenger of 

Allah {m) forbade nabeedh made in jij J^j^ ^Ct" 

earthenware ;Virs and gourds. 
Comments: [A saheeh hadeeth] 

261. It was narrated from 'Ubaid 
bin Adam, Abu Maryam and Abu 
Shu'aib that 'Umar bin al-Khattab J> ijL ^ wLl y 



iLU :^U ^; S^ii tii^ -Y*v\ 



Musnad 'Umar bin Al-Khattab 161 L-ilLaAJl 

(^) was in al-Jabiyah and he ^ ( ^, fi - x 

mentioned the conquest of Baitul- ^ J ' ^p^" s** J ^ - 

Maqdis (Jerusalem). Then Abu ^ ^ ...oUJU 015 ^liJjl 

Salamah said: Abu Sinan told me / >f ^ 6 . ^ „ _ ' 

from 'Ubaid bin Adam that he ^ J?"*** ^ JUi :JL; -jr 1 ^ 

said: I heard 'Umar bin al-Khattab - • . ■ ^ - - ^ 

(.*) say to Ka'b: Where do you 7; , ^ ,/ * * . 

think I should pray? He said: If ^ O^ 1 ^J*- & v 1 ^^ 1 

you listen to me, you will pray ^ ^ ^ ^ . j£ \ .\J 

behind the rock and all of al-Quds ' % * ^ 

Jerusalem) will be in front of you. ^ cJL£* iS^iJl 

'Umar said: You are suggesting - - £ 3t ljl -"Li Jlii 

something similar to the Jewish ^ J * ■ 

way; rather I shall pray where the all Jlj, JL^I 

Messenger of Allah (^.) prayed. , , . - , * ^ , % • " - 

He went forward to the qibhh and ^ ^ ^ ? 'J^* Jl 

prayed, then he came and spread ^ t ^ j ^ l ^J 1 ^ 

his upper garment and swept the ' " " 

place, collecting garbage in his ji^ *-L*^> ^L^l : 

upper garment, and the people " .^*>J1 j^- ^ ^ ^ y.„ 
swept it too. 

Comments; [Its isnad is da'cef because of the weakness of Abu Sinan] 

262. It was narrated that 'Umar ^ _ ^ ^ . ^ ^ ., Y1Y 

said: I asked the Messenger of - , , ^ , " 

Allah about kalalah and he Jj** Vi J^^ 1 : Jii _ Jj^ 

said: ''The verse that was revealed 
in summer is sufficient for you." He 

said: Had I asked the Messenger of <\ JJuiS2»: Jlii aJ^&I ^ ^ <JUl J ^ 

Allah about it, that would have * , , *1f- - if ?li ■. * 

been dearer to me than having red y 

camels. ^ J i^fc M ^ ^Jj ^ ^ 

Comments: [Sfj/iee/7 because of HaV I ] 

corroborating evidence] * C/" J f^" 



263. It was narrated from 'Umar 
that he went to the Prophet 
(^) and said: Sometimes I become fc J^ if. ^ ^ 
junub. He told him to wash his - : u -\ *\ - ± " > * - "* \ 
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private parts and do wudoa' as for 
prayer (i.e., then go to sleep, and 
do ghust before Fajr), 

Comments: [its isnad is saheeh] 



264. It was narrated that Qaza'ah 
said: I said to Ibn 'Umar: Is the 
deceased tormented because of the 
weeping of this living one? He 
said: 'Umar narrated to me from 
the Messenger of Allah (s^), and I 
did not lie when narrating from 
'Umar, and 'Umar did not lie 
when narrating from the Messenger 
of Allah (Sfe). 

Comments: [Its isnad is salieeh, al- 
Bukhari (1292) and Muslim 
(927)] 

265. It was narrated that 'Umar 
bin al-Khattab (^) said: When 
Abu Bakr and I were with him, the 
Messenger of Allah (*£c) passed by 
'Abdullah bin Mas'ood, when he 
was reciting [in prayer]. He stood 
and listened to his recitation, then 
'Abdullah bowed and prostrated, 
and the Messenger of Allah (^) 
said: ' J Ask, you will be given; ask, 
you will be given." Then the 
Messenger of Allah went 
away and said: "Whoever would 
like to recite the Qur'an fresh as it 
was revealed, let him learn it from 
Ibn Umm 'Abd." Then I went at 
night to 'Abdullah bin Mas'ood to 
tell him the good news of what the 
Messenger of Allah (£fe) had said, 
and when I knocked on the door - 
or he said: when he heard my 
voice - he said: What brings you 



.a^LlaJL j oij^ffj i^ajXtj t c S^ J-^*J 



isSIHj j£ <*U_* : Ui^L>- 

Jjf <l^js^ .yLe- c-ii ji 

.mv) 

^ jJl :<jlU Qii- -TV 

:Jli «<kij iAaju 

w j . . - ^ s - 

jjJLi; Jji Ji cJjjli : 

LlJU :JU t ^ Jil Jj^j JU 



Musnad 'Umar bin Al-Khattab 



163 



here at this time? 1 said: I have 
come to telJ you the glad tidings of 
what the Messenger of Allah (^) 
said. He said: Abu Bakr beat you 
to it. 1 said; If he did that he is 
always ahead in doing righteous 
deeds. We never competed in 
doing good deeds but Abu Bakr 
beat us to it. 

Comments: [Its isnad is saheeh] 

266. It was narrated that Usair 
bin Jabir said: When the people of 
Yemen came, 'Umar started 
asking people in the group, Is 
there anyone among you from 
Quran, until he came to [the tribe 
of] Qaran and said: W 7 ho are you? 
They said: Qctran. U mar's reins - 
or Uwais' s reins - fell and one of 
them picked them up and gave 
them to the other. 'Umar 
recognized him and said: What is 
your name? He said: I am Uwais. 
['Umar I said: Do you have a 
mother? [Uwais] said: Yes. 
['Umar] said: Did you have any 
whiteness [leprosy]? He said: Yes, 
but I prayed to Allah, may fie be 
glorified and exalted, and He took 
it away, except for an area the 
size of a dirham near my navel, so 
that I would remember my Lord. 
'Umar (J*) said to him: Pray for 
forgiveness for me. He said: 
Rather you should pray for 
forgiveness for me; you are the 
Companion of the Messenger of 
Allah (^) 'Umar said: I 

heard the Messenger of Allah '(g&f ) 
say: "The best of the Tabi'ecu will 
be a man called Uwais who has a 
mother, and he had some 
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whiteness, then he prayed to ^ : 
Allah, may He be glorified and 
exalted, and He took it away, 
except for an area the size of a 
dirham near his navel/' So he 
prayed for forgiveness for him, 
then he disappeared in a group of 
people and no one knew where 
he ended up. Then he (Uwais) 
came to Koofah. We used to .(to it) 

gather in a circle, remembering 
Allah, and he would sit with us, 
and when he spoke of Allah, his 
words would have an impact on 
us like that of no one else. And he 
quoted the hadeetii... 

Comments: [Its isnad is saheeh, Muslim (2542)] 

267. It was narrated from Qais or 
Ibn Qais; a man from Ju'fi, from 
'Umar bin al-Khattab (4^.. and he 
mentioned a hadeeth similar to 
that of Affan. 

Comments: [Its isnad is saheeh] 



268. It was narrated from Anas 
that 'Umar bin al-Khattab said, 
when Hafsah lamented for him: O 
Hafsah. did you not hear the 
Messenger of Allah say: "The 
one who is lamented for will be 
tormented"? And Suhaib lamented 
for him, and 'Umar said: O Suhaib, 
do you not know that "the one 
who is lamented for will be 
tormented''? 



jLI^ Ujj- ; jlip -11 A 
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Comments; [Its isnad is satee/i, al-Bukhari (1292) and Muslim (927)] 
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269. It was narrated from Umm - , a , , P * *, ^ ^ 
'Amr the daughter of 'Abdullah ^ ^ ^ 
that she heard 'Abdullah bin az- Jr U j{ ^ ^ jjj^i 
Zubair narrate that he heard 'Umar s p ^ t ' 
bin al-Khattab (*) delivering a J? ^ ! ^ ^ ^ l ^ 
khutbalu He ['Umar] said: The ^ ^lL^Ji - — — £f 
Messenger of Allah (^) said: £ , ... , . 
"Whoever wears silk in this world '-vH ^1 ^ 

will not wear it in the Hereafter." - \,>> M -: 

Comments: [A sa/iee/i touto/j] 

270. It was narrated that Ibn - , r . ^ 

, A1I , , T UJb- ujj^ :jUp LSjl*. -TV- 

Abbas said: Good men, among ^ 

whom was 'Umar bin al-Khattab, ^llp J>\ aJL^I ^'i :Ls 
and the best of them in my view - , f , , * - ; 

is 'Umar, testified before me that - ^ ^ ^ ^*r?> 

the Messenger of Allah (^) said: JL^ 1^2 : JlU 

"There is no prayer after two ; . a£ " ~ ^ ' a . * r i 
prayers: after Fajr until the sun ^ 01 - ^ ^^jL? 

has risen, and after 'Asr until the 
sun has set/' 



Commenls: [Its isnad is sahceh, al- jJa*V -Ujj t^**Jl ^Jiaj 

Bukhari (581) and Muslim (826)] . .« s ^ 



(ATI) :^(3A^) :^l b jL-*| ! ^y r j^ 
Sibi IJjl^ : jUp IjjJb- 



271- Qatadah narrated a similar 
report from Abul-'Aliyah from 
Ibn 'Abbas: Good men testified,.. ^'S'^ 1 ^h' ^ 

Comments: [Its isnad is sdicWz] [ \ \ . : ,^ U JU^ Jl^ 



272- It was narrated from Tariq 
bin Shihab that the Jews said to 
'Umar: You recite a verse which, J*- *J* 'r^ 0*. ^r^ J* 



if it had been revealed among us, 
we would have taken that dav as 
a festival, 'Umar said: I know ^^J| jJUj> L : Jl>jV lli JJ -jl 

where it was revealed, on what 
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day U was revealed and where 
the Messenger of Allah (3^) was 
when it was revealed. It was 
revealed on the day of 'Arafah, 
when the Messenger of Allah (^5) 
was standing in 'Arafah. Sufyan 
said: I am not sure whether it was 
a Friday or not, i.e., "This day, I 
have perfected your religion for 
you, completed My Favour upon 
you, and have chosen for you 
Islam as your religion" [al- 
Ma'idah 5:3]. 

Comments: [Its isnad is saheeh, al- 
Bukhari (4606) and Muslim 
(3017)] 

273. It was narrated that Abu 
Moosa said: I came to the 
Messenger of Allah (3^) when he 
was in al-Batha' and he said: 
"What did you enter ihram for?" I 
said: I have entered ihram for the 
same as the Prophet (^) did. He 
said: "Have you brought a 
sacrificial animal?" I said: No. He 
said: "Circumambulate the House 
and go between as-Safa and al- 
Marwah, then exit ihram." So I 
circumambulated the House and 
went between as-Safa and al- 
Marwah, then I went to a woman 
of my people and she combed my 
hair and washed my head. I used 
to give/flftwxs on that basis during 
the caliphate of Abu Bakr and 
'Umar. During one season when I 
was performing Hajj, a man came 
to me and said: You do not know 
the latest fatwa of Ameer al~ 
Mu'mineen concerning the Hajj. I 
said: O people, if we gave a fatwa, 
Ameer al-Mu'mineen is coming to 



166 & ^UajJi jLiub* 

f>; tit icJjtf 1^- JLliV J\ :Jiii 

jfe., p £31 ;£f» ^ _ 

:^ :^ t ^huj? oL^j] :^_^>*j 

^ ^ ^ ^ 

i^lj J~L*j ^ 51^1 

^fe ^fc iTjUL iiJJu ^UJI ^1 

U ^jjC V Jill :jUi Jj-j J>}\^ 
JUi' il Oil v JU; I>! 
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you, so follow him in perfoming ^ ^ _ ^ ^ 

Hajj. When he came 1 said: What \ T 

is this thing that you have J^- J»J iji £J -UU j|j 

introduced to the rituals [of Hajj]? , _■. ..^ ... 

He said: We see in the Book of ^ 

Allah that Allah, may He be ; f (\ fl o<o .^^^ ^L_i 

exalted, says; "And perform 

properly (i.e. all the ceremonies 

according to the ways of Prophet 

Muhammad sfe), the Ha// and 

'Umrah (i.e. the pilgrimage to 

Makkah) for Allah" [al-Baqarah 

2:196], and if we follow the Surinah 

of our Prophet, he did not exit 

Hiram until he offered the sacrifice. 

Comments: [Its isnad is sahceh, al-Tiukhari (1559) and Muslim (1221)] 

274. It was narrated that Suwaid : £ /q\^> ■ + jL* £jb- -YVi 
bin Ghafalah said: 1 saw 'Umar kiss ( " f ^' 

the [Black] Stone and say: I know ^ Jt £r* <J* "J*^ 0? r*^l 

that you are a stone and cannot -| ■ j^j;; '-^Ji VU ^ ji£ Jj( , • jj 

cause harm or bring benefit but I „ ^ 

saw Abul-Qasim (■£&) show respect t^o"} ^ ^3 "r^ ^ 

to ^ OUt [TAY: ^U.l^ib^UJi d cJi3 

Com menU: [Its isnarf is saheeh, nU 

Bukhari (1597) and Muslim (>oW) :^ ^h^l ■ ?y.>^ 

0271)1 - *; mvo 

275, It was narrated that 'Amr ^ :^ ^ _ tVc 
bin Maimoon said: 'Umar (4*) , " , * 

said [and 'Abdur-Razzaq said: 1 J* ^ OLai U^-l 

heard 'Umar (*&)]: The musltrikccn v ^, ^> v , v . ^- * > ; 

used not to depart from Jam until ^ * - ■■ v ■ ^ 

the sun had risen on (the vS^UJI jl Jlj'-J' -4* 
mountain of) Thabeer ['Abdur- 
Razzaq said:], and they used to 



say, Shine, Thabeer, so thai we \yS\ : jlU Jli _ ^-J VI 

may leave quickly. So the Prophet 



differed from them and 



departed before the sun rose. ^ £j£ {Jj\ 
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Comments: [Its isnad is saheeh, al- Mlin . . . , . 

Bukhari (1684)] ' U "C 4 C=~ ^ 



276, It was narrated that Ibn 
'Abbas said: 'Umar (4*) said: 
Allah, may He be exalted, sent s^ 1 ^ irt ^ ^ 'cA 

Muhammad (ft) and sent down ^ ^ ^ 

the Book to him. Among that v 
which was revealed to him was J^il} ijl^l 

the verse of stoning. We recited it ^ L ^ ^ ^ ^ 

and understood it. But I fear that ; 9t ' " > 

with the passage of time, some ^^*t ^ ! ^-^^ ^^jj UliUj 
people will say: We do not find ^ ^ ^ ^ . ^u ^ ^ 
the verse of stoning in the Book of & . ' . 4 " ^ y - 

Allah, and as a result an obligation f^!P l <^Li ^ ^^=» 'r^V 51 

that Allah revealed will be — f ,- ( ^ ^ ^ ^ ^ 
forsaken. Stoning is the due ; ' 

punishment in the Book of Allah ^ cJli G[ JU-^jl ^rf 

for those who commit zma, both y 
men and women, if they have been ^ ' ' 

married and if proof is established, : p (T i it) : ^ * ^ B ji_j : gij^J 
or there is a pregnancy or a ,<n<u) 
confession. 

Comments: [Its isnad is saheeh, al-Bukhari (2462) and Muslim (1691)1 



t^LJU ^ j^i^Jl jlp ~TVV 



277. 'Umar bin al-Khattab said: I 
heard Hisham bin Hakeem 

reciting Sooratul-Furqan in prayer ^ ^ ^S*"^ 

in a manner other than I recited it, j\i > ^iLij; " ' J " ' ' 

and the Messenger of Allah (^) ^ ^ ^ ^ '** 

had taught it to me. I caught him ^ jli^ill i^j^ ^ f 



by his garment and brought him 
to the Messenger of Allah (^), 



and said; O Messenger of Allah, I k ^;l oiiG ^ l^lyl Jil 

heard this man reciting SooratuI- % , , 7 , 

Furqan in a manner other than ^ J ^ L - : ^ ^ s J| 

you taught it to me. The U > > jli^i ^ r£ ^ J\ 

Messenger of Allah (*fe) said: , . f a \ ' / ; 

"Recite it." He recited it in the ^ ^ u| ^ i>} :JlS 

manner in which I had heard him 



recite, and the Messenger of Allah 



JU p «JJjji Iji^ii) :JUi iilj 1 g-- ^ 
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-fit. L-iUaJfcJl ^>J , lini4 



fe) said: Thus it was revealed. . - .f > < , 

Then he said to me; Recite it. So < j~ j- ^ 

1 recited it and he said; "Thus it <*~^ ^ Jy ! jl^l \jJ> jj 

was revealed. This Qur'an has i Z „ j f 

been revealed in seven modes of [^A.^lj] AjZ~> U Ij* Jii 

recitation, so recite whatever is {rm) . . : 

easyforyou." ^ . (AW 

Comments: [Its isnad is saheeh, al-Bukhari (2419) and Muslim (818)] 

278, It was narrated that al- ^ ^ ^\ . yy^ ^ _ YVA 
Miswar bin Makhramah and - ' , ^ ^ 
'Abdur-Rahman bin 'Abdul-Qari j? jS- 1 ^ 1 jr* t5 J> 1^ "-ir^ 
heard 'Umar (&) say: I passed by ^ ^ ^ ^ . ^ 
Hisham bin Hakeem bin Hizam ' ' ' - ' - 

when he was reciting Sooratal- y ^S^- y ^ jy 1 ^ 

Furqan... and he mentioned a ' .\ " . - : . % {,;, r 

similar /««fe/ft. "'^ 
Comments: [Its isnad is saheeh [\oa\^ t \ j ] 
according to the conditions of al- 
Bukhari and Muslim] : 

279. It was narrated that fa ^ ^ . ^ ^ _ m 
'Abdullah bin as-Sa'di said: ' 

'Umar (*&) said to me; Haven't I ^ J* ' s*^* J* ^j 1 ^ 1 l^ 1 

been told that you do certain ' . ^ ^ \. ^ . 

tasks for the state, then when you - ' ^ ' ' , * r " ' , / 

are given payment you do not ^ ^ ^\ ^ ^ JL* : Jts 

accept it? He said: Yes. He said: : u .f ,^ £j| Jui ( ^ 

Why do you do that? He said: 1 ~ - ^ ^ 

am well off and I have slaves and ■ : ^ 

horses; I want my work to be a ^ J ^ U :JU V^U 

charity to the Muslims. He said: ^ - 

Do not do that, for I used to do J* j^ jl -bjl 

what you are doing, and the j-rj ^ t v^:^ .j^ .^O^Jt 

Messenger of Allah (*fe) would ; ' t $ 

give me payment and I would & ^ Jj-^j j' 1 ^ ^J*^ 

say: Give it someone who is more - ^ ^ ^ ^ ^ . \ jfe ^ 

in need of it than me. And he t ; " ' , 

said: Whatever of this wealth j! ^[j ^ ^t* 

comes to you when you are not ^ ^ . fa ^ ^ ^ 

hoping for it or asking for it, take 
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it, otherwise do not hanker after 

it." 



Comments: [Its imad is sahceh, al- ^ ' ' JJj ^ iVUj 

Bukhari (7163) and Muslim 



(1045)] : f (vur) ;^ «Li 

280. It was narrated that as-Sa'ib ; . - 
bin Yazeed said: Umar met y „ ' 
'Abdullah bin as-Sa'dL. and he ^ :JIj ^ ^LUl js. 
mentioned a similar report, but he v >ff v ?. v- - » * / , . 
said: Give it in chanty/ and he 1 J ^ - - ■ 
said: "Do not hanker after it." [ \ ■ » ."il^i iiJj Vj ^ 
Comments: [Its isnad is saheeh] 

281. It was narrated that 'Umar ,m *u V- ri s . - m 

bin al-Khattab <*) said: I gave a * J < \ ^ * ^ ^ ~ 

horse for the sake of Allah, but its A <->\LL)\ ^ ^ t <J ^ ^| 

owner neglected it I thought that f.' . . - ' T , > • 

he would sell it for a cheap price, ^ Ui ^'J^*!y->J* ^ 

but I said to myself, not until I Z\ ^ M ^ 

ask the Messenger of Allah (afe) 



about thaL He said: "Do not buy J P3 JU-l ^ 

it even if he gives it to you for a V: - . ';,' L .f : r v r * 

dirham, for the one who takes T ; y 

back his charity is like the dog .<u£i ^# ^ ^J&LS 
that goes back to its vomit." 

Comments: [Its isrwd is saheeh, al- ' ^ J 

Bukhari (1490) and Muslim : r O£V> :^ ^ .jbi 

(1620)] r c * 



282. It was narrated that Abu - ^ - ^ J -YAT 

'Ubaid, the freed slave of Ibn £ ^ " ^ ^ 

Azhar, said: I attended Eid with ^ >*3' o?l ^' j* J>\ 

'Umar bin al-Khattab (.&). He . ,f ,V * t, , - 

came and prayed, then he stood ^ ^ ^ : Jb 

and addressed the people saying: jJJJ t^i^iil tJLki ;Uj 
These are two days when the 



Messenger of Allah <jfc) forbade ^' J -^^ J^^X^k'-^ 

fasting, the day when you break .iLl^ ^. li>i J>; ;U^L^ 

your fast and the other day, when " ' ^ 

you eat from your sacrifices. ^ nr : & ^ f > 
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Comments: [Its ismid is saheeh, al- 
Bukhari (1990) and Muslim 
(1137)] 

283. It was narrated thatSalim bin 
'Abdullah said: 'Umar was a man 
of protective jealousy, and when he 
went out to pray, ' Atikah bint Zaid 
would follow him, although he did 
not like her going out, but he did 
not like to stop her. He used to 
narrate that the Messenger of Allah 
(*&) said: "If your womenfolk ask 
you for permission to pray [in the 
mosque], do not prevent them." 
Comments: [A salteeh hadeeth] 



284. It was narrated that 'Umar 
said: Were it not for the coming 
generations of the Muslims, I 
would not have conquered any 
town but I would have divided it 
as the Messenger of Allah (i£) 
divided Khaibar. 

Comments: [Its isnad is saheeh, al- 
Bukhari (2334)] 

285. It was narrated that Abul- 
'Ajfa' as-Sulami said: I heard 
'Umar say: Do not make women's 
dowries expensive, do not make 
women's dowries expensive, for 
had this been a sign of honour in 
this world or piety before Allah, 
the first one of you to do it would 
have been the Prophet (^). The 
Messenger of Allah (afe) did not 
give any of his wives, and none of 
his daughters were given, any 
more than twelve Ooqiyyatis [as a 



O \rv) 



lij <j15j ^jx* "^tj j** ^ 



,(UT) ipX-^, (A10) :^jUJIjl* j*p 

[Y \x : ^-ij] Jjl jpip 



.(rrrt) : 



t ^C^ 9 



j>L 1 



cJ? :JU yj-? y jI^U Uiu 
015 t-dJt jlp ^^i; j\ 1 CjJi ^ ii'i^ 
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dowry]. And a man will go to 
great trouble in order to offer a 
high dowry to his wife. - On one 
occasion he said: A man would 
pay his wife a high dowry until 
he feels resentment towards her 
and says: You cost me everything 
I own, even the string to tie a 
waterskin and hang it up. He [the 
narrator] said: I was a young 
Arab boy with a non-Arab 
mother, and I did not know what 
a "string" was. ['Umar] said: And 
another thing, you say of one who 
is killed in your campaigns and 
dies that So and so was killed as a 
martyr, and So and so died as a 
martyr. But perhaps he loaded the 
back of his mount with gold and 
silver for the purpose of trading. 
So do not say that; rather say what 
the Prophet [or what Muhammad] 
fe) said: "Whoever is killed or 
dies for the sake of Allah will be in 
Paradise/' 

Comments: [A saheeh hadeeth) 
286, It was narrated that Abu 
Firas said: 'Umar bin al-Khattab 
(■&:) gave a speech and said: O 
people, we used to know you 
when the Prophet (^5) was among 
us and revelation was coming 
down to him; Allah would tell us 
about you. But now the Prophet 
fe) has passed away and 
revelation has ceased, and now the 
way to judge you is this: whoever 
among you shows us good 
conduct we will think well of him 
and love him; whoever among you 
shows us bad conduct we will 
think badly of him and hate him 



jjj : Jlij _ oi^t 

_ ZjJ* jJ^j ji^Ji 

\jty> tTj* Cil Us j :JU X'jtf] Jii 

j\ <x£\} "ijl Jj 

jfjj cj^ib ijj^i- i ^jUJji ^3: 

l^lt l^-i lU i^J »^*r^U 
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for that y and whatever is in your 
hearts is between you and your 
Lord, There was a time when I 
used to think that whoever learned 
the Qur'an, seeking thereby Allah 
and (the reward that) is with Him, 
would be rewarded in the 
Hereafter, but some men learned 
Qur'an seeking that which is with 
people. So seek Allah by learning 
Qur'an and by your good deeds. 
By Allah, I do not send my workers 
to strike you or seize your wealth; 
rather I send them to you to teach 
you your religion and Sutinah; 
whoever has done to him some- 
thing other than that let him refer 
it to me, for by the One in Whose 
hand is my soul, I shall surely grant 
him retaliation. 'Amr bin al-'As 
stood up and said: O Ameer al- 
Mu'mineen, do you think if one of 
the Muslims was in charge of some 
people and he disciplined one of 
them, would you allow that one to 
settle the score with him? He said: 
Yes, by the One in Whose hand is 
the soul of 'Umar, I would most 
certainly allow him to settle the 
score with him. I saw the Messenger 
of Allah (^) do that with regard to 
himself. But do not strike the 
Muslims and thus humiliate them, 
and do not keep them away from 
their wives on campaign for too 
long and thus expose them to 
temptation. Do not withhold from 
them their due rights and cause 
them to rebel; and do not make 
them camp in an area with a lot of 
trees, because that will cause them 
to be scattered , 



V-r^ ^3 SrT & J'^ 2j VI 

Alii ^jOj^U t X* U ^ 

J\ Vl .^U^L ijxjj tJLijtrjL 

t -■ t m * ' *■ t 

^'^S'j\^j\ (*^! ^5^** J~*J^ ^ 

w r^V 4^ ^ l r-^' "* J 1 1^ J^-i 

\j- a ' * • »- - > - * 
^ly ^,1 iJL^>J ^L^l 

^3 J^_L>Jt ^ JjNl >Allj ^JJU-Ji J^J 



Comments: [Its isnad is da'cef because Abu Firas is unknown] 



Musnad 'Umar bin Al-Khattab & 



174 



287. It was narrated that 'Abul- 
'Ajfa' as-Sulami said; I heard 
'Umar say: Do not make women's 
dowries expensive,... and he 
mentioned the same hadeetlh 

Comments: [A saheeh hadectli. It is a 
repeat of no. 285] 



288. It was narrated that 
'Abdullah bin Abi Mulaikah said: I 
was sitting beside Ibn 'Umar, and 
we were waiting for the funeral of 
Umm Aban bint 'Uthman bin 
'Affan. 'Amr bin 'Uthman was also 
present. Ibn 'Abbas came, led by a 
guide, who told him where Ibn 
'Umar was. He came and sat 
beside me, so I was between them, 
and we heard a voice from inside 
the house. Ibn 'Umar said: I heard 
the Messenger of Allah say: 
"The deceased is tormented 
because of the crying of his 
family." He said: And 'Abdullah 
understood it as general in 
meaning. Ibn 'Abbas said: We were 
with Ameer al-Mu'mineen 'Umar 
until we came to some arid land, 
where we found a man who had 
halted in the shade of a tree. He 
said to me: Go and find out for me 
who that man is. I went and found 
that it was Suhaib. I came back to 



'Jjs .. JAj, \Ji- i vt 

fc 4*jdt £^ :J^UJ-[ £jU - YAA 
ai* cii :Jli i^ii ^\ y Jji xS 

jUl ajlLf ^IklJ J*^J ^ j** ^ 

y jj** oJ-*J tjUp JUU Ol 

: Jli ti-Cli Jj^i J>} *l>»i «. jUii 

y\ iy^* U'Jl 

<.h\i y J}) pl\ L\ JJ'/\ Jilt 
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him and said: You told me to find M \^ t . - ; * 

out for you who that man is; it is - - 

Suhaib. He said: Tell him to join us. LlS „lL ^iAJUJ I^i : >L>Jl\ JU U^j 

I said: He has his family with him. it \, % £ t . # - ^ 

He said: Even if he has his family ^ i^r^ ^ ^ r 1 ^ i ^ 

with him [and perhaps Ayyoob j- ^ £l ^J 

said on one occasion: Tell him to join ( , ^ ^' , „ f 

us]. When we came to Madinah, it - ^J 1 p 1 .*£>-Li 

was not long before Ameer al- y ^ ^ .j ^ ^ .j yf ^ 

Mu'mineen ['Umar] was attacked. s ^ * 1 s 

Suhaib came, saying: O my brother, ^4*^ 1 ^i 8 : ^ sfe ^ 

O my friend! 'Umar said: Do you * , , 5 *; ft ,*f ,>> 

-i , , i j *Ul jlp aJU\ Juw 

not know, or have you not heard, - ^j— • 

that the Messenger of Allah : JUi *JS liL^J L*I-^U 

said: "The deceased is tormented " / - ^ , - > 

because of some of his family's l > * ^> ^ U -"^ 

crying." 'Abdullah understood it t gj ^1 ^Li U ^ :cJUi 

as general in meaning, but 'Umar ^ i > > s , . , • 

said: some of [their] weeping. I l^J <^/0 4^- ^4^' 

went to 'A'ishah, and I told her - fa ^ b\» : JU £fe -03 1 J^i 

what Ibn 'Umar had said. She said: / ' 

No, by Allah, the Messenger of <ll^-j>' }£J o\j «U.i£ 5UI 
Allah (*&) did not say, "The . - *j ^ 

deceased is tormented because of ' f ^ '"^ J J ' ^ J 

the weeping of anyone/' Rather he ^1 ^1 Jlij :4\*' ^ .01* 

said: "Allah increases the torment > * s - - - , ^ - 3 , 

of the Jtfl/ir because of his family's J ^ U : Jb r^^ 1 

weeping, and that it is He (Allah) jX ^ ffi :cJ^ >U 

Who makes (whom He wills) ' . \ # . „ £ . .1 t T- - 

laugh, and makes (whom He wills) -Li^ ^ 3 ^ J 

weep; 'And no bearer of burdens [Y*\* : &:\] 

shall bear another's burden' [Al- 

An'am 6:164]/' Ayyoob said: Ibn \Yav) :^ -jg^ 

Abu Mulaikah said: al-Qasim bin .(^tv^ta) (Uj^l.^ 

Muhammad told me: When 

'A'ishah heard what 'Umar and 

Ibn 'Umar had said, she said: You 

are narrating to me from two who 

are not liars and are not to be 

suspected of being liars, but one 

may mishear. 

Comments: [Its isnad is saheeh , al-Bukhari (1287) and Muslim (927,928)] 
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4r V-itVfiaTt ^jj i_W* 



^1 ^'j^ 1 ^ ^ -* A ^ 



289. 'Abdullah bin Abi Mulaikah 

narrated... and he mentioned a „ ^ *t 
hadceth similar to that of Ayyoob, ••■^U ^1 y d}\ tjjrr** : gi'Jr 
except that he said: Ibn 'Umar j£ £f ^ - ^ 
said to 'Arm* bin 'Uthman, when ^ 

he was facing him: Why don't 0? <>?3 3** J? 1 

you tell them not to weep? For V - v rf , , 

the Messenger of Allah fe) said: ^ / ' ^ ^ 

"The deceased is tormented c.-Jt Jl» :Jli £fe Jjl J 



because of his family's weepine r 

for him." S [T^:^!].^^^ 

Comments: [Its isnad is 5tf/icc/i] .<iUJ -g;^ 
290. 'Abdullah bin Abi Mulaikah 



said: A daughter of 'Uthman bin 
'Affan died in Makkah and Ibn : Jli <£Ju ^1 ^ M & J>^\ '>gf£ 
'Umar and Ibn 'Abbas attended her - „ : ^ ^ . - * * * 

funeral I was sitting between them ^ ^ ^ ^ 

and Ibn 'Umar said to 'Amr bin L U£r ^UJ J,j ^ ^ ^, 

'Uthman, who was facing him: Why ^ ^ 
don't you tell them not to weep? For s*J 0? Jj*^ j** It? 1 J^* 

I heard the Messenger of AUah jfo 5^ ^ * ^ . r * 

say: "The deceased is tormented . ' s * . * ' 

because of his family's weeping for ^ t^n 4"-^ ^4^' ^l" ^ 
him." And he mentioned a Iiadeeth 



similar to that of Isma'eel from 



Ayyoob from Ibn Abu Mulaikah. ^1 J,\ j£. 

Comments: [Its isnad is saheeh] 



291, It was narrated that Ibn 
'Abbas said: 'Umar said: I was 
marching with a group of people : Jli ^ t i)U^ 



: i^J ^ ^ Ufj^. -t^ 



on a campaign with the Messenger 
of Allah, and I swore, saying: No, 



by my father. A man behind me i^rj V : i^Iiiii ^ Jjl Jy^ 

called out: "Do not swear by your .7 - ■» , . - a * , 

fathers." I turned around and saw 'r 5 ^' 1 ! ^" : 0* >^ ^ 

it was the Messenger of Allah (jfe). [ U V ^ ill J^j ^ , #\j 
Comments: [Saheeh because of 

corroborating evidence and its l-U^ ^>w* -Qij** 

isnad is da'eefl (iitv) : ^ 1^ ^Sjj 

.(nil) : f 
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4* t_iUaj«Jl 



292. It was narrated that Malik 
bin Aws bin al-Hadathan said: 
'Umar would swear an oath three 
times, saying: By Allah, no one has 
more right to this wealth than 
anyone else, I have no more right 
to it than anyone else; there is no 
Muslim who does not have a share 
in this wealth, except a slave, but it 
is to be divided according to our 
categories in the light of the Book 
of Allah and our closeness to the 
Messenger of Allah (^). Thus it is 
to be given on the basis of a man's 
efforts for the sake of Islam, his 
seniority in Islam, his support for 
Islam, and his need. By Allah, if I 
live / a shepherd in the mountains 
of San' a' will get his share of that 
wealth when he is tending his 
flock. 

Comments: [Its isnad is da'eej] 

293. Abul-Mukhariq Zuhair bin 
Salim narrated that 'Umair bin Sa'd 
al-Ansari was appointed by 'Umar 
as governor of Hims,.. and he 
mentioned the Iwdeeth. 'Umar said 
to Ka'b: I am going to ask you 
about something, so do not hide it 
from me. [Ka'b] said: By Allah I 
will not hide anything I know. 
'Umar said: What do you fear most 
for the ummah of Muhammad (^)? 
He said: Misleading leaders, 
'Umar said: The Messenger of 
Allah (^) told me about that in 
private and informed me of it. 

Comments: [Its isnad is da'eej] 



jJL- y\ y iL^ \£U -T^T 

JUJi si^ j^i jjA U Jjij : jj^ i&yz 

U Jjlj <--^>-! <t ^ '"^^ 1*? 
* * t f * 

JUJI IJL* a}} ^! j~JlL^\ j.* 

: J Li ^ l± iiibi J; : 

i^jl :Jli ^u^, ^ii- -u^j ^^J* 

^ji -^x ) wi^cjj k_j.«.> *jL^] :^^w 
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294, Salim said: I heard 1 „- fi , , 
'Abdullah bin 'Umar say: 'Umar 0* ^' L ^ ^ 
said: Send me a doctor to examine Jj, & : iJLi Jlii :_>L^ 'Ji jLi 
this wound of mine. So they sent \ \ ' r ' , * ' °" 
for an Arab doctor who gave J^i LA^j' ^ : ^j* 4* jJl 
'Umar nabeedh, and the nabeedh , * ,f: v 4 > : ( : 
was mixed with blood when it ^ ^ 
came out of the stab wound that ilii lIJlJ 4*> y+i jLi t^^Jl ^ ■_ U 
was beneath his navel. I [Ibn t , 7 _^ r „ ' / \'\ 
'Umar] called another doctor from yZ ^ c ^ l J^r ^ 
among the Ansar from the tribe ^ ^ ^ >i ^ o>Ji : Oli '^ill 
of Banu Mu awiyah. He gave him / / " : 

milk to drink and it came out of t£J t ^jLij ^ 

the wound solid and white. The „ { > f - - J 

doctor said to him: O Ameer al- ^ ; - 1 ^ JU * ^ laU 
Mu'mineen, give your final J> y-l jll^ JUi .jl^I ij^jiil 
instructions. 'Umar said; The man \^ . ; . „ , , v , 
from Banu Mu'awiyah has spoken * ^ l4J> ^ cJi 

the truth If you had said ^ ^ . ^ ^ - f>i] , ^ 
anything else I would not have ^ ' # ^ ' 1 " 

believed you. The people wept for ^ ' jJl ^ ^ ' ^ 

him when they heard that but he >« * , * llC r IL f, > . . 

said: Do not weep for us; - - ■ - ^ - JU 

whoever wants to weep, let him ^ >J Jui j\5 iUi Jif jlif 
leave. Did you not hear what the " ' , / , ' - \. \ \% 

Messenger of Allah (^) said? He '^Jf & ^ U J 1 ^ 

said: w The deceased is tormented [\a»- I 1 

by his family's weeping for him." " ^ J 

Because of that, 'Abdullah did not ,{uv) : r (\T^T) l& « (i t^t 
approve of any weeping if one of 1 ^ 

his sons or anyone else died. 

Comments: [Its isnad is saheeh, al-Bukhari (1292) and Muslim (927)] 

295. It was narrated that 'Amr bin t ^ . ^ 
Maimoon said: I heard 'Umar bin al- - - ^ * ^ 

Khattab say: The people of fahUiyyah * Jli jjl^ J? 0* ^ 0* 

used not to move on from Jam' until ; - * > , ' ,? ; - * 

they saw the sun shining on (the J * : J -^- * ^ ^ 

mountain of) Thabeer, and they ^ o^ijj V £u uJi jii 

would say: Shine Thabeer, then we ( ; . f * T * v , ^ , "V t s 
will move on swiftly. So the jcf ^ O-^ 1 

Messenger of Allah Ofe) moved on f ^ VJ Jj, J > - ^^ti 4 U: 

before the sun rose. - ■ - - ^ - 
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4* ,jJ .Lun.* 



Comments: [Its isnarf is saheeh, al- 
Bukhari (1684)1 

296. It was narrated from al- 
Miswar bin Makhramah and 
'Abdur-Rahman bin 'Abdul-Qari 
that they heard Umar bin al~ 
Khattab say: I passed by Hisham 
bin Hakeem bin Hizam when he 
was reciting Sooratal-Furqan 
during the lifetime of the 
Messenger of Allah (sfe). I listened 
to his recitation and he was reciting 
in a manner different from the way 
in which the Messenger of Allah 
(ife) had taught me to recite it. 1 
was about to interrupt him whilst 
he was praying, but I waited until 
he finished his prayer, and then I 
tied his garment around his neck. 1 
said to him: Who taught you this 
soorah that you are reciting? He 
said: The Messenger of Allah (sfe) 
taught it to me, I said to him: You 
are lying by Allah! He taught me 
this soorah that you recited. I 
brought him to the Messenger of 
Allah (^) and said, 'O Messenger 
of Allah, I heard this man reciting 
Sooratal-Furqan in a way different 
to the way you taught it to me, and 
you taught me Sooratal-Furqan. 
The Prophet said: Let him go, 
O 'Umar! Recite it, O Hisham. So 
he recited it to him as I had heard 
him recite it. The Messenger of 
Allah (^) said, "Thus it was 
revealed." Then he said to me, 
"Recite it/' so I recited it and he 
said, "Thus it was revealed." Then 
the Messenger of Allah said: 
"This Qu^ an has been revealed in 



U4jS £jl55i xS (tr/\) J! xJ.< 

fl-^; ^/j* L*-?— ' 

> . t * 

Jj-^j ^A ^/A * r A 

i 4jlS y t pLj* ill* jJL* O^lal* 

cii : JVj .Sg M L^rji : Jli 

J\')\ $ 5^ h\ U3l> .cJiS :Ji 

^A ^0 

i^i U iLjin ^31 J^ii !jl5>5i 

jii £j ^icJjlf :Ss ^ jui 

«1J1 J_^3 Jli [Li floJ/l llSi* :Jl5i 

.(ma) 
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seven different ways, so recite it in 
the way that is easiest for you/" 

Comments: [Its isnad is sahceh, al-Bukhari (2419) and Muslim (818)1 

297* It was narrated from al- - , ■ • 

Miswar bin Makhramah and ^ : £ L ^ r^ 1 L ^ ~ m 

'Abdur-Rahman bin 'Abdul-Qari ^ lyj, :^J>^\ 

that they heard Umar bin al- # ^ 4 

Khattab say: I passed by Hisham & ^ ^ 

bin Hakeem bin Hizam when he ^ ^OaiJ, - yj. ^ ^ 

was reciting Sooratal-Furqan : , . 

during the lifetime of the l A^?ry^S^y^^^^ :Jj^ 

Messenger of Allah (*&,). 1 listened i ^ - r - ■ m-'-ii - 

to his recitation and he was reciting , - ; ' ; - " ^ 

in a way different from the way in ^ ^yi liU *^*l^53 

which the Messenger of Allah (^?) { * v - f > \, 

had taught me to recite it I was ^ ° J / ' , ^ - 1 ^ 

about to interrupt him whilst he jJL. lit J>. iS^LiJl 

was praying, but I waited until he ' t / tr , 

said the tasleem, and when he had [ U A : ^ 

said the tasleem,... and he narrated . , . 

a similar report, c " f 

Comments: (Its isnad is .Wiee/i] 

298. It was narrated that Ibn Sjo)) ji. ^ y >JjJ» £lU -y^A 

'Abbas said: 'Umar (^) said: The *T ; / : £ " a * , 

Messenger of Allah (^) said: ^ '-^ y) J* ^ ^ 

"Whoever among you is seeking ^ ' & Jj, 'j - : ^ 
Lailatul-Qadr, let him seek it in the ^ . , 

odd-numbered nights of the last ^ t j_UJl ill) LIa^ 

ten days [of Ramadan]/' " [AB ^ ^ ^ ^ 



Comments: [Its isnad is qawi] 



299* It was narrated from Ibn 
'Umar that it was said to 'Umar: 
Why don't you appoint a successor? ^ ol : 'J** ^ 
He said: If I do not do that, one who J t . - 

is better than me did not do it - 
either, namely the Messenger of «il J^j 

Allah (sfe); if I do that, one who is 
better than me did it too, namely 



fLL* : JL -J, iL'jb- -Y^ 

VI :iJ JJ & 



Abu Bakr(^). [ rrY : >l] ^fc ^1 ; 
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Comments: [Its isnad is so/jfe/i, al- : , (vtu) ; r 17*^*^ ol^i : ^ >u" 
Bukhari (7218) and Muslim ' ^ ^ * , v 

(1823)1 ' OATr) 

300. 'Alqamah bin Waqqas al- ^; u^ii : 1^; -r . . 
Laithi said that he heard 'Umar bin ^ ^ & f ^ r ' 4 s , 
al-Khattab (^) addressing the ^ l ^ 01 
people, and he said: I heard the - ^ — ^ : J ^ ^ ^, 
Messenger of Allah (m t ) say: w ^ J ^ " ' " ~ . ^ 
"Action is but by intention and r*J ■vr - ^' >*J ^ ^Ua^Jl 
each person will have but that . \ ^ <u r u , * t 
which he intended. So whoever \ ' ' 

migrated for the sake of Allah and jX» U llijj J^JI 

His Messenger, then his migration . : t,. ; . * -.^ 

was for the sake of Allah and His - 1 -4 ^ ^ 

Messenger; whoever migrated for JJtf ^} ^j^j J1j aLi 

some worldly purpose or for the - >^ t : , > . * \, , • 

sake of a woman whom he could A 4 ^ 4 ^ 

marry, his migration was for the [UA: ^l,] >U U 

purpose for which he migrated/' u 

Comments: [Its isnad is sahceh, al- ^ ^ *e ,, C^ W3 ' £i>^ 

Bukhari (1) and Muslim (1907)] 

301. It was narrated from 'Umar \ £^ _ r , ^ 
bin al-Khattab {&) that he said: V- . 

Wear izars and rida's and wear ^ ^ ^Us^Jl v 3** ^c?^ 1 
shoes, but take off boots and pants; \ Jjf- j f^p 1 1 jjV 1 "* Hi 
throw away the stirrups and jump J J ^ JJy 



onto your mounts. You should wear t^^jl^Ur* uiLL-Ul 



rough clothes and practise archery, 
and keep away from luxury and the 



dress of the non- Arabs. Beware of ^p^ 1 }J^ ] 

silk, for the Messenger of Allah (3^) | , , , 0 : ^ " * 

forbade it and .said: "Do not wear V * : JUj ^ ^ ^ ^ ^ J -^^ °^ 

silk except this much" - and the „^ ^ U ^\ ^ ly^j 

Messenger of Allah (3^) gestured * " ' , ' 

with two fingers. [^^:^r'j] ^§ ^ J>^j 

Comments: [Its ^narf is sahceh, al- > 

Bukhari (5829) and Muslim > ( ° AT ^ C " M 

(2069)] .(WO 

302* It was narrated from Sa'eed j; ^ ^ jj^ L '^j . ^ _ t t Y 
bin al-Musayyab that 'Umar bin " , l , \ /* J; 

al-Khattab (^) said: Beware of : ^ * ^LiJjl > 01 
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overlooking the verse of stoning 
and (do not let) anyone say: 'We 
do not find two hadd punishments 
in the Book of Allah, for I saw the 
Messenger of Allah (^g) stone 
[adulterers] and we stoned [them] 
after he was gone. 

Comments: [Saheeh, al-Bukhari 
(2462) and Muslim (1691)] 

303* Al-'Awwam narrated: an old 
man who was guarding the coast 
told me: I met Abu Salih, the freed 
slave of 'Umar bin al-Khattab (^) 
and he said: 'Umar bin al-Khattab 
told us that the Messenger of 
Allah (%) said: "There is no night 
in which the sea does not approach 
the land three times and ask Allah 
for permission to flood it, but 
Allah, may He be glorified and 
exalted, restrains it." 

Comments: [Its isnad is da'eef] 

304, It was narrated that Anas bin 
Seereen said: I asked Tbn 'Umar 
about his wife whom he divorced. 
He said: I divorced her when she 
was menstruating, and I told 
'Umar about that, and he told the 
Prophet (^), who said: "Tell him 
to take her back, then when she 
becomes pure, he may divorce her 
when she is pure/' He said: So I 
took her back, then I divorced her 
when she was pure. I said: Was 
that divorce that you gave her 
when she was menstruating 
counted as such?" He said: Why 
wouldn't I count it? It must be 
counted even if 1 failed and acted 
foolishly. 



JjJ* :^i U^if CJj^ -t*t 
rf :Jli tJ^LUL \LyJ> h\s 

\±j % jiy ^ :J^i 

Jjjl ^Jjt ^1+*^ ^J^*J> *>\^>\ I £jj>mj 

oJi :Jli o? ^ 

cJ/^i i^li ^^l^ili !^» :g£ ^1 
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Comments: [Its is™ J is sahech, al- 
Bukhari (5252) and Muslim 
(1471)] 

305. It was narrated that Abul- f ,r-- - 1 . * ^ - - „ 
'Ala' ash-Shami said: Abu Umamah ^ ^ C; ^ 

put on a new garment and when it UUl y\ :JLi *%J1 

reached his collarbone he said: j L ^J| . j|j cjj ^ 

Praise be to Allah Who has clothed - j * Cr- 1 • 

me with that which conceals my jl^Jlj ^i** £ ^ Lji^ 

'awrah and with which I may ^ ,\ 

beautify myself in my life. Then he & **** r <-J^ J * 

said: I heard 'Umar bin al-Khattab ^ ^ ^ j^* : ^ ^uUJl 
(4*) say: The Messenger of Allah ^ # ^ ^ ^ / ; 

said: "Whoever gets a new : $l JtT ^ ^ -L^iJ-l 

garment, and puts it on and says, ^ |; -( u ^ ^ J, ^ 
when it reaches his collarbone, - ' > " " \ ' 

'Praise be to Allah Who has clothed J[ ii* ^? £ J*^C fi ^1** 

me with that which conceals my -* ,* * 

awrah and with which 1 may - ^ , J 
beautify myself in my life/ then J>'j jjl io 01S *j* Jju^ii 

takes the garment that is worn out- ' ^ ~, „ , " = 
or that he took off - and gives it in ^j^^j^^^Jj^ *u\ 
charity, will be in the care of Allah, ( , j ^ 

may He be exalted, and under the 

protection of Allah in life and in iJL^>J ^Ji^J* e jt_[ -£0*" 

death, in life and in death, in life .^uJi 
and in death." 

Comments: [Its isnad is da'eef, because Abul-' A la' Ash-Shami is unknown] 

306 . It was narrated from Ibn 



'Umar that 'Umar bin al-Khattab 



Jt ju^** ^3^' :J ^ " r *^ 



said: I asked the Messenger of J> 3** Sj** y\ 

Allah m O Messenger of Allah, ' ^ - ^ 
if one of us wants to sleep before - 

doing g/iws/ when he is /Hflt/b, ^ ISI Uj^I ^ a!31 t 

what should he do? He said: "Let „ ^ : r / t£ ^ ^ 

him do wudoo' as for prayer, then ■ J^* Cr^" A *rr-^ 

sleep" j^i j^jjj (i^-> 

Comments; [Its ^tirtd is htisan] r fl , , 



Musnad 'Umar bin AI-Khattab 4* 

307. It was narrated that 'Abdur- 
Rahman bin Abi Laila said: I was 
with al-Bara' bin 'Azib and 'Umar 
bin al-Khattab (4*) in al-Baqee', 
looking for the new moon, when a 
rider came and was met by 'Umar 

who said: Where have you 
come from? He said: From the 
Bedouins. He said: Have you 
sighted the moon? He said; Yes, 
'Umar said: Allah Akbarl Verily one 
man's (testimony) is enough for the 
Muslims, Then 'Umar got up and 
did wudoo', and he wiped over his 
leather slippers, then he prayed 
Maghrib. Then he said: This is what I 
saw the Messenger of Allah (3*5) do. 
Abun-Nadr said; He was wearing 
a juhhah with tight sleeves, and he 
brought his arm out from beneath it 
and wiped over his leather slippers. 

Comments: [Its isnad is da'cef, 
because of the weakness of 
Abdul-A'la Ath-Tha'labi] 

308. It was narrated that Abu 
Labeed said: A man called Bairah 
bin Asad went out from Tahiyah, 
migrating [hijrah], and he reached 
Madinah a few days after the 
Messenger of Allah (^) died. 
'Umar (4*) saw him and realized he 
was a stranger, so he said to him: 
Who are you? Are you from Oman? 
He said: Yes. He took him by the 
hand and brought him to Abu Bakr 
(4*) and said: This man is from the 
land of which I heard the Messenger 
of Allah (4*) saying: 'T know a land 
called Oman at the edge of the sea; 
in it is a tribe of the Arabs who, if 
my envoy goes to them, they will 
not shoot arrows or throw stones at 
him." 



184 4* i >iu^ii t ~. ... A 

y\j J^if l£U -r*v 

J±y\ xS ^ ^\ 

;Jli ?^Jiif :JU ^>Jt ^ :Jlii 
UJ] iiji Jli 

JU ^ Jjl SS\] liSU : Jli 

^-pVijl£: wijwiJ a^L^j : ^y^" 

iJ^i :^i>>- : ^jd -r*A 

: JLi ^ ^>>J1 

J^j 5Uj JLiJ ^LjuJI *Jbb t-pt 
jUi ^ (4** ^ ^S* 

: J ii .iUi Jit ^ :JU ?cJl ^ :3 
.ju iili :Jli .JUJ : Jli ?0Ui jif ^ 
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« Jji ^ Ji ^:Vi jit 

tiui jii; uiji Jp :j^i: 
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*tt*-^iU j-a-C . i\i,t A 



Comments: [Its isnfld is dn'<?e/, _^ ^ ^^vj . ■ ^ 

because it is interrupted] ** ' ^ " , ' i 

309. It was narrated from Ibn >< ' ^ J-^f £^ -r^ 
'Umar that 'Umar (^) - and I * ^ \ f . 
think he attributed it to the - ^ ^ ^ l ^ ^ 1^ 
Prophet (ft) - said: "Allah, may ^ ^ ^ ^ ^ ^ ^ .j^ 
He be blessed and exalted - says; ^ 
'Whoever humbles himself before (J^j _l.x£L* ^^l^ j^* : JUL 1 j iijll- 
Me like that"' - and he turned his 
palm down towards the ground 
like that very close to the ground <i5 ^]*U J^f} ^3 

- " '1 will raise him in status like 4 : _ r _ ' , 

this'" - and he turned his palm up - 4, ; U^l >~ 

towards the heaven and raised his i- i * 

hand like that ° ^ ' 

Comments: [Its isruzd is sflteh] 

310. It was narrated that Abu - ^ _ n , 
'Uthman an-Nahdi said: I was c ^ > , , ^ ' ^ , , 
sitting beneath the minbar of 'Umar ^} 0* i^^ 1 

<+> when he was addressing the - ^ *JUJ Jj :Jtf ^j^l jUii 

people, and he said in his khutbah, I ' ' \ - \ n 

heard the Messenger of Allah ^ J ^ ^-J^ y>j t ^ 

say: "What I fear the most for this * > ^ - r -, f , > > , ' 

ummah is every knowledgeable * ;t ^ 

hypocrite with a smooth tongue jjlll V y^l ci* ^iW U -jj^l 

Comments: [Its isnorf is qawi] [ ur ; ^] j jdui ^ 

311* It was narrated from Muslim ( ) -ru 
bin Yasar al-Juhani that 'Umar bin # ^ . , , ^ 

al-(Chattab was asked about this ^ -* 1 Jli ^-^J 
verse: "And (remember) when -j^S - Jj t ^ 

your Lord brought forth from the 



Children of Adam, from their J} J< ^ J* i^^ 1 

loins" [al-A'raf 7:172]. 'Umar (^) j; jj^^ ^ - ^J, ^ ^ 

said; I heard the Messenger of - 1 y ' " " tf „ . 

Allah {^5) being asked about it and u? (4^ 0^ ^ ^ ^3 

the Messenger of Allah (is) said: ^ ^lUji ^ ^ of ,UJ 



Musnad 'Umar bin Al-Khattab ^ 186 



"Allah created Adam, then He 
passed His right hand over his 
loins and brought forth from him 
his offspring and said: I have 
created these for Paradise and they 
will do the deeds of the people of 
Paradise. Then He passed (His 
hand) over his loins and brought 
forth from him his offspring and 
said: I have created these for Hell 
and they will do the deeds of the 
people of Hell." A man said: O 
Messenger of Allah, why then 
should we strive? The Messenger 
of Allah (&s) said: "When Allah 
creates a person for Paradise, He 
causes him to do the deeds of the 
people of Paradise until he dies 
doing one of the deeds of the 
people of Paradise and is admitted 
to Paradise thereby. And when He 
creates a person for Hell, He causes 
him to do the deeds of the people 
of Hell until he dies doing one of 
the deeds of the people of Hell and 
is admitted to Hell thereby/' 

Comments: [Saheeh because of 
corroborating evidence and its 

isnad is da'eef] 

3 1 2 * It was narrated from Salim bin 
'Abdullah bin 'Umar (4*) from his 
father that one of the companions of 
the Messenger of Allah entered 
the mosque one Friday when 
'Umar bin al-Khattab was standing 
and addressing the people. 'Umar 
said: What time is this? He said: O 
Ameer al-Mu'mineen, I came back 
from the market and as soon as T 
heard the call to prayer, 1 did no 
more than umdoo' and came here. 
'Umar said: Just zvudoo' ', when you 



Jt? : «T^' ?^ If 

^ Jjl JJL^ *Jl JUi (WY 

iiJi ju Jbi JUi .i4U Jii 

» , y , .« ^_ ^ - , 

Wj* (to /\) c^iL^ :jUi t Z ji JLo 

^ji^- :Jlii t^^i <L ^^kliU 

JUi ^ 4131 J^3 U :J^3 

i£>Jl JUL UUc^-l cAJL] JLkJl 

jlliJ jlUJI .oJl * iUJLi 

jL^jJ IJl*j tfl J rr^ I j>«J 



-a 



4JJI Jj-ij wJ 1 ^? "^Wj ^ : 

cJJlaJ 1 t j^J 1 ^1 U : J lii V 6 JJi 
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<& cjUoiJI £j jA£. Tim * 



know that the Messenger of Allah 
) used to enjoin us to do ghusl? 

Comments: [Its isnad is saheeh, al- 
Bukhari (878) and Muslim (845)) 

313. It was narrated that Ya'la bin 
Umayyah said: 1 circumam- 
bulated [the Ka'bah] with 'Umar 
bin al-Khattab {.&) and he touched 
the comer, Ya'la said: 1 was next to 
the House and when I reached the 
western corner which is next to the 
Black Stone, I took his hand to 
touch it and he said: What is the 
matter with you? I said: Aren't 
you going to touch it? He said: 
Did you not do tawaf with the 
Messenger of Allah I said: 

Yes indeed. He said: Did you see 
him touch these two western 
corners? I said: No. He said: Don't 
you have a good example in him? 
I said: Yes indeed. He said: Then 
stop bothering about that. 
Comments: [A saheeh hadecth] 



314, It was narrated that Malik bin 
Aws bin al-Hadathan said: 1 
brought some dinars of mine and 
wanted to exchange them. Talhah 
bin 'Ubaidullah met me and we 
agreed to an exchange. Then he took 
them and said: Wait until my 
storekeeper comes - Abu 'Amir said: 
From aUGhabah (a place). And he 
said concerning it: All of it should be 
'Take this' and 'take this' [i.e., 
exchanged on the spot]. - I asked 
'Umar bin al-Khattab about that 
and he said: I heard the Messenger 
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^ all J^j cJ^- :JLii iiiJi ^ 
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of Allah say: "Silver for gold is 
riba, unless it is exchanged on the 
spot; wheat for wheat is riba, unless 
it is exchanged on the spot; barley 
for barley is riba, unless it is 
exchanged on the spot; dates for 
dates is riba unless it is exchanged 
on the spot." 

Comments: [Its isnad is saheeh, al-Bukhari (2134) and Muslim (1586)] 

315. It was narrated from Sa'eed 
bin al-Musayyab that 'Umar (-&) 
said: The Messenger of Allah (^-) 
said: "The deceased is tormented 
because of the weeping of his 
family over him." 

Comments: [Saheeh. al-Bukhari 
(1292) and Muslim (927)] 



ciJi oi» :Jii m> Isi j^; li 



316. It was narrated that 'Adi bin 
Hatim said: I came to Umar bin al- 
Khattab with some of my people 
and he starting giving to each man 
of Tayy two thousand, and he 
ignored me. I tried to come in 
front of him and he turned away 
from me, then I came from the 
direction he was facing and he 
turned away from me. Then 1 said: 
O Ameer al-Mu'mineen, do you 
recognize mc? He smiled and 
leaned backwards, then he said: 
Yes, by Allah! 1 know that you 
believed when they disbelieved, 
and you came when they turned 
away, and you remained loyal 
when they betrayed. The first 
sathqah (zakah) that brightened the 
face of the Messenger of Allah 
and Hie faces of his Companions 
was the sadaqah of Tayy that you 
b; ought to the Messenger of Allah 
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(ft)- Then he began to apologize, O v s) ■ ■ i* -jd 

then he said: I am only giving to * ^ Qf*** -gey** 

people who are extremely poor 

and they are the leaders of their 

tribes and have responsibilities. 

Comments: [Saheeh, because of corroborating evidence, al-Bukhari (1605) j 

317. It was narrated from Zaid bin £1^ ^ & ££U _rw 
As lam, from his father who said: I , , t * , t 

heard 'Umar bin al-Khattab (&) say: : ^ fe' ^ * r 1 ^' ^' ^ j ^ ^ J? f ^ 
Why are we running now and ^ .U ^ - ^> 

uncovering our shoulders [in tawaf], " ' ; ^ t ' . , ' 
when Allah has caused Islam to ^j? *^SCJ\ >Jd&\j fc jNl j^^Jl 
prevail and has eliminated fcw/r and — — f X'\' -*>u -vi.Mi'n.^t 
its people? Whatever the case, we ' S ; * s 

will never give up something that Jjl J ^3 uJp & jOu : Sf 

we did at the time of the Messenger 

of Allah (sfe). * j-^- J M ^ "j?* 1 

Comments: [Sa/t^/i because of :^ 

corroborating evidence; this isnad 

is forsflrt, al-Bukhari (1605)] 

318. It was narrated that Abul- ^ : sj^ ?^ j L ^*j, -r\A 
Aswad al-Deeli said: When I came s ^ ' 

to Madinah, sickness was occurring *Aj. j!^' V : ^ y 

in the city, 'Abdus-Samad said: f .. . ' 

They were dying quickly. 1 sat with — u " - r 

'Umar bin al-Khattab (4*) and a £ij Ji} tiLuJl o^I :Jli ^-lH 

funeral passed by. Good things 



were said about (the deceased) and 



'Umar (4*) said: It is due. Then ^ ^uJj! y ^ Jl ; 1^ 1 _ UL^o 

another (funeral) passed by; good ^/ " ^ ^ , 

things were said about (the ^ ^ U ^ a J^r <i 

deceased) and he said: It is due. y *j (n/O JL^ 

Then another funeral passed by; , t ^ J> . , 

bad things were said about the P : ^ 

deceased and 'Umar said: It is due. * — . v * V- a ; ;{:■ 

1 said: What is due, O Ameer al- ^ tl f , 

Mu'mineen? He said: I say what the < y^ jiil '^1 U : cJlS* : ^! Jlii 

Messenger of Allah (^) said: "Any j > _ - ; - , t : ^ :: . 

Muslim in whose favour four ' " ■ 

people testify, Allah will admit him iiiS? Nl li l^i ^XlS U:i« : ^ 

to Paradise." We said: Or three? He - - / ^ \, * - , ^ * 

«C%j> : Jli : Hi : Jli U^Jl <LU 
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said: "Or three/' We said: Or two? 
He said: "Or two." Then we did not 
ask him about one. 

Comments: [Its isnad is saheeh, al- 
Bukhari (1368)] 

319. Abu Hurairah said: Whilst 
'Umar bin al-Khattab was 
delivering a khutbali, a man came 
and sat down. 'Umar said: Why are 
you coming late to Jumu'ah? The 
man said: O Ameer al-Mu'mineerx, 
as soon as I heard the call I did 
wudoo', then I came. 'Umar (.£,) 
said: Only wudoo? Didn't you hear 
the Messenger of Allah (^) say: 
"When one of you goes to Jumu'ah, 
let him do ghusl"? 

Comments: [Its isnad is saheeh, al- 
Bukhari (882) and Muslim (845)] 



320. Abu Salamah narrated that 
Abu Hurairah (4*) told him that 
whilst 'Umar was delivering the 
khutbah... and he narrated a 
similar report. 

Comments: [Its isnad is saheeh] 



321. It was narrated from 'Imran 
bin Hittan, according to what Harb 
thinks, who asked Ibn 'Abbas (\&) 
about silk garments. He said: Ask 
'A'ishah about that. So he asked 
'A'ishah and she said: Ask Ibn 
'Umar So he asked Ibn 'Umar 
and he said: Abu Hafs told me 
that the Messenger of Allah (^te) 
said: "Whoever wears silk in this 
world will have no share of it in the 
Hereafter/' 



iiUi 'fjj :Jli ijlLM}i :Jli ?jll £ lj : tii 

jUaiJl Ull ! Jli S^jy* ^jl ll!jl>- 

ll^. M >Jj >i U ij^jlJl 
! L^jij .^Jtil ^ol_J»^i 

.4jLL-5 j^jj oL*-J ! 

JLLi iiijlp 31p : Jlii t^^J! ^-^5 
Jj-ij jl jj^^ ^jI ±J^~^ *<J^i* 

din j ^\ '^4 1^ M ^ 
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Comments: [Its isnad is sahech, al- 

Bukhari (5835)] 
322. It was narrated from Humaid 
bin 'Abdur- Rahman al-Himyari 
that Ibn 'Abbas said in Basrah: I 
was the first one to come to 'Umar 
when he was stabbed- He said; 
Learn from me three things, for I 
fear that the people will not come 
to me (before I die). As for me, I did 
not pass any judgement regarding 
kalalaJi and I did not appoint any 
successor to be in charge of the 
people after me, and every slave of 
his ['Umar's] will be free. The 
people said to him: Appoint a 
successor. He said: Whatever I do, 
it was done by someone better than 
me. If I leave the people to decide 
their affairs, the Prophet of Allah 
did that, and if I appoint 
someone, one who is better than 
me did that, namely Abu Bakr 
(&). I said to him: Receive the 
glad tidings of Paradise; you 
accompanied the Messenger of 
Allah your companionship 

with him was long; you were 
appointed in charge of the 
believers and you showed 
strength and fulfilled the trust. He 
said: As for your glad tidings to 
me of Paradise - 'Affan [another 
narrator] said: No by Allah 
besides Whom there is no god - if I 
had the entire world and all that is 
in it, 1 would give it as a ransom 
from the terror of what lies before 
me, even before knowing the 
outcome. As for what you say 
about me being in charge of the 
believers' affairs, by Allah I wish 



oiL— i : 



;VLj oU^j jUj^ ^ £I>- -rrr 

jij ,lai J* JaLs^ pj 
^ Ait 'pni^t J! ol t J-? 
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that I could get out of it without 
gaining or losing anything. As for 
what you said about me 
accompanying the Prophet of 
Allah that is true. 

Comments: [Its isnad is snheeh] 

323„ It was narrated that Abu , .- T * , www 

Umamah bin Sahl said: Umar \ ^ ^ - 

wrote to Abu 'Ubaidah bin al-Jarrah J> 0* J> <y^*) { ^ 0* 

[saying]; Teach your children \ *t - - " , t 't' x . , 
swimming and teach your fighters • :Jb ^' J / ^ 

archery. (After that) they used to M ^ sj£i ^1 J] ^ ' 

practise archery frequently, then a #; - $ ,^ 

stray arrow came and killed a boy, ^i^J ^r^ 1 f^Uli- IjiU 

and no one knew where it came ^ ^l>Vi J\ by^cL \J\& 

from; he was under the care of his - ^ 

maternal uncle. Abu 'Ubaidah ' J^*' ^ ^rji ^ ^"-^ 

wrote to 'Umar about that [asking]: >\ ■ 'in' - -- 

To whom should I pay his diyah? ' ], ' - 1 

'Umar (-&) wrote back telling him o[ Q\ 

that the Messenger of Allah fejfe) ♦ > ... ■„ f. 

used to say: Allah and His ^ ^ ^ ' - 

Messenger are the mawla (guardian) 1>j\j i ^ JUJij t ii Jy* <j 

of the one who has no mawla, and 

the maternal uncle is the heir of the h a<\ : ^ ij 

one who has no heir/' 



Comments: [Hs isnad is Hasan] 



0^ U — .1 



324. It was narrated that 'Umar ^| ^\ ^ Jji ~m 
bin al-Khattab said: I heard the % ' > 

Messenger of Allah (5g) say: "The 'j* o? 

lovalty (zw/a') of a freed slave (to : ■ - - V m . ^ > • . 
his former master) is passed on to ; 
the one who inherits his wealth, ,y *V^J1 ^» :J_^ ^ Jil J_^j 

father or son/' 

Comments: [Its isnad is fiusroi] 



325* It was narrated that 'Abis ^ >* _ rYe 

bin Rabee'ah said: I saw 'Umar 

(^) go to the Black Stone and say: ^ ^ 1^ 

By Allah, I know that you are a . -f . , ,t - 
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stone and cannot cause harm or 
bring benefit. Were it not that I saw 
the Messenger of Allah (^;) kiss 
you, I would not have kissed you. 
Then he leant down and kissed it. 

Comments: [Its isnad is saheeh, al- 
Bukhari (1597) and Muslim 
(1270)] 

326. Dujain Abul-Ghusn, who 
was from Basrah, said: I came to 
Madinah and met Aslam, the freed 
slave of 'Umar bin a]-Khattab (^). 1 
said: Tell me (a report) from 'Umar. 
He said: I cannot; I am afraid that 1 
will add or subtract something. If 
we said to 'Umar, Tell us some- 
thing from the Messenger of Allah 

he would say; I am afraid that 
I may add or subtract a letter. The 
Messenger of Allah (%) said: 
"Whoever tells a lie about me will 
be in Hell/' 

Comments: [Saheeh because of 
corroborating evidence; this isnad 
is dn'eef, because of the weakness 
of Dujain bin Thabit] 

327. It was narrated that 'Umar 
said: The Messenger of Allah (^) 
said: "Whoever says in a market- 
place, 'There is no god but Allah 
alone, with no partner or associate; 
His is the dominion, to Him all 
praise is due, all goodness is in His 
hand, He grants life and death and 
He has power over all things/ Allah 
will record for him one thousand 
thousand good deeds and will erase 
from him one thousand thousand 
bad deeds, and will build a house 
for him in Paradise/' 
Comments: [Its isnad is dn'eef jiddan 

(very weak)] 
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328. 'Umar bin al-Khattab (*) - ^ > ^ . ^ * ^ _ nA 
said: On the day of Khaibar, a - 

group of the companions of the : ^1 <j*^ -J^j j?5 ' j£* 

Messenger of Allah (*) said; So ^ ^ ^ " 

and so is a martyr, So and so is a ; ^ ~ 

martyr, until they passed by a M ^U^l ^ *2 JlM ^ 

man and said: So and so is a * . * - > , 

martyr. The Messenger of Allah ^ ^ 

(&) said: "No; I saw him being jui oSll \& 

dragged to Hell because of a , t *' >>x * ^ 0 s 

cloak that he stole from the booty. J\ >^ c>i ^ w <U1 J_^3 

Co out and call out to the people, ^ ^ u >>^\ ^ s ^ ; fcl 

'No one will enter Paradise except ' 4 / b /J ~ - 

the believers/" So I went out and n o>?>Jl N[ J^A; N : ^ 

called out: No one will enter J. * * ^ ^. '> . 

Paradise except the believers. - ^ ~ * ' J 

Comments: [Its isnad is hasan, [T 1 V* : ^l^] . j^|Ji 

Muslim (114)] 



329* It was narrated from Sa'd bin 

'Ubaidah, from Ibn 'Umar, that 

'Umar said: No, by my father, * if. If 3 /r** y. 

The Messenger of Allah fefe) said: <i - u z **\ M . , 

Stop it! Whoever swears by . ' v 

anything other than Allah has 1^1 <il Jlii 

committed an act of shirk/' - * f * - > - 

J'lJ^il JJii i4Ul jji ^/-Ij waL^ 
Comments: [Its isntfrf is sahech, al- " - - 

Bukhari (6647) and Muslim :^ (1"UV) *.>LJ y^j^C 

awe)] " ' ^; (nn) 

330. It was narrated from Naff Jj| :i£iJi SlU ^JLi- -tr* 

that 'Umar (^) added to the mosque 0 / i( 

the area between the pillar and the Jj^LJ\ J* *\j 4*> 'j** o\ ^ 

enclosure, and 'Uthman (^) added t ? ^ ^ ^^} { J irj^\ 

[something to the mosque]. 'Umar s " ^ 

said: Were it not for the fact that I jg§ c-U^ J' ^ : *&> 

heard the Messenger of Allah ^ . * i < 

say: "We want to extend our - ^ '< ^ rt 

mosque/' I would not have added ^ ^ :&J ^ 

anything to iL " * ' 

■o^ 1 if} y>j 

Comments: [Its isnad is da'cef, because of the weakness of Abdullah) 
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331. Tt was narrated from 'Umar ^ ^ ^ . ^ ^ _ m 
that he said: Allah, may He be ; tj tf , " 
glorified and exalted, sent <z* J> ±* J> *1JI J^Ili ^ ^JJj^P 1 
Muhammad (3^) with the truth, ^ . . . , > , ' . 
and He sent down with him the J** u* V ■ ^ ¥ ^ 
Book, One of the things that were jgg llUJ ijj J^j ^ ilM Jjl ; Jl] Jjl 
revealed to him was the verse of - c , ^ -.-^ * 
stoning. The Messenger of Allah fe) J > 1 ^ ^ J ^ 
stoned [adulterers] and we stoned t jg jjt — ^ -^i ^ ^ 
[them] after him. Then he said: We . ' ( „ s , b „ , , _s 

used to recite, "Do not forsake your : 'S^ ^ ^ ^ ltl ^rj; 

real father (and attribute yourself to ^ : *f ^ ft ^ uT ^ ^ 

someone else), for this is an act of ^ J ^ - \ .V , 

fctt/r if you do that, or it is an act of o\ .(p>3U 1 _ JLC \"jS 

kufrto forsake your real father (and ; f ^ ^ s ^ j 

attribute yourself to someone else)/' ^ ^ -o*^,w 
And the Messenger of Allah (^) M^J^jb -V ^ 

said: "Do not praise me as the son of *' , ^ 

Maryam was praised; rather I am a JU ^ ^ oi: CT l JJ ^>-;j 

slave, so say: His slave and His ^\ o>t U5» 

Messenger/' Perhaps Ma' mar said: 

"As the Christians praised the son of : f ( Y M Y ) : ^ t ^t^j : py^" 
Maryam." 

Comments: [Its isnad is sa/ice/i, al-Bukhari (2462) and Muslim (1691)] 

332. It was narrated from Salim ^ ^ ^ . & ^ _ rrY 
from Ibn 'Umar that he said to ^ 

'Umar (4*): I heard the people ^ ^ ^ S** J>) J* Ir^iAP 1 

saying something so I decided that ^ ^ ^ Jl :^ 

I should talk to you. They are ^ ' /f; ^ 

saying that you are not going to ilil I^Ip; : iiJ LgJyl cJJli 

appoint a successor. He lowered * f > ^ . - - > 

his head for a while, then he looked ^^^^ t4p ~ ^ -^4^- 

up and said: Allah, may He be ^ j[ Jj) t ^ iL^; ^ Jj| jl 

glorified and exalted, will protect * - * - ? 

His religion. If I do not appoint a ' L - i ^i ^* ^' J J^J J t> wiU^l 

successor, the Messenger of Allah : .^1^1 jj ^ p d wliL^Llt 

(^fe) did not appoint a successor t s - ^ = 

either; if I do appoint a successor, ^f'j ^ ^' j* ^ .^l^i 

Abu Bakr <*) appointed a ^ ^ ^ ^ ^ j gf ^ t ^ 

successor. By Allah, once he ' ; ' " ; ^ j J - ; 

mentioned the Messenger of Allah t T ^ : .^4^-* * 
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fek) and Abu Bakr, I realized that . (yv > a) jL^i 

he was not going to regard anyone ' r Z**^ aJ ' Gf-s* 1 

else as equal to the Messenger of .OaTV) 

Allah (s&) and that he was not 

going to appoint a successor. 

Comments: [Its isnad is saheeh, al-Bukhari (7218) and Muslim (1823)] 

333, It was narrated from Malik ^ ^JLi : jl^Jl jl* -rrr 

bin Aws that al-Hadathan said: ' ,„ t ^ \ ^ ^ 

'Umar (^) sent word to me... and y. ^ 0? ^ u 'if/V 1 

he mentioned the foutef/f. I said to .i^jbJi 'Jjl * J^l : Jli 
you [both]: The Messenger of ... 6 

Allah (jfe) said: "We are not to be ^ : 3fe ^ ^ ^ - ^ 

inherited from and what we leave rw , v . , -, : ; , > 

behind is charity/ ^ r jy 

Comments: [Its isnad is saheeh, al- (t<\-0 ;^ «L-j 

Bukhari (2904) and Muslim (Wav) 
(1757)] 

334* It was narrated that Ibn al- 



Musayyab said: When Abu Bakr - 5 ^ tJ 

(^) died, people wept for him. ^ ^ :JU V^™* 11 

'Umar (4) said: The Messenger of j - j| ; *^ jui ^ 4* £ /] 
Allah said: "The deceased is f T , '7 

tormented because of the weeping : ^ 3fe 

of the living/' r- , ( . , ■ 

Comments: [Sa/iec/i; al-Bukhari 

(1292) and Muslim (927)] ^ ,J .■ , Ji : £i>«" 

335* It was narrated that Abu ^ ^ > ; > r;t _ rr , 

Hurairah (*) said: When the C ' , /' ^ - 

Messenger of Allah (5k) died and ^ -h* if * y*^ 

some people apostatised, 'Umar 



bin al-Khattab (4) said: O Abu 



Bakr, how can you fight the : Jli ')& 'Ja JiSj 5^ Jji ^ij; ll! 

people, when the Messenger of <- a t " , . . 

Allah (Ss) said: "I have been ■ L; (£A/0 : ^ & J** JU 

commanded to fight the people ill JU Ai} ^fri jjii; ^ 

until they say la ilaha illallah * ; a .. f . " f ^ * 

(There is no god but Allah), and ^ ^ 

whoever says La ilalia illallah, his ^j, ^ jT, ^ : ^ ^ ^ ^, ^ 

wealth and his life are protected ' *' ' ' 
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4* wiUaittll (jJ ja£, ,\*uu* 



from me, and his reckoning will be r- - ' ! '- 'ir * ' - - " :: 

with Allah"? Abu Bakr said: I will ^ ^ J ^ ^ ^ 

most certainly fight those who -ju^liS' :4b f^> £\ Jli ? H J^j f 5^ 

separate prayer and zaknh, for zafoi/; , _ -s s „ tf . , .. ... ♦ . 

is what is due on wealth. By Allah, ^ ^ d l j5 -V J* 

if they withhold from me a small ^ -j^ , jujt 

she-goat that they used to give to . ^; / , 

the Messenger of Allah I will ^ ^ ^ ^3 J! 

certainly fight them for with- -t ^ ^ ^ y ji U «Lr. 

holding it. 'Umar said: By Allah, Jtfr , , , . . r 

as soon as I saw that Allah had cJ^ij iJ&Jl^ ^1 <^y-" 

opened Abu Bakr's heart to the idea * [ \ w - I ] * ' * i 

of fighting, I knew that he was right. ' C/~ J ' 

Comments: (Its wnad is sakeeh, al- I 'ptj*^ 

Bukhari (1399) and Muslim (20)] 

* * ' ' - 

336- It was narrated that 'Umar j± <>jj** if 
said: The Messenger of Allah ($fe) 
said: "We are not to be inherited 



^ 'A* If <>! 4^ If ^j*^' 



from; what we leave behind is *.^'jy V "J|» *JJ1 Jj^j JU :Jlj 
charity." 



Comments: [Its isnad is saheeh, al- 



Bukhari (2904) and Muslim m , 0 ■ ■ 

(1757)] ' C ^ , v 

337. It was narrated that Malik bin if ^y^- If -rrv 

Aws said: 'Umar (-&) sent for me... \ t ; * ; ,* , ( , , 

and he mentioned a similar hadeeth. ^ } :Jlj ^ ^ U ^ 

He said: The wealth of Banun- ^ : J'jj .^j^Jl r^l 

Nadeer was among the fai that ' ^ _ £ tf . , „ tf . "J' 

Allah granted to His Messenger for J* M ^ ^ J* Ji > 1 

which the Muslims made no ^ •> J &J$\ & ^ 13 0- <J ^ 

expedition with either cavalry or ' ' _ , ^ ^ ^ 

camelry (cf. al-Hashr 59:6). He ^ «Ul j£ jlSi ^15 ; 

allocated some of it for his family's v^ir i -Mi 'r- i— 

maintenance for one year, and what v - , " 

was left he spent on horses and [W) : .J^-« > ^ ^ 

weapons in preparation for jihad for 

the sake of Allah, may He be : f «M ^>«' 

glorified and exalted. • ( ^ v 3 v ) 
Comments: [Its isnad is saheeh, al-Bukhari (2904) and Muslim (1757)] 
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338. It was narrated from 'Asirn f . - . , „ A 
bin 'Umar from his father that the ^ * ^ ^ J ^ ^ ^ 
Prophet (sfe) said: "When night 3fe ^ ^ ij If ^ j| p-fU j£ 
comes and day departs and the >*. -^t' - 

sun sets, the fasting person may ^ J t - ?l * JI ^ ^ ^' b l' : JU 

break his fast." [m:^] .i^lUi >if AS 
Comments: [Its i'swad is saheeh, al- 

Bukhari (1954) and Muslim : f C : 

(1100)] .(n..) 

339. It was narrated that Ibn ^ y\ _ ^di -m 
'Abbas (&) said: I wanted to ask ; * ^ / , 

'Umar (^) something but I did not ^ : Ju ^ Crf 1 ^ 4 Or*- & & J* - 
find a chance, so I waited for two £££ t ^ - ^ &\ ^ jb f M 
years. Then when we were in t s 

Marraz-Zahran, he went to relieve CsfQ <. jr^l ^ & llli 

himself then he came after relieving , , t .-r *^ ( . 

himself and I poured water for him. . 

I said: O Ameer al-Mu'mineen, who y> t^jlJl ^1 £ : oii ^UJi ^ aIJLp 
are the two women who helped one * . - A, -ka 

another against the Messenger of ? * ^' ^ > ^ ^ 
Allah He said: 'A'ishah [YYT :^lj] .Lil;; iisli : Jli 

and Hafsah 

Comments: [Its isnad is srtrce/i, al- : r (i<m) : C : E^" 

Bukhari (4914) and Muslim .(\m> 
(1479)] 

340. It was narrated from Ibn ^1 jZ j* iulL L£U -ri* 
Seereen, who heard it from Abul- ^ i 

'Ajfa' [who said:] I heard 'Umar ^ ^ yt Oijr-* 

say: Do not make women's $ ^ „uil jii I^U; \ : J ^ ^ 
dowries too expensive, for if it ? 

were a sign of honour in this <ji iSj* )' lGoJI ^ U'i^ cJl5 
world or a sign of piety in the r i ?u r *£\rf : iri -it 

Hereafter, the most likely of you „ , 

to do it would have been the ^3 Of ^ 

Prophet (%J. But he did not give 



As mentioned in the Qur'an: "If you two (wives of the Prophet turn in repentance 
to Allah, (it will be better for you), your hearts are indeed so inclined (to oppose 
what the Prophet likes); but if you help one another against him (Muhammad 
m, then verily, Allah is his Mauia (Lord, or Master, or Protector), and Jibri] (Gabriel), 
and the righteous among the believers, and furthermore, the angels are his helpers" 
[at-Tahreem 66:3]. 
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any of his daughters in marriage 
or marry any of his wives for 
more than twelve Ooqiyyah. 
Furthermore, you say during your 
campaigns: So and so was killed 
as a martyr, So and so died as a 
martyr, but perhaps he loaded his 
mount's back with gold and 
silver, hoping to do trade. So do 
not say that; rather say as 
Muhammad said: "Whoever 
died for the sake of Allah is in 
Paradise." 

Comments; [Its isnad is qawi] 

341. It was narrated from 
Ma' dan bin Abi Talhah al-Ya'mari 
that 'Umar (&>) stood up to 
deliver a khutbah. He praised and 
glorified Allah, then he mentioned 
the Prophet of Allah (3^) and Abu 
Bakr then he said: "I have 
seen a dream, in which I saw 
myself being pecked by a rooster 
twice, and I think it signals my 
death. The people are telling me 
to appoint a caliph after me. Allah 
will not cause His caliphate or His 
religion to be lost, or that with 
which He sent His Prophet. If I 
die, then the caliphate is to be 
decided by a council of these six 
men with whom the Messenger of 
Allah was pleased when he 
died r then whichever of them you 
swear allegiance to, listen to him 
and obey. I know that there are 
some men who will seek to 
undermine this matter, and I have 
fought them with these two hands 
of mine in support of Islam. If 
they do that, then those are the 



J; j\ JL* dj&t 

ji» : llAi Jti US l^y 'j&j tjiili 
J & &\ ^ J \* 

jSsj 4aIJLp ii' J^>«i t LJft>- 

Jl : JvS p £> dj sfe ^1 

i)i jijji <Lui 

<J 'j^o m 

aUj ^<J*A£Jl ^ ^1 y 6 ^ 
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enemies of Allah, the misguided 
disbelievers. By Allah, 1 am not 
leaving behind anything of more 
concern to me than kalalah. 1 
asked the Prophet of Allah (jfe) 
about it and he never spoke to me 
in such a harsh manner as he did 
with regard to that, to such an 
extent that he poked me in the 
chest or side with his hand or his 
finger and said: "O 'Umar! The 
verse at the end of Soorat an- 
Nisa' that was revealed in 
summer is sufficient for you," If 1 
live, 1 will pass a judgement 
concerning it that no one who 
reads Qur'an or who does not 
read Qur'an will dispute. Then 
'Umar said: O Allah, bear witness 
concerning the governors of the 
regions; 1 sent them to teach the 
people their religion and the 
Sunnah of their Prophet, and to 
divide the fai T among them, and 
to judge between them on a fair 
basis, and whatever they found 
difficult they were to refer to me. 
Then he said: O people, you eat 
two plants that I think are 
nothing but distasteful, this garlic 
and onion. At the time of the 
Messenger of Allah I would 
see that if the smell of these 
things was found on a man, he 
would be taken by the hand and 
led out to al-Baqee'. Whoever 
must eat them, let him cook them 
to death. 'Umar (&) said this in a 
khutbah on Friday, and was 
stabbed on Wednesday 26 Dhul- 
Hijjah. 

Comments: [A saheeh hadeeth] 



:Jl* p -Ot^Jl VJu V j\ $'J&\ \% 
'rfr 1 *-"J 

: Jli p .Ji (t\/\) jsif 
i5 ^jj^j f^i iii :o ^l vj Uiijf 

^ > a - „ Ill*' >• " ' - > 
- S-^ °*iJ "^Ji 

Li4lJu v U#sT its' j^i tt di Ji 



Musnad Dmar bin Al-Khattab 



201 



342. It was narrated from Abu ; jj ^ ^ ^ _ riY 

Moosa that 'Umar (40 said: It was ' t / 

the Sunnah of the Messenger of pi^JI tSQ?;l ^ ^ ^> 

Allah (3^), i.e., tamattu (in Hatf), - ^* f • - • - *. 

but I am afraid that they will f ^ l,J ^ ^ ^ 

have intimate relations with them ^* : Jli ^ ^li jl '^y> ^ 
(their wives) beneath the Arafc 



trees, then they will bring them 



for Hay. p ^ M 

Comments: [A saheeh hadeeth, l , * , - > f 

Muslim (1222)3 [r ° ^ -^r^ I* ^jJl 

.(fa O : ^ <^ JiJ* 

343. It was narrated that 'Umar(^) >■ ' ; u - *^ ^ _ rir 

said: I saw the Messenger of Allah : f * 

(3§) doing wudoo' after relieving ji ^1 ^1 ^ f-f^- 0* 

himself, and wiping over his leather , ...» - /. Vn 

slippers {kluiff), then praying. ^ ^ ^ ^ - 

Comments: [SflteeJi lighairihi, and t^j^Jl 3§g *U\ J^3 ^4' 3 

its /sttffrf is da'eef because of the s ^ 

weakness of Yazeed bin Ziyad [\ YA:^1 ; ] .J^' 3 ^ Ji- 
and Asim bin 'UbaidullahJ 

344* It was narrated that Simak 2-. i - . -* - #. , 

4»j<~- Cj Jl>- . jU> v JUjn^» UiJL>- —Til 

said: I heard Iy ad al- Ash an say: I 4 ^ ^ 

was present at al-Yarmook and we ^y^Nl cJL*^ :JU 11 

had five commanders over us: Abu , i '3 -* 1 JU 

'Ubaidah bin al-Jarrah, Yazeed bin ' c * ^ - J 

Abi Sufyan, Ibn Hasanah, Khalid tjllli ^ juj^J t^^Ji Ulli Ji 

bin al-Waleed and 'lyad - and this ^ " . " t p ; . ^ 

'Iyad was not the one who - 0? J >J j? 1 ) 

narrated reports to Simak. - 'Umar _ jj^ 1^ ^^J- 

(^t) said: If fighting occurs, then , * . \ ^ , ^ '/ ' 

your commander is Abu 'Ubaidah. p- 5 ^*' ,J ! j** 

So we wrote to him, saying: We are ^ $ : 4 : J U 1 

facing death; and we asked him for , ' / ' 

reinforcements. He wrote to us, i[ : CJI t^^J! 

saying: I have received your letter ^ . a : ^ ■ ^ ^ 

asking for reinforcements and I can r ^ t c^J ,L ?" ■' r 5 ^ ■ 

tell you about who has the greatest : 1 jli ^^-1} jil JU 

support and the most ready troops: 
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Allah, may He be glorified and 
exalted; ask Him for support, for 
Muhammad (^) was caused to 
prevail on the day of Badr with 
fewer than your numbers. When 
this letter of mine reaches you, 
fight them without referring back 
to me. So we fought them, and we 
defeated them, pursuing and 
killing them for four parasangs, 
and we acquired wealth (booty). 
They discussed the issue (of booty) 
and 'lyad suggested to us that we 
should give ten for every head. 
And Abu 'Ubaidah said: Who will 
compete with me (in a horse race)? 
A young man said; I will, if you 
don't get angry. Then he beat him, 
and I saw the two braids of Abu 
'Ubaidah flying as he raced behind 
him on an Arabian horse. 
Comments: [Its isnad is hasan] 

345. It was narrated that 'Ali bin 
2a id said; I came to Madinah and 
entered upon Salim bin 'Abdullah, 
and I was wearing a silk jubbaii Salim 
said to me: What are you doing with 
this garment? I heard my father 
narrate from 'Umar bin al-Khattab 
(4*) that the Messenger of Allah (^) 
said: "Silk is only worn by one who 
has no share [in the Hereafter]. 

Comments: [Salieelh because of the 
corroborating evidence, and its 
isnad is da'eef because of the 
weakness of Ali bin Zaid bin 
Jud'an, al-Bukhari (5835) and 
Muslim (2069) 

346. It was narrated from 'Arm- 
bin Shu'aib from his father that 
his grandfather said: A man killed 
his (own) son deliberately and the 



fiti iffi* ^ ffi j ^ yj 
'C^'S* jLitEiii 

u^j J* "J- o\ >U 

^jVj» i-u-j ;JU . ^_ . jj jl Ul 
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case was referred to 'Umar bin al- - - : * ; • . , v, -.^ 

Khattab (*), who ruled that the ^ * ^ ^ ^ C?' 

murderer should pay one j^^Cj t2U :J;\1 ^ 

hundred camels [as diyah]: thirty > , . . ' V.*, 

three-year-old she-camels, thirty ^ ^ 0=K-> l J 

four-year-old she-camels and ^ iil J^i J\ NjJ} ^Ji^l 

forty five-year-old she-camels. He ^/ , „ ^ ' ; ^ 

said: And the killer does not 4% ^" 

inherit anything. Were it not that 1 [ U v : j] 

heard the Messenger of Allah ^ 

say, "No father is to be killed in ^ ^.j^ :g^r^ 

retaliation for his son/' I would - ^ ^ 

have executed you. ^ 

Comments: [A /idsmi hadeeth] 

347, It was narrated that 'Amr y <J ^> j* Jbjjj jllAi liii^ -V iV 
bin Shu'aib said: 'Umar (&>) said; ^, - - - ; .... 
Were it not that I heard the ^ Jli & ^ ^ 
Messenger of Allah ffe) say, "The :Jjk^M Jl >/y 
killer gets nothing (from the estate , £ , , „ . / ^ 
of the one he murdered)/' I w :JLi ^> ft ^ J?^ l-J* 
would have included you among ^1 J^Ul 
the heirs. And he called the : ' 

maternal uncle of the one who > ^ ?> jL^i \jj> 3 ^^jJ j^>- ' ^./^ 
had been killed and gave the ^ ^ ^ ^ ^ ,^\^ y 

camels to him. 

Comments: [Hasan because of corroborating evidence; this isnad is da'eef 
(weak)] 

348. It was narrated from ^, ^ ^ :>L>Jii ^ -vtA 
Mujahid bin Jabr... and he / * 

mentioned the same hadeeth. He urf 1 ^ ^ ^ 

said: 'Umar (*) took thirty three- ^ - 
year-old she-camels, thirty four- ^ _ / 

year-old she-camels and forty she ^ :J^} n±-J^Jl ^ii ■ < Jfr 
camels between the ages of five „ t* „ fc , v ; t , , 

and eight years, all of which were ' - , " ^ ' ( - r - 

pregnant, then he called the tllli ^ 1^3^) 

brother of the one who had been , , , , r , 1 1 * */ • ^ ^ , s * 
killed and gave them to him, not ^ ^ Ul Ui : J U 

to his father. And he said: I heard Jjt JJL_ : Jli) *oi 

the Messenger of Allah (sfe) say: ' , ; 

"The killer gets nothing/' 
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Comments: [Hasan because of Uu^J> *t^\ IJUj i^^jj ^ -fris*» 
corroborating evidence; this isnad , . " " ^ 

is da'eef, because it is interrupted] > J ^ ^ r 1 ^ ^ 



349. It was narrated that Malik 
bin Aws bin ai-Hadathan said: al- 

'Abbas and 'Ali came to 'Umar J <y. 4^ Jt '^J^ 

with a dispute. Al-'Abbas , ' , .^r ( , „ ■ 

said: Judge between me and this ^ . *f J ^ ba>Jl 

one. And the people said: Judge :^l^JlJlii t u U^alij 4* ^ Jl f *>lUl 

between them, judge between , s - .■•',<-..-- ' 

them. He said: I shall not judge JU * AjS ^ & ^ > ! 

between them; they know that the \J\ i : iL ^£; j^Ji tL ^>- 

Messenger of Allah (^) said; "We / _ s , VT , 

are not to be inherited from; what ^" : sfe JjJ-j 01 t Hjli; 

we leave behind is charity/' [WY; ^1,] .«2ii tf> s U 
Comments: [Its isnarf is saheeh, al- 

Bukhari (2904) and Muslim :^ (TVO :^ t^>^* (oL^i 



(1757)] 



.(W3V) 



350. It was narrated from Ibn al- \ m * s 'i,,-m i:;*- / t \ 

Musayyab that 'Umar <*) said: ^ * ' / <-^^-<-' /» 

One of the last verses to be ^ ^1 ^ iUlEi ^ ^'j^ 

revealed was the verse on riba, r>n S V> r T * '1,= A 

and when the Messenger of Allah * ^ * J J > U /; ' & J i : JU ^ f 

died, he had not explained it tUUiJ JJj ^ Jbl Jy^ 01} 

So avoid rilw and any dubious ~ , , ,^ 

matter, tm:^] .^"j ^ ^ 

Comments: [Hasan] ^ y j^^- 



351. It was narrated from Abu 
Moosa that he used to advise 
people to do tatnattu' (in Hajj). A tpi^Jt vU : JCS- 

man said to him: Do not rush in 



giving fatwas, for you do not 



know what Ameer al-Mu'mineen OlS" 2 1 : ^1 

has decided with regard to Hajj. 



■ - , , Q ^ " ' 1 1 ^ 6 - » _ ^. > 

When he met him later on, he -^JJ -J^J 

asked him and 'Umar said: I ^J^i u V iL f U 

know that the Prophet did it , . 5 // t £ ' 

and his Companions did it, but I J*~ 4 L ^ J1 
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do not like [the people] to have 
intercourse with [their wives] 
beneath the arak trees and go out 
to Hajj with their heads dripping 
[from ghusl]. 

Comments: [Its isnnd is sahceh, 
Muslim (1222)] 

352. It was narrated that 'Abdur- 
Rahman bin 'Awf said: 'Umar bin 
al-Khattab did Hajj and 

wanted to deliver a speech to the 
people. 'Abdur-Rahman bin 'Awf 
said: The uneducated people are 
gathered around you, so delay it 
until you come to Madinah. When 
he came to Madinah, I got close to 
him when he was on the minbar 
and I heard him saying: Some 
people are saying. Why should 
we stone [adulterers]? In the book 
of Allah it only mentions flogging. 
But the Messenger of Allah (^) 
stoned [adulterers] and we stoned 
[them] after him. Were it not that 
people would say, You have 
inserted something into the Book 
of Allah that is not part of it I 
would have inserted it as it was 
revealed. 

Comments: [Its isnad is saheeh, al- 
Bukhari (2462) and Muslim 
(1691}] 

353* It was narrated that Simak 
bin Harb said: I heard an-Nu'man 
- i.e., bin Basheer - say: 'Umar 
mentioned what the people had 
acquired of worldly gains and 
said: I saw the Messenger of Allah 
remaining curled up [with 
hunger pangs] all day, unable to 



jl c-iAp jS f J<J* jUi iiJU-i 
.OYYY) :• (,^>w? oL*J '.^j^ij 

: Nii £^-} itAi £^>- ~y°y 
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j ^ a ,» a > a a ; 

jl^-yl jlp JUi tUi>- J^tJl v_Ja>J j» 
ililc- ^^r 1 j^ 

uiii ^jJi ^fc JjjI yu ,^Q\ 

JC U : jjj jJeJ ULLi jlj : J Iji ^l^-LS 

Aij vAuji Jut ^te j llV. 
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find even the worst type of dates 
with which to fill his stomach. b 'Cr^ 

Comments: [A SaJieeh hadeetit and -<^va) . ^ 

its j'sjifld is /warn, Muslim (2978)] 

354. It was narrated from Ibn £^ . 

'Umar, from his father, that the " * ' J**^ ^ 

Prophet said: "The deceased :JLi txl jijj- ;Jli 

is tormented in his grave because 



of being wailed over/' Al-Hajjaj ^ ¥ ^v^ 1 ^ ^ «6 

said: "...because of the wailing ^^Ju : Jtf ^ ^ji ^ jj ^ t ^i 

over him/' _ ^ \ t ^ & 

Comments: [Its isnad is salu>eh, al- ^ ' J " & ^ ^ 

Bukhari (1292) and Muslim [\A':^lj] o-liJL 

(927)] c " ' - 

355. It was narrated that Qatadah - ^ . ^ - ^ ^ _ roo 
said: I heard Rufai' AbuJ-'Aliyah , , \ , 

narrate from Ibn 'Abbas: A man <>* ^ ^Vj : J Li s^la 

told me - Shu'bah said: I think he i,: . f ' v> * 

said: one of the Companions of the " \ ~ - ^ y * 

Prophet (^) -: The most admired ^ ^1 : M _ % ^1 ^L^j/t ^ 

of them to me is Umar bin al- ^ - sr ' s , . , 

Khattab (*): The Messenger of ^ > * - 1 J -^ J 01 * ^ 

Allah forbade praying at two ±*J- J± jj| j£ ji s^Jl 

times: after 'A5r until the sun sets ' >, , c \\ ' ' ^ 

and after Ffl/r until the sun rises. I ^ ' : p-lj J* C^ 11 ^ fc ^^ Jl 

.(An) : r {oAW : ^ t *iL—j 
Comments: [Its isnad is sfl/icc/f, al-Bukhari (581) and Muslim (826)] 

356. It was narrated that Qatadah f» ' - . , 
said: I heard Abu Uthman an- ' 



Nahdi say: The letter of 'Umar : sSlii ^£ CLt ^Ji*- :JU £^>-j 

came to us when we were in * |V , - ^ > . 

Adhrabeejan with 'Utbah bin U ^ :Jb uU ^ ^ ^ 

Farqad, or in Syria, (saying): The j\ _Ji> J, Zli £ b^'jil y^j ^ 
Messenger of Allah (*£) forbade 



silk except so much - two fingers. ^ ^ » ^' J -^^ 4 ^ Ui : - f ^ 



Abu 'Uthman said: We had no r 1 jj .j^f Jj&i ^ ^>Jl 

doubt that he meant silk borders. " ' " 
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Comments: [Its isnad is saheeh, al- 
Bukhari (5828) and Muslim 
(2069)] 

357. It was narrated that Qatadah 
said: I heard Abu 'Uthman an- 
Nahdi say: The letter of 'Umar 
came to us... 

Comments; [Its isnad is sahceh] 



358. It was narrated that 'Amr 
bin Mai moon said: 'Umar 
prayed Fajr when he was in Jam'. 
Abu Da wood said: We were with 
'Umar in Jam', and he said: The 
mushrikoon used not to move on 
until the sun rose, and they would 
say: Shine, (Mount) Thabeer, The 
Prophet of Allah (#s) differed 
from them and moved on before 
the sun rose. 

Comments: [Its isnad is sahech, al- 
Bukhari (1684)] 

359. It was narrated that 
'Abdullah bin Deenar said: I heard 
Ibn 'Umar say: 'Umar (4i) asked 
the Messenger of Allah {^): If I 
become junub at night; what 
should I do? He said: "Wash your 
private part then do loudoo' then go 
to sleep." 

Comments: [Its isnad is sahceh, al- 
Bukhari (287) and Muslim (306)] 

360. It was narrated that 
Salamah bin Kuhail said: I heard 
Abul-Hakam said: I asked Ibn 
'Umar about earthenware jars and 
he narrated to us from 'Umar (^*) 



y.J ^y^j 

: J li ^ JijlJ I j Uii III oJU-^ : J li ;3 £ 
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P&Jl d oJ^ :Jli ^ ^ lib j> 

l^Jbo ^>i?Jl J* 3*"^ J?' Jjl^ ijli 
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that the Messenger of Allah „ r , . * - Jt 

forbade (making nabeedh in) ^ ^ » ^ J ^ 01 : ^ ^ 0* 

earthenware jars, gourds, and .oi>Ji J,j t; r#Jl ^ 
varnished jars. 

Comments: [Its l'snad is saJieeh] h A 0 • 

361. It was narrated that i- ; ,3*- . ^„ k 

* LjJb- t j4w -j JL*^* LjJL>- -r^l 

Abdullah bin Sarjis said: I saw * " . 

the bald one - meaning 'Umar bin ^ ^ ^ * ^ 

al-Khattab - kissing the Black - - Cj. ' , / . , 

Stone and saying: I know that you \ f ^ ^ - 

are only a stone, but I saw the : J** _ wjLU^JI 

Messenger of Allah (*) kiss you. Jjf- ^ . ^ Ifcf Ji rf 

Comments: [Its isnad is saheeh, al- 

Bukhari (1597) and Muslim [m : ^1 J .jJA^' 3g <dJl 

(1270)1 

-OTV-) 

362. It was narrated that £1^. - ' :* 
Juwairiyyah bin Qudamah said; I * I *** r ' * 
did Hajj and I came to Madinah 
the year 'Umar was stabbed. He 
gave a speech and said: I dreamt 
that a red rooster pecked me once t ^fb 
or twice - Shu' bah was not certain * * r„ ; ^ 
- and what happened was that he ^ 

was stabbed. The people were _ JjlIji _ y 9jAt ^ ^ 
given permission to enter upon . J „ ~ > ^ Z 
him. The first ones to enter upon 4 *=^ ^ <>J*k ^ Irf 
him were the Companions of the ^ t ^ - ; v< 

Prophet (%), then the people of ^ ; , £ , , / 1 

Madinah, then the people of ^ t^LlJl Ji! j^j t^LjiU! Jil 1^ 
Syria. Then permission was given « . . > : - - * ,f ( - «' 
to the people of Iraq, and I was ^ - ^ - 

among those who entered upon jlU vfi\ ^ jiS UA5 :Jli 
him. Every time people entered 

upon him, they praised him and ^ : Jli ^ ^ ^ : M A ^ 
wept When we entered upon ^ UU*, £L 




him, he had wrapped his stomach , a . ,, E _ # . , , , 

with a black turban doth, and ^ u U J :JLi :Qii :JU 
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blood was flowing. We said: Give * _ . * - * ^ * x f 
us some advice; and no one asked - ; - ; r - , 
him for advice except us. He said: t : ftii .J^llijl li 1 jjuJ jJ jL&U 
You have to adhere to the Book of fl * „ . » * - 

Allah, for you will never go > U1 ^ ^-^-^ 'rf^ j] :JUi 
astray so long as you follow it. t ujVl 
We said: Advise us. He said: I t \ I « 

urge you to be kind to the ^ f^X 1 4-*^ r*^ 

Muhajirecn. for the people will *M*f • >V ■"Vm • £ S- 

increase in number and they will * 1 ' - ■ 

decrease. And I advise you to be p+>\* J*L. ^iw^jlj Un- 

kind to the Ansar, for they are the * » ikil^ ' * <li ' ■ * 

people of Islam with whom Islam 'ST* l v- — ^ J ^ J - 

sought refuge. And I advise you Jlj ,oLU£Jl * ^Js* Ujlj Ui :jLi 
to be kind to the Bedouin, for ^ i; > # ^ - , , . , s „, 

they are your origin and your ^ f ■ u\» • j**^ Ji J ^- J 
strength. And I advise you be j^L^jij J Jlii >iU 

kind to the non-Muslim people \ £t ; tJ 

under your rule {ahludh-dhimmah), -^J-^ 3^ J ^t^N^ 
for they have a covenant with t 
your Prophet and they give you a * *C ^C 7 *^ B - at — t - p-r*** 

source of income. You may leave 
now. And he did not say any 
more to us than these words, 
Muhammad bin Ja'far said: 
Shu'bah said: Then after that I 
asked him and he said concerning 
the Bedouin: I advise you to be 
kind to the Bedouin, for they are 
your brothers and the enemy of 
your enemy. 

Comments: [Its isnad is saheeh, al-Bukhari (3162)] 



363. It was narrated that 
Juwairiyyah bin Qudamah said: I 
did Hajj and I came to Madinah the If ^-^h Jf?-^ 
year 'Umar was stabbed. He gave a ; 
speech and said: I dreamt that a red 



rooster pecked me once or twice - t ^ <j -1 _ / \ ^AJl ^UUl iL-uJl 
Shu'bah was not certain - and only „ - f , , ^ * , ^ , , , 

a week later, he was stabbed. And ^ 015 J[ :JU * 

he mentioned a similar report, Jj^j ^ -f J<£ ^ — f 
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except that he said: And I advise * ^ Utt , * , , ^ 

you be kind to the non-Muslim —If^de* ^ Lli :Jli _ 

people under your rule [ahludh- ^ *±^>fa :M £f V| cJIL >ii 

dhimmah), and honour the covenant - J ' 



of your Prophet Then I asked him p : Jli .^i^i *o ^^-^ 

after that and he said concerning , - - , ... „tf 

the Bedouin: I advise you to be - » - * 

kind to the Bedouin, for they are .^1^1 tJ^Vu ^r^-f'j 

your brothers and the enemy of ' ' ; *Y , 

your enemy. ^j- 3 ^- j-^j 



Comments: [Its isnad is saheeh] 



: jAjS- y !u>Jy ~Y"U 



364. It was narrated from Ibn 
'Abbas (■&) that he said: Some 

men of good character, among ^ tsS£ j* *-^a^ ^ ^>\X^\ 

whom was 'Umar, who is the best "J% „„„ , , s ^ 

of them in my view, testified in ^ l ^ ^ Cf?> ^ J* 

my presence that the Messenger \ : ■ V , ; i . V 

of Allah (^) forbade praying s r ' 

after Fajr prayer until the sun S§ JUl Ot JLilijij 

rose, and after J Asr prayer until it >. . ^ 

(the sun) set. C^" ^ ^ J* u& 

Comments: [Its jsnorf is saheeh, al- J>- jJaiM JuJ} 

Bukhari (581) and Muslim (826)1 



:^ (aA\) »^L— pj :^y» 

-(AY *0 

365. It was narrated from 1^ ^ j£± y. ^ -ri« 
Suwaid bin Ghafalah that 'Umar 

addressed the people in al-Jabiyah y If isSla ^ 

and said: The Messenger of Allah Y • tf * ' , ' , , * ; — 
(4$) forbade wearing silk except ^ " : > Ul ^ * > 01 :aii 
the width of two fingers or three ^| ^ ^ ft Jji ^ ; Jiii 
or four - and he gestured with his ' ' r Y * - Y f s 

hand. t t*5j' ji ^jlill>l ^! 

Comments: [A saheeh hadceth] -jj^ 

.CTO^) : r (a AT A) f t ^^Nl 
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366. It was narrated from Ibn 
'Umar, from 'Umar, that the 
Prophet (^) said: "The deceased 
is tormented in his grave because 
of the wailing over him." 

Comments: [A salicch hadccth] 



JL^-u U»Jj>- \ ^ JU^a U»Jw>- -n^ 



^1 ^^V! t :*J 



0* >^ 



367* Ibn 'Umar said: 'Umar bin 
al-Khattab (&) told me: Whilst we 
were with the Messenger of Allah 
one day, a man came to us 
whose garment was exceedingly 
white and whose hair was 
exceedingly black, and we did not 
see any signs of travel on him, 
and none of us knew who he was. 
He came and sat before the 
Prophet (#5), resting his knees 
against his and placing his hands 
on his thighs. He said: O 
Muhammad, tell me about Islam: 
what is Islam? The Messenger of 
Allah said: "Islam means to 
bear witness that there is no god 
except Allah and that Muhammad 
is the Messenger of Allah, to 
establish regular prayer, to pay 
zakah, to fast Ramadan and to 
perform pilgrimage to the House 
(the Ka'bah), if you have the 
means." He said: You have 
spoken the truth. He ('Umar) said: 
It amazed us, how he questioned 
him and said that he had spoken 
the truth. He said: Tell me about 
faith (Eeman), He said: "Faith is to 
believe in Allah, His angels, His 
Books, His Messengers, the Last 
Day, and to believe in al-qadar (the 



.(^Tv) if <mT) Jij foJiiu 



: y^r 'J -UAi £U- -r-W 

% s } k ^ ' p | 1 — - ' } Ii - - - t v 0. 



ijui jij td* jiL l\ ^ Jji ^ jI* 
s^ 1 Ji ^ 

5^ £>33 <-*~^J J! ^r^J t ^ 



J^j tJuAi 01 j *liil ^ Jl V 01 -l*-L : 

fjaZj tSLS'jJl ^j"^ ^ft^-^aJl j 



.OUjNI ^ ^j^-l : Jli j^j :Jli .jSjJaij 
<lSj <&*fcj ijb 0? 0 Uj^| I » : Jli 

jiiii} t^vi 

^I^-li :J1j .cJjl^j :Jli «o^-i3 
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divine will and decree), both good >* ■ , , , , , . - , . s 
and bad/' He said: You have ^ e ^ ^ ^ ajl ^ 

spoken the truth. He said: Tell me t> : .UUJl ^i^Li : J li jils.; 
about //?sfltt: what is ihsan? - /V 
Yazeed said: - "It is to worship & < oT /^) ^ ljU J^J-Ji 
Allah as if you can see Him, for : jy - ^£ . , ^ 

although you cannot see Him, He , f , t . ' , . 

sees you." He said: Tell me about •t^*Ji5U.-Ji j^j jt} ^ 1^5 -4^ 0^ 
the Hour. He said: "The one who s ^ . U ; * ■ rn- rm 

is asked about it does not know '„ f \\ - ( _. ' ' ' 
more than the one who is asking/' ^ _ £^ ^-^i :Jl# cjiki 

He said: Then tell me about its . \-a > > r , - ;„ \ , 
signs. He said: When the slave : . / ; - ^ 

woman gives birth to her mistress, .JUil iJ iLl : iii ; Jli w^LUl ^ 
and when you see the barefoot, *VT^ . ' > ' a ' T- 

naked, destitute shepherds ^ ^ 
competing in the construction of [NA*:,^] 
lofty buildings." He ['Umar] said: 

Then he went away. He ['Umar] ■* a3 M -^.j^ 

waited for a while - Yazeed said: 
three (days). Then he (the Prophet 
said to me: "O 'Umar, do you 
know w ho that questioner was?" 1 
said: Allah and His Messenger 
know best. He said: "That was 
Jibreel, who came to you to teach 
you your religion." 

Comments: [Its isnad is Saheeh, Muslim (8)] 

368. Ibn 'Umar said: 'Umar (*) ^ . ^ ^ J jl ^ ^ 
told us: We were sitting with the - , 

Messenger of Allah (sfe)... and he 's^, J> ^ 

mentioned the same hadeeth, ,?± . v ^ 

except that he said: No signs of ^ " U ^jf* b ^ : JU ^ ^1 ^ 
travel were to be seen on him. And ' ^-liJl '/ji Jjl J jl* ^ 
he said: 'Umar said: I waited for , - - . ■ 

three (days), then the Messenger :JUj V*^ 1 ^ V J : J,J ^! 
of Allah (m) said: "O 'Umar..." J j£ ^ liii 

Comments: [Its isnad is saheeh] ' [ U t : ^ , j3 .j— ^ . 3- j, , 

.nil — ^ t^L^] : ^j>mj 
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4k- ^*U«J1 (J>J J.', to.* 



369, It was narrated that Abu ^ _ V/ -rn 

Nadrah said: I said to Jabir bin J ■ -j**. 

'Abdullah: Ibn az-2ubair (^) s^JJ uSlii liiji- :jI'JLi 

forbids tamattu 7 (in hajj) and Ibn , ^ - e . « . , * r 

Abbas enjoins it. He said to me: 1 f"^ ^ - ■ " ■** ^ 1 ^ ' 

knew about this issue. We did ^it ^ll* ^1 5lj ^ ^ 
tamattu' with the Messenger of 



Allah (fe) - 'Affan said: And with 



Abu Bakr - then when 'Umar (*&) 

became Caliph, he addressed the ^ ^ ^ > > j- ^ j 

people and said: The Qur'an is **** ^ J _ - ^ 

still the Qur'an and the Messenger aU! J^j jl) tjl^l jlyJl jj :jUi 

of Allah (^) is the Messenger, - r ^ > , s . 

There were two muf fl/is at the ' ™^ ^ ^ 

time of the Messenger of Allah vj^Jl ^ Jll J^* 

(3&): one of them was the mut'ah ' -^Y 

of Ho/; (i.e., tamattu') and the J 

other was mi/f'0/1 with women. .( u w) ; ^ ) t : 

Comments: [Its isnad is saheeh, 
Muslim (1217)] 

370. It was narrated from Abu ^ ^ 
Tameem that he heard 'Umar bin jS ' f ° f *Y > . 
al-Khattab (^) say: I heard the £~ ^ ^ Cr: 
Prophet say: "If you truly put ^ _uJJi ^ ^ 
your trust in Allah, He would ; ; a ' " % J r , \ 
provide for you as He provides J*- ^ J£ ^1 '-^yk 
for the birds: they eo out with , t f ,,i . >^ 
empty stomachs and come back ^' 1 ' 
with full stomachs/' [T • o : ."UlL ^jyj * L^U->- 

Comments: [A sfl/jec/r /wdcc^] 

"^r^ 0^ ^JlV : (^J^ 

371. It was narrated that Ibn as- ^ * a ^ ^ -fv\ 
Sa'idi al-Maliki said: 'Umar bin al- ^ *^ ^ . 

Khattab (4b) appointed me in J, ^jl-^ ^ jll j& Jjl Ju^ ^ 

charge of the zakah, and when 1 
had finished with it and handed it 



^ L ^K^i :Jii a: I i^UJ 1 
only did it for the sake of Allah ^! : ^ J S^^ ^1 ^'^J 



over to him, he ordered that 1 be ^ ^J.^j ^djjl jl 

given some remuneration. I said: I 
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and my reward is with Allah. He „ •> ^ * a 0 ti * , * 

said: Take what is given to you, I U ^ : JU ^ J* <^r^ ^ ^ 
was appointed to do some work ^ Jj^ jj J£ "- : >^ 

at the time of the Messenger of ' . J „ , -t ^ \* ^ " 5 

Allah fe) and he gave me some J JUi ^^^i** SB *UI 

remuneration, and 1 said the same £ > ^ . ^ ^ ^ , , 

as you have said, but the Messenger - t / f 
of Allah (.^) said to me: "If you are [Wi^t-lj] .« jl^;} iJUi 01 

given something without asking 

for it, then take it and give some in : f (v nr) : t k Cf^ : 
charity." (WO 

Comments: [Its isnad is saheeh, al-Bukhari (7163) and Muslim (1045)] 

372. It was narrated from 'Umar - . t A \<\ - . *i a - r; tf - 

bin al-Khattab (*) that he said: I ^ ^ ^ ^ L ^ ' tVY 

got excited one day and kissed [my <.^uJS/l ^ xJ. ^ ^ 

wife] when 1 was fasting, 1 came to *' 

the Messenger of Allah (^) and ^ ^ ^ - ^ ^ ^ 

said: Today I have done a horrible cJbi cJLLi : JU J;{ ^ ^UjJl 

thing: I kissed [my wife] when I was , * . , # ^ y ; 

fasting. The Messenger of Allah :i ^ Ui ^ 

said: "What do you think if you ^ Jjg ttlJ^ i^f 

rinse your mouth with water when V ^ £ £ s , 

you are fasting?" I said: There is V -M J>^j JUi 

nothing wrong with that. The ^ ^ ^ . = >;= 

Messenger of Allah (^) said: r ' tf # ' * 

"Then why [are you worried]?" -^p^ n ^ ^ J^j . JjJJl, 

Comments: [Its isnad is sdi^/i] [ >TA ' 



373. 'Abdullah bin Hubairah 
said: 1 heard Abu Tameem al- 



jli c^ii :Ju*ii ^ ^a: -rvr 



Jaishani say: I heard 'Umar bin al- : JU S^li ^ Jjl jl* £l>- :<i-*J 

Khattab (4fc) say: I heard the - .1* 

Messenger of Allah (&) say: "If ^ ^ * l -* JI r^" V 

you really put your trust in Allah, ^ 5JLSI J_^3 j ^ \ : J^i; ^ ^iLUl 

He would provide for you as He * , ; * * - tH > M >*i * , 

provides for the birds. Do you not ^ - <S* J ^> - ^ ^1 ^» : 

see that they go out with empty i^f lyj \{ jj- r&y 

stomachs and come back with full ^ ) " 

stomachs?" I Y * 0 : £r ( J .^UlU ^-jyj L^U>. jjjj 
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Comments: [A saheeh hadeeth] 



374. It was narrated that Ibn 
Ya'mar said: I said to Ibn 'Umar: 
We travel to different countries and 
we meet people who say there is no 
qadar (divine decree). Ibn 'Umar 
said: If you meet them, tell them 
that 'Abdullah bin 'Umar has 
nothing to do with them and they 
have nothing to do with him <- three 
times. Then he started narrating: 
Whilst we were with the Messenger 
of Allah there came a man.., 
and he described his appearance. 
The Messenger of Allah said: 
Come closer, so he came closer. He 
said: Come closer, so he came 
closer. He said: Come closer, so he 
came closer, until his knees were 
nearly touching [the Prophet's] 
knees. Then he said: O Messenger 
of Allah, tell me what is faith [or: 
about faith]. He said: "To believe 
in Allah, His Angels, His Books, 
His Messengers, the Last Day, and 
to believe in al-qadar." - Sufyan 
said: I think he said: "... both good 
and bad." He said: What is Islam? 
He said: "To establish prayer, pay 
zakahj, perform pilgrimage to the 
House, to fast Ramadan and to do 
ghusl in the case of janabah." For 
all of that, he [the stranger] said: 
You are right, you are right The 
people said: We never saw any 
man show more respect to the 
Messenger of Allah than this 
man did. It was as if he was 
teaching the Messenger of Allah 
(3& T ). Then he said: O Messenger of 



iw-^J Jfj aDIJLP i^Ju? <J^JL3- ! £tJj^*J 

jidi fiii jJ» l&u- -rvt 

^jLD LI ■ j***' ^-ii ;Jli 

*\ ji v y**- v |0Ji -L* 

tcil* ^ J^j *- 3S§ Jj* 
:Jlii t L : jJ tin «Ll Jj^j JlS 
SIS jJ- k^jj <4Jil» :JUi ^Ujl* 

^ :Ji** -*t^j j^Ll: 

Jli _ «jJLiiu t 
L*i : Jli o ^1>- :Jli oiji 

(or^) jLif Qlj U :f>Jl JLi 

j&i Sfe tlii ^ ftg Jjl J^J 

J^ l; :3u jli Jin JA> 

_ dil ju£ M" : Jli ^oU^-^l ^ ^>lt 

lif ^3 a :jji; iu> 

:JjXi ^ta* ^ ^ aUI Jj^^J i^j): 
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4*- I^UAAJt £j Vvi_* 



Allah, tell me about /Tisfln. He said: 
"It is to worship Allah as if you 
see Him, for even if you do not see 
Him, He sees you." For all of that 
we said: We never saw any man 
show more respect to the 
Messenger of Allah (5^.) than this 
man did; he said: You are right, 
you are right. He said: Tell me 
about the Hour. He said: "The one 
who is asked about it does not 
know more about it than one who 
is asking." He said: You are right. 
He said it several times, and we 
never saw any man show more 
respect to the Messenger of Allah 
(Sfe) than this man did. Then he 
left. Sufyan said: I heard that the 
Messenger of Allah (^) said: 
"Look for him/' but they did not 
find him. He said: "That was 
jib red who came to you to teach 
you your religion. He never came 
to me in any form but I recognised 
him, except for this form/' 

Comments: [Its isnad is saheeh, Muslim 

375. It was narrated that Ibn 
Ya'mar said: I asked Ibn 'Umar - or 
a man asked him: We travel in this 
land and we meet people who say, 
There is no qadar (divine decree), 
Ibn 'Umar said: If you meet those 
people, tell them that 'Abdullah 
bin 'Umar has nothing to do with 
them and they have nothing to do 
with him - he said it three times. 
Then he told us: Whilst we were 
with the Messenger of Allah a 
man came and said: O Messenger 
of Allah, may I draw closer? He 



4L1 J^J \'jS'J; lit yJrj £13 u 

jJS «JyL*£3l» : Jli jgg Jbi J^j l\ 
p-^Jjj JfiJrT l-i-** -JU LtjjuJ 



(«)] 

idi i^jJ- :i^t £\ Cii- -rvo 

#>* ^ s * ^ . ?, . = * » > » » f-r -\ : ? 
ijLl Jj^; U :JlS jij ;UJ 4L1 
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said: Come closer. So he came a j * * ^ -< 

little closer, then he said: O * » ^ 
Messenger of Allah, may I come (.lyj \m «^j!»:JU3 V^jI iaJUI J^O 
closer? He said: "Come closer/' So - . * - _ tf > 

he came a little closer, then he said: * * 

O Messenger of Allah, may 1 come ilj J£5j jl oSl5 Ljl* 
closer? He said: "Come closer." So * > , . ,„ < , , „ 

he came a little closer until his ' ^ J ' ' ^ 

knees were almost touching the [^Ali^ij] jSUi ...VjUjNI 

knees of the Messenger of Allah 

Then he said: O Messenger of ° M : ff-^" 

Allah, what is faith? - and he 
mentioned a similar report. 

Comments: [Its isnad is sahceh like the previous report] 

376. It was narrated that 'Umar . * - - * >* \ , - -rv*\ 
bin al-Khattab (^) said: The g "^f 

Messenger of Allah said: ^J>Jt *J> -xJj^J I jjl £a>- 

"Whoever shades the head of a r ^ ^ , . ^ . . „ 

warrior, Allah will shade him on 1 ^ - ^ - - J u* 

the Day of Resurrection; whoever djZ>j J \i : JU 4i, ^lIJjl ^ ^ ^ 
equips a warrior until he is fully >^ t - i ^ ^ ' -~ 

equipped, will have a reward like # ^ l ^ > > ; J ^ : ^ 
his; whoever builds a mosque in : t yOJ| 

which the Name of Allah is ^ tt t . , 

mentioned, Allah will build for J*. I^'j ^ ^ 

him a house in Paradise." £ 5 ^ ^ ^, ^ ^ 

Comments: [A saheeh hadeeth] r £ * 

377. It was narrated that Umar :_ 2 Uj -rw 
bin al-Khattab (^) - 'Abdullah >/ £ <^ 
said: My father attributed it to the : - ^J 1 ^ 1 ^ ^ - ^ 
Prophet (^) - said: "Whoever ^ ^jlII! ^ ^ L^t 
misses any part of his wird or 



portion (of prayer or Qur'an) at If ^ y. ^ ±* y. ^ -ky. 

night and reads it between Fajr J yj> ^ J. j^-'J^ 

prayer and Zuhr, it will be as if he ^ ' _ ^ - - 

read it at night." J[ ^.1 ^ ^ is} _ 4^ 
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Comments: [Its isnad is saheeh, 
Muslim (747)] 



378. It was narrated that 'Umar 
bin al-Khattab said: Before the 
prohibition of khamr was revealed, 
'Umar said: O Allah, give us a 
clear ruling on khamr. Then the 
verse which is in Soorat al- 
ii aqarah was revealed: "They ask 
you (O Muhammad (^)) 
concerning alcoholic drink and 
gambling. Say: 'In them is a great 
sin../" [al-Baqarah 2:219]. 'Umar 
was summoned and it was recited 
to him. He said: O Allah, give us a 
clear ruling on khamr, and the 
verse which is in Soorat an-Nisa' 
was revealed: "O you who believe! 
Approach not As-Salah (the prayer) 
when you are in a drunken state..." 
[an-Nisa' 4:43], When the iqamah for 
prayer was given, the caller of the 
Messenger of Allah (^) would call 
out: Do not approach the prayer 
drunk. 'Umar was summoned and 
it was recited to him. He said: O 
Allah, give us a clear ruling on 
khamr, and this verse was revealed 
then Umar was summoned and 
recited to him when he reached 
"So, will you not then abstain?" 
[al-Ma'idah 5:91], Then 'Umar 
said: We abstain, we abstain. 
Comments: [Its isnad is sahech] 



[Y Y * :gr\j] 



.(Viv) : 



^ JiU -rvA 

i]y 1*3 :Jl* ^ w"Ua>Jl ^ 

:JLi (m :s^Jl) ^ Ti^ 
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379. It was narrated from Subayy 
bin Ma'bad that he was a Taghlibi 
Christian, then he became Muslim 
and asked which deed is best? He 
was told: Jihad for the sake of 
Allah, may He be glorified and 
exalted. He wanted to go for jihad, 
but he was asked: Have you done 
Hajj? He said: No. It was said to 
him: Do Hajj and 'UmraJi, then go 
for jihad. So he entered ihram for 
both of them together, then he met 
Zaid bin Soohan and Salman bin 
Rabee'ah who said: He is more 
misguided than his camel, or he is 
no more guided than his camel 
He went to 'Umar (.&) and told 
him what they had said, and he 
said: You have been guided to the 
Sunnah of your Prophet or to 
the Sunnah of the Messenger of 
Allah («s). 

Comments: [Its isnad is saheeh] 

380. It was narrated that Hisham 
said: My father told me that 'Umar 
bin al-Khattab said to the 
[Black] Stone: You are only a stone; 
were it not that I saw the Messenger 
of Allah (^) kiss you, I would not 
have kissed you. Then he kissed it. 

Comments: [A salieeh hadccth] 



381. It was narrated from 
Hisham, from his father, that 
'Umar (4b) came to the [Black] 
Stone and said: 1 know that you 
are only a stone and you cannot 
cause harm or bring benefit. Were 
it not that I saw the Messenger of 
Allah (^) kiss you, I would not 



^ Z±l 11^ :0lU -rv^ 

Jut Jj^j £±J j\ i^S? ijui O^JLi 

: Jli ^ -rA< 

[rA\: ^O^^i.il^S U(o* 

ul Jj£ Jt*' £?J -VA\ 

itl Jl :JU3 J 4i ^ 
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have kissed you. Then he kissed 

it. ^ GT- J 
Comments: [A repeat of the previous report] 

382* li was narrated from ^]>V^ juh ^ : lSj ^ -rAY 

Suwaid bin Ghafalah that 'Umar ^ ( ^" , , # 

(4*) kissed it and touched it, then j** ^ '■ ^ J 1 . J* ' 

he said: I saw Abul-Qasim (ft) ^ ^ Jjh iJli^^Es* 

show respect to you - meaning - 1 ' 1 

the Black Stone. ' [ V Vi : UiA 



Comments: [Its iswarf is m/icc/i] 



383. It was narrated from 'Asim iyj. 'J, jLli^ tSj^L tijU -TAf 

bin 'Umar that his father said: The - , £ , - 

Messenger of Allah fe) said: : J ' J ^ 1^ ^ J ^ ^ & 

"When night comes from here and ^ ^ ^ ^, j U - 

day departs from here, the fasting * 

person may break his fast/' ^ 4 ^4-* J? v^J 

Comments: [Its isnad is sahceh, al- i*M %U 

Bukhari (1954) and Muslim (1100)] C ~ 



384. It was narrated that 'Umar ^ juL^ ^ ill* QjU- -VAt 
(4*) said: The Messenger of Allah . , - . ' ^ , f [ ^ , 8 ■ # . 

said: 'The likeness of the one JU : JU ^ 3** J* 1 0* 'r^ 1 0? ^'3 

who takes back his charity is that of ^ ^ ^j, Jji 

one who goes back to his vomit/' ' " ' ^ s 

Comments: [A Sfltofr forrfceto and C U V ^ ^ ^ 

its isitad is hasan, al-Bukhari , , 

(1490) and Muslim (1620)] ^ * b ^ C 1 ^ 

.(nr.) : r OMO :r 

385. It was narrated that 'Umar 
(-&) said: The people of Jahiliyyah 

used not to move on from Jam' until r=^ J* k ^ y*~* -? j** J* v<jlA^ 

they said: Shine, Thabeer, so that we 

may move on quickly. When the 

Messenger of Allah (.jfe) came, he t Ll~> j^ii : I jJjZ l JJ- ^Lf 

differed from them and he used to ; y. -,„,' \ , , , 

move on from Jam before sunrise, ^ ^^-j 

like the time when people who d*>U=j jl JLLj ^JLf ^ ^iA; 

delay Ffl/r usually pray. ' ' s ^ , , 

[Af :£r lj] >Lr JjJ^ ^ J3 t 5lJjJ( 



^1 ollL^ IL'JL^ -VAo 

j* j^JuflJ V S^ 1 ^ 1 Jil 
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Comments: [Its isnnd is fflrficefr, al- .(^At) =r ^>^" 

Bukhari and Muslim (1684)] c c? * t - 

386, It was narrated from Ibn J\ - £^ . *£j £^ _ rAn 

Abu Mulaikah, who heard Ibn t - 

' Abbas (^) say: 'Umar (4*) said to J>) £~ ^* ^} J>) -j/j" 

me: I heard the Messenger of j , . , ^ 

Allah (ft) say: "The deceased is ' t / 

tormented because of the weeping 4^ ^4^' ^1* $H 

of his family over him." rv , A < i „ 

J [TAA: aj^^J .*<~U 

Comments: [A SaJieeh hadeeth and 

its isnad is Uasan f al-Bukhari «jL—|j t^v*-** 'g*^ 



(1287) and Muslim (927)] 



.<<Uv) : r (uav) : i- 



387. It was narrated that Ibn ^ J? Jr-^ £?3 -VAV 

'Umar said: 'Umar (4*) said: I saw f * / ' ^ * ^ 
the Messenger of Allah (Jz) wipe £ & "r^ ^ J> r?^ 

over his leather slippers (khuff) ^ Jj, ^ u( : ^ Jli : J 15 ^ 
whilst travelling. " ~ _ 3 , . ^ 

Comments; [Its rswarf is da'cef [ \ TA . ^Ij] .^U-Ul *J&- i _ 5 i^ ^ ' 



because of the weakness of Asim 
bin Ubaidullah] 

388. It was narrated from 'Umar ¥ . - t ^ r . t • - ^ ^ „ rAA 
(*) that the Prophet (gfe) used to , , . , . 

seek refuge with Allah from 'j** j*- <>^j*-?* CS- Jj** J* ^^^i 

miserliness, cowardice/ the torment . . : ^j- „ * ■ . ~f . ... 

of the grave, the feebleness of old V * , /, ' ; 

age and diseases of the heart (such as &j ijliM Jijlj t^liji wjIJu^j ^<>^j 

envy, hatred, and wrong 'aqeedah). ^ , - n: ' ' ( - " - s (t 

Wakee said: And diseases of the CP 5 - 1 CT v ^ 

heart means dying, Wakee' said: ^j^ 1 ^ :jJu*Jl 

And turmoil ifitnah) from which he o ^ , , * 

has not repented. *^ ^ r' 

Comments: [Us isnad is sa/jLv/ij 'Cr*^ 6,1 ^1 -^.A" 

389. It was narrated that 'Abdullah jj^ ^ ^ .^a^ 
bin Buraidah said: 'Umar sat " . , _ ^ 

where the Messenger of Allah >^ ;x -> 0? ^' ^ ^ 

used to sit, in a place where ^ jji ^ 

funerals passed by. A funeral 
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passed by and they said good „*f- , - - - > , * ■> 

things (about the deceased). He ^ * jb ^ : JU ^ >" 

said: It is due. Then another funeral IjlJU p .JLli) : Jlii 

passed by and they said good £ ' ^ 

things (about the deceased). He '-^ r :JUi J > 

said: It is due. Then another funeral i;!*^ \/y p .^>-j : J ui , l^i 
passed by and they said good * s > - 

things (about the deceased). He J l ; JL ^ V* UI ^ ^ ^ ^ 
said: It is due. Then another funeral ^JJI p <.M jLjuS? ^llSl ^jtfl 
passed by and they said: This man ^ > \, > 

was the most dishonest of people. ^ J* ^ ir* 

He said; The most dishonest of :JLi V*Zj\ j+Z \i\ cJV,5 : :Jli 
people is the one who tells the most „ _ ^ r 

lies about Allah, and the next worst '^ J „'' M *^ J : ^ ^ J 
is the one who is dishonest with his 'o J\ hSj t ,1^) : Jli j : l^Jli 
soul in his body. They said: What ^ ^ , , . - t '% „ 

do you think if four people testify? : JU T^ 1 ^ ^ ^ l ^ 
He said: It is due. They said: Or ff Ibl^ JjJ; ^ ili Ji 
three? He said: If they are three, it - - , .. . 

is due. They said: Or two? He said: ^ : JU ' ^ - 1 ^ ^ ^ ^ 
It Ls due, and if I had asked about M t M Jj^y^ JT 

one, that would have been dearer 

to me than red camels. It was said ^"Ur) :^ t ^>^ 'q^* 
to J Umar: Is this something that ^ t ^ sju^ ^ ^UIjl* 

you are saying on the basis of your (\r*) ^ ^ U5 JjjlJi 

own opinion or is it something that 

you heard from the Messenger of ^ 
Allah )? He said: No; rather it is 
something that I heard from the 
Messenger of Allah ($k). 

Comments: [A saheeh hadecth, al-Bukhari (2643)] 

390, It was narrated that * r '. , , 

'Abayah bin Rifa'ah said: 'Umar ^ ^ ^ V 

(4*) heard that when Sa'd built j fcll^ y tot 

the palace, he said: Now there - - \ ^ „ 

will be no more noise. 'Umar sent C 3 ^ : Jli ^ 1^ ut ^ 

Muhammad bin Maslamah to llj] ,i;.L' : ^ J; l^J^JzJI 

him, and when he arrived he took „~ > . ^ ' * /, 

out some kindling and lit a fire, ^ C 1 ^ 

and he bought some wood for a 1^ j 0! : _uLJ jjj 
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dirham. It was said to Sa'd: A man j.^ , — ^ 

has done such and such. He said; ' ^ t J 

That is Muhammad bin Masl amah. ^Jj; U Jju wiUJ <S\ 

He went out to him and swore by . ( t ' u ; > *^ \> ^ 

Allah that he never said that. He * ^ ^ J^J ^ <^ 

said: We will convey from you t J- ^ ^ jjj *j t ^rji 

what you have said and we will do "„ , * ^ /" " t / ^ _ 

as we were instructed. So he 3*4* ^ 3** J* 

burned the door. Then he [Sa'd] . - - i - 

offered some supplies (to the , \ 

envoy) but he refused. He left at : Jtf 5^ ^ ^ i^ 51 

midday and went to 'Umar (4*), ^V^j- '^LUi 'L/{ JJ 

and he went and came back within - uJ tJj " J T ^ ^ J < ' i f J ' 

nineteen days. He said: Were it not ;Jii Villi *J3jj Jji :Jli Li JjL 
that I think well of you, I would 



have thought that you did not 



convey my message. He said: Yes I ilj iiJ >S M Jl 

did convey it; he conveys his salam t / \ , f t( J t 

and apologises, and he swore by J* 1 J-J^J J •jj^J 

Allah that he did not say that He ±^ (oo h) «j- ' ^ 

said: Did he give you any ^ 

provisions? He said: No. He said: ^j- 5 ^* : ^ ^ 

What prevented you from supplying 

[sufficient] provisions to me ^ ^jjj 

yourself? He said: I did not want to .iL-^ 

instruct that you be given the cold 

whilst I had the hot [i.e., I could not 

have given you what you wanted of 

food and enjoyed plentiful food 

myself], when around me are the 

people of Madinah who are starving, 

for I heard the Messenger of Allah 

(sfe) say: "No man should eat his 

fill when his neighbour is going 

without/' 

Comments: [A Saheeh hadeeth] 

*4fe uj Haiti! l>j ■} *'• * 
End of the Musnad of "Umar bin al-Khattab ^ 
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391, It was narrated from 
'Ubaidullah bin 'Abdullah bin 
'Utbah bin Mas'ood that Ibn 
'Abbas told him that 'Abdur- 
Rahman bin 'Awf went back to 
where he had halted. Ibn 'Abbas 
said: I used to recite to 'Abdur- 
Rahman bin 'Awf, and he found 
me waiting for him. That was in 
Mina during the last Hajj 
performed by 'Umar bin al- 
Khattab 'Abdur-Rahman bin 
'Awf said: A man came to 'Umar 
bin al-Khattab and said: So and so 
is saying: If 'Umar dies, I will 
swear allegiance to So and so. 
'Umar said: I will stand before 
the people today and warn them 
against these people who want to 
deprive them of their rights. 
'Abdur-Rahman said: I said: O 
Ameer al-Mu'mineen, do not do 
that, for the Hajj season brings 
together the riffraff and rabble 
among the people, and most of the 
people who gather around and 
listen to you will be of that type. If 
you stand before the people, I am 
afraid that you will say something 
that they will spread and not 
understand it properly or interpret 
it properly. Rather wait until you 
come to Madinah, for it is the land 
of Hijrah and the Sunnah, and you 
will meet the most knowledgeable 
and noble people there, and you 



* » - " f * * ' - 

J J •£* J <Ui ^ IJ. 
jlp ol : t'jr^^ J^ * 

Jli J[ y t J^y> [ 

^> J J^y\ ±* iz)^ 

jup jii wjLuZj^ y *ja£- 14^^ 

, f y « ^> £ - is* 

y\ JU* tlj">li j** 

^y^j ^ ^ 

J^ fi>\j <-*f*^'j*j 

Jj-iaJLiijj t£LlJlj e^>i^Jl jb L^-i^ ^ OJwJl 

^LjlUI u^J*Ji y JU* tLfJcJ*!^ 
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can say what you want to say with 
confidence; they will understand 
what you say and will interpret it 
correctly. 'Umar said: If I reach 
Madinah safe and sound, I shall 
certainly talk to the people there in 
the first speech I deliver. When we 
came to Madinah at the end of 
Dhul-I lijjah, it was a Friday. I set 
out early. 'Umar did not care at 
what time he went out, because he 
did not pay attention to heat and 
cold and so on, I found Sa'eed bin 
Z a id at the right-hand corner of the 
minbar; he had got there before me. 
I sat down next to him, with my 
knee touching his knee, and it was 
not long before 'Umar (4*) came. 
When I saw him, I said: He will 
certainly speak today on this 
minbar and say something that no 
one ever heard before. Sa'eed bin 
Zaid objected to that and said: 
What do you think he will say that 
no one said before? 'Umar (4*) sat 
on the minbar, and when the 
mu'dhdhin fell silent, he stood up 
and praised and glorified Allah as 
He deserves, then he said: To 
proceed. O people, I am going to 
tell yon something that it has been 
decreed I should say. I do not 
know, perhaps it may signal my 
death. So whoever understands it 
and remembers it, let him narrate it 
to others wherever his mount takes 
him; whoever does not understand 
it, it is not permissible for him to 
tell lies about me. Allah, may He 
be blessed and exalted, sent 
Muhammad with the truth 

and revealed the Book to him; 
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^IjJjf^i _JjLfc j^uj ^JT^'j "j>^\ V 

olj Llii 4^ ^ ji J^ji jUi 

itfi JLJ\ iJLi JU iLUJl ^^ill : ill 
wLa-^ ^SCU :JU till* j^-l U 

ii ^ j>f lL. 015; J3ifj 
> si 

iJj^j ^rjj t LalZ^p-jj UiJlyia ip^-^Jt 
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among the things that were 
revealed to him was the verse of 
stoning [adulterers]. We read it 
and understood it; the Messenger 
of Allah stoned [adulterers] 
and we stoned [adulterers] after 
him. But I fear that with the 
passage of time, some people will 
say: We do not find the verse of 
stoning in the Book of Allah, thus 
they will go astray by forsaking an 
obligation that Allah revealed. 
Stoning is the due punishment in 
the Book of Allah for those who 
commit zina, both men and 
women, if they have been married 
and if proof is established, or there 
is a pregnancy or a confession. And 
we used to recite: Do not claim to 
be the offspring of anyone other 
than your fathers, as it is disbelief 
(or ingratitude) on your part to 
claim to be the offspring of anyone 
other than your fathers. Verily the 
Messenger of Allah (^) said: "Do 
not praise me excessively as 'Eesa, 
the son of Mary am, was praised; 
rather 1 am the slave of Allah, so 
say: the slave of Allah and His 
Messenger." I have heard that 
some among you are saying: If 
'Umar (4^) dies, I shall swear 
allegiance to So and so. No man 
should deceive himself by saying 
that the oath of allegiance to Abu 
Bakr was given suddenly and it was 
successful. There is no doubt that 
this is the case, but Allah, may He 
be glorified and exalted, saved the 
people from its bad consequences 
and there is no one among you 
today who has the qualities of Abu 
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\Ji'J i :r£ & ji Lij ^i^J 

V» :Jii ^ UJl J^j Op VI .j&tf 

jSj ka]jZ,jj M jlp ; I jj joi jlJ. Li I 
oLi jl* : Jjij ^£1* ^jIj jl ^jlj 

jl 3^11 Oj*± tUSti fc^-*^ i-'j** 

Si\ icli JJlS 4° JZ .J\ ^ j) :J>i 

fSJc ^ pJi jLsu ^3 1 l^j 
jii nl* ^\ jL jC^Sii 
ifip M m «ui J^j ^ ^ ^ 

^ o jlp ^ <ji.jLr.. ^ Lf*^L>- Lj ^ Ll^ ^ 1 

p , * ' * ' * T ;r ^ * ' ■* *i ^ ' * *:,-•{. - *- 
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Bakr (-^). What happened to us 
when the Messenger of Allah 
died was that 'Ali, az-Zubair and 
those who were with them stayed 
behind in the house of Fatimah, the 
daughter of the Messenger of Allah 
(fe), and all the Ansar stayed behind 
and gathered in Saqeefat Banu 
Sa'idah, whilst the Muhajireen 
gathered around Abu Bakr I 
said to him: O Abu Bakr, let us go to 
our brothers, the Ansar. So we set 
out looking for them, then we were 
met by two righteous men who told 
us what the people had done, and 
said: Where are you going, O 
Muhajireen? I said: We are looking 
for these brothers of ours, the Ansar . 
They said: You should not go near 
them; do whatever you have 
already decided, O Muhajireen. 1 
said: By Allah, we will go to them. 
So we carried on until we came to 
them in Saqeefat Banu Sa'idah, 
where we found them gathered and 
among ihem was a man wrapped 
up [in a garment]. I said: Who is 
this? They said: Sa'd bin 'Ubadah. I 
said: What is the matter with him? 
They said: He is sick. After we sat 
down, their spokesman stood up 
and praised and glorified Allah, 
may He glorified and exalted, as He 
deserves, then he said: To proceed. 
We are the supporters (Ansar) of 
Allah and the majority of the 
Muslim army. You, O Muhajireen, 
are a small group among us. Some 
of you came to us, wanting to deny 
who we are and prevent us from 
attaining a position of authority. 
When he fell silent, I wanted to 
present a speech that I had prepared 
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lil :Jli^ ^Jla] yt J^-j ji- ^Jli- 
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and that I liked in front of Abu Bakr 
(4<b). I used to avoid provoking him 
and he was more forbearing and 
more dignified than me. But Abu 
Bakr said: Wait a while. I did 
not like to make him angry, and he 
was more knowledgeable and more 
dignified than me. By Allah, he did 
not omit any word that I liked in the 
speech I had prepared but he said 
something like it or better, speaking 
spontaneously, until he finished 
speaking. Then he said: To proceed. 
Whatever you have mentioned 
about your achievements and 
virtues, is correct. The Arabs would 
not acknowledge the leadership of 
anyone except someone from this 
tribe of Quraish, for they are the best 
of the Arabs in lineage and location. 
I am pleased to suggest to you one 
of these two men, whichever of 
them you want. Then he took hold 
of my hand and the hand of Abu 
'Ubaidah bin al-Jarrah, and I 
disliked nothing of what he had said 
apart from this, for by Allah, I 
would rather have my neck struck 
for no sin on my part than to 
become the leader of people among 
whom was Abu Bakr (a), unless my 
own self suggested something at the 
time of death. One of the Ansar said: 
I am the post on which the camel 
with a skin disease scratches itself 
and I am like a high class palm tree 
[i.e., a noble]; [I suggest] a ruler 
from among us and a ruler from 
among you, O Quraish. - I [the 
narrator] said to Malik: What does '1 
am the post on which the camel 
with a skin disease scratches itself 
and I am like a high class palm tree' 



4ju ll j s. 4I*j lis a Jb U - « t h \ U 

^li- Jlij .IjJL^ UJl Jii : o-Liii i IjJL- 

\ yS>*u oi t iill j>3 !Uj fcjjli 

tAj JjaaAjw-X>J 1 ^JLj 1 ^^-f^ £ ^ 
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mean? He said: It is as if he is saying, 
I am the smart one who has the 
answer. - Then there was a great 
deal of clamour and raised voices, to 
such an extent that I feared there 
would be a conflict, so I said: Hold 
out your hand, O Abu Bakr. So he 
held out his hand and I swore 
allegiance to him, and the Muhajireen 
swore allegiance to him, then the 
Ansar swore allegiance to him. Thus 
wc surrounded Sa'd bin 'Ubadah, 
One of them said: You have killed 
Sa'd. J said: May Allah kill Sa'd! And 
'Umar said: By Allah, we never 
encountered any problem greater 
than the swearing of allegiance to 
Abu Bakr We were afraid that if 
we left the people without having 
sworn allegiance to anyone, they 
might swear allegiance after we 
were gone, so we would either 
follow in their footsteps and swear 
allegiance to someone we were not 
pleased with, or we would disagree 
with them and that would cause 
trouble. If anyone swears allegiance 
to a leader without consulting the 
Muslims, there is no allegiance for 
him and no allegiance to the one 
who swore allegiance to him, lest 
both of them be killed, 
Malik said: Ibn Shihab told me, 
from 'Urwah bin az-Zubair, that 
the men whom they met were 
'Uwaim bin Sa'idah and Ma'n bin 
'Adiyy, Ibn Shihab said: Sa'eed bin 
al-Musayyab told me that the one 
who said, I am the post on which 
the camel with a skin disease 
scratches itself and I am like a high 
class palm tree, was al-Hubab bin 
al-Mundhir. 
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Comments: [Its isnad is saheeh, al- Bukhari (2462) and Muslim (1691)] 

392. It was narrated from Yahya ■ ^ ^ y, iL'Ai- 

bin Sa'eed that he heard Anas bin - ^ fC£ 
Malik say: The Messenger of u^ 1 ^ ^ Ar*^ J. J* 

Allah (*) said: "Shall I not tell ^ () : ^ j^; ju : j£ JUU 
you of the best tribe of the Ansar? f J ' ^ 

Banun-Najjar, then Banu 'Abdul- jw *• ^ ^'jUzJNl ^ J>'jf-\ 
Ashhal, then Banul-Harith bin al- 
Khazraj, then Banu Sa'idah/' and 
he said: "In each tribe of the jL^\l j/s J£ J>* : J 15 3 (( °J^U ^ 
Ansar there is goodness/' 



Comments: [Its isnad is saheeh, al- 



Bukhari (5300) and Muslim ^ . , t 

(25ii)] * ( } ^ " M 

393, It was narrated that Ibn £<j_ - ^ - ^ _ r ^ r 
'Umar (4*) said: The Messenger of * 

Allah (sfe) said: "The two parties * j? ! ^ ^ 

to a traiisaction have the option m ,-. r ^ . — ^ T- « . *L 5r j i •- 

(or cancelling it) so long as they 1 - - - 

have not parted or there is a : - (1 0^r o^Sj J ' 1 

condition which gives the option 

to cancel. 

Comments: [Its isnad is satee/i, al- (rw) ojb ^ 1 . 

Bukhari (2107) and Muslim 1 ^ ^ ' 

(1531)1 -° an) 

394. It was narrated from Ibn ^{ . ^ £^ 
'Umar that the Messenger of Allah s ' „ ^ " ' ' 

(^) forbade selling the offspring of ^ : ^ 3** O? 1 ^ l** 

the offspring that is still in the i n -r 11 r j *- « - " ^; 

womb of a camel ^ S- 

Comments: [Its isrwrf is fw/ier/t, al- [ao^ ^nUaT^V JU' 

Bukhari (2143) and Muslim 

(1514)] : r (rur) :£ .^j : 



395. It was narrated that Ibn j^u ^{ : ^ _ r ^e 

'Umar (^) said: We used to buy if , , " 

and sell foodstuff at the time of ^ & >^ O? 1 ^ L tf^ 

the Messenger of Allah (&;), and QjU i^i Jjl J^i 4^ > ;L*kM 

he would send someone to tell us " " '/ ' . ' , 

to transfer the food from the place J>[ ^ l?-^ 1 OLSUl ^ aIL lUU \^ 
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we have bought it to another , , . f , 

place before selling it arn ^ 01 j? ^ 

Comments: [Its isnad is sahceh, al- [XTVo t a<\u t iV\l 

Bukhari (2123) and Muslim 

(1527)] 

.Osyv) 

396, It was narrated that Tbn ,:-*f . ' ■ . 9 ( ..rs . 
Umar (^) said: The Messenger of ^ 

Allah said: ''Whoever buys JLi - J li yJ> J,\ ^ ^ JlUU 

foodstuff should not sell it until >. -- , - I ... ' ^ > 

he takes possession of all of it." ^ * 1 UU? L U 0*" : ®> ^ 
Comments: [Its isnad is saheeh, al- [or^ * ivri : j'^'cll 

Bukhari (2126) and Muslim " " 

397. It was narrated from Ibn 
'Umar (4) that the Messenger of 
Allah said: "If a person frees M ^ ^ IlJU 
his share of a slave, and has ^ , ' ^ ' s 
enough money to pay the full price L ^ ^ ^ ^ l l^ 11 ^ 

of the slave, a fair price should be ^ ft t ^ ifr u y ^ 
worked out for the slave, and his \ ' " y , 
partners should be given their (ovyh) ajl5^ ^kij 



shares, then he may free the slave, 
otherwise he has freed only what 
he has freed/' tO*v* <>o\o* t nr: tiiM : Jiil] 

Comments: [Its /snarf is sa/iec/z, al- r ., U( . „ vwa „ ^ t 

Bukhari (2522) and Muslim tVfA * MT< 



(1501)] 



398, It was narrated that Sa'eed j* j£ OUii -T^A 

said: I said to Ibn 'Umar What „ - ;° 

about a man who engaged in Wan ^ :x * ^ y^- :JU 

with his wife? He said: The .. \l£> Jjl : Jlii 

Messenger of Allah (3^) would . . ^ 

separate them - and he mentioned ^ ^ £ 5 L i£ vv : J*^ ^ij 

the hadecth. 

.(UVr) : f (onv) :^ t ^ 
Comments: [Its isnad is saheeh, al-Bukhari (5312) and Muslim (1493)] 
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Musnad 'Uthman bin 'Affan 4"-- 



399* It was narrated that Yazeed 
said: Ibn 'Abbas {^) said to us: I 
said to 'Uthman bin 'Affan: What 
made you take a\-Anfal r which is one 
of al-Mathani (the seven long 
soorahs), and Bara'ah, which is one 
of al-Mi r een (soorahs with one 
hundred verses or thereabouts), and 
put them next to one another and 
not write - Ibn Ja'far said: A line 
between them saying BismiUaliir- 
Rahmanir-Raheem - and you put 
them with the seven long ones? 
What made you do that? 'Uthman 
said: Sometimes many soorahs 
would be revealed (incomplete) to 
the Messenger of Allah (^fe), and 
when something was revealed he 
would call one of the scribes to 
write it down for him and say: "Put 
this in the soorah in which such and 
such is mentioned"; and verses 
would be revealed to him and he 
would say, "Put these verses in the 
soorah in which such and such is 
mentioned"; and a verse would be 
revealed to him and he would say: 
"Put this verse in the soorah in 
which such and such is mentioned." 
Al-Anjul was one of the first sooralis 
to be revealed in Madinah and 
Bara'ah was one of the last soorahs of 
the Qur'an, and the stories and 
content of the two soorahs were 



: <wjj>- IjjJkp- : •^-^ jj wi>* -V'^ 

LjJj- : y 3jU! T' ^jrt -JU->*-* L_jJj-j 1— >- 

jJl ll! JIj :Jli *J°^ 

^u44? '^y* '0=-^ Grfj <-** v * 
^ *ip jji; ou^ji ^jl; ols ^ 

a& Jjif lal 015) tjiJl olji 

: J^ij oXjt- ^ <j-***-f j*-^, ^ij^^ 

ijJLi" :Jj»ij <L , cy\ j^j «usj 

lis I4J ^Ju ^Jt 53^1 ^ *_U 
oii lyLj»)* ijjilitij^/l Alii- J^j 11 lis,? 

«iis3 lis 14-3 )sJu ^1 $3^1 j> zy\ 

Lfr^-J^ 1 6 ^-J^ 1 ^Oi j^Jl jr^' a^l^Jj 

111 ^-L ^Jj 5^ aJUI JjJ*j (j^^ * Lfe*^ 
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4* Olac ^jj jUit jUml* 



similar. Then the Messenger of * , - (J(( ,^ ^ 

Allah (£5) passed away without ' H ^ ^ ' U *= ? 

having stated clearly to us that it l^.^jj : 'J\ Jli ^.^i 
was part of it, but we thought that * ' j ^ 

it was, hence I put them together l*^:^!] .J>JI ^Ul J 

and I did not put between them the <r. \ , . 

line Bismillahir-Rahmanir-Rctheem. ' * ^' 

Ibn Ja'far said: I put it with the 
seven long ones. 

Comments: [Its isnad is da'eef and its content is munkar] 

400. It was narrated from Hisham j; ^lI* ^ ^ l£U 
bin 'Urwah: My father told me ' \ \ . f " ti 
that Humran told him: 'Uthman :JU 01 

(4.) did wudoo' in aJ-Brffl/ (a paved : Jli ^ ^ ^ 

area in Madinah) then he said: I . ^ ff „ 

shall tell you a foirfrctfi that I heard J ^ ^ <^ ^ fiS-iiN 

from the Messenger of Allah .i^j^ & &\ J k\ V$ 

Were it not for a verse in the Book , f s . , ^ ' 

of Allah, I would not have told U £ ^ D :J -^- ^ ^ 

you it. I heard the Prophet (ft) ^ £ U 3 > . Jjj jii 1; ^jjl 

say: "Whoever does wudoo' and * ^ ; 

does it well, then goes in and ^L^UJ ^ ^S/l 

prays, his sins between that prayer / T w\. m*. \ . 

and the next will be forgiven, until 1 u ^" ^ 

he prays [the second prayer]/' 

Comments: [Its isnad is saheek al-Bukhari (160) and Muslim (227)] 

401. Jt was narrated from Aban *- , * *• ^ « . 
bin 'Uthman (4) from his father ' I t " , 

that the Prophet (sfe) said: "The «>! oUt ^ c^ij ^ ^Ij 

pilgrim in ihram should not get ' v - - f 

married, arrange a marriage or f ' ^ ^ ^ 

propose marriage/' k^LL ££J ^> ^ ^ f^ |M 

Comments: [Its isnnd is s*/^, t0n tm t Hr ^ m <, M Y ■ &\] 
Muslim (1409)] 



402. It was narrated that Ibn 
Harmalah said: I heard Sa'eed [i.e., 
Ibn al-Musayyab] say: 'Uthman ■ _ v4^' y} J^t _ 
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{&) went out for Han, then when ; . ,r , * „ . s . , . r . * 

he was partway there, it was said V ^ * ^ ^ 
to 'AH He ['Uthman] has jj 5j : l^U Jjl Sl>ij ^UJ Jj Ji>Jl 

forbidden tamattu' [doing 'Umrah > - ,v ' 

then exiting ifcram until Ha//]. 'AH 4^ JUi 'G^ 1 J[ *>^k C^ 1 ^ 
(4b) said to his companions: When ^ JiE i l^jLj^li J^i ill : 4jU^ s V 4^ 
he sets out, set out too. And 'AH , t> ' , t , t r. 

and his companions entered i/iram r^* "Yj^i 

with the intention of doing 'Umrah ±g ^\ - • ] pj ^ Ju> ^ 
and 'Uthman {<&>) did not say ' * ^ - ' 

anything to him about that. 'AH £LU JUi :Jl* :JUi ?£uJl ji- 
te) said to him: Have I not been r . vc - ; V * 

told that you forbade tamattu by ^ ^ CT^ - ^ J 

doing 'Umra/i first? He said: Of t(m r) : f Ool<0 :r 
course. 'Ali said: Did you not hear ^~ 
that the Messenger of Allah did 



tamattu'? 'Uthman said: Of course. .^L- w-yi3i ^ 

Comments: [Saiirc/i /wdref/t, al-Bukhari (1569) and Muslim (1223)] 

403, It was narrated from 'Uthman Jt ^ y- * J^^l J* - i • V 

that the Messenger of Allah did ^ " , * t , 

wudoo' washing each part of the 01 : ^ 0* ^ ^ 

body three times. [^ Ai : ^ ^ j^; 

Comments: [A hadeeth that is saheeh ^ 4 ^ . 

because of corroborating evidence] ^ *— * 



^\ -.ys/j ^ 



404. It was narrated from Abu 
Anas that 'Uthman (.&.) did wudoo' 
in al-Maqa f id f washing each part of \j>y ^ oUii- jl ^ t^iUl 
the body three times. Some of the , tC^S jlpLlJu 
Companions of the Messenger of ^ ^ oJJ ^ J 1 " \ 
Allah were with him. He said: IjiU ^1 :Jli ^ M Jj^j 
Didn't you see the Messenger of , , j, i* , ,, * - ^ , v_ 
Allah (ft) do ^ W rfoo' like this? They : ^ ^ ^ l J >" J 
said: Yes, [UA 1 1AV; 
Comments: [Its i^nfl^ is saheeh, 

Muslim (2301)] - (Tr 0 : f aiLji : ff^" - 

405. It was narrated that ^ ^ ^ ^ _ £t6 
'Uthman (^) said: The Messenger ' - ^\ 

of Allah (^) said: "The best of ci> J U5lp t^di 
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you is the one who learns Quran - , , 

and teaches it" * J* "J^")^ ^} ^ 

Comments: [Its isnad is Sfl/iccft, al- jU^r <>* liCJL^D> : .ge Jjl J * ' J J 
Bukhari (5028)1 * 

[°- ^nr t ni 

406. It was narrated that 'Uthman f.:*- ».„ , . 
(*) said: The Messenger of Allah ^ ^ ^ ^^^J 
(*~) said: "Whoever does wudoo' as cJ^-- :Jii jiii ^ t^l 
Allah, may he be glorified and -, c r . . *\ . ,r . . , 
exalted, has commanded him, the J ^ J ^ ^ 
prescribed prayers will be an U5 iff Jbl jtj 
expiation for [whatever sins he > - , - , ^ , 
commits] between them." oLk^UJ 1 ^I^L^U .J^j ^ iui J^i 

Comments; [Its isnad is sa/iee/f, avt;^i] UJ oi;us 

Muslim (231)] " 

407. Abu Sahlah narrated that • -. r - M . - * r ;- , , , > , , 
'Uthman (*) said, on the Day of ^ ^ J ^ <V (eA/,) 

the House when he was besieged: : ^1 : Cr4* ^ ^ 

The Messenger of Allah gave ? , " * - - V, 

me advice and I promised to °> ' ^ ^ ^ JLi 01 

comply with it, so I shall bear it J Li ^ uS ^'jVft ijI Jj^j 

with patience. Qais said: People ' * '* - 

thought that it was that day (when : 'f^ 1 ^ <V \ ] y&> : *r4* 
he was killed). 

Comments: [Its isnad is * ^ 

408. It was narrated from 'Uthman ' r - > i ^ - — =m, - 
bin 'Affan (*) - 'Abdur-Razzaq " _ ^ ^ 
said: from the Prophet fe) - that he j£- tijU- : Vli Jlj^l J^j 
said: "Whoever prays 'Isha' and * . . w ^ . - 
Frt/r prayer in congregation, it is ^ v^^ 1 ^ ^ 0? 1 

as if he spent the night in prayer JU ^Ui ^ iuU U 

(qiyamuUlail)" y Abdur-Rahman » \ 

said: Whoever prays 7s/?fl' in ^ IP :JU ^ ^ 

congregation, it is as if he spent half ^ t ^ J /uJi 5^ 

the night in prayer, and whoever £ * V - / „ 

prays Fr?;> in congregation, it is as if : v r*^j J1 -4^ J^j «^ 



he spent the entire night in prayer. 
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Comments: fits isnad is saheeh. . v.- « - .- 

Muslim (656)] ^ ^ ^ ^ ^ ^ 



409, It was narrated from 'Uthman 
bin 'Affan (&>) that the Prophet (3%) 
said: "Whoever prays 'Isha in _ j^S ^} y\ _ ^ ^;^r~^ 



congregation is like one who spent 
half the night in prayer, and 



whoever prays Fo/r in congregation UUi- ^ *Ll*J! jL^ ^» : Jli ^3 1 

is like one who spent the entire 1 - ~ - 

night in prayer/' ^ ^ ^ cJIJi ^>li ^ 

Comments: [A hadeeth salieeh] [ £ * A: jj5 Jliji *li jl5 ^ ^-^r 

410. 'Ata' bin Farrookh, the freed fifc 'J, J^L^I \£x>- -i ^ * 

slave of the Qurashis, narrated that , " ' ' 

'Uthman (^) bought some land ^ '---h* Cf^ urM - 

from a man and the man did not --i, . : r ;* * \ . - * : r 

seek payment for it. Then he met ^ 

him and he said to him: What Jiii ^-^Jj t<dp UalU (.Lijl jij ^ 



prevented you from coming and 
taking your money? He said: You 



were unfair to me; I never met ji) SM il^-t ^llJl 5? ^\ Hi t 
anyone but he blamed me. 'Uthman 
said: Is this the reason? He said: Yes. 



'Uthman said: Then choose between : ju lj t AiU-j iu>*,l ^ J Li 

your land or your money. Then ^ . , ^ s fS „ / \ , 

'Uthman said: The Messenger of ^ J^J > ^ J^' B ^ ! J _^i 

Allah fe) said: "Allah, may He be ^ ^ ^ ^ 
glorified and exalted, admitted to 

Paradise a man who was easy- [°*A t£Ao tiU : ^0 A^Lh^j 
going in buying and selling, when 

paying off debt and when asking ^ J ^ >^ 

for a debt that was owed to him." <^* v_l ) ^j^ 1 

Comments: [A hadeeth that is fazsan js* lSjj y, 

because of corroborating evidence]. ^| «JLJlJ» ^ ^JuJI ^ JU /i^, , 
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41 1. It was narrated that 'Alqamah 
said; I was with Ibn Mas'ood when 
he was with 'Uthman 'Uthman 

said to him: Do you still feel any 
desire towards women? When 
women were mentioned, Ibn Mas'ood 
said: Come closer, 'Alqamah. I was 
a young man (at that time). 'Uthman 

said to him: The Messenger of 
Allah came out to some young 
men of the Muhajireen and said: 
"Whoever among you has the 
means to get married, let him do 
so, for it is more effective in 
lowering the gaze and guarding 
chastity; whoever cannot (do that), 
then fasting is a shield for him." 

Comments: [A saheeh hadeeth] 



412- It was narrated from 
'Uthman bin 'Affan (.&) that the 
Prophet (#?) said: "The best of you 
is the one who teaches Qur'an or 
learns it." Muhammad bin Ja'far 
and Hajjaj said: Abu 'Abdur- 
Rahman said: That is what made 
me sit in this place (i.e., become a 
teacher). Hajjaj said: Shu'bah said: 
Abu 'Abdur-Rahman did not hear 
(it) from 'Uthman (^) or from 
'Abdullah, but he heard it from 'Ali 
My father said and Bahz said: 
(It was narrated from) Shu'bah 
who said: 'Alqamah bin Marthad 
told me: "The best of you is the one 
who learns Qur'an and teaches it" 

Comments: [Its isnad is saheeh , al- 
Bukhari (5028)] 



jUip jl& fj i^fe ijjLl^ ^jI Sis 

liii : Jli fLiXu Li : jUli ij Jlii 
l*a§* jUJlP JU* t^Li Jj;-j U 1 j : Jli 
^\ t^ijHi J> li 015 

J^ji^ ^jws -jj;/^ 

* J J j^r JU^i -MY 

• f * ' '* * a » 4 ^ * ,j ' , 

-Lp ^1 ^ t JjJl>^ _C ^ 

jp * ilk j; ouli > ,^JJji ^jji 

; Jli : ^L>*j-j J^ ji 

y \ . ' ■■ > j ; *u*Ji J L* : J ^ • J^*-^ t 

Jlij Jli ^ ^ ^ jj 
^ J^ v-^ ^ 



Musnad 'Uthman bin 'Affan -fr 239 & &\1l£. &j ^Uic , i ; < m « 

413. 'Affan told us: Shu'bah told . * „ > , ^ , 

us: 'Alqamah bin Marthad told ^ ^ :oU * ^ " Ur 

me... and he said in it: "Whoever ^\^\ p£ Jii^ lliU 

learns the Qur'an or teaches it." , i £ 

Comments: [Its isnad is sahceh] t-' 

414. It was narrated that 'Amr bin *^ >U ^ lUi ^ -tU 
Deenar said: I heard a man narrate ^ 

from 'Uthman bin 'Affan (<&) from :jb jL^ ^ Jjf *p ^ 

the Prophet to) who said: "A man * , ( . , i * - ' sT ■• - 

was easy-going when buying and ^ V r i ^ 

selling, and when paying his dues ili-Lili} \J+1^ 

and asking for what he was owe - 

then he will enter Paradise." [ n ' : *^ ^ 1 ^ 

Comments: [Hasan because of > ^, ^ jL^j iJL*j t.^ 

corroborating evidence; this TSritfd , , ■.. - u i 

IS UG CCj\ u ^ " 

415. It was narrated from Aban ^ ^ : ^ ^ „ no 



from 'Uthman (4*) that he called 
for water and did wudoo': he o\y**- ^ & l/- j£ 



rinsed his mouth and nose, then 
he washed his face three times, his 

arms three times each, and wiped J^p ^ 4 JJL^Ij ^L^ j U>)^ 

his head and the tops of his feet, , , ^i'i" £yi *'* " 

then he smiled and said to his Cr~* J * ^ J --* * 

companions: Aren't you going to Jlji t jJbO> j&j 

ask me what made me smile? ^' 



They said: What made you smile, 



O Ameer al-Mu'mineen? He said: I : ^^jjl U di^i M^JUi 
saw the Messenger of Allah \ s ^ J , 

call for water near this spot, then ?^ ^t? ^ ui Sfe ^' Jj^j ^-^j 
he did wudoo' as I have done it, *i i-< i r:'\i 

then he smiled and said: "Aren't / , . - > r 

you going to ask me what made : l^JUi "V^^^^w^l U ^^JL^ :Jlii 
me smile?" They said: What made ? lt p * , *.f 

you smile, U Messenger or Allah? ' * 

He said: "If a person calls for <1p ilil i>- J^-ii ^j-^^ ^! 

(water for) wudoo' t then he washes # _ , t _ ? ' - s > 

his face, Allah will remove from ^ b ^ '^>; ^» ^ 

him every sin that he committed jtf (o<{/\) tjv^ ^ l\j ,iui5 015 
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with his face; when he washes his 
arms, the same applies; when he 
wipes his head, the same applies; 
when he purifies his feet, the same 
applies/' 

Comments: [Saheeh because of 
corroborating evidence] 

416* It was narrated from al- 
Hasan bin Sa r d, the freed slave of 
Hasan bin 'Ali, that Rabah said; 
My musters married me to a 
Roman slave girl of theirs, I was 
intimate with her and she bore me 
a boy who was black like me and I 
named him 'Abdullah. Then I was 
intimate with her again and she 
bore me a boy who was black like 
me, and I named him 'Ubaidullah, 
Then she was corrupted by a 
Roman slave of my masters, whose 
name was Yuhannas and he spoke 
to her in their language. Then she 
gave birth to a boy who looked like 
a lizard (i.e., was very fair). I said to 
her: What is this? She said: He is 
the child of Yohannas. So we 
referred the case to Ameer al- 
Mu'mineen 'Uthman (4?) - Mahdi 
said: I think he said: And he asked 
them both - and they confessed. He 
said: Will you agree to me passing 
judgement between you according 
to the judgement of the Messenger 
of Allah He said: The 

Messenger of Allah ruled that 
the child be attributed to the 
(husband of the) woman, and the 
fornicator gets nothing. Mahdi 
said: and I think he said: He 
flogged her and him, and they 
were both slaves. 



[oor ,m t £r. 

C^j 'J* ^ J. J> ^ Jt 

L^J jl> . Jul jli £U Jl> 3pl 

.^jJi ^uajj ii^Ji St ^ sfe 

iiil>-j Lijl> :Jli Jll^lj Ju 

|>y t nv ,iw: ^i] .^L; uis; 

^■Lj iJl^pJ oL-*[ tgj^fcJ 

.Up Jil. ly^ J\ y, fjij+tij 



Comments: [Its isnad is da'cef because Rabah is unknown] 
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417* It was narrated from Rabah... - , # „ 

he mentioned a similar hadeetth He ■ 

said: I took them to Ameer al- juAi : jjili ■ -JlI^J 

Mu'mineen 'Uthman bin 'Affan t . , { p s Ja 

who said: The Messenger of J ^J^- ^ J ^ ±* J? 1 

Allah (^) ruled that the child be . .J^ji ^jj ^ ^ ,jJ^ 
attributed to (the husband of) the f . - \ " „ * 

woman... and he mentioned a Cf. o^^H 1 ^ l J! ^4^/ 

similar report. ^ £f ^ ^ Jj| 0! 
Comments: [Its isnad is da'ce/and it ^ . : ' 

is a repeat of the previous report] [ £ U : ^ lj] ^Ai . . 



418. It was narrated that Humran 
said: 'Uthman (^) called for water 
when he was in al-Maqa'id, He ^ J* - ^ 



poured some on his right hand and 
washed it then he put his right 
hand in the vessel and washed his t I* ^JS Ci^li <. _lpL*J1 ^JJ- 
hands three times, then he washed s > . a ss„ , . . ,^ , . #i . . * 
his face three times, and he rinsed ? 4 ^ ^ ^ ^ J >^ p 
his mouth and nose; he washed his 
arms up to the elbows three times, 
then he wiped his head, then he ^ ^j*^ J\ j— *i 

washed his feet up to the ankles *"<ru n «r v r * ' r - - - 
three times. Then he said: I heard ^ ' " ' - * f _ 

the Messenger of Allah (^) say: ^ ^ J>^j :JU p 

"Whoever does wudoo' as I have * * ; fr f s . - ^ 

done wudoo f then prays two ^ i J ^ ^ J " 

rak'ahs in which he does not let his U iUi ^ii t Ll^J V j^i^ 

mind wander, will be foreiven his " » ' , ... 

previoussins. [iYA t£n ^ m 

Comments: [Its isnad is saheeh, al- (T T 1} () a ^ ^ . - 

Bukhari (159) and Muslim (226)] r c v 

419, It was narrated from Humran, :^Ju^]l ^ ^ ^?^! 

the freed slave of 'Uthman, that he , „ , . . 1. , . = 

saw 'Uthman (*) call for a vessel,... ^ ^ l ^ ^ ^ f^ 1 ^ 1 ^ 

and he mentioned a similar report. 2l : jUii ^Jb^ ^ 

Comments: [A Saheeh hadeeth and it 
is repeat of the previous report] 
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420. It was narrated that Abu 
Sal am ah bin 'Abdul-Rahman said: 
'Uthman (4*) looked out from the 
house when he was under siege 
and said: I adjure by Allah anyone 
who was present with the 
Messenger of Allah (^), on the day 
of Hira' f when the mountain shook 
beneath his feet; he kicked it with 
his foot and said: "Be still, Hira, 
there is no one on you but a Prophet, 
a Siddeeq or a martyr/' and I was 
with him. And some men testified to 
what he said. Then he said: I adjure 
by Allah anyone who was present 
with the Messenger of Allah (^s) on 
the day of Bai'atul-Ridxuan, when he 
had sent me to the mushrikcen, the 
people of Makkah; he said, "This is 
my hand and this is the hand of 
'Uthman/' and he swore allegiance 
on my behalf. And some men 
testified to what he said. Then he 
said: 1 adjure by Allah anyone who 
was present when the Messenger 
of Allah (#5) said: "Who will 
expand the mosque by incorporating 
this house into it, in return for a 
house in Paradise?" and I bought it 
with my wealth and expanded the 
mosque by incorporating it into it. 
And some men testified to what he 
said. Then he said; I adjure by 
Allah anyone who saw the 
Messenger of Allah on the day 
of the army of hardship (i.e., 
Tabook), when he said: "Who will 
spend today a spending that will 
be accepted by Allah?" and I 



J^ 1 ^ H f>- ^ ^ l <JA> V 

i^-i y> JjL jlLi :Jli .Jl^-j ij iiiili 
ij\ ^! '^\y<°y\ y£ fjl i§g M J j^j 

-J Li- j *d -Llilli ^Lj HjUip jj &Jlaj 

: jLi 3^ Jjl J^j ^ jjL Alii : Jli 

J-g-i 4UL> jlJJI) : Jli .Jl^-j -J J^U 
jin : Jli ^ ^ 

.JL^-j ij iiiiu : Jli ?JU ^ ^Ji 
[on : ^t] JLf j iiSli : J Li 

JLaJ^i WW? 
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equipped half of the army with my 
wealth. And some men testified to 
what he said. Then he said: I adjure 
by Allah anyone who saw the 
water of Roomah (a well) being 
sold to wayfarers, then 1 bought it 
with my own wealth and gave it to 
wayfarers for free/' And some men 
testified to what he said. 
Comments: [A saheeh hadceth] 

421. It was narrated that Humran 
bin Aban said: I saw 'Uthman bin 
'Affan (4^) do wudoo'* He poured 
water onto his hands three times 
and washed them, then he rinsed 
his mouth and nose, then he 
washed his face three times, then 
he washed his right arm up to the 
elbow three times, then the left arm 
likewise, then he wiped his head, 
then he washed his right foot three 
times, then the left foot likewise. 
He said; I saw the Messenger of 
Allah {^) do wudoo' similar to 
what I just did, then he said: 
"Whoever does wudoo' as I just did, 
then prays two rak'ahs without 
letting his mind wander, his 
previous sins will be forgiven." 

Comments: [Its isnad is saheeh, al- 
Bukhari (159) and Muslim (226)] 

422* It was narrated that Nubaih 
bin Wahb said: 'Ulnar bin 
'Ubaidullah sent word to Aban bin 
'Uthman (to ask) whether he 
could apply something to his eyes 
when he was in ihram - or (to ask) 
what he could apply to his eyes 
when he was in ihram. He sent 
word back to him telling him that 



p t U^i^Jti U>U a^jl ( _ j Jl£ j^yli t L-^jJ 

i * " -"" t „ • " ' s * > * * * -■ 

sir? <U1 ^ J j-^^ 

[i \ A: fio 

:Jli * fcj Cf. If 0*" 

5d (1* f\) Ji aJU! jl^ J^jt 
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he could apply aloes to them, and * , t - , , 

I heard 'Uthman bin Affan (^) ^ l ^3 0* ^ * jU£ # 

narrating that from the Messenger [i<lv t Mi iilfl ■ M &t 

of Allah (sfe). ' 

Comments: [Its isnad is stf/iee/i, Muslim (1204)] 



423* Tt was narrated from 'Uthman 
bin 'Affan that the Prophet 

said: "Whoever knows that prayer ol^U ^ oUi£ : 

is an obligatory duty will enter . M > _ , , , ,„ 

Paradise." ^ ^ ^ ^ ! > ^ 0=» 

Comments; [Its isHod is rfo'ce/, J ' * ^ oUi£ 0*- OCl J> t jl^li 
because Abdul-Malik bin Ubaid ^f fi|l , . S| 

is unknown] ^ ji r>^ ^ 

.j-* ^ JiUijLP iJl^J «L-j : 

424. It was narrated that Sa'eed bin f >° r ;* - r ;* - £ M , 

al-Musayyab said: Uthman went ~ ; ^ ' ■ 

for Hajj, and when he was halfway jJu _ ^1 :^oii3l 

there, 'Ali was informed that ,\ ^ / . , ^ ; # ' '/ 

'Ulhman had told his companions ^ : ^ Jt 

not to do tamattu. 'Ali said to his 5 - . V ^'h • - . - :r-.- 

companions: When he sets out, set , ' " - ^ 

out too. 'Ali and his companions Jjjjl ^aJC jls* ill JL^ 4± 

entered r'/irflm for 'Umrah, and . * 

'Uthman did not say anything to ^*oL^ol*^>i 

them. 'Ali said: Have I not been ^ j£ ^ ^ ^ ^ 

told that you have forbidden - ^ ; ^ * 

tamattu '? Didn't the Messenger of ^ J*U .l^ijy ^IAJj'n 

Allah (sic) do ta?rwttu'? He (the ^ >> t 

narrator) said: I do not know what JU " r**^- r 1 * 

answer 'Uthman (&) gave. ^ ^ & ^\ ;^ ^ 

Comments: [A hadeeih saheeh, \% ' . - = > , 

Muslim (1223)] ^ :tjLi *^ ^ l ^ r 1 ' 

^ Ijj-lj lLjj>- o flj (.4.* ^ibio. 
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425. It was narrated that Malik 
bin Aws bin al-Hadathan said: 
'Umar bin a!-Khattab (4*) sent for 
me, and whilst I was like that, his 
freed slave Yarfa' came and said; 
'Uthman, 'Abdur-Rahman, Sa'd 
and az-Zubair bin al-'Awwam are 
here - (the narrator) said: I do not 
know whether he mentioned 
Talhah or not - and they are 
asking for permission to enter 
upon you. He said: Let them in. 
Then after a while, (Yarfa') came 
and said: al-' Abbas and 'Ali are 
asking permission to enter upon 
you. He said: Let them in. When al- 
' Abbas came in, he said: O Ameer 
al-Mu'mineen, judge between me 
and this one. They had a dispute 
at that time concerning the fat 
(booty) that Allah had granted to 
His Messenger of the wealth of 
Banun-Nadeer. The people said: 
Judge between them, O Ameer al- 
Mu'mineen, and relieve each one 
of his opponent, for their dispute 
has gone on too long. 'Umar 
said: I adjure you by Allah, by 
Whose Leave heaven and earth 
exist, do you know that the 
Messenger of Allah said, "We 
are not to be inherited from; what 
we leave behind is charity' '? They 
said: He did say that. He said: I 
shall tell you about that fat'; Allah, 
may He be glorified and exalted, 
gave something exclusively to His 
Prophet (sg) that He did not give 
to anyone else. And he quoted the 
verse: "And what Allah gave as 
booty (Fai') to His Messenger 



ill : Jlii iii); U\Jr k iiJis ^ 

i ;{ Lai ^j*] : J ^ 

<LS^ jiii :Jl± .J4i* j jJiuJLJ 

^Lp j ^Cjmj\ i_L* : J Ui l^L>- jU Is- L>- 
jiS 1H3 . LLjj jJii : J'li jliililJ 

e-Lil U_J J U ■^'■>y -^4rrT -ll* -'4?J 

iUI ^J- JUi .U^^-^- 

U &i 5; ^^i 11* ^ r^V"^ 

:jUi tfl 'J^ 

^liiji ti ^ ^ $ 

1_LA I4~a ^gAt ^~>- l^j^ 

til*!- cj_a»l ^Jlc^ ^J^j jl5o tJUJl 
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(Muhammad (^)) from them - for ^ j J| ^ 

this you made no expedition with 4 ' l>£ J*^- 

either cavalry or camelry" [al- lil JZ J Li t ^ Jjl 

Hashr 59:6], He said: 'This was £ 

exclusively for the Messenger of W ^ ^ ^ l ^ J & 

Allah {%) and by Allah, he did Jbi j^j ^ 

not keep it to himself in exclusion 

of you and he did not prefer [WT-j-rlj] 

himself over you with reeard to it . , va . . ... 

Rather he gave it to you and ^ ' ^ 

divided it among you until there .(wav) 

was nothing left of it except this 

property. He spent on his family's 

needs from this property for one 

year, then he took what was left 

and regarded it as the property of 

Allah. When the Messenger of 

Allah (^;) passed away, Abu Bakr 

said: "I am the successor of the 

Messenger of Allah (3^), I shall 

deal with it as the Messenger of 

Allah (3k) dealt with it. 

Comments: [Its isnad is saheeh, al-Bukhari (2904) and Muslim (1757)] 

426* It was narrated from 
'Uthman that he saw a funeral and 



stood up for it and said: I saw the i^^ 1 0^ > 

Messenger of Allah (^) see a , - ' ♦ .* > * , . - \ 

funeral and stand up for it. ui ui <^r u* 'V' JrfUil 

Comments: [Saheeh, because of oUip t jUiP ^ jCI 

corroborating evidence and its > J r ^ " 

/smw/ is da'eef, because Yahya bin °^ :JUjt 1 ^ ^ ^ 

Sulaim is unknown] :>G .L*J fl£ ife Jj j£g Jj! 

[m t i<U Uvo 

427* It was narrated that Abu f r ;* . r ;* , , ww 

Ubaid said: I saw Ah and ^ ^ - * 

'Uthman (^) on the day of (Eid) $ :^jUJl ^ j3U l£U : ^ 



al-Fitr and (Eid) aUAdha; they 
prayed, then when they finished 
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they reminded the people, I heard 
thern saying: The Messenger of 
Allah (^) forbade fasting on 
these two days. 

Comments: [Its isnad is sahech) 



428. It was narrated from 'Ata' 
bin Yazeed al-Junda'i that he 
heard Humran the freed slave of 
'Uthman bin 'Affan say; I saw 
Ameer al-Mu'mineen 'Uthman do 
wudoo'-, he poured water onto his 
hands three times, then he rinsed 
his nose three times and rinsed his 
mouth three times.., and he 
mentioned the hadeeth, similar to 
the hadeeth of Ma' mar. 

Comments: [Its isnad is sahech, al- 
Bukhari (159) and Muslim (226)] 

429. It was narrated from one of 
the Ansar, from his father, that 
'Uthman (4b) said: Shall I not show 
you how the Messenger of Allah 
fe) did wudoo'? They said: Yes. So 
he called for water, and he rinsed 
his mouth three times and his nose 
three times, and he washed his face 
and arms three times, and he 
wiped his head and washed his 
feet three times. Then he said: You 
should know that the ears are part 
of the head. Then he said: I have 
tried to do wudoo' for you as the 
Messenger of Allah (jfe) did it. 

Comments: [A Saheeh hadeeth. This 
isnad is dd'eef (weak)] 



^ jUji ,_P3^ ^'j-*^ *^ ■ ^-^^^ 

jL*Ji£- ^j^J**-^ j^. \ ^-^y } : Jli j Lit- 

tii^ m^-j 
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4k (jJ (JWjlC \\ut* 



430. It was narrated that Hum ran 
bin Aban said: We were with 
'Uthman bin 'Affan (4*); he called 
for water and did wudoo' t When he 
had finished his wudoo', he smiled 
and said; Do you know why J 
smiled? He said: The Messenger of 
Allah ($*t) did wudoo' as 1 just did 
wudoo', then he smiled and said: 
"Do you know why I smiled?" We 
said: Allah and His Messenger 
know best. He said: "If a person 
does wudoo' and completes his 
wudoo', then he starts to pray and 
completes his prayer, he will come 
out of his prayer free of sin as he 
came out of his mother' s womb." 

Comments: [Its isnad is saheeh] 



431. It was narrated that Qatadah 
said: I heard 'Abdullah bin Shaqeeq 
say: 'Uthman forbade tamattu' 
and 'Ali enjoined it. 'Uthman 
said something and 'Ali said to 
him: You know that the Messenger 
of Allah did that. 'Uthman (4*) 
said: Yes, but we were in a state of 
fear [at that time]. Shu' bah said: I 
said to Qatadah: What were they 
afraid of? He said: I do not know. 

Comments: [Its isnad is saheeh, 
Muslim (1223)] 



432, It was narrated that Qatadah 
said: 'Abdullah bin Shaqeeq said: 
'Uthman used to forbid mitt' ah (of 
Hajj, i.e., iamaiht) and 'Ali used to 
enjoin it. 'Uthman said something 
to 'Ali, then 'Ali said: You know 



jr. 



£y LLb t Liyi *LL> U-jj jUp 

ilM :Ui :Jli «?ciUJ> ^ 

U> : !il ijJl 5|» :Jli c^ii-i ijjJ-jj 



iL'jii- Lijb- -tn 



#5 Jjl M jdJ 
& llpj vj^i :4^ jUii J l J 
cJui jli [Vol ,irY ;^i] 



jl£ : ^ ^JJI jl^ Jli :Jli 
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that we did tamattu' with the - - <• *t •< , ^ 

Messenger of Allah (sfe). He said: ^ £ ^ * ^ ^ ^ : ^ ^ 

Yes, but we were in a state of fear u5 IjX^ t J^l : Jii <' Jjl 
then, 

Comments: [Its isnat/ is saheeJi] ' 



uU5 ^ obi 



433. It was narrated that 'Abdullah ^ ^^i' fcjj- : £)3 LiJb- -tTT 
bin az-Zubair said: 'Uthman bin . ■ , t ^ , * _ ; B 
'Affan said, speaking from his JU : JU ^ ^ ^ ^ ^ ^ ^ 
minbar: I am going to tell you a tXL 4> ^ y 
hadecth that I heard from the '''I \ a > , „ >^ , * 
Messenger of Allah (%); nothing S£ ^ <J^3 ^1 
kept me from telling it to you ^ Oil \l of ^ J'i U 
except the fact that I care for you. T > ^ " * 6 

heard the Messenger of Allah (sag) ^y^* 3fe ^-t^ uhL* 

say: ^Standing guard for one night ^ ^ ^ ? ^ 

for the sake of Allah, may He be *' ' ^ - ^ ^ ' 

exalted / is better than a thousand [t\T : fU^J) ^ ^Ij ili* 
nights spent in prayer and [a 

thousand] days spent fasting." Uu*-* jl^j ia*. . v~^- 'gtj** 

Comments: [Hasan, and its isnad is jriJ ^ j^W.? ^ ^-^J 

dn'ee/ because of the weakness of .uUu- 

Mus'ab bin Thabit] 

434, It was narrated that 'Uthman 
bin 'Affan (^) said: I heard the 
Messenger of Allah (^) say: y) J^- - -4* i^^ 1 ^ 
"Whoever builds a mosque for the 
sake of Allah, may He be glorified 
and exalted, Allah will build some- M Jj-^j ^JU-^ :JU 4* jL** y o la- 
thing like it for him in Paradise." 

Comments: [Its isnad is Saheeh, al 

Bukhari (450) and Muslim (533) [° *^ J i& il iiJl ^ 



^1 y>\ fcjJ- : ^ jUi^ UiJLi- -ire 



435. It was narrated that Abu 
'Ubaid, the freed slave of 'Abdur- 

Rahman bin Azhar, said: I saw y *U\ J> jJU J, ^jj 

'Ali C&) and 'Uthman (^) prayine * , . #tl .", v s , ^ f , , , ' : 

on the day of al-Fitr and the day ^ - ^ - ^ ^ 

of aUAdha, then they reminded the Oli^J jUii} Op Jjlj :Jli 
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people. And I heard them say: The jP - ^ fi ; . v . . 

Messenger of Allah (#5) forbade P *<>~^ l 3 >^ # 

fasting on these two days. And I :Jli 

heard 'Ali say: The Messenger , ' ' ' , tf 

of Allah forbade anything of 'O^ 1 ^ f ^rf 0* ^ ^ ^1 

the sacrificial meat to be left after ^ ^ * . jj Utv: . ] 

three davs. ' ' ^ 

Comments: [Its isnad is saheeh] & ^ 01 ^ ^ J ^ 

436. It was narrated that - ^ - ^ „ £rn 

Muhammad bin 'Abdullah bin Abi * s 

Maryam said: I entered upon Ibn C ^* J ^ -h^ J>} 

Da rah, the freed slave of 'Uthman, . v : r 

and he heard me rinsing my 



mouth. He said: O Muhammadf I : <J^ <J^Ai U : Jlii :JLi <. 



said: Here I am. He said: Shall I not 
tell you about the wudoo' of the 
Messenger of Allah I saw jij 4* oUii :Jti ^ Jjl 

'Uthman when he was in ft/- ; , _ , > 
Maqa'id. He called for water for o^^^ ^J-^> ^ 

wudoo', then he rinsed his mouth ^tjij ttt^ i^j Jii} tli^S j-V-.Mj 
three times, rinsed his nose three / „ t , jr , _ 

times, washed his face three times, J*~*J ^-^J L ^ ^ 

washed his arms three times, J ^ ^ .j^ <£ ^ 

wiped his head three times and t " J ^ r 

washed his feet, then he said: Who- J-^J *j~*J '^4* ^ ^ 
ever would like to sec how the -, L * , 

Messenger of Allah (^) did wudoo', ' ' 1 " 

this is how the Messenger of Allah - - j^j 

(%) did ioudoo\ " 

Comments: [Its isnad is hasan] 

437. It was narrated that Abu 
Umamah bin Sahl said: We were 

with 'Uthman when he was under ' £j rj> ^i>- :^llJ J£iJ! 

siege in the house. He went to the ^ = j , . 

entrance of the house, from which ^ ° ^ ^ ^ 

his words could be heard in a/- J» jjJi^J jij ^ Jllli ^ l!l :Jli 

Sa/fif, He went to that entrance, ^ , , - - , , a 

then came out to us and said: C~- ^ b i ^ >^ 
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They were threatening to kill me ; r > : < v . . , 

just now. We said: Allah will - ^ * . ^ 

suffice you against them, O Ameer ^-jijS j^t ^! jr^j J^-^ 1 

al-Mu'mineen. He said: Why t ^ \ 

would they kill me? I heard the c - M r*^- :JU " U1 ^ 

Messenger of Allah say: "It is Jj ' j :JU ^ 

not permissible (to shed) the blood * . >\ * , t 

of a Muslim except in three cases: if f-> ^ ^§ ^r-J c^-* 

a man disbelieves after becoming v - . t ^; vji i « ' ^ *i 

Muslim, or commits una after ~ 

being married, or kills someone Jx* j\ t«jUa^i j\ -Uj 

and is executed in return." By r ^ l ^ v=> : i * my /i> 

Allah, I have never wished to ^ * ^ " 

change my religion after Allah <.aJl ^lli xi Vju J 5l 

guided me; I never committed zina 



either during the Jahiliyyah or in T> ^ f^l ^ ^ — ^ J 

Islam; and I have never killed ,i^A : &\] f^Jlk ^ * L-l : 
anyone. So why would they kill 

me? aiA 

Comments: [Its isnad is saheeh -^f*-** ' gtj^* 

438. Abu Umamah bin Sahl bin ^ Jji ; jjl -*rA 
Hunaif narrated; I was with , f ^ ^ ; 
'Uthman (^) in the house when ^ J? ^ ^ : ti^>^ ^ 
he was under siege, We would - ^ £ ^ :-L^ ^ ^ 
enter through an entrance... and - \ t t 

he narrated a similar hadeeth. And ^ 4* jUi* £JU ^ :Jli 0^ 

he said: I heard the Messenger of > ' -r si = - * , . . „ > „ ^ 
Allah (^) say:... and he narrated ^ J yjy^ j 

a similar hadeeth, jZ :Jlij t-dL *io^Jl ^Sii 

Comments: [Its isnad is sfltottfr] ^ ^ Jj; 

439. It was narrated that Salim _ > \£\ £^ : v ; „ir^ 
bin Abul-Ja'd said: 'Uthman ^ . ; 

called some of the Companions of J* If. jJ^ - J-^ 1 ls ] ^ 

the Messenger of Allah (%), ^ ^ ^ ^ t ^ J j , u 
among whom was 'Ammar bin ; - .. 

Yasir, and said: I am going to ask ^JJi Jj^-j ^U^l ^ L^U 



Musnad 'Uthman bin 'Affan 252 



you something and i would like 
you to be honest with me. I adjure 
you by Allah, do you know that the 
Messenger of Allah (^) used to 
give Quraish precedence over all 
people and he gave precedence to 
Banu Hashim over all of Quraish? 
The people fell silent then 'Uthman 
said: If I had the keys of Paradise 
in my hand, I would have given 
them to Banu Urn ay yah [his own 
clan] so that they could all, down 
to the last man, enter it. Then he 
sent for Talhah and az-Zubair. And 
'Uthman said: Should I tell you 
about him - i.e. Ammar? I was 
walking with the Messenger of 
Allah (£7), who was holding my 
hand, and we were walking in al- 
Batha', until he came to where his 
['Ammar's] father and mother 
were being tortured. 'Ammar's 
father said: O Messenger of Allah, 
are we going to be like this forever? 
The Prophet (^) said to him: "Be 
patient/' Then he said: "O Allah, 
forgive the family of Yasir, and 
You have already done so/' 
Comments: [Its isnad is da'eef, 
because it is interrupted] 

440, It was narrated from 'Uthman 
bin ' Affan that the Messenger of 
Allah ) said: 'Everything apart 
from the shade of a house, a sack 
of bread, a garment to cover his 
'aw rah and water, anything more 
than that the son of Adam has no 
right to/' 

Comments: [Its isnad is da'eef] 



jjL* ^li UJy ^ Jj^j 01 

^ ill J^j £ Jjuil _ l;LU 

J) j± ^ 

<^U0 .jL>is- iljju ju^Ji ^1 

v kL-j ijjjL?- : a ^ . /ji I jLjp Lij-L>' — £ t * 
jjii :jJ; V^Jl :Jli ^LUS 

lo^ ^ J5« :J\i 3k ill 
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441. It was narrated that an old 
man of lliaqeef - Humaid said that 
he was righteous - said that his 
paternal uncle told him that he 
saw 'Uthman sitting at the 
second door of the mosque of the 
Messenger of Allah (^). He called 
for a shoulder [of an animal} and 
ate its meat, then he got up and 
prayed, without doing wudoo'. 
Then he said: I sat where the 
Prophet sat and I ate what the 
Prophet (^) ate, and 1 did what 
the Prophet did. 

Comments: [Sahceh because of 
corroborating evidence] 

442. It was narrated that Abu 
Salih, the freed slave of 'Uthman, 
said: I heard 'Uthman in Mina 
saying: O people, I shall tell you a 
hadeeth that I heard from the 
Messenger of Allah (s^c). He said: 
"Standing guard on the border for 
one day for the sake of Allah is 
better than one thousand ordinary 
days, so let a man stand on guard at 
the border as much as he wants." 
['Uthman] said; Have I conveyed 
[the message]? They said: Yes. He 
said: O Allah, bear witness. 

Comments: [A hasan hadeeth] 

443. 'Abdullah bin 'Abdur- 
Rahman bin Abi Dhubab narrated 
from his father that 'Uthman bin 
'Affan (<&) prayed four rak'ahs in 
Mina and the people objected to 
that. He said: O people, I have taken 
a wife in Makkah since I came here, 
and I heard the Messenger of Allah 
fe) say: "Whoever takes a wife in 



> ' * S f 1 * *' * s : - z s * 

i^Ag *^Ji js-i u iisij ^ ^1 

0* ^ i? "j^j &jJ~ ; ^rf i 0?' 

t^illl l^ji U : J jiJ .^-^ ljL*^ 

^4l]l ;Jli MjJli ?JJ£ «;U 
[00A ,£VV ,iV* : Jl^i 

U :jUi ^r-lljl i^&U tC^lO; 
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a city should offer the prayer of 
one who is a resident (i,e., in full). 



Comments: [Its isnad is da'eef [^M ."p-iJI J-^Xi ^ J 

because Tkrimah bin Ibraheem is 

unknwon] ^ t - J V^ 

444. Sa'eed bin al-Musayyab said: . * ^ ^ J- ^ ^ ^ ^ i£t 

I heard 'Uthman delivering a * ~ 

khutbah from the minbar. He said: 1* -4* 

I used to buy dates from one of *J 5" ^l^Ji • * - ' ' - ' \y 

the Jewish clans who were called - * ^ *^ " u JJ 

Banu Qainuqa', and sell them at a t ^j^J ^ jUl£ cJL^ 

profit. News of that reached the > -> • „ • 4 * * v >>> > > 

Messenger of Allah who said: J " ^ ' ^ ^ ^ l> ^ : J ^ 

"O 'Uthman, when you buy, take J ^ iiL ^JG I^tt ^L&* j£ ;^4J 

your dues with nothing extra, and "V > * 

when you sell, give (the other 4 iP u °^> il 'H c l - fl ^ ?-LM 

party's) dues with nothing less." [oi'iiio:^!].*^^ lijj 
Comments: [A hasan 



445. Moosa bin Wardan narrated 
from Sa'eed bin al-Musayyab 
from 'Uthman bin 'Affan («&)... y. J* ^*JJ 0? 



and he mentioned a similar 
report. 

Comments: [Hasan, it is repeat of -^L. ^ (-j— : 

the report above] 

446. It was narrated from Aban LlKU '^j ^\ y ±ll 

bin 'Uthrnan that his father said: . 4 , ~j * ^ E 

The Messenger of Allah (afc) said: ^ t0U ^ ^ l ^ ^ ^ ^ 

"Whoever says 'In the Name of -jj : ^ J^j jy : jy 

Allah, with Whose name nothing X ' t f s , ; 

on earth or in heaven can cause t_*? ^Cr* J*-^ rA: ^ *^J1 f-^ 

harm, and He is the All-Hearing, ^ . ^ 

All-Knowing/ nothing will harm ^ ' , . ' 

him." : J^l; jj .^LUJl 

Comments: [Its isfifld is /j^tin] [ D Y A t ^ v ^ 
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447. It was narrated from 
Hurman bin Aban that 'Uthman 
bin 'Affan said: I heard the 
Messenger of Allah say; "I 
know a word which no one says, 
sincerely from the heart, but he 
will be forbidden to the Fire/' 
'Umar bin al-Khattab said to 
him; I will tell you what it is: it is 
the word of al-ikhlas by means of 
which Allah, may He be blessed 
and exalted, caused Muhammad 
(#5) and his companions to 
prevail and it is the word of tacjwa 
that the Prophet of Allah 
urged his uncle Abu Talib to say 
when he was dying, the testimony 
that there is no god but Allah, 

Comments: [Its isnad is qawiy] 

448. Abu Salamah narrated that 
'Ata' bin Yasar told him that Zaid 
bin Khalid al-Juhani told him that 
he asked 'Uthman bin 'Affan 
What do you think if a man has 
intercourse with his wife but does 
not ejaculate? 'Uthman said: 
He should do wudoo' as for prayer 
and wash his private part. And 
"Uthman (4*) said: I heard it from 
the Messenger of Allah I 
asked 'Ali bin Abi Talib, az-Zubair 
bin al-'Awwam, Talhah bin 
'Ubaidullah and Ubayy bin Ka'b 
about that, and they told him to do 
the same. 

Comments; [Its isnad is saheeh, al- 
Bukhari (179) and Muslim (347)] 



if ^ if i** -V*^ 1 

f _f ^ ^ y^- ^ 

is* ^ ^ 

: jjjp 1 Jus Ul ili- ^ L^ii- 

.Jill SJ1 V Jl ki^i 

n^ijlAp Jj jUap 

t&*>UiU ^j^i :oU-^ JLai 

^ {J* ^ If cJLi Jwj 
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4* )jj ijUlt J*j*l4 



449. 'Ubaid bin Abi Qurrah said: 
I heard Malik bin Anas say: "We 
raise whom We will in degrees" 
[al-An'am 6:83]. He said: [i.e.] by 
means of knowledge. I said: Who 
told you that? He said: Zaid bin 
Aslam said that. 

Comments: [The isnad of this 
report going back to Zaid bin 
A slain is saheeh] 

450. It was narrated that 'Uthman 
bin 'Affan (^) said: A man came 
to the Prophet (%) and said: O 
Messenger of Allah, I prayed but I 
do not know whether 1 did an 
even number [of rak'ahs] or an odd 
number. The Messenger of Allah 
(sfe) said; "Beware lest the Shaitan 
toy with you in your prayer. 
Whoever among you prays and 
does not know whether he did an 
even number [of rak'ahs] or an odd 
n umber , let him prostrate twice, 
for that will complete his prayer/' 

Comments: [Hasan and its isnad is 
da'eej because it is interrupted] 



45 1, It was narrated that Masarrah 
bin Ma' bad said: Yazeed bin Abi 
Kabshah led us in praying 'Asr, 
then he turned to us after the 
prayer and said: I prayed with 
Marwan bin al-Hakam and he did 
two prostrations like these, then he 
turned to us and told us that he 
prayed with 'Uthman who 
narrated from the Prophet (sfe)... 
and he mentioned a similar report. 

Comments: [Its isnad is Hasan] 



J :J>; ^ y ilJU 

^ ^JLJl :Jli (AT ;,Uj^1) 

^ ij iiij ^] : ju 

y- J\ y> UJI ^Jju li : ^jpmj 

■ JA^ ajll-Jj t ;J AjUl j*X^I ^ 

: JZy I y <JJ \ jla y_ jlL^J Lio>. -Id* 
^r , ji l ^ ~* a * 

s3Up r 1 

ij^ 1 J? -^ji ^ j5 
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452. It was narrated from Naff, 
from Ibn 'Umar, that 'Uthman 
looked out at his companions 
when he was under siege and said: 
Why do you want to kill me? I 
heard the Messenger of Allah 
say: "It is not permissible to shed 
the blood of a Muslim man except 
in one of three cases: a man who 
commits zina after being married, so 
he is to be stoned; or a man who 
killed deliberately (committed 
murder), so he is to be killed in 
retaliation; or a man who apostatised 
after having become Muslim, so he is 
to be executed." By Allah, I never 
committed zina either during the 
Jahiliyyah or in Islam; I never killed 
anyone such that my life should be 
taken in retaliation; and I never 
apostatised since I became Muslim. I 
bear witness that there is no god but 
Allah and that Muhammad is His 
slave and His Messenger. 
Comments: [Hasan] 

453, It was narrated from Abu 
Dharr that he came and asked 
permission to enter upon 'Uthman 
bin 'Affan He gave him 
permission and he had a stick in his 
hand. 'Uthman said: O Ka'b, 
'Abdur-Rahman has died and left 
behind wealth. What do you think 
of him? He said: If he paid the dues 
of Allah, then that is fine. Abu Dharr 
raised his stick and struck Ka'b, and 
said: 1 heard the Messenger of Allah 
('■*£.) say: "I would not like to have 
this mountain in gold and spend it 
(for the sake of Allah) and Allah 



r l '1* * f . A>. - ' > °l - i - 
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: J U aji Lj_l>- : *ot^j v l; 

iVU iijj ^y^j' Ju£ jj *. . I 



Musnad 'Uthman bin 'Affan & 



258 



£>j (jl a* r i inn 4 



sill-- J '. ^j>V 



accept it from me, and leave „ ^ s • . , >,.^ 

behind six Ooqiyyah of it" I adjure ^ ^ ^ J ' 1 ^ ^ ^ 

you by Allah, O 'Uthman, did you J J oL^? L iui£ U AjlLm 

hear hirn? - [He said it] three times. . . , 

He said: Yes. .fi : Jti 

Comments: [Its isHfld is da'eef 
because Ibn Lahee'ah is daecf 
and Malik bin Abdullah is - * ^ U 

unknown] 

454. It was narrated that Hani', y llilc ; aIJ! liil^ -Ut 
the freed slave of 'Uthman, ^ . ^ f ft t . ^ £ 

said: 'Uthman used to stand by ^ ^ L ^ 

a grave and weep until his beard J- ^ ^ t ^u3t M±S 
became wet. It was said to him: *, ^ , ^ , „ ' \ ' 

You remember Paradise and Hell 'H ^ ^ : Jli 4* jL^i- 

and you do not weep, but you . jj ^ V- t £ ^ 
weep for this? He said: The ^ ' " ^ . f ^ 

Messenger of Allah (%) said: "The j* ,jr??j j^j 
grave is the first stage of the \.c ^ - f , s , 

Hereafter. If one is saved from it ' " ; 

(i.e v its torments), then what comes Jj£ Ui il? ^ Ji> Jj^* 
after it is easier than it But if one is * - r ( > » . - • , * 

not saved from it (i.e., its torments), ^ ^ ^ ^ ^ H °P ^ ^ 
then what comes after it is worse." ^ Jdi Jlij ;Jli *k 

And the Messenger of Allah ($te) ^, tf t r ^ , , s 

said: By Allah, I have never seen ^ ^\ ^ ^3 u 

any frightening scene but the grave 
is more frightening than it." 

Comments: [Its isnad is saheeh] -^v^-^ £±j>^ 

455. It was narrated from ^ ^ ^ £jU -too 
Hisham bin 'Urwah from his " ' , ' ^ ' ' 

father from Marw an, and we have J* 0* t6 J/ f"^~? jf™ J1 

no reason to suspect him ; who : Jii _ ^ ^ tfiif _ i\y^ 
said: 'Uthman (^) suffered a - \ 

nosebleed in the year of the t^sL^j! tLl> 4fr jUii 



nosebleed, (which was so bad 
that) he stayed behind from Hajj 

and g £ nve his final instructions Sljbtij :Jli ,^k\J^\ :Jiii 

(because he thought he was going c ' ~ 1 1 * f v 

to die). A man of Quraish entered y> J^- 

upon him and said: Appoint a U- £ j^-) J>S p * Jl 
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successor. He said; Are they 
suggesting that? He said: Yes. He 
said: Who are they suggesting? 
The man kept quiet, listen another 
man entered upon him and said 
something similar to what the 
first man said, and he gave the 
same response. Then 'Uthman (4t) 
said: Are they suggesting az- 
Zubair? He said: Yes. He said: By 
the One in Whose hand is my 
soul, indeed he is the best among 
them as far as I know, and the 
most beloved of them to the 
Messenger of Allah 

Comments: [Its isnad is saheeh] 

456. 'Abdullah told us: Suwaid 
told us: 'Ali bin Mus-hir told us a 
similar report, with his isnad . 

Comments: [A saheeh hadeeth] 

457. It was narrated that Moosa 
bin 'Imran bin Mannah said: Aban 
bin 'Uthman saw a funeral and 
stood up for it. He said: 'Uthman 
bin 'Affan (^) saw a funeral and 
stood up for it, then he narrated 
that the Messenger of Allah ^ saw 
a funeral and stood up for it. 
Comments: [Hasan because of 

corroborating evidence and its 
isnad is da'eef[ 

458. It was narrated from Zaid 
bin K ha lid al-Juhani that he asked 
'Uthman bin 'Affan What do 
you think if a man has intercourse 



:Jli l jJlJ j juIp Vjj tjjSfi i5 J Li 
"^jh'J^i} jl5 jj. l oJlL t _ f .-i.i ^ JJl j Lai : Jli 

.<rv\v) :^ D3 u ' gtj*^ 



ju^i ij-ij (.s^^-J j >- : ^ 
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with his wife but does not ejaculate? 
'Uthman said: Let him do 

wudoo f as for prayer, and wash his 
private part. And 'Uthman said: 
I heard it from the Messenger of 
Allah (;^). I asked 'Ali bin Abi 
Talib az-Zubair, Talhah and 
Ubayy bin Ka'b about that and 
they told him to do the same thing. 

Comments: [Its isnad is saheeh, al- 
Bukhari (179) and Muslim (347)] 



459. Mu'adh bin 'Abdur-Rahman 
narrated that Humran bin A ban 
told him: 1 came to 'Uthman bin 
'Affan when he was sitting in 
al-Maqa'id. He did wudoo' and did 
it well, then he said: I saw the 
Messenger of Allah (%) when he 
was in this place; he did wudoo' and 
did it well, then he said: "Whoever 
does wudoo* as I have done, then 
goes to the mosque and prays two 
rak'ahs, his previous sins will be 
forgiven." And he said: The 
Messenger of Allah (^ ; ) said: "Do 
not become complacent.' 7 

Comments: [Us isnad is saheeh, al- 
Bukhari (160) and Muslim (227)] 

460. 'Ubaidullah bin Muhammad 
bin Hafs bin 'Umar at-Taimi said: I 
heard my father say: I heard my 
paternal uncle 'Ubaidullah bin 
'Umar bin Moosa say: 1 was with 
SuJaiman bin 'Ali and an old 
man of Quraish came in. Sulaiman 
said: Look at the old man, give him 



l : S^l jiyi £\± \l\ ijy :Jli 

juii jiij :jii /t'jl yM's 

5? '3 u?} y. & iAJ> 

[HA i^lj] .iui ij^U ,^JS ^ 
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a good seat, for Quraish have a 
right. I said; O Ameer, shall I not 
tell you a hadeeth that has reached 
me from the Messenger of Allah 
(^)? He said: Yes. I said to him: I 
have heard that the Messenger of 
Allah (^) said: "Whoever humiliates 
Quraish, Allah will humiliate 
him." He said: Subhanallah, how 
good this is. Who told you this? i 
said: Rabee'ah bin Abi 'Abdur- 
Rahinan told me, from Sa'eed bin 
al-Musayyab, from 'Amr bin 
'Uthman bin 'Affan (4*) who said: 
My father said to me: O my son, 
if you are put in a position of 
authority over the people, then 
honour Quraish, for 1 heard the 
Messenger of Allah (#c) say: "Who- 
ever humiliates Quraish, Allah will 
humiliate hi in/' 

Comments: [Hasan because of corrob 

461. It was narrated from 
'Uthman bin 'Affan (.&): 'Abdullah 
bin az-Zubair said to him when 
he was besieged: I have camels 
that 1 have prepared for you; do 
you want to go to Makkah, then 
whoever wants to see you can 
come and see you? He said: No; I 
heard the Messenger of Allah 
say: ''A ram of Quraish whose 
name is 'Abdullah will seek to 
commit profanity and wrong- 
doing in Makkah; he will have half 
of the burden of mankind's sins/' 
Comments: [Its imad is dace] and 

its text is munkar (odd); it is 
virtually fabricated] 

462. It was narrated from 
'Uthman bin 'Affan (4,) that the 
Messenger of Allah (%) said: 



jp ; It ^JJt :2 111 : JU : J'j 

"liit ^LiJ lijy ls l S\ U» :Jlj ^Ul 

xs- ^jjl jaj; ^x>- : cJi :jJ YIjl* 
U :^1 J <JL* y, i^j* O 

.s'lli 4jUl ll^i vJ>l V» 
orating evidence] 
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"The pilgrim in ihram should not ; ,* j . * . . t . , . * , , 

get married, arrange a marriage J ^ J ■ ^ * "T** J ^ ^ ^ c ^ 

or propose marriage." jp- j| ^ jlU J ^Uii ^ cOU^ J I 

Comments: fA saheeh hadeeth, N f> o> > . >t t > ^ . ■,, f,. 

Muslim (1409)1 ^ J & ^ ^ c£ ^ " Jb * ^ 

463. It was narrated that ^ . ^ - ^ Cfc -nr 
'Abdullah bin az-Zubair said: 

'Uthman bin 'Affan said, ^ ^ ^i*la» Cj^- 

speaking from his minbar: I am , * ft, 

going to tell you a hadecth that I ^ 



heard from the Messenger of Allah J^jl^J : ; ^L. ^ 

fe); nothing kept me from telling , - ft . , . . , * . 

it to you except the fact that I care r ^ - ^V; 0* ^ ^ 

for you. I heard the Messenger of J\ t ^ V^ji nJj ^ ^1^1 01 

Allah say; "Standing guard for ^ , , ' ' s 

one night for the sake of Allah, may ^ i*^' : ^ ^ Jjl J J^3 

He be exalted, is better than a £j ^ ^pj] «Ll J 

thousand nights spent in prayer and " ' 

[a thousand] days spent fasting." U^^rij] .«Lijl^ 

Comments: [ffeflH, and its isnad is 

da'eef because Mus'ab bin Thabit ' ° 



is unknown] 



464. It was narrated from 'Uthman ^j. . ^ 

bin 'Affan (*) that the Prophet (^) ' / ^ ' ^ 

said: "Whoever dies knowing that </Jj2^j\ jJj ^1 l^^- : J 



there i? no god but Allah will enter 
Paradise." 



Comments: [Its isrmrf is sa/tlt/i, ^! ^ P^- J^- a l^ 1 ' : ^ ^1 



Muslim (26)] 



465. Nubaih bin Wahb narrated :^}Sl -Ho 
that the eye of 'Umar bin 

'Ubaioullah became inflamed J< ^ J> ^fr^ 

when he was in ihram, and he i \ - .* /'^ - " \! ■ : - 

wante^l to apply kohl to it, but - - ' ; 
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Aban bin 'Uthman {«$*) forbade 
him to do that and told him to 
apply aloes to it. He said that 
'Uthman (&) narrated from the 
Messenger of Allah that he 
had done that. 

Comments: [Its isnnd is snhech, 
Muslim (1204)] 

466. It was narrated from 
Nubaih bin Wahb that 'Umar bin 
Ubaidullah wanted to arrange a 
marriage for his son when ho was 
in ihram, but Aban forbade him to 
do that and said that 'Uthman 
narrated that the Messenger of 
Allah ($g t ) said: "The pilgrim in 
ihram should not get married, 
arrange a marriage or propose 
marriage." 

Comments: [Its isnad is sahech, Muslim 

467. It was narrated that Rabah 
said: My masters married me to a 
Roman slave girl of theirs and she 
bore me a black boy. Then she fell 
in love with a Roman slave whose 
name was Yuhannas, and he 
spoke to her in their language. 
Then she got pregnant. She had 
borne me a child who was black 
like me, then she gave birth to a 
boy who looked like a lizard (i.e., 
was very fair). I said to her: What 
is this? She said: He is the child of 
Yuhannas. I asked Yuhannas and 
he admitted it. 1 went to 'Uthman 
bin 'Affan (4*) and told him about 
that. He sent for them and asked 
them, then he said: 1 will pass 
judgement between you according 
to the judgement of the Messenger 



:Jjj\^\ ilp uijli- -fW 

■wjJLp- jL*i> jl p-t-jj tOul *u^J ^ J- 3 "*- 4 
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(1409)] 
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,. 

Jij >. C-Juj>xJ i£1jj^JIj L^JpI^j 

*y^ju t ^J^ 8 ^3-^1 Uo*>u- , v j h^jjJj 

cJL-^J :<UU-* 

* I. J? j.> Lfc$^_» i^f^ 8 ^ ' J ^ ^ L '^*-s-^ ^-'- 3 



Mtisnad 'Uthman bin 'Affan 



264 



of Allah fcfe): the child is to be 
attributed to the (husband of the) 
woman, and the fornicator gets {< ^ :a ^iJ ^-f ^ j£ J oJJj 
nothing. He attributed the child to ^ ' 

me and flogged them both. Then -^y; ^^>J -V-* ! : £tj*» 

later on she gave birth to a black 
child. 

Comments: [Its isnad is daecf because Rabah is unknown] 



jUU^ LiLU- :JU^ Lil>- 



468. It was narrated that Abu 
Umamnh bin Sahl said: I was with 
'Uthman in the house when he J4— Jt <^ ^ y. .J^h 

was under siege. We would go into . - .. . > 0 * %* 

an en try way where, when we - c 

entered it, we could hear what the JliUo lj>l jiii l^j : J\i * ' *' 

people were saying in al-Bcilat. 



'Uthman entered it one day for 



some reason, then he came out L^£l £jj r '^j ^UJ U), Jilli 

with his face flushed and said: . . , * s * - 

They were threatening to kill me J^; ^J-^rr 

just now. We said: Allah will . ^ u ^ - Qj 

suffice you against them, O Amccr s 

al-Mu" mineem He said: Why ^ ^Ji -^y^ :JU* 

would they kill me? I heard the J, , „ > . - v t.. ^ 

Messenger of Allah (&) say: ft is / r — 1 - " - . ' ~ 
not permissible to shed the blood )i ^%^! J^- y£ J>-_j J^-i ^ 

of a Muslim man except in one of > v , T . . : 4 ... ". : 

three coses: a man who disbelieved ^ jl ^ 

after having become Muslim, or a , Li p^JJ ^JUl^ r - Jjj) U *JL! 
man who committed zina after 
being married, or a man who killed * ^ ^ 
a person not in retaliation of .V^^ui ^ . Lli : Jj^j V* . . 
murder. But by Allah, 1 never 

commuted zina either during the L* rv 
lnhiiiyyah or in Islam,,. 1 never 

wanted to change my religion since •£^ 5 ■ 

Allah, may He be glorified and 
exalted, guided me, and I never 
killed anyone. So why do they 
want to kill me? 

Comments: [Its itnnti is sahech] 
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469. It was narrated that 'Amir 
bin Sa'd said: Husain bin Abi 



Waqqas said; 1 heard 'Uthman bin ^--^-j A-^j <>0 jU>)i ^ ^-y 1 

' Aff an (4c) say: What prevented me ^ . P f \\ ^ ' . : 

from narrating from the Messenger ^ h* ^ If ^ ^ ^ : ^ J 

of Allah was not the fact that I : J Li _ ^ li j ^ i Mi : jlli J li _ ^ ■ Jl 

was not the most knowledgeable of e , ^ , 

his Companions about what he : 4* jU* v jU^ o^-<~- 

said, but I bear witness that J heard ..j Wj ^ ^ ^ Jji jp; V 

him say: "Whoever says something f , P Y* T 

about me that I did not say, let him U» : a^Ij ^il i j£J} ^ ^U^i 

take his place in Hell." And he „ -if . ; K i m» 

said: Husain was the most aware or - ^ - ^ t ~ 

his companions of what he said. .il^ : v— ^ ^ Y a 
Comments: [Its isnad is /iasam] 

470. It was narrated that Abu 
Salih, the freed slave of 1 Uthman 
bin 'Affan (4*) said: I heard 
'Uthman (4*) say on the minbar. O 
people, I concealed from you a 
hadeeth that 1 heard from the 
Messenger of Allah (3^) for fear 
that you would scatter away from 
me, then I thought that I should 
tell it to you, and let each one 
choose for himself what he thinks 
is best. [ heard the Messenger of 
Allah (sfe) say: "Guarding the 
border for one day for the sake of 
Allah is better than a thousand 
other days doing other deeds." 

Comments: [Its isnad is hasart] 

471. It was narrated that 'Uthman 
bin 'Affan (<&) said: The Messenger 
of Allah (sfe) said: "There is no 
Muslim who leaves his house, 
intending to travel or otherwise, 
and says when leaving: 'In the 
Name of Allah, I believe in Allah, I 

seek the protection of Allah, I put °^ Jl ^ ^ & 
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my trust in Allah, there is no 
strength and no power except with 
Allah/ but he will be granted the 
goodness of that going out, and the 
evil of that going out will be 
diverted from him/' 

Comments: [Its isnad is da'eef] 

472. It was narrated that ' Uthman 
(^■) said: 1 saw the Messenger of 
Allah doing wudoo'. He washed 
his face three times and his hands 
three times, and he wiped his head 
and washed his feet. 

Comments: [A Saheeh hadeeth; this 
isnad is da'eef] 



IU> >L \j t JjL Tj j>; 



■I ^Ui 



■J * 



473. Abu Sakhrah Jami' bin 
Shaddad told me that he said: I 
heard Humran bin Aban tell Abu 
Burdah in the mosque of Basrah, 
when 1 was standing next to him, 
that he heard 'Uthman bin 'Affan 
(&>) narrating from the Prophet 

that he said: "Whoever does 
wudoo' properly as enjoined by 
AJIah, may He be glorified and 
exalted, the five prayers will be an 
expiation for whatever comes in 
between them." 

Comments: [Its isnad is saheeh, 
Muslim (231)] 

474. It was narrated that Aban 
bin 'Uthman said: I heard 
'Uthman bin 'Affan say: The 
Messenger of Allah said: 



^AJi j>.j\ iiL^ 6 y^i 

ji j!^> jSjS- jli -ivy 

j-JJ LS> : ^ Jji Jjr, 



J-^J J^-^J tU^U ^Jjl} <. L*^ 

[3YV ; Jx\] ,^Li 4^.^ 



:Jli ijL: £1^ :lLiL» Oili. -ivr 



^ JLi u fl : ju 

. ( Y V \ ) : ^ t ^^^^ 6j \^,\ \ ^^^>i3 



; ^ 4JJI : Jj^ 3>j ^fe oUp ^v'i 
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"Whoever says at the beginning ^ Jf f ^ ^ 

of the day or the beginning of the n y - ^ s£ -> "" y ' ^ s , 
night, 'In the Name of Allah with ^*SM j S^i ^ N Jil 
Whose name nothing on earth or ' ; ; / , , rM . y y 

in heaven can cause harm, and he l ^ ^ ' - 

is the All-Hearing, All-Knowing/ J> fJ 

three times, nothing will harm * - " ^ , . 

him during that day or that ^ n i^j]-"^-^ 

night/' 

Comments: [Its isnad is hasan] 
475. It was narrated from Yazeed 

bin Mawhab that 'Uthman(^) said . t _ , ^ , r n . 

to Ibn 'Umar (*): Judge between ^ ^> ^ ^ ^ U ^ 
the people. He said: I will not judge ^^lv&^j!NJIi<& OUli 
between two people or lead two ' _ ' . - ; , 

men in prayer. Did you not hear fJ 1 ^ 0* ^ l * . JU> .^-ui 

the Prophet say, "Whoever ^ ^j| i^ii} 

seeks refuge with Allah has indeed , — - . - f," - - 

sought refuge with a powerful :* <jUi* Jli -«^L^ ,U ^ >\* 
one"? 'Uthman (4*) said: Yes I did. _.j ^ jj^ j£ : J |i ,Ju 

He said: Then I seek refuge with - „ / - ' . > ' ^ ^ , 

Allah lest you appoint me to some Jj^l li* ^ N : Jtfj ^Li*la 

post. So 'Uthman (&) let him off ■ * ^Ujl* 
and said: Do not tell anyone else ^-J*" o , -u j ^ »^ ^->- . fff*" 



about this. 



Comments: [Hasan because of corroborating evidence; this isnad is da'eef 
because of the weakness of Abu Sinan] 

476, It was narrated that 'Uthman f J> J^ljJL V- tf^- : _ 
bin 'Affan said: The Messenger of ' Y,* Y > ^ . ^, , 

Allah said: "Whoever does 0? ^ ^ ^ 

luwdoo' and does wudoo' well, his . ^ ^ ^ - ^ 

sins come out of his body, even t t t * t '* * ^ , f ' 

from beneath his nails." tij**JJl y~*b ^ 'Sfe 5^1 

Comments; [Its isnad is saheeh, • S^. Juiki l^r'y^ 

Muslim (245)] ' e 

477. It was narrated from Abu ^ ii- fi!^ -fcvv 
Salih, the freed slave of 'Uthman j - t ^ .f . ^ „ 

(^), that 'Uthman (^) said: O OipJ ^ ^-^3 ^-r ^ ^ 



Musnad 'Uthman bin 'Affan & 268 ^ ^lic ^ ^uit v — 

people, move on in the middle of ^ , ■, ^ 

the day, for I am moving on in ^ ^' 0? s Ai ^ 

the middle of the day. So the L >^&\ \£\ :JU ^ I>U^ oi iul; 

people moved on in the middle of * , r > 

the day. Then he said: O people, I <r yr^ J>£ h'A** 



shall tell you a hadeeth of which 1 
have not spoken since I heard it 



from the Messenger of Allah (^) J[ ^ Jj^j oJm— ^ 

until this day. The Messenger of ,, 

Allah (jg?J said: Guarding the - ^- ^ ' J " ^ 

border for one day for the sake of LL ^ <J$\ ^ -Jj i 

Allah is better than a thousand . , , <ft 

other days, so let a man guard the : ^ J* * UU ^ 

border as much as he wants/' [UY .i^ii :Jii ^ 
Have I conveyed the message to 

you? They said: Yes. He said: O ^\ t> ^. ^.j^ 

Allah, bear witness. " 

Comments: [A hadeeth, but 

this rMitftf is cfo'ee/] 

478, It was narrated that Humran ^1 -tVA 

said: 'Uthman was sitting in a!- 9 " _ ^ ^ 

Maqa'id. He called for water and r^ 1 ^! it J* ^ It 

did wudoo', then he said: 1 saw the jrli. -l Ul- * ' - u3 

Messenger of Allah (^) doing ^ w ^ , ^ /\ * ■ 

wudoo' in this place where I am t ^^' tJ * 

sitting, then he said: " Whoever ^ f M >.f, <-.-«• f< r 

does zor/rfoo' as I have done, then ^ ' ' ^ " JLi ^ " ^ 

gets up and prays two rnk'ahs, his Li>> : ^» : JIS jli Jji ^-b^ Li 3: 

previous sins will be forgiven." , t , , , : .* : . 4 , P 

Arid the Messenger of Allah (ag) ^ C 5 ^ f U ? " 1JU ^J^J 

said: "Do not become complacent" V> <ui J Li) «<Ji ^ U ij 

Comments: [Its isnad is sahceh, al- f 

Bukhari (160) and Muslim (227)] U ° S : CT J j *" 



479, Abu 'Awn al-Ansari 
narrated that 'Uthman bin 'Affan 

said to Ibn Mas'ood: Are you J> $ Jijr^ : _ 

going to give up what I heard ^ J ^ , s :/. f , ^ . , / r y 

about you? He was apologetic, ^' ' w - ^> 

then 'Uthman (^) said: Woe to lU j£i dJi JJ> : ^^JJ 
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vou! I heard and remembered > :r *..«•. ' . .. 

and it is not as you heard; the > ^ - 

Messenger of Allah said; "A U5 ^Jjj ^:.Lj^-3 ii^. jj 
leader will be killed and a criminal - - , ? - . 

will commit a crime/' I am the one ^ : JU *g ^ J >^ 01 

who will be killed, not 'Urnar {-&); jjj , J^^LJi l1 J\j « 

rather 'Umar was killed by one J , y . ^ ~~ / ^ , 

man, but a group of people will kill j j** Q 



me. 



Comments: [Its is nad is rfaVefl " , - M 



480. 'Uthman bin 'Af fan (4*) said j uijb- -1A* 

to his nephew: Did you meet the i t , ; " ? ° 

Messenger of Allah He said: ^ s jj* 

No, but there reached me of his , f f ^ - : f r . \, ♦ 

knowledge and certainty of faith w " - " - " - 

that which would reach a virgin in Jj^j c-Sji* 0?' : *J J li w 

her seclusion. He ['Uthman] recited 
the tashahhud then he said: Verily 
Allah, may He be glorified and J-aLLj U j*U ^ J^J 

exalted, sent Muhammad (sfe) with tfS , ; > , S T^ — « *' 

the truth and 1 was one of those ^ Ul :lJU r :JU ^ 

who responded to (the call of) t ^ ^ j^j ^ d)i jLi 

Allah and His Messenger, and I \ ' . 

believed in that with which ^ Cr^J 'Sb-^J ^ 4 jL ^ 1 J^t 



>ii ^fJj :i JjLi :Jli -uJi 



Muhammad was sent. Then I •--* u > *-\' *t ^ 

migrated twice, and 1 also attained \ " ' - ' \ t ; 

the honour of becoming the son-in- ^Ul Sf-f ^^-^ (iv/\) U< 

law of the Messenger of Allah fe); ^ ^ j Jjj ;; 

I swore allegiance to the Messenger - ^ 4 ^ - ' ^-^ " 

of Allah and by Allah, 1 never ^ Jii Ju^ : ^4iiii V) A^l^i 

disobeyed him or betrayed him i * - - 
until Allah, may He be glorified 

and exalted, took his soul in death. . . i , . 

.(Til"; :^ t^>w5 aiu— l . {£tj>*> 

Comments: [Its iswfld is sailed i, al-Bukhari (3696)] 

481.lt was narrated from al- - ^ ^ . ^ - ^ ^ _ t A ^ 

Mugheerah bin Shu'bah that he ' - ' "\ t 

entered upon 'Uthman (^) when j? 1^ ^Oj^ 1 : ^ 

he was under sieee and said: You . >t, - >ff • ,n-u* 

are the leader of the people and - ^ y 
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there has befallen you what you : ^ . . , ^ * 

see. I am going to suggest to you * ^ ^ ^ : 

three options; choose one of them. ii, jj-jjj lilUllUiiw :jUi ^JJJ 

Either go out and fight them, ; ^ , ' ^ „ , \ , 

because you have numbers and ' VU*>- ^illU u^^l ^L? ^ 

strength, and you are in the right ? 

and they are in the wrong; or we - ~ ^ , 

will make another door for you JU jLij t jAJl Jl^ jJij t Syj lSic- JjLi^ 

other than the door where they are, * , „ % s 

then you can mount your animal ^ ^ ^ 0i U P 

and go to Makkah, for they will not , ilU-ljJ juiS t <dU li ^ Jdl 

try to kill you there; or go to Syria, . ( '~ T~ ~* 

for the people of Syria are good ^ ^.^j ^j^^i ^ 

people and among them is ■ - i*n Vt*>*r ;tn 

Mu'awiyah. 'Uthman (*) said: As ^ J* 1 'f U ^ 

for going out and fighting, I will t JJ^iU £^-1 01 lit :^ OL^i JUS 

never be the first successor of the s t f - - 

Messenger of Allah (jjg) to shed - ^ ® ^ J J^ ^ 0" ^ ^ 

blood among his ummah; as for y L&S & Jl ^ ^UlJ! JlL, 

going out to Makkah because they / , , „ „ / ; 

will never try to kill me there, I M ^ o-Ui ^ tl^ ^^^4 

heard the Messenger of Allah say, ^ ^ ^ ^ / v ; ^ . J ^ 

A man of Quraish will commit '\ , ; ^ * - ^ 



profanity in Makkah and half the ^ "plUJ! ljIJLp 

punishment of the world will be . . . = > .t . ' * ' , * t 

upon him", and I will never be that 'C^ 1 J* 1 r** ^ 01 

one; as for going to Syria, because ly^j ^J/J^ j& j^lil jfi itjUi 

they are the people of Syria and " * 

Mu'awiyah is among them, I shall E * ^ ' ^h^ -3^ ^ Jj-^j 
never leave the land to which I 



migrated, where I am close to the fljL -i "go* 

Messenger of Allah (^t). .s^iJl ^ <cU_- ^ ^iLJi^ ^ 

Comments: [Its isnad is drt'ce/ because it is interrupted] 

482. It was narrated from Ibn al- t ,.*SjCS\ $ J, jU^j ^ - 1 AY 
Mubarak... and he mentioned the ' ' , ^ " ' . 

same ftfldccfh, and said "will [n ^ ; : JLi ^ ^ 

commit profanity / J 
Comments: [A c£a ee/ hadceth it is 



repeat of the previous hadeeth] -^'Jj^ 1 ^ ^J^. 

483. It was narrated from .11 ti^ >J ;\ l\U tf± -tfiX 
Mu'adh bin 'Abdur-Rahman at- * £ 

Taimi, from Humran the freed ^ V=t*" c^ 1 0? jf^- : 
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slave of 'Uthman from 4 . • , , . :,r. f * 

'Uthman (*), that he said: I heard ^ ^ ^ ^ ^ £ Lj ^ ^ ^ ^ 

the Messenger of Allah (sfe) say: ^ ^ 0**-*^ ^ y. ^ 

"Whoever does wudoo' and does it . , e * c ^ ± - > 

properly, then goes and offers an J A> : Jli 4:1 ^ ^ 

obligatory prayer, his sins will be *J ajJ>*)\ Li>" y>* -Jjk$k^ 

forgiven," 1 >>t , ^ , ^ , 

Comments: [Its tsnad is saheeh, al- ~ * ^ 

Bukhari (160) and Muslim (227)] [ 1 0 <{ ; ^1 ,] 

484. It was narrated that Humran - ^ ^ ^ _ 1M 

said; 'Uthman (4*) did g/i«si every > [ , , , - . 

day since he became Muslim. I J* ^*>^^<>^1^ 

brought water for him one day to ^ ^ j£ ^ 5^ ; jij 

do wudoo' for prayer. After he did * > , j . - - 

wudoo', he said: I wanted to tell you ^ J l ^ ^r^ 1 ^ 

a hadeeth that I heard from the jl oVjl Jit :JLj U^ltli ^UkU 

Messenger of Allah (fig). Then I - ;s , V . 

decided not to tell it to you. al- ■ \ ^ - -r~v ^ - ; 

Hakam bin al-'As said: O Ameer jLi^Jl JlS .Jjl£iJbM N jt J 

al-Mu'mineen, if it is enjoining us <>f^ : lP ■ , ,* , — "T ■ 

to do good we will do it and if it is t f ' ^ - " - 

warning us of a bad thing we will : ^ ^i^i ^ : jUi : Jli .<Jo jt l 

avoid it. He said: I will tell it to you: * ^ < : ; ^ M ^ % ^ ^ ^ 

the Messenger of Allah $5) did ^ / ^ 

wudoo' in this manner, then he said: Jif^r' ^^^^j^U t^jJ 1 ' 11* 

"Whoever does Woo' in this u ^ ^ Jjt 

manner and does it well, then goes , *. 

and prays, bowing and prostrating r 1 U l ^> Nl ^ L ^ J - 

properly, it (the prayer) will y^J : jZ 

expiate his sins between that 

prayer and the next, unless he does ^ C T t a) : ^ l ^>^> : gtj*^ 

something serious" i.e., major sin, -j— ^\ 

Comments: [A Saheeh hadeeth, Muslim (228) and this isnad is hasan] 

485- It was narrated that ^ - ^ ^ ^ _ tA0 

'Uthman bin 'Affan (&} said: I ^ ^ ^ > 

heard the Messenger of Allah (^) y jUi^ j^-c^jy ^ ^UaP ^ 

say: "Allah admitted to Paradise a ; ^ ^ ^ j^' ^ : ju * 5 
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man who was easy-going in 
buying and selling, when paying 
off debt and when asking for a 
debt that was owed to him." 

Comments: [A hasan haiketh] 



486. It was narrated from 'Ikrimah 
bin Khalid: a man from Madinah 
told me that the mu'adlidhin gave the 
call to 'Asr prayer and 'Uthrnan (4*) 
called for water and purified 
himself, then he said: I heard the 
Messenger of Allah say: 
"Whoever purifies himself as he 
has been enjoined and prays as he 
has been enjoined, his sins will be 
expiated," Then he called four of 
the Companions of the Messenger 
of Allah to testify to that and 
they testified that the Prophet (^) 
had said that. 

Comments: [Hasan because of 
corroborating evidence; this isnnd 
is da'ccf] 

487. It was narrated that Busr bin 
Sa'eed said: 'Uthrnan (^) came to 
al-Maqa J id and called for water for 
wudoo'. He rinsed his mouth and 
nose, then he washed his face three 
times, then he washed his hands 
three times each, then he wiped his 
head and (washed) his feet three 
times each. Then he said: I saw the 
Messenger of Allah (*£r) doing 
wudoo' like this. O people, isn't 
that true? They said; Yes - i.e., a 
group of the Companions of the 
Messenger of Allah (^) who 
were with him. 



\f> Z\y^ y\ fcjj- :JUp Uij^ -1A* 
4* OL^p U--lj :JU i. Jail \ i^JJ: jji 

^ ilji iJ : jli 

.J *^>^ -o-lJI Ijtl 

^ £ji :,>^S/i jji uiju- -tAv 
LpjJ tjLpliJl jUlp ^Jl :J'J ij^ 

j*^~J* jW L b*>^J U*iU jJ-^J *■ U^fU J 

Wj* U ^Li^ 5^ -JUS 
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•iv q\jul ^UJct Jit 



Comments: [A Scihcch hadeeth, its 
istmd is /j/7ttfN, Muslim (230)] 

488. It was narrated from 'Uthman 
bin 'Affan that he called for 
water and did wudao' in al-Maqa'id. 
He did aWoo', washing each part 
three times, then he said to the 
Companions of the Messenger of 
Allah (^fe): Did you see the 
Messenger of Allah (^) doing 
(wudoo'} like this? They said: Yes. 

Comments: [A Sal tech hadeeth and 
its hi tad is qmvi] 



489* It was narrated that 
Humran bin A ban, the freed slave 
of 'Uthman bin 'Affan said: I 
saw 'Uthman bin 'Affan call 
for water at the door of the 
mosque. Fie washed his hands, 
then he rinsed his mouth, and 
took water into his nose and blew 
it out; then he washed his face 
three times, then he washed his 
hands up to the elbows three 
times, then lie wiped his head. 
Then he passed his hands over 
the outside of his ears, then 
passed them over his beard, then 
he washed his feet up to the 
ankles three times. Then he stood 
and prayed two rak'ahs. Then he 
said: 1 have done wudoo' for you 
as I saw the Messenger of Allah 
do wudoo', then I prayed two 
rak'ahs as I saw him do. When the 
Messenger of Allah had 
finished praying his two rak'ahs, 
he said: "Whoever does wudoo' as 



:-lJ>M 



lyis viii ^ Jji 3^3 iSh ji 

'i^j} Owvjj t*LiL-S' lLo-L- *£ij£mi 

4fc OUp ^* jUii cJl^ :Jli jU£ 



^J^- U^j ^ p k <wiJ ^-4^ 
j_> 0=^ iSs ^1 Jj^j Jli : Jli ^ :JLi 
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I have done, then prays two 
rak'ahs in which he does not let 
his mind wander, will be forgiven 
whatever sins came between that 
and his previous prayer/' 

Comments: [A Saheeh hadeeth and . 

its isnad is Hasan] 
490. It was narrated that Shaqeeq 
said: 'Abdur-Rahman bin 'Awf 
met al-Waleed bin 'Uqbah, Al- 
Waleed said to him: Why do J see 
you keeping away from Ameer al- 
Mu'mineen 'Uthman (4^)? 'Abdur- 
Rahman said to him: Tell him that I 
did not flee on the day of 'Ainain - 
'Asim said: The day of Uhud - and 
I did not stay behind on the day of 
Badr, and I did not turn away from 
the way of 'Umar So he went 
and told that to 'Uthman (4*), who 
said: As for his saying that he did 
not flee on the day of 'Ainain, how 
could he shame me for a fault for 
which Allah has pardoned me and 
said: "Those of you who turned 
back on the day the two hosts met 
(i.e. the battle of Uhud), it was 
Simian (Satan) who caused them to 
backslide (run away from the 
battlefield) because of some (sins) 
they had earned. But Allah, indeed, 
has forgiven them" [AI 'Imran 
3:155]? As for his saying that I 
stayed behind on the day of Badr, I 
was tending Ruqayyah, the 
daughter of the Messenger of Allah 
when she was dying, and the 
Messenger of Allah (^5) allocated 
to me a share (of the booty), and 
whoever was allocated a share by 
the Messenger of Allah (^5) was 
present. As for his saying that he 



^jj ^il (J ^) : ul : JUi : Jli 

ilH Up jSj i^jju 

jirf fjJ i^jS ^Ji :Jlii 

aJU tyt \j U ^'ii ^ 

[flon : ^;|] .Jjui 
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did not turn away from the way of 
'Umar I cannot bear it and not 
even he could bear it. Go and tell 
him that. 

Comments: [Its isnad is Hasan] 

491. It was narrated that 'Uthman l£U : JLiijJ ^ ^U^M l£U -iM 
bin 'Affan said: The Messenger of , . ' £ B , * >, 
Allah said: Whoever prays ^ - ^ 
7s/)a' in congregation, it will be like ^ ^ GJjU- :_ 
spending half the night in prayer a , // , 5 

{qiyam) and whoever prays 7s/?fl' '-'^J :Jli 4* oLii- ^ jU^ ^ 

and Fn/r in congregation, it will be ^ ■ ^ - ( 

like spending the whole night in - ' s 

prayer." *LLjJl t_A^ l ^ ^ 

Comments: [Its isnad is safree/i, - ^1 J jij Otf ti^Ui j 

Muslim (656)] c " I " ' - 

492. It was narrated that Nubaih ;J»pUJJ lijb- -MY 
bin Wahb said: Ibn Ma'mar - ; 8 , ^ 
wanted to marry his son to the r~ ^ ^ ^ ^' - 
daughter of Shaibah bin Jubair. So Jj JZLx &t £l M 
he sent me to Aban bin 'Uthman ' * f t ^ 
who was the Ameer of Hajj. I came t4 ^ U 'r^ 1 >^ ^ 

to him and said to him: Your SljS i£l £s£ M Stf h\Z\ Jl Jjii 
brother wants to arrange his son's , * ^ - ^ , ' , , , * 

marriage and wants you to witness - ' - ^ J u u 
it. He said: I think you are no more % J. p t ££J YJ ££j V d\ 
than an ill-mannered Iraqi. The ft . t . ' - 

pilgrim in ihram should not get $hi&> 
married or arrange a marriage. _ 0 < t ^ 

Then he narrated a similar report ^ 
from 'Uthman and attributed it 
to the Prophet (#5). 

Comments: [Its /sfiad is sahech, Muslim (1409)] 

493. It was narrated from ^ ^ - ^ ^ _ nr 
Humran, the freed slave of ^ L ' ^ ™ ■ - 

'Uthman (<&) that 'Uthman did jUii jl :^ jUjU jl^. jp^aJ 
wudoo' in al-Mnqa'id; he washed - * - - : ; f* ^ 

each part of the body three times 0 " ; 
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and said: 1 heard the Messenger 1 = , , , > > * 

of Allah fe) say: "Whoever does ^ : J >^ ^ ^ tlJt ^ 

wwrfoo' as I have done then gets ,= fc- ,;^Ji J, ;^ *j 

up to pray, his sins will fall away, „ ( ' 1 

i.e., from his face, his hands, his QrjJ ^Aj 5f^J 'j? 
feet and his head." 

Comments: [Its zsnad is sahceh, al- 

Bukhari (160) and Muslim (277)] -<t T v) : f ( \ T O ; ^ k „^ fJ u_j ; 



494. It was narrated that Nubaih J C,Ja ^ ^ jdi tt^- 

bin Wahb said; 'Umar bin \\> \ r T /] ~\ r \ > 

'UbaiduIIah bin Ma'mar had a J** Ji ^ J**^^ 

problem in his eyes. He sent word J, ^ ^ J ]1 ^ :; , 

to Aban bin 'Uthman (^) - Sufyan ' / > '7 t * y * " & " ^\ 

said; He was the Ameer (of Ha//) - : _ ^ f*j '■ _ jUii ^ jUl 



LLaju-j? :Jli :JL» VU^j 



to ask what he should do. He 
said: Apply aloes to them, for I 
heard 'Uthman narrate that ^ jUi* yLk*J* <■ 



from the Messenger of Allah (0\ 

Comments: [Its isnad is sahceh, 

Muslim (1204)] .OY-i) 



495. It was narrated from Aban 
bin 'Uthman that he saw a 



funera] coming towards him. ULU ^ jl*^ l£o>. : J] 

When he saw it, stood up and said: - . , , t , -,,r , , 
I saw 'Uthman (*) do that and he ^ ^ iyl ^ 

told me that he saw the Prophet Jj Jit ;JL^ orf ^ -Jl 



, 1 j 



:JUj L&lj Uii w^Luil Sjllf 



te)do thaL 

Comments: [Sa/iee/i because of 

cor robora ting evidence; this isnad ^\ £\ JfjJ-V* tJJU^ iuip 
is du'eef because Sa'eed bin ' s 

Maskmah is weak] [ £ Y w \ : .<U* ^ 



496. It was narrated from 'Aban j - £*± (^/\) 

bin 'Uthman (^) from 'Uthman '\ \ '. I ' f 

who attributed it to the ^ J ^ 0^ 

Prophet that [the latter] said: it . ^ ^ ^ ■ ^ ^ 

The pilgrim in //iram should not — ^ ^ b 

get married or propose marriage/' 1 1 ^ ■ ij] .« JJa^J i ASw 
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Comments: [Its isnad is saheeh, 
Muslim (1409)] 

497. It was narrated from Aban 
bin 'Uthman that he narrated 
from 'Uthman (*&) that the 
Messenger of Allah (jg) granted a 
concession, or said concerning the 
pilgrim in ihram, if he has a 
problem in his eyes, that he may 
apply aloes to them. 

Comments: [Its isnad is saheeh, 
Muslim (1204)] 

498. It was narrated that 
'Uthman (4b) said: "Whoever dies 
knowing that there is no God but 
Allah will enter Paradise." 

Comments: [Its isnad is saheeh, 
Muslim (26] 



499. Ibn 'Abbas {&) told us: I 
said to 'Uthman bin 'Affan: What 
made you take al-Anfal, which is 
one of the Mathani and Bara'ah, 
which is one of al-mi'een, and put 
them next to one another and not 
write - Ibn Ja'far said: A line 
between them saying Bismillahir- 
Rahmatrir-Ralieem - and put it with 
the seven long ones? What made 
you do that? v Uthman («&■) said: 
Sometimes many soorahs would 
be revealed (incomplete) to the 
Messenger of Allah (sfc;), and 
when something was revealed he 
would call one of the scribes to 
write it down for him and say: 
"Put this in the soorah in which 
such and such is mentioned"; and 



L* u. a* oi tj^lii ^! p ^ Jli 
[Mi 

: ^rt^ ^ if 

J Lij V 1 a j 0 1 L _ f i-^ p^Uj>- 

0^ 5£ l^ Lj-^ 0*? 

aIJlp ll* .j^ J_^3 ^ 

C^lji jVU' <J>S- 3^"-^ OL^jJ^ 
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verses would be revealed to him 
and he would say, "Put these 
verses in the soorah in which such 
and such is mentioned"; and a 
verse would be revealed to him 
and he would say: 'Tut this verse 
in the soorah in which such and 
such is mentioned." Al-Anfal was 
one of the first soorahs to be 
revealed in Madinah and Bara'ah 
was one of the last soorahs of the 
Qur'an, and the content of the 
two soorahs was similar. Then the 
Messenger of Allah (^) passed 
away without having stated 
clearly to us that it was part of it, 
but we thought that it was, hence 
I put them together and I did not 
put between them the line 
BismiUahir-Rahmanir-Raheem, and I 
put it with the seven long ones. 

Comments: [Its isnad is Da'ccf\ 

500. It was narrated from 
'Uthman (^) that the Prophet (^) 
said: "The best of you are those 
who learn Qur'an and teach it" 

Comments: [Its isnad is saheeh, al- 
Bukhari (5028)] 



SOL Abu Sahlah narrated that 
'Uthman said on the day of 
the house when he was under 
siege: The Prophet solemnly 
advised me and I shall follow his 
advice with patience. Qais said: 
They thought it (his advice) was 
about that day. 



Lgjl k Lf^-^axj Lfc^ l^.;JaJ tlJl5\j 

u Jt?. r^j $H 4^ 

JU3 ; ^*4~^ J** ^ 

^^ji Jji ^ M^Li 

'i i" * > * " . - ■* * - < -■ it I s , - . 

^1 ^ ^ ^ ^/ J 

^y.' 0? J^^! y/j ^ - ot ^ 
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Comments: [Its isnad is hasan] 

502. It was narrated from al- 
Hasan bin Sa'd that Rabah said: 
My masters married me to a 
Roman slave girl of theirs. I was 
intimate with her and she bore me 
a boy who was black like me and 1 
named him 'Abdullah. Then I was 
intimate with her again and she 
bore me a boy who was black like 
me, and I named him 'Ubaidullah. 
My masters had a Roman slave 
whose name was Yuhannas, who 
spoke to her in his language, i.e. the 
Roman language. Then he was 
intimate with her and she bore him 
a boy who was red like a lizard. I 
said to her: What is this? She said: 
He is the child of Yuhannas. So we 
referred the case to Ameer al- 
Mu'mineen 'Uthman {&) and they 
both confessed. He said: Will you 
agree to me passing judgement 
between you according to the 
judgement of the Messenger of 
Allah (sg)? He said: The Messenger 
of Allah (jfe) ruled that the child be 
attributed to the (husband of the) 
woman. And he flogged them. 

Comments: [Its isnad is da'eef 
because Rabah is unknown] 

503. It was narrated that Jami'bin 
Shaddad said: I heard Humran bin 
Aban telling Abu Burdah in the 
mosque that he heard 'Uthman bin 
'Affan (&) narrate from the Prophet 

that he said: "Whoever does 
wudoo' properly as enjoined by 
Allah, the prescribed prayers will 
be expiations for whatever comes 
between them/' 



: J li ^L' j ^^>- * J Is jV 1 
LJIJlp c-ijy ^J^~ kJ^j-^ Am £?r3j 

^rr 3 t^Ju) JL*p <£**-«J i. 

jiSf :Jli :Jli _ ^ 
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Comments: [Its isnflrf is saheeh, 
Muslim (231)] 

504. It was narrated that Simak 
bin Harb said; I heard 'Abbad bin 
Zahir Abu Ruwa' say: I heard 
'Uthman delivering a khuthah 
in which he said: By Allah, I 
accompanied the Messenger of 
Allah whilst travelling and 
not travelling; he used to visit our 
sick, attend our funerals, go out 
on campaign with us and comfort 
us with whatever means he could. 
Some people tell me about him 
and perhaps none of them ever 
saw him. 

Comments: [Its isnad is hasan] 

505. Sa'eed bin al-Musayyab said; 
I saw 'Uthman (^) sitting in al- 
Maqa'id. He called for food that 
had been touched by fire and ate it 
then he got up to pray; he prayed, 
then 'Uthman said: I sat where 
the Messenger of Allah (^) sat and 
I ate the food that the Messenger of 
Allah ate and I offered the 
prayer that the Messenger of Allah 

offered. 

Comments: [Its isnad is Hasan] 



506. It was narrated from 
Mahmood bin Labeed that 
'Uthman (4*) wanted to build (an 
extension to) the mosque of 
Madinah, but the people objected 
to that and wanted to leave it as it 
was. 'Uthman said: I heard the 
Messenger of Allah say: 
"Whoever builds a mosque for the 



^ jLIp oJL^j ;Jli *J 
4® <iX^ :Jli ^Ijj U 

IjZ; h\Sj yr ^\ 3 jaz^\ j> ^ Jdi 

^ a j^ jlJ}Ji 
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sake of Allah, Allah will build for 
him a house like it in Paradise/' 

Comments: [Its isnad is saheeh, al- 
Bukhari (450) and Muslim (533)] 

507, It was narrated that 'Uthman 
bin 'Affan said: The Messenger 
of Allah said: "Whoever tells a 
lie about me deliberately, let him 
take up his abode in Hell/' 

Comments: [Its isnad is sahceh] 



508. It was narrated that 'Uthman 
bin 'Affan said: The Messenger 

of Allah (^) said: "Allah admitted Jj jl*-^ jt- ^^jiJi ^Jy> rj'ji jj *Ua* 
to Paradise a man who was easy- 
going in buying and selling, when 
paying off debt and when asking . ilTJLU : *>l^ ^ 




for a debt that was owed to him/' 

omments: [HflSfln bee 
corroborating evidence] 



Comments: [HflSflji because of 

^J*j ,(r*V"0 :^jl^Ji £^^J ; jl> 

509. It was narrated that Abu ■ y oui^ -o*^ 

Umamah bin Sahl bin Hunaif said: ; ' 

Wc were with 'Uthman when he ^ ^ ^^r*^ J* -^3 ^ 

was besieeed in the house. He said: 'i-v -- , s i t i- * • l»- 1 : : -i \ 
Why would they kill me? I heard ^ " " ^" ~ v ~' 

the Messenger of Allah (^) say: "It S^ysZ "Jj : JU t j 
is not permissible (to shed) the >, ^ ; ^ jj t j * ■ 1 * 

blood of a Muslim except in three f -^r*^ - ^> 1 

cases: if a man disbelieves after US -.j^yi ^\ r4-~* L>p 

becoming Muslim, or commits zitm 
after being married, or kills 

someone and is executed in [tvv ' ,*_-tj] uiL» L 

retaliation." ^ 

Comments: [Its istwd is sahech} - ^-j^* 1 ' 
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510. It was narrated that Abu 
'Ubaid, the freed slave of 'Abdur- 
Rahman bin Azhar, said: I saw 
'AH and 'Uthman on the day 
of {Bid) al-Fitr and (Eid) al-Adha; 
they prayed, then when they 
finished they reminded the 
people. I heard them saying: The 
Messenger of Allah (%) forbade 
fasting on these two days. He 
said: And I heard 'Ali say: The 
Messenger of Allah (^) forbade 
anything of the sacrificial meat to 
be left after three days. 

Comments: [Its isnad is sahcch] 



511. Al-Ahnaf said: We set out 
for Hajj and passed by Madinah. 
Whilst we were in our camp, 
someone came to us and said: The 
people are in a panic in the 
mosque. My companion and I set 
out, and we found some people 
gathered around a group in the 
mosque. I pushed through them 
until I got to (that group), where I 
found 'Ali bin Abi Talib, az- 
Zubair, Talhah and Sa'd bin Abi 
Waqqas. Soon 'Uthman came 
walking and said: Is 'Ali here? 
They said: Yes. He said: Is az- 
Zubair here? They said: Yes. He 
said: Is Talhah here? They said: 
Yes. He said: Is Sa'd here? They 
said: Yes. He said: I adjure you by 
Allah, beside Whom there is no 
other god, do you know that the 
Messenger of Allah (^) said: 
"Whoever buys the date-drying 
place of (the tribe of) Banu So 
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and-so, Allah will forgive him/' 
so I bought it and went to the 
Messenger of Allah and said: I 
have bought it; he said: "Add it to 
our mosque and the reward for 
that will be yours"? They said: 
Yes. He said: I adjure you by 
Allah, beside Whom there is no 
other god, do you know that the 
Messenger of Allah (3^) said: 
"Who will buy the well of 
Roomah?" so I bought it for such 
and such and went to the 
Messenger of Allah (jte) and said: 
I have bought it - meaning the 
well of Roomah, and he said: 
"Make it a water source for the 
Muslims and the reward for that 
will be yours"? They said: Yes. He 
said: I adjure you by Allah, beside 
Whom there is no other god, do 
you know that the Messenger of 
Allah (^) looked at the faces of 
the people on the day of the army 
of hardship (Tabook) and said: 
"Whoever equips these men, 
Allah will forgive him/' so I 
equipped them until they were 
not without even reins or ropes? 
They said: By Allah, yes. He said: 
O Allah, bear witness; O Allah, 
bear witness; O Allah, bear 
witness. Then he left. 

Comments: [A Sahceh hadeeth] 
512. It was narrated that one of 
the family of Ya'la bin Umayyah 
said: Ya'la said:l circumambulated 
[the Ka'bah] with 'Uthman 
and he touched the corner. Ya'la 
said: I was next to the House and 
when 1 reached the western 
corner which is next to the Black 



rjt ni i\ v tfjJi Jul ^iUi 
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Stone, I took his hand to touch it 
and he said: What is the matter 
with you? I said: Aren't you going 
to touch it? He said: Did you not do 
tawaf with the Messenger of Allah 
(£$)? I said: Yes indeed. He said: 
Did you see him touch these two 
western corners? 1 said: No. He 
said: Don't you have a good 
example in him? I said: Yes indeed. 
He said; Then stop bothering about 
that. 

Comments: [S a he eh because of 
corroborating evidence and its 

i*iiad is da'eefl 

513. Abu 'Aqeel narrated that he 
heard al-Harith, the freed slave of 
'Uthman, say; 'Uthman sat down 
one day and we sat down with 
him. The mu'adhdiiiti came to him 
and 'Uthman called for water in a 
vessel which I thought would 
contain one mudd. He did wudoo', 
then he said: T saw the Messenger 
of Allah doing wudoo' as I 

have ju^t done it, then he said: 
"Whoever does ivudoo' as I have 
just done, then gets up and prays 
Zu/ir, will be forgiven for (what- 
ever sins he committed) between 
it and Fair; then (if he) prays 'Asr.. 
he will be forgiven for (whatever 
sins he committed) between it and 
Zuhr; then if he prays Maghrib, he 
will be forgiven for (whatever sins 
he committed) between it and 
'Apr; then if he prays 'IsW, he 
will be forgiven for (whatever sins 
he committed) between it and 
Magi i rib. Then he may spend the 
night indulging in physical 
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pleasure, then if he gets up and *, >f.. 

does 10 maw and prays Faj r, he will 

be forgiven for (whatever sins he .^LNjS^iNjj^-Njt^lSl 

committed) between it and 'Isha'. 

These are the good deeds that 

remove the evil deeds (cf. 11:114)." 

They said: These are the good 

deeds, but what are the good 

righteous deeds that last (cf- 18:46), 

O 'Uthman? He said: They are (the 

words) La ilaha HlaUah, wa ttibhimaUah 

wal-hamdu Lillah wallahu akbar, wa la 

hawla wa la quwwaia ilia Bill ah (There 

is no god but Allah, glory be to 

Allah, praise be to Allah, Allah is 

Most Great and there is no power 

and no strength except with Allah). 

Comments: [Its isnad is hasati] 

514. 'A'ishah, the wife of the 
Prophet (•*£), and ' Uthman narrated 
that Abu Bakr asked for permission 
to enter upon the Messenger of 
Allah ($fe) when he was lying down 
on his bed, wearing the cover of 
'A'ishah. He gave permission to 
Abu Bakr (to enter) when he was 
like that, and he fulfilled his need 
then he went away. Then 'Umar 
asked for permission to enter and 
he gave him permission (to enter) 
when he was like that, and he 
fulfilled his need then he went 
away. 'Uthman said: Then I asked 
permission to enter and he sat up 
and said to 'A'ishah: "Cover 
yourself properly." I fulfilled my 
need then I went away. 'A'ishah 
said: O Messenger of Allah, why 
did I not see you stirring for Abu 
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Bakr and 'Umar as you did for ? t f * . - - • - 

'Uthman? The Messenger of Allah f ^ f\ J ^ J ^ " ^ ~> 

said: " 'Uthman is a shy man, ^ cJil 0] J>\j ji^ <jU*p 

and I was afraid that if I gave him . 4 jfc i ^ \juJ( jib Jt 

permission to enter when I was in " ' / ' , \ ' 

that state, he would not tell me of : ^4 iJI <J^3 

his need." Al-Laith said: Some f u ^ ^ ^ 

people said: The Messenger of >- - * L / 

AJiah (#r) said to 'A'ishah {$>): [5 ^ 0 ■^^ Jl ^ ^ 

"Should I not feel shy before a man m ,y\ • i. ( ■ 

before whom the angels feel shy?" * ^" 

Comments: [Its isnad is saheeh, Muslim (2402)] 

515. Sa'eed bin a!-' As narrated that - - f - . > - 

'Uthman and 'A'ishah narrated that ^ - ; , " 

Abu Bakr asked for permission to j> ^J^i If) 

enter upon the Messenger of Allah ^ t% ^ ( fl 

when he was lying down on *f ^ J ^ ^ 

his bed, wearing the cover of Ul jt iJujU LbL*j <JUjU M 

'A'ishah. And he narrated ahadeeth ,^ , ir * ^ _ ^ 

similar to that of 'Uqail, >^ ^ ^ J>^3 ^ * A 

Comments: [Its isnad is saheeh] ...^JjLp tOl^i LJ U £>Ja--aJ 



5 16* It was narrated from Humran, 



, , f V ^> ^ ^ ' 'r^J 

the freed slave of 'Uthman, that v ' - ' r 

'Uthman bin 'Affan said: I heard the ^1 j[\ _ Jjl ju* ^jI 

Messenger of Allah say: _ a> . ... , > 

"Whoever does wudoo' and does it ^ 0? ^ J> , ^ 

properly, then goes to offer an ^ r J. ^ t ^ ^ . ;i 

obligatory prayer and offers it, his ^ y ' - y- 

sins will be forgiven." :J 1 j ^ v' j r u^- ji- t jUlp 

Comments: [Tts is^ is saheeh, al- [^^ ^ £ ^ Jj, j Jj^ 
Bukhari (160) and Muslim (227)1 ' 

.(Ytv) : r (no : c ic:7 ^ oL-: 
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■it £)Ul£ <jLii£ .Tii'ii a 



517, It was narrated that Abu 
Hurairah (.&) said: 'Uthman (4*=) 



went to Makkah for Haj;. The wife -J ji^-^Ji jJLp jjl uc*-> _ ^ 

of Muhammad bin Ja'far bin Abi s 

Talib entered upon him (i.e., her *V\ & y_ M jZ* J*Z _ 

husband) and he spent the night ^ -j^ ^ ^ J - ^, 

with her. Then the next morning, S . ^ 5 , "A . - ; * 

he (i.e., Muhammad bin Ja'far) J* ^-^j J| ^ ^J 1 *^ 

came out smelling of perfume and t 

wearing a wrapper saturated with * ^ ' ^ ; ' 

safflower dye. He caught up with 4 ^-JaJl *1U lip t^LM ^ 

the people in weariness before they .f, ^ u vf- . ^ - : . 

set out. When Uthman saw him, ^ \y J J 

he rebuked him and expressed 0U*£ JT^ liii 0 l 
disapproval, saying; Are you 



wearing something dyed with 



safflower when the Messenger of ^1 ^Jli ^1 *J> iJ JL^ v fe -Jjl 

Allah forbade that? 'Ali bin * „ ; ' s /; ^ , 

Abi Talib (^) said to him: The R ^3 ^ ^ 5^ 

Messenger of Allah (^) did not oM ^- 

forbid it to him or you; he only - - 
forbade it to me. 



Comments: [Its isnad is rffl'et/ because of the weakness of Ubaidullah bin 

Abdur Rahman and Ubaidullah bin Abdullah is unknown] 

518. Aban bin 'Uthman said: i£± J{ ^Jfe : ill £jb- -a\A 

'Uthman said: I heard the Messenger _ """ ' . „ ^ ^. 

of Allah say: "Do you think, if : £^ ^ ^ ^ ■ 4^ ^ : ^ 

there was a river in the courtyard . n r , ■ . . f *m {<- - ■ f 

of one or you and he washed " ^ - 

himself in it five times each day, h) J> j*}L^* 1^ u^"^ 

would any dirt remain on him? , . --,-r t - /,,v 

They said: Nothing (would remain r * ' ^ ^ y - 

on him). He said: 'The (five daily) iuii OLjl 1*^- 1^ ^ 

prayers take away sins as water * 

takes away dirt." ^ ^ j J ^ :0Uip jU 

Comments: [Its isHflrf is 5flJiccr/i] >• l5/^ ' - ^ ^ ^ ^ * J : B ' 
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519. It was narrated that 'Uthman 
bin 'Affan said: The Messenger of 
Allah (m) said: ''Whoever betrays 
the Arabs will never receive my 
intercession or attain my love." 

Comments: [Its isnad is da'cef jiddan 
(very weak)] 



520. It was narrated from 'Uthman 
that the Messenger of Allah (^fe) 
said: "The hornless animal will 
settle the score with the horned one 
on the Day of Resurrection/' 

Comments: [A Sahcch hadeeth 
because of corroborating evidence; 
this wind is da'cef because of the 
weakness of Hajjaj bin Nusair] 

521. Al-Hasan narrated: I saw 
'Uthman enjoining, in his khuthah, 
the killing of dogs and the 
slaughter of pigeons. 

Comments: [Its iznad is da'cef 
because of the weakness of 
Mubarak bin Fadalah] 



, ^ l^J: y, J j lis- ^ ^ S™^" ^ 1 

^'^J- LjX*- jipi j 



0^ * ^ CJX»- ■ ^rr^ 1 

oj/> : Jli Sfe Jji J^j Jl :iuip ^ 

-J? iL^l 1-1*4 '^^-^ T*->t-£> iJ^jJJ- \ ^^jP*J 



522* It was narrated that Umm 
Moosa said: 'Uthman was the 
most handsome of people. 

Comments: fits isnad is hasan] 
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523* Ibraheem bin Sa'd narrated: 
My father narrated that his father 
said: I was praying and a man 
passed in front of me; 1 tried to 
stop him but he insisted. I asked 
'Uthman bin 'Affan (about that) 
and he said: It does not affect 
you, O son of my brother. 

Comments: [Saheeh] 

524* Ibraheem bin Sa'd narrated: 
My father narrated that his father 
said: 'Uthman said: If you find in 
the Book of Allah, may He be 
glorified and exalted, that you 
should put my feet in fetters, then 
do that. 

Comments: [Saheeh] 

525. It was narrated from 
'Ubaidullah bin Abi Rafi', the 
freed slave of the Messenger of 
Allah from 'Ali bin Abi Talib 
(4°), that the Messenger of Allah 
stood in 'Arafah with Usamah 
bin Zaid riding behind him, and 
said: "This is the place of standing, 
and all of 'Arafah is a place of 
standing/' Then he moved on at an 
unhurried pace, and the people 
started rushing right and left. He 
turned to them and said: "Calmly, 
O people; calmly, O people." Then 
he came to al-Muzdalifah and put 
two prayers together, then he 
stood in al-Muzdalifah in a place 
called Quzah, with al-Fadl bin al- 
'Abbas riding behind him, and he 
said: "This is the place of standing 
and all of Muzdalifah is a place of 
standing." Then he moved on at an 
unhurried pace and the people 
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started rushing right and left. He 
turned to them and said: "Calmly, 
O people; calmly, O people." he 
quoted the hadeeth at length. 

Comments: [Its isnad is hasan] 



526. it was narrated from 
Muslim Abu Sa'eed, the freed 
slave of 'Uthman bin 'Affan, that 
'Uthman bin 'Affan manumitted 
twenty slaves / and called for some 
pants and put them on; he had 
never worn them before, either 
during the Jahiliyyah or in Islam. 
And he said: I saw the Messenger 
of Allah in a dream last 
night, and I saw Abu Bakr and 
'Umar (4), and they said to me; 
Be patient, for you will break 
your fast with us tomorrow. Then 
he called for a Mushaf and opened 
it, and he was killed with it in 
front of him. 

Comments: [Its isnad is Sahceh] 

527. It was narrated that 'Uthman 
said: I saw the Messenger of Allah 

do wudoo': he washed his face 
three times and his hands three 
times, and he washed his arms three 
times each, and wiped his head, and 
washed his feet thoroughly. 

Comments: [A Saheeh hadeeth, this 
isnad is da'eef] 
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528. It was narrated from Aban 
bin 'Uthman, from 'Uthman, that 
the Prophet said: "Whoever 
says, 'In the Name of Allah with 
Whose name nothing on earth or 
in heaven can cause harm, and he 
is the All-Hearing, All-Knowing,' 
three times, will not be struck 
unawares by calamity until night 
comes, and whoever says it in the 
evening will not be struck 
unawares by calamity until 
morning comes, in sha' Allah/' 

Comments: [Hasan] 



529. It was narrated from Aban 
bin 'Uthman that he saw a funeral 
coming. When he saw it he stood 
up and said; I saw 'Uthman doing 
that and he told me that he saw 
the Prophet doing that. 

Comments: [Saheeh because of 
corroborating evidence; this isnad 
is da'cef because of the weakness 
of Sa'eed bin Maslamah] 



530. It was narrated from 'Amr 
bin 'Uthman bin 'Affan that his 
father said: The Messenger of 
Allah said: "Sleeping early in 
the day leads to withholding of 
provision," 

Comments: [Its isnad is dn'ccf jiddan, 
virtually mawdoo* (fabricated)] 



J yZ jj- : JlU jl£ LiJ jU- - 0 Y A 

^ a* 4 v-^ y. J ~ <M J* ^->> ^ 
^ N ^jJl Jbi ^ jl; 

0~r ^ ^J^ 1 ^ ^ 

^ ^ yj>- aL>4j i. ^—^-1 

.(in) ^ :^.>^ 

^ (vT/\) J J^y ry ^ l 

I j U>- ^ \ j *j I : 0 L<^p y, j L I ^ * ?- ll* 
oUii- v^Jlj :JUs k^li UJu u'jl 

: J IS 1 /^i- j Lai- ■ j j L^c- J j 
■ «(j3y! ill: Lcill" JlH 



Musnad 'Uthman bin 'Affan & 



292 



4c i)Ul£ ,>j ijUai JUuk* 



531. It was narrated from 
Ibraheem bin 'Abdullah bin 
Farrookh that his father said: I saw 
'Uthman bin 'Affan (4*) buried in 
his clothes soaked with his blood; 
he was not washed. 

Comments: [Its isnad is da'eef because 
of the weakness of Mahboob bin 
Muhriz and Ibraheem bin Abdullah 
is unknown] 



532. It was narrated from Mihjan 
the freed slave of 'Uthman, that 
'Uthman said: I heard the Messenger 
of Allah say: "Allah will shade 
with His shade on the Day when 
there is no shade but His a person 
who gave more time to a debtor 
who was in difficulty or waived a 
debt for one who had a lot of 
debts/' 

Comments: [Its isnad is da'eef 
Jidda n] 



y 



y 



533. It was narrated from 'Amr 
bin 'Uthman bin 'Affan that his 
father said: The Messenger of 
Allah said: "Sleeping early in 
the morning leads to withholding 
of provision/' 

Comments; [Its isnad is da'eef jiddan 
(very weak), virtually mawdoo' 
(fabricated)] 



534. It was narrated from A ban 
bin 'Uthman, from his father, that 
the Prophet said: ''The pilgrim 



J* 
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in ("ftrartt should not get married, 
arrange a marriage or propose 
marriage." 

Comments: [Its isnnd is saheeh, 
Muslim (1409)] 

535, It was narrated from Nafi': 
Nubaih bin Wahb told me: 'Umar 
bin 'Ubaidullah bin Ma'mar 
proposed marriage on behalf of 
his son to the daughter of Shaibah 
bin 'Uthman. He sent nie to Aban 
bin 'Uthman, who was the leader 
of the Hajjt and he [Aban] said: I 
think he must be a Bedouin. 'The 
pilgrim in ihmm should not get 
married or arrange a marriage." 
'Uthman told me that from 
the Prophet and Nubaih told 
me something similar from his 
father. 

Comments: [Its isnnd is wheel t] 

536, It was narrated that Na'ilah 
bint al-Farafisah, the wife of 
'Uthman bin 'Affan said: 
Ameer al-Mu'mineen 'Uthman felt 
sleepy and had a brief nap. When 
he woke up, he said: The people 
will certainly kill me. I said: No, in 
sha Allah it will not go that far; 
your people will only ask you for 
an explanation. He said: I saw the 
Messenger of Allah in my 
dream, and Abu Bakr and 'Umar, 
and they said: You will break your 
fast with us tonight. 

Comments: [Its isnad is da'eef\ 
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537, It was narrated that al-Hasan 
bin Abil-Hasan said: I entered the 
mosque and I saw 'Uthman bin f lj ^ 1 j>\ '-^ (4^* 



'Affan (^fe) reclining on his r/iu'. 
Two water carriers came to him 
and he judged between them. Then \J& &> OU* ^ jUii, L I lili 
I came to him and looked at him; # i ... -r . ' ^-f: r- 

he was a handsome man with ~ j 

marks of smallpox on his face and liU t Oj Si I ^ i;^ 

His arms were covered with hair. 



Comments: [Its isnad is da'eef 



JLjIiSsj <C1>-Jj c4jta^jl ^ " -■- 



because of the weakness of Abul- Lli* jj I" 1 \l\ \ 

Miqdam] ^ ^ ^ 

y. f^i* ^*—iJ - ^^*Jl w-Ujj oil— | 

538. Umm Ghurab narrated that ^ M ^iJU :l5j l£U -of A 
Bunanah said: 'Uthman never ; " \, ; _ 

dyed his hair. --^ ^ 

Comments: [Its isnad is rffl'rc/bcca use * , 

Umm Ghurab is unknown] al ^ ^ : 

539. Waqid bin 'Abdullah at- - Jj t ^ : Jj, ^ ^ _ er5 
Tameemi narrated from someone ^ / " J" , ^ 

who saw 'Uthman bin 1 Affan with ^ J*, : Jf^j^ 1 j**- 

his teeth covered with gold. ^ ^ Jji ^ iij ^ 

Comments: [Its isnad is tfflVe/J 



^jJi ^jUi :^j^w 

L^l :Jli y^iS -o£. 



540. It was narrated that Moosa 
bin Talhah said: I heard 'Uthman 
bin 'Affan (*&), when he was on the J> (J- y 



minhar and the mu'adhdhin was 
giving the iqamah (call immediately 
preceding the prayer), asking the lS^JL'I ^ iI>Jl3 L^lJi 

people about their news and ' 0 ; \% t *t " , 
business. ^ ^ ^^^1 

Comments: [S^to^] ^^.^ ■ ^ 
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541, It was narrated from as-Sa'ib -xj^**^'* ^Ll jlp Gi^U- at\ 
bin Yazeed that 'Uthman (.&) * ^ ^ 

prostrated in Soorat Sad. ^ ^ jJL. ^ j^i^j liil^- 

542. Is it was narrated from ^ .jj, _ o£Y 



Comments: [Sa/iee/j] 



Ibraheem bin 'Abdullah - i.e, Ibn 



Farrookh - that his father said: I ^ ij*** J*, '■ir'A 
offered the Eid prayer behind * u - ,\> tu £ 

'Uthman (*) and he said the takbeer ^ ; - ^ 

seven times and five times [i.e., in the _ f^j} _ M 

first and second rak'ahs, respectively], - • , * = ' 

Comments: [Its isrtad is doVef because 

of the weakness of Mahboob bin . Lll>-_* Ul^ 

Muhriz and Ibraheem bin Abdullah 

is unknown] o< ^jt™ ' {Hj** 

543. A1-Hasan mentioned j\ *j u ^ ^ ^ _ flir 
'Uthman's extreme shyness and [. „ B> ^ 

said: If he was in a room with the l ^ & j^J t j^Jl : 

door closed, and he took off his j • 01^ JUi ^ (vt /\) 

garment to pour water on himself, . " 4 *' 

shyness prevented him from j^,^^^^ tjiL^U^G!; 

standing up straight. ^ ^ . f ^ ^ ^ 

Comments: [Its isnad is Saheeh] 

544. Umayyah bin ShibI and others :^UL^l jJli -0 1 1 
said: 'Uthman held the position of ^ > z >ftX , , e ^ ^ 
caliph for twelve years and the & : ^ ^ V 1 
turmoil lasted for five years. ^jj. ^j^; ^ 

Comments: [Its isnad is munqati' 
(interrupted)] 

545. It was narrated that Abu ^ . - ^ 
Ma'shar said: 'Uthman (^) was V * ^; , , / 

killed on the eighteenth of Dhul- p}5 4^ jllii J^>3 :J15 ^1 ^ 
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Htjjah 35 AH. His caliphate lasted * , 

twelve years less twelve days, fc jt ^^J 1 

Comments: [It.s isnad is munqaW x±^\>- cJ'lSj ^JMJj ^ 

(interrupted), Abu Ma'shar is , , ... - . * 

dff'crfl r 1 * > M ^! ^ C- 1 * 

546. Abu 'Uthman narrated that v Jji J^i ^ii : JUl tijU- -0 i \ 
'Uthman (4*) was killed in the TV , ' . " 

middle of the days of at-ta$hreeq. ^ OL^U* y. ' 

Comments: [Its iana d is salieeh] Jii ^ jUii 5l :jUip lL : JU 

547, Qatadah narrated that Jj ^ . ^ - ^ ^ _ olv 
'Uthman was killed when he was " ( 

ninety years old or eighty-eight 1*' J^* ^ : 

years old. . r ,f r ^ , 

Comments: [Its isnad is munqaii' 

(interrupted)] .jUJ* ii^jL sjli o2 L_i : ^-tj>C 



548. It was narrated that Abul- 

'Aliyah said: We were guarding >f , t y 

the door of 'Uthman (^) for the ^ l : (4^ ^' : J>. 

first ten days of [Dhul-Hijjah]. 

Comments: [Its isnad is saheeh] 



oUJ^ 'ils' :Jli i^UJ) sjJU- 



549. It was narrated that Qatadah ^ ^ 

said: a?-Zubair offered the funeral ' °> - \i 

prayer for 'Uthman (4*) and buried ^ j?.j> x <J~* '-^ 

him in accordance with his m, - - 1" ' 1 ^ - 

.Ol w^O J o 5 i. <15^ 4 

instructions, " - ^ 

Comments: [Its isnnd is mimqati'] ■- lU ^ r 1 

550. It was narrated that 'Abdullah 41, _Qi ^ ^ - ^ _ ao , 
bin Muhammad bin 'Aqeel said; ^ " " "7 * *' 

'Uthman (4,) was killed in 35 AH v ^ 0? 0? ^ 1^ jjl 

and the fitnah (turmoil) lasted for - - ^ n- 
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^ £}\i\C if ■ 1 'n't i a 



five years including four months of ,>t .„. £ , - >,.,-. 

al-Hasan'smle. ^ ^ 

Comments; [Its isnfld is wuwf/flfo"] 

55L It was narrated that Abul- *j, ^\ ^\ -oo\ 

'Aliyah said: We were guarding " , , , 

the door of 'Uthman (^) for the ^? ^ ^ Us :JIS £UJi ^ 

first ten days of [Dhul-Hijjah]. [o £ a ■ ^ij] 

Comments: [Its isnad is sata/i] 



552. It was narrated from Zaid ^ ^ : &\ & - 00 y 

bin Aslam that his father said: I " * \ " 4 1 

saw 'Uthman on the day he ^^Jl ^ f-r^' 

was besieeed in the place where \~..t »( j . . *\ u =f 

funerals were held; if a stone were " „ " ; c T 

to be thrown it would not have x] ^ ; L^Vi y"/^ 

landed anywhere but on a man's > . * , - 4 

head. And I saw 'Uthman look f>^ jU ^^V ^ : J 

out of the window beside the place J *^ ^Ji ^l^o' J:."r^^ 

where Jibreel once stood, and „ „/ , ^ ^ ^ / ^ o ^ 

he said: O people, is Talhah among -^S* l J^J ^0 ^! ^ 

you? They kept quiet. Then he ^ ^ jj Jj t ^j, ^ J 

said: O people, is Talhah among \ 

you? They kept quiet. Then he fX?' ^ 

said; O people, is Talhah among ^ ^ k l£l : Jli i* J 

you? Talhah bin 'Ubaidullah stood " » 

up and 'Uthman said to him: VoU* 'pSJbl t^llil L^t : p J ySL-i 

Are you there? I did not think that > , * f , > tl *f , *^ 

you would be in a group of people, ~ - ^ 1 ^ 

hearing me call you three times jUii Jlii fc Jjl jillp ^ i>Ji- i'di 

and not answering me. I adjure , , .> , ; 

you by Allah, O Talhah, do you ^ ^ ^ l ^ VuU V ' 

remember the day when you and I ^ *j 

were with the Messenger of Allah t t \ \ J\Z " , , 

(^) in such and such a place, and ^ ^^-^ ] i ^ * 

none of his Companions were with . ■ ^ iu i * - " m i : i 

him except you and I? He said: y- - , / t - 

Yes. ['Uthman said:] And the ^W^l 'j» j^I ^ JiSj 

Messenger of Allah (sfe) said to . ( ' ; - , : , , r . - - 
you: O Talhah, there is no Prophet ' ' ^ J ™ " 
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but he had a companion from ( % t * , # , ^ , 

among his wmma/i who will be with ^l 1 ^ 1 ^ ^ ^! 0* ^ *H L ** ai > ^ 

him in Paradise, and this 'Uthman jlU ^ jL^ 01} ,<JJ\J^ gif ^ jjj 

bin 'Affan - meaning me - "is .... " ' * ° ^ 

that companion who will be with ^ .tU^Jl ^ ^ ^Li; _ _ lii 4b 

me in Paradise/' Talhah said: By .Ir ' V : "^LlLi 'oUt 

Allah, yes [I remember that]. Then ' ^ r ' r<"^ " 

he went away. ^ ^ UJi ^i^J wL*_j* b jL_j : ^ mJ >^ 

Comments: [Its isnad is rfa'cc/J -4-\r* l/j^ 1 *^ 

553. It was narrated from - ^o3i ^ : «fo ^ ^ -oor 
Humran bin Aban that he saw 

'Uthman do wudoo' one day; he : £JJ ^ " ts?'^ 4^ 

rinsed his mouth and his nose, and - - 1 _ ■ * - *^ . 

he washed his face three times... ' ^ v ^ 

and he narrated a hadeeth from the 4* c^li 1^1 Z\ : jUl ^ Ol^ii 
Prophet (sfe) similar to the hadeeth 

oflbnJa'farfromSa'eed. ^ J - J ^ 

Comments: [Saheeh because of a? 1 ^ ^ ir^ 1 ^ ^jJj^j ..U^ 

corroborating evidence] ' f „ , . ^ ^ ^ ^ 

554. It was narrated from one of ^ - jjj . jfo ^ ^ _ ddfc 
the Aw.w that his father said: I was ' 5 - ^ 
standing with 'Uthman bin 'Affan ^ ^ ^>! 1 ^ _ U^lil :/^l)5l 
(jfe) and he said: Shall I not tell you . * . . . = „ ; . ^ . > . . * - Mt - 
how the Messenger of Allah (^) ^ J ^ ^ ^ °* ^ 
did uwdoo? We said: Yes indeed. lili c-lf ; Jtf «J ^ tJ Uu ! S?l ^ 
He called for water and washed . w{ T * - - ' - a . 
his face three times, rinsed his ' r^ 1 ^ l ^ ^ ^ uU* 
mouth and nose three times, then iXJii . : llli ^ Jjl Jj^3 il5 
he washed his hands up to the „ . . _ 

elbow three times, then he wiped 3^* ] J t J^ii ^U, 

his head and his ears, and washed *l t ^ J ^ jj fc 

his feet three times. Then he said: \, m ^ r ' \' , t r t 

This is how the Messenger of ^ 4 

Allah (^) did wudoo\ \ ^ , , : - 

Comments: [A Saheeh hadeeth, this 

/swfld is da'eef because of a man ^Qr^ ^-i-^ 

and his father from Ansar are .*~>\j jL^Vl y J^^ 1 ^L^J 
unknown] 
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555. It was narrated that 
Thumamah bin Hazn al-Qushairi 
said: I was present at the house 
(of 'Uthman) on the day 'Uthman 
was killed. He looked out at 
them and said: Call for me your 
two companions who incited you 
against me. They were called for 
him and he said: I adjure you by 
Allah, do you know that when 
the Messenger of Allah (jk) came 
to Madinah, the mosque got too 
crowded for its people and he 
said: "Who will buy this piece of 
land with his own wealth and use 
it like the rest of the Muslims (i,e„ 
donate it to the Muslims and 
share it with them) and he will 
have something better than it in 
Paradise?" So I bought it with my 
own wealth and donated it to the 
Muslims, but now you are 
preventing me from praying two 
rak'ahs in it! Then he said: 1 adjure 
you by Allah, do you know that 
when the Messenger of Allah 
came to Madinah, there was no 
well good for drinking from 
except (the well of) Roomah. The 
Messenger of Allah (akj) said: 
"Who will buy it with his own 
wealth and his bucket will be like 
that of the Muslims (i.e., donate 
the well to the Muslims and share 
it with them) and he will have 
something better than it in 
Paradise/' So I bought it with my 
own wealth, but now you are 
preventing me from drinking 
from it. Then he said: Do you 
know that I am the one who 
equipped the army of hardship 



ij i^iS .fa ^idt 

of oia^t cvo /^> u£i^ : jiii 
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(i.e., the army that went on the 
campaign of Tabook)? They said: 
By Allah, yes. 

Comments: [A Saheeh hndeeth and its imad is hasan] 

556. It was narrated that Shaqeeq >|- \ x\- . i u V- r* s , - 
said: Abdur-Rahman bin Awf 

met al-Waleed bin 'Uqbah. Al- : j ^ :Vi3 ilili 

Waleed said to him: Why do I see * , , i * i - * - 

you keeping away from Ameer al- ^ ^ :JU ^ L f^ U > 

Mu'mineen 'Uthrnan (^)? 'Abdur- ;j jtii ^ Uyt ^; 

Rahman said to him: Tell him that tt . , "„ , / . y , . 

I did not flee on the day of 'Ainain J^l^ 1 ^ ^'y^r ^ ^ Ji ^ : -v)^ 1 

- 'Asim said: The day of Uhud - ^ \\ fC A . v i- a- - i ^ 

and I did not stay behind on the u , r \ ' f 

day of Badr, and I did not turn </± }y_ J^iUJ : Jjji ^i^oAJl 

away from the way of 'Umar (-&), * j . . / V :> , , 4 , 

So ho went and told that to ^ * ^ ^ ; ^ °^ ^ 

'Uthrnan (^), who said: As for his % Jji J jjj 

saying that he did not flee on the s , " ' y . 

day of 'Ainain, how could he r*"1 ^ ^ l ^ Ir*3 

shame me for a fault for which ^| J A i^J, ^ ..j^* j£ 

Allah has pardoned me and said: ; - <r ; 

''Those of you who turned back on [ i\ * : ^ij] 

the day the two hosts met (i.e. the 

battle of Uhud), it was Shaitan ajl ^ : Qtj*» 

(Satan) who caused them to 
backslide (run away from the 
battlefield) because of some (sins) 
they had earned. But Allah, 
indeed, has forgiven them" [A] 
Tmran 3:155]? As for his saying 
that I stayed behind on the day of 
Badr, 1 was tending Ruqayyah, the 
daughter of the Messenger of 
Allah (£jr), when she was dying, 
and the Messenger of Allah (^) 
allocated to me a share (of the 
booty), and whoever was allocated 
a share by the Messenger of Allah 
was present.... and he quoted 
the hadceth at length to the end. 

Comments: [Its isnad is Hasan, and it is a repeat of 490] 
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557, It was narrated that Abu tl • • :s „ * >„. , ;£ , 

Wa ll said: I said to Abdur- ^- - ST - 

Rahman bin 'Awf: How could v ' ^ :^ l^J : 

you swear allegiance to 'Uthman r .. ..' f ^ ' ^ 

and not to 'Ali (4b)? He said: :JU ^ ^ 

It is not my fault. I started with ^ ^ ^'o^-> J^J Jii 

'All and said: I swear allegiance to \ r \ -* * t 

you in accordance with the Book **4t* ^ ^ ^ r^^ 1 

of Allah, the SifmiffA of His fa ^ ^ ^ jj^ 

Messenger, and the way of Abu ' J ' ; ' v " ' . ' 

Bakr and 'Umar {4c). He said: As : Jti ^ ^1 sSr^J £-0 



much as 1 can. Then I offered it to 
'Uthman and he accepted it. 



Comments: [Its isnad is .l^La* jU^ 

558. It was narrated that Abu . ^ .^ft - ^ u Qj^ _ 0 oA 
Salih, the freed slave of 'Uthman " e l ' ' ; 

bin 'Affan (^) said: I heard £^ 0* Cr?^ y 
'Uthman (4*) say on the min bar. O ' », - >• , , ^ ,\ - 

people, 1 concealed from you a ^ ' ^ 

hadeeth that I heard from the bo^ ^1 t^-llJl ^ ^ 

Messenger of Allah (^) for fear u ; , v ( 

that you would scatter away from ^'j 5 ^ ^ <^ y 

me, then I thought that I should J^l jlEiJ S*j£&^\ M J 1 1; i 
tell it to you, and Jet each one , , * „ r ^ ' ^ J V 
choose for himself what he thinks : ^ ^ <J J-'J ^ Lb U 

is best. I heard the Messenger of Jft : ^ t J J1 ^ • ^ ]^ J( 

Allah (sfe) say: "Guarding the V' ' ^ ^ ' < 
border for one day for the sake of [i IT : £*-tJ J«JjHJl j* U_i 

Allah is better than a thousand 

other days doing other deeds." : ff ^" 

Comments: [A hasan hadeeth] 

559. 'Abdullah bin' Abdur-Rahman y^ ,Jy y) -oo^ 
bin Abi Dhubab narrated... a similar 

hadeeth. 

Comments: [Its isnad is da'eefi it is a ^ 0^^^ y ^ 



repeat of 442] 



•^^* > y*^ ^^"V^j [*-^*^! ^ ^* ^W^*- 1 ^v*--^ : 
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560. Sa'eed bin al-Musayyab said; 
I heard 'Uthman delivering a 



khutbah from the minbar. He said: I ^ : J|j ^ l : 



used to buy dates from one of the * * 

Jewish clans who were called Banu OUip c*x*-l : u-llJl ^1 

Qainuqa', and sell them at a profit * -3 ' e f ^ ; J^; ^Ji k 
News of that reached the Messenger ' „ , > , ' 

of Allah (^) who said:" O' Uthman, : - cM 

when you buy, take your dues with „ * u ; M r -r,r , r\. . >*" f: 

nothing extra, and when you sell, - C- C. 

give (the other party's) dues with lijj ^JiSU cJ^I tjUip D : jUi 
nothing less," 

Comments: [A Hasan hadceth] 



561* 'Ubaidullah bin 'Adiyy bin ] . > y 1 1 ^j^. 

al-Khiyar narrated that 'Uthman ^ ^ ^ ^ 

said to him: Verily Allah, may ^) 

He be glorified and exalted, sent r . * * , ,* m 6 f 

Muhammad («) with the truth ^ ^ ^ - ^ jl f ^ 

and 1 was one of those who dJ^ A* iiJl 01 Jli 4& OUji 01 

responded to (the call of) Allah and > *> - - , 

His Messenger, and I believed in f* :J,J ^ '-^ 

that with which Muhammad fe) * ^ LL jA} ^'J/j & ^U^-l jJU 

was sent Then I migrated twice, ^ / ; , / , // * ^ 

and I also attained the honour of ^'A^ P ^^Jlj lIl^J 

becoming the son-in-law of the ^ Jj, j - - Jj^ 

Messenger of Allah {5^); I swore ff \ 5 - * ' 

allegiance to the Messenger of ^ «JJly t ^ Jj| J^3 ^t^.j 

Allah fefe), and by Allah, 1 never ^ j^,: ^.^Jjj, >J- 

disobeyed him or betrayed him ^ J ^ * ^ ^ ^ * 3 

until Allah, may He be glorified [£a* : ^r*j] 
and exalted, took his soul in death. 

Comments: [Its isnad is sn/iec/i, al~Bukhari (3696)] 
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562- It was narrated that 'Ali bin 
Abi Talib said: The Messenger 
of Allah {3^) stood in 'Arafah and 
said: "This is the place of standing 
and all of 'Arafah is a place of 
standing/' He moved on when 
the sun set, then he put Usamah 
behind him (on his mount) and 
moved on at a measured pace on 
his camel, and the people started 
rushing right and left. He turned 
to them and said: "Calmly, O 
people/' Then he came to Jam' 
and led them in praying two 
prayers, Maghrib and 'Isha. Then 
he stayed all night until morning 
came, then he came to Quzah and 
stood at Quzah, and said: "This is 
the place of standing and all of 
Jam' is a place of standing." Then 
he moved on until he came to 
Muhassir, where he stood, then he 
struck his she-camel and she 
trotted until he crossed the valley, 
then he reined her in. Then he put 
al-Fadl behind him (on his mount) 
and carried on until he came to 
the famrah. He stoned it, then he 
came to the place of sacrifice and 
said: "This is the place of sacrifice 
and all of Mina is a place of 
sacrifice." He [the narrator] said: 
A young woman of Khath'am 
asked him: My father is an old 
man and has become senile; he 



Jjl Jlp y iL^i ll>-l lib- -o"\T 
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has lived until Allah made Hajj . , j - , . ^ . , ^ ..... 

obligatory. Will it be acceptable if I V ' - ^ : ^ LaJI J JUi 1 

perform Htf/7 on his behalf? He dli Jjtj)) ;JU VjJJU Jl jJU cJp 

said: "Yes; perform Hajj ; on behalf tf ; : , " , ~ - s , 

of your father." And he twisted al- H :uU ^^t^ ^ ^ ^ 

Fadl's neck (to turn his face away). JJL^ !-dJi Jy^ i; :JUi /lij 

Al-'Abbas said to him: O Messenger f > , , . , - ■ - > t 

of Allah, why did you twist the neck ^ ^ >^ :ju ^ J?* 

of your cousin? He said: "I saw a si J) ! aJl!' u : J ^! l£\ 
young man and a young woman 



and I was not certain that they 



would be safe from the Shaitan/' ^ t * ^JlLi ^Jt 



Then a man came to him and said: O , 

Messenger of Allah, I shaved my "T 4kJl ^ ^ ^ L > : 

head before offering a sacrifice. He l^U ^Ui ^hil; it V)T. .^tL 
said: "Offer your sacrifice, there is 



no problem/' Then another man 

came to him and said; O Messenger , ^ 

of Allah, 1 did tawafal-ifadah before ^ 
shaving my head. He said: " Shave 
your head or cut your hair, there is 
no problem/' Then he came to the 
Ka'bah and circumambulated it, 
then he came to Zanizam and said: 
"O Banu 'Abdul-Muttalib, it is your 
right to draw water for pilgrims. 
Were it not that the people would 
overwhelm you, 1 would have 
drawn water myself/' 

Comments: [Its isnad is hascm] 

563. It was narrated that 'Ali (&) : 4^3)1 ^ juiJi l£U -or 
said: The Messenger of Allah ' ' 

said: "The urine of a boy is to be Cf. ^ J* J* f 1 ^ £i>- 

sprinkled with water and the urine n; ■ 'n: * i - * - i • - - - U, t 
of a girl is to be washed/ Qatadah , , 

said: That is if they are not yet (OUJl J» : <JW 

eating solid food; if they are eating r - > • >. 

solid food then their urine is to be r U ^ ^ JU '"J^ ^ J ^ 
washed in both cases. -^4-^ j-i U^i liU .L^k 

Comments: [Its isnad is sn/iee/z] 



Mu&nad AH Ibn Abi Talib ^ 

564. It was narrated from 
'UbaiduHah bin Abi Rafi f , the freed 
slave of the Messenger of Allah (-jfe), 
from ' Ali bin Abi Talib that the 
Messenger of Allah stood in 
'Arafah with Usamah bin Zaid 
riding behind hirn, and said: ''This 
is the place of standing, and all of 
'Arafah is a place of standing." 
Then he moved on at an unhurried 
pace, and the people started 
rushing right and left. Me turned to 
thern and said: "Calmly, O people; 
calmly, O people." Then he came 
to al-Muzdalifah between the two 
prayers, then he stood in al- 
Muzdalifah and he stood at Quzah, 
with al-Fadl bin 'Abbas riding 
behind him, and he said: "This is 
the place of standing and all of 
Muzdalifah is a place of standing." 
Then he moved on at an unhurried 
pace and the people started 
rushing right and left. He turned to 
them and said: "Calmly, calmly, O 
people/' He came to Muhassir and 
struck his mount, and it trotted 
until he left (the valley) then he 
resumed his original pace until he 
(came and) stoned the Jamrah. Then 
he went to the place of sacrifice and 
said: 'This is the place of sacrifice 
and all of Mina is a place of 
sacrifice." Then a young woman 
from Khath'am came and said: My 
father is an old man and has 
become senile; he has lived until 
Allah made Hajj obligatory, but he 
cannot do it. Will it be acceptable if 
1 perform Hajj on his behalf? The 
Messenger of Allah (^) said: 
"Yes." And he started turning the 
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face of al-Fadl bin al-' Abbas away 
from her. Then a man came to him 
and said: 1 stoned the ]arnrah and 
did tawafal-ifadah and put on my 
ordinary clothes, but I did not shave 
my head. He said: "No problem, go 
ahead and shave your head." Then 
another man came to him and said: I 
sloned the ]amrah and shaved my 
head and put on my ordinary 
clothes, but I did not offer the 
sacrifice. He said: "No problem, go 
ahead and offer the sacrifice." Then 
the Messenger of Allah did 
tazvafal-ifadaJi, then he called for a 
bucket of Zamzam water and drank 
from it and did wudoo\ Then he 
said: ''Draw water, O Banu 'Abdul- 
Mutralib. Were it not that you 
would be overwhelmed, I would 
have drawn water myself." Al- 
'Abbas said: O Messenger of Allah, 
why did I see you turning your 
cousin's face away? He said: "I saw 
a young man and a young woman 
and I feared that the Shaitan might 
tempt them/' 

Comments; [Its isnad is hasan] 

565. It was narrated that 'Ali said: j; J- ^ j;\ ^ oli0 

When the Messenger of Allah > ■ " , ' " ^ *~ 
recited ruqyah for a sick person, said: 0* y} : J^^i 

"Remove the hardship and suffering, Jj, ^ ^ ^ ^ 

Lord of mankind, and grant healing, t . , . 

for You are the Healer and there is no v^^" : <J^ \^Hj* 'M ^ 

healing except Your healing; (grant) ^ ^ ^ ^ ^ ^jj ^ ^ s , 
healing which does not leave any £ - ^ " ^ J 

sickness behind /' JlLL* V JUJ, tiljlii 

Comments: [Sa/iceyi because of 

corroborating evidence; this is a jL "* 1_Uj C?" 

da'eef (weak) isnad because of the -jj*^ 1 ^jl>Jl ^^aJ <^-L*j> 

weakness of AI-Harith Al-A'war] 
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566. It was narrated that 'Ali fcj^ - *1 ~o*n 

said: The Messenger of Allah (3^) -^t * 

said; "If T were to appoint anyone *j£ ^ t^UJl JjU^l ^1 l^i>- 
to a position of authority without 



consulting the believers, I would ^ ^ ^ : ^ ^ l JL < :Jli 
have appointed Ibn Umm 'Abd ;} ;;i J^Sj t t^i^ - ^ j ,J ^ 
(Abdullah bin Mas'ood) " 1 ' 

Comments: [Its isntfrf is da'cef 
because of the weakness of Al- 
Harith Al-A'war] 

567. It was narrated from 'Amr bin GjJl>- : -u*-" LjJL>* -oIV 
Sulaim that his mother said: Whilst - \- ^ ^ i . 

we were in Mina, I saw 'Ali bin Abi : ^ s* 1 ^ ^ 

Talib (4*) say: The Messenger of ^ - ^ Jbi ^ llil- 

Allah tek) said: "These days are for ' " . 

eating and drinking, so no one J-^. ^ ^1 ^ t^j^ ^1 

should fast these days/' And he 3 >^ ^ ^ ^ { y± ^ 

went around to the people on his ' , ' \ " ^ , ~ 

camel, shouting that. ^j^j J*' ?^ ^ ^ ^ 

Comments: [A saheeh hadeeth] A j_j r 

[ay 4 ,ay^ .iyi 

568. It was narrated that 'Ali (^) : J^ l >^! £^ $ -*^ A 
said, attributing it to the Prophet 
Ofe): "Whoever tells a lie about his 
dream will be commanded to tie a 
grain of barley on the Day of 

Resurrection/' (w/O^ iU *JA$ .*J^ 

CommenU: [Saheeh because of t yA^ :^L ; Q .flUUlM 
corroborating evidence; this is a 

da'eef isnad because of the H iWAA t>*V* 
weakness of Abdul- A'la] 

.^Js-^l^-t- i.d w jLl>1 IjUj tfl^fjJ * 

569. It was narrated that 'Ali (&} j^J, >J> 'JjJ-j ju^ 

said; The Messenger of Allah (5^) „ * , > ^, ^ 

used to pray the two rak'ahs of J- ^ J^Al ^ :VU 

Ffl/> when the iflflwiflft was given. J|, 5^ .jy ^ ^ ^jUJl 



[Ao Y tA£l t vr<\ :_^!] ."j^p 
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Comments: [Its isnad is daVe/ * r , „ ; ■ . - * , 

because of the weakness of AI- ^ J - V ^ J^~> ^ 

Harith l [IT* ,AM .VU 

^'i/I. narrated that ^ ip ££U : ^ >\ l£t - dV . 

Abdullah bin Nujayy said: 'Ali ' . f " ' 

said: There was a time before J* ^UiiH ^ S^Ui £1^ : y\ 

dawn when I would ask to enter \ - ' \ * - - \ * 

upon the Messenger of Allah fe). ^ ^ JJ ^ ^ ^^ UJl 

If he was praying, he would say J oil? jlj : Jli Jji ^ 

SuWwn Allah to me, and that was "mi*-"'* 

my permission to enter; if he was - ^ J ^ ^ >^ ^ 

not praying he would give me t ^ ^ , JL^ £^ ^ ^ ^ 

permission to enter. , ( ~ f \ , [ ^ 

Comments: [Its isnad is dn'ccfl ^ *^ ^ ^ °^ ^ ^1 ^ 

[Aio t *UV t va t o HA :£|] 

571, It was narrated from 'Ali bin - ^ ^ ^ _ oy ^ 

Husain that his father said: I heard ' ^ \ 

'Ali say: The Messenger of Allah Ji - L *^* ^ ^ 

(fe) came to me when Fatimah - ,/ r\ ' , - 

and I were sleeping, and that was ^ ^ l ^ ^ ^ , 

at the time before dawn. He stood 0? ^ ^ 

at the door and said, "Why don't * ' , „ " * > . ' - - " ? 

you get up and pray?" I answered - J ^ J ^ ' J ^ ^ : JU ^ l 

him: O Messenger of Allah, our ilK} ^Lij tfj % 

souls are in the hand of Allah and j7 , f ' / . - 

if He wills, He will wake us up. ^* ■ ^ J± ;ii 

The Messenger of Allah (gg) went d\ ! Jji J '3 L':3GJ 

back and did not say anything else tf , ' , ' „ - ; 

(to me), but I heard him, as he was ^ J y~*'} : J'j l^*? ^^-i 

leaving, strike his hand against his r ^ »• M '>;, , u - 

thigh and say: "But, man is ever ^ ^ ^ ^ ^ ^ ^ J * 

more quarrelsome than anything" olS^ :->J^o 6 ju ^J'^ij : jJ: 

[al-Kahf 18:54]. : 



■ ^ 



Comments: [Its isnad is saheeh, al- 

Bukhciri (7347) and Muslim : r ,(vriv) : r ejL _-l 
(775)j c 0 1 



,(VVi) 



Musnad Ali Ibn Abi Talib * 309 4 ^JOa ji ^ JLi 



572, It was narrated that 'AH (^) 
said: The Messenger of Allah 



and his wife used to do ghusl '^\$ ; ju ^ ^ ^.jUji ^ 

from the same vessel, " . * ../»>,r/ . - *' f , 

. JL>- 1 j * Li I V J jl—IxJ 4jJ6 I \ £££ JJ 1 J yLj 

Comments: [Saheeh because of 

corroborating evidence; this is a ^ ]jJtj 6 . 

da'eef isnad because of the " " i 

weakness of Al-Harith] .^jUjI ^^l3 

573. It was narrated that 'Ali (4*) :J^>i ' ^ ~°vr 

said: The Messenger of Allah . . ^ _ * ^ . 

sent me to Yemen, and we came J ^ ^ c ^ ^ 

to some people who had built a . -Jte a\1\ J^j 

trap for a lion. They began to _ ^ \ \ , , a , " „ 

push one another, and one man r* ^ ^ V A3 ^3 ^ 

fell, so he grabbed onto another ^ ^ 

one, who then grabbed onto „ . ' w / [ 

another one, until all four of them ^ ; ^ ^S*^ J^~J 

ended up in the trap and the lion 
wounded them. Then a man came 
and killed the lion with a spear, ijJui ^-U^ 



and they all died of their wounds. 
The next of kin of the first man 



went to the next of kin of the last iLi: Jlp ^ii ^Juli t * 
man, and they took out weapons a , * t £ , , > , 

to fight, then 'Ali came to them ^ J ^ J[ :JU L ^ 

straight away and said: Do you ^ ^ ^jf J, ^ 

want to fight one another when " ' ( ^ " % "*,■'... ^ 
the Messenger of Allah is still ^ p-^-^ ^5 ^uiiJl 

alive? I will judge between you, ^ J j | ^ ^ m ^ l * - 
and if you agree then that is the - - ' " — ^ 

verdict, otherwise keep away i<J JjUi 1^ ^ ^^^r? 

from one another until you go to 
the Prophet (^) and he will be 
the one who judges between you, ijjij t ^jji /j ^ii iJu} ^^iji 
then whoever transgresses after . a . ^ N c - - 

that will have no right. Collect ^? S ^ ^ ^>' 1 
from the tribes of those who fell ^ J-ii Jlkjj 

into the hole one quarter of the ^ ^ ' s t : tJ 

diyah [blood money], one third of ^ W ^ ^ l 



the rfiya/t, one half of the diyah r ^ ^ ^ ^ r: , ^ 

and a complete ffty/r/i. For the first . " , ! - 

man (who fell in) there will be ^ J^j JL^ ^J^\j ({ ^^ ^-^^ 
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one quarter, because he caused the - , , * 
death of the one who came after - ^ *^ ^ ^ °1 : f>^ 
him; for the second one there is one : ^L ; |J Jji J^ft 

third of the tftya/i; and for the third 

one there is half of the diyah. They [ M" \ • ^ * if 

refused to accept that, so they went t , ^ 
to the Prophet {5^) when he was at ^--^ dj { . 

Maqam Ibraheem and told him the j>) 
story, and he said: "I will judge 
between you/' One of the people 
said: 'Ali has already passed 
judgement. They told him about it 
and the Messenger of Allah (^) 
approved it- 
Comments: [Its isnad is da'etf because of the weakness of Hanash] 

574. It was narrated from Hanash 
that 'Ali (Jk) said: The fourth one 
gets the diyah [blood money] in /v'j^j '-^ ^ : 
full 

Comments: [Its isnad is da'ecf like 

the report above] .^ur : 



:^L1>- £^>- ~*Vi 



575, It was narrated from 'Ali bin t^i „; t - -> . - 
Abi Tahb (^) that the Prophet (jfe) , ; 

came to him and Fatimah at night c-li^} t ^! ^-r^ : -^r^ 1^ 

and said "Why don't you get up % ? : : , 

and pray?" I said: O Messenger of ^ ^ - ^ ^ ; — 1 

Allah, our souls are in the hand of ^ ^ t^yb^JI ij^ii 
Allah and if He wills to wake us t , s r 

up, He will wake us up. The & 0* ^ & ^ : ^ Ji >! 1 

Messenger of Allah (fe) left when I : j£ ^ *f . ^ | 

said that to him and I heard him, as >. f / s , v " >t> /'\ t'\ Y £ 
he was leaving, strike his hand ^! J>-j ^ :^Jii «Vjji-a; Vl» 

against his thigh and say: "But, J ^ _ ^ ^ ^ ^ , - £ , Jj, ^ 

man is ever more quarrelsome than " #> - " 

anything" [al-Kahf 18:54]. ^ii >i j ^ * iiJi U cii ^ Jjl 

Comments: [Its iswrtrf is saheeh, al- %\ ; J J;: , iki ^ Jij 

Bukhari (7347) and Muslim 1 ' - 

(775)] [ow\ :^\jlXoi :^Q\)4$Z. 

.(wo) : f t <vr*v) 
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576. It was narrated from 'Ali bin 
Husain, from his father, from his 

grandfather, that the Messenger of -J jlL^JI J, J^. ^ '-!$yj^ 

Allah (^) took Hasan and Husain ' t " t , * 

(&) by the hand and said: J^s* ^ ' & £ 

"Whoever loves me and loves 4J J - ^j^J ^ jj± J\ ^ ^\ 

these two and their father and their s " ; ^ ' : ' , / 

mother will be with me at my level ^ : S*^ ' te} a* ^Jr^- ^ J* 

on the Day of Resurrection/' : juS 4 ^ ^ kl Jj! 

Comments: [Do 'ce/ because of the /*, a 

weakness of AH bin Ja'far] " ^3 fc ^ ! ^ 



577. It was narrated that 'Ali ^| : ^ ^1 -ow 

said: The Messenger of Allah (gg) ^ >4 * , -. - 

said: "No woman should be h* '^A^^ If, ^ -4* ^ 

married and become a co-wife to her ^ ^ J^/j J (V\ / \)^\ 

paternal aunt or her maternal aunt" ^ f " * * ' , 

Comments: [A Saheeh because of ^ : ^ *W Jj^j ^ 

corroborating evidence and its ^ ^ ^ 

isnaa is as ce/ because of the ^ ^ ^ ^ 

weakness of Ibn Lahee'ah] 

578* It was narrated that 'Abdullah ^ J)i jl^ jA) -ova 

bin Zurair said: I entered upon 'Ali / f ^ , , %m , , „ 

bin Abi Talib (*) - Hasan said: On ^ b ^ ^ ^ f^ U 

the day of (Eid) al-Adha - and he £f ^ Jil ^ ^ Jbl 

brought some khazeerah (a dish _ " / , ^ , 

made from small pieces of meat, ^ - & *J* 

broth and flour) to us. I said: May £j[ * * ■ r l^- 

Allah guide you! Why don't you * ' ' 7 L/ T^'. 

make a dish for us from these ducks, ^ J^f tpj *■ JJ| ^iLAL^ I : ^uUi 

for Allah, may He be glorified and ^ * - ^ ^ _ ]J, 

exalted, has blessed us with a great ^ ^ r ~ . 

deal of bounty. He said: O son of ijjlw ^yi jll U : Jlii .^Jl ^1 

Zurair, I heard the Messenger of . ^ : '{ / , - > ^ f - 

Allah (&) say: *lt is not permissible 5™ ^ " m ^ J ^ 

* I; iuJ : jU^J Jil 



for the caliph to take more from the l^KU iijj : >j JJ1 

wealth of Allah than two dishes: 
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one from which he and his family . 

eat and one that he offers to the ^ ^^-^ , 

people/' 

Comments: [Its /swrtd is da'eef because of the weakness of Ibn Lahee'ah] 

579. it was narrated that 'AH (4*) t ■ ... r ^ , 

said: I have never had an eye w " - ^ 

infection since the Prophet U : J'j \* t ^ J *1 ^ t ^-r^ 0* 
spat in my eye/' " J . \ I C 

Comments: [Its isnad is kastm] " " *' 

580* It was narrated that 'AN fe) r ;* ^ > * * > . ^ „ 

said: The Messenger of Allah (^) ^ 
used to pray Witr at the beginning <-p-ft* y ^3^1 ^1 

of the night and in the middle and s | " , , { * V, 

at the end, then he persisted in ^ ^ *f m ^ J -^' 015 : JL5 4^ 

praying it at the end of the night Ij jj t? ^t J} 



Comments: [Its isnad is ^rw'l 



,ato ,nor . ? ^T ^ 



581* It was narrated from ^ t -j £\ : Jj, ^ ^ _ oM 

Husain, from his father, that the 1 '! .1 ^ 

Prophet (3^) said: "Do not stare at J* y. : ii^r^ 1 

lepers, and if you speak to them, - t r ^ . ^ . . ^ _^ \ ^ 

let there be a distance of a spear " - - ' y - 

between you and them/' t J^ J ^ 0* ^4*^ ^ 

Comments: [Its isnad is ^r'a;/7 ^, ^ ^ 



582. It was narrated that 'Ali 
said; The Prophet said to me 



'O 'Ali 7 do uwdoo r properly even : Olj ^ j .^ii ijjj^ :^lilJl Jo; ^\ 

if it is difficult for you; do not ;^ ( ^ t; _ ,/ 
consume charity; do not mate a ^ 4^^ J| ^ 0? r^ 1 ^'' 

donkey with a horse; and do not m j U ; : ^ - - ^ 

sit with astrologers/' " ^' ■' 
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^-JUo ^ji ^jj ijj- inn « 



Comments: [HtfStfn because of 
corroborating evidence; this is a 
weak isnnd because of the 
weakness of Haroon bin Muslim] 



j! 



L ? 



583. It was narrated that an- 
Nazzal bin Sabrah said: A jug of 
water was brought to 'Ali 
when he was in ar-Rahbah. He 
took a handful of water and rinsed 
his mouth and nose, and wiped his 
face, forearms and head, Then he 
drank whilst standing, then he 
said: This is the wudoo' of one who 
has not broken his wudoo', I saw 
the Messenger of Allah (^) do this, 
Comments: [Its isnad is saheeh, al- 
Bukhari (5616)] 



4 ^Ai-ji^i (- U US JL^- U t I 

, £ _ , , . . . , ^ „ , - ; « - „ . 

.J^J jjj! Jj^^f O^'j i-UXA L 



584, It was narrated that 'Ali 
said: The Messenger of Allah (^) 
said: "Whoever tells a lie about 
me deliberately, let him take his 
place in Hell," 

Comments: [SaheeJt because of 
corroborating evidence] 



t i _r-**'^ 1 ^ y~ ~ oA * 



585, It was narrated from 'Ali 
that he said: "The last words of the 
Messenger of Allah (^) were: 
"Prayer, prayer! And fear Allah 
with regard to what your right 
hands possess [i.e., female slaves]/' 

Comments: [Hadeeth saheeh and its 
isnad is hasan] 



* -go*" 

,(\) :(i-jiiJi 

j Uii^ -oAo 



, ■ r _^ jL^ui "Juij i. ^>ij ^_i> : ^-j^->«j 
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586. It was narrated that 'Ali , , f ^ . - f > . . .» , 

said: The Messenger of Allah ^ r? U ^ ^ ^ 

forbade me to put my ring on the ^ f ^; ^ ^ 
forefinger or the one next to it. 



Comments; [Its isnad is sahceh] 



587. It was narrated that Abu £^ . >* _ oAV 

'Ubaid, the freed slave of 'Abdur- ^ , , ^ 

Rahman bin' Awf, said: Then I saw J>y* ^) J* <J;^rV l 

'Ali bin Abi Talib after that on , r >• ; *; ... » 

the day of Eid; he started with the ^ ^ ^ ' Jb ^ 0* ^| 

prayer before the khutbah and he Jli s^^L IjJ t ^ ilb Jul ^Jli ^1 

prayed with no adhan or iqamah. - - ; * , - - ^ - * / . 

Then he said; I heard the Messenger :JL V ^ t £ LiJl 

of Allah forbidding (the people) A. ^ ^ #5 *1J» c - , 

to leave any of the meat of their ^ . . „ , / 

sacrifice after three days. ^ t:> : T^ 1 ^ ^ Jt 

Comments: [Its isnad is saheeh, al- : t (aovr) ;^ »jL^1 : 

Bukhari (5573) and Muslim 
(1969] 



588. It was narrated from 'Ali (^) ^; i;^ : Jw J^ ^ _ oA A 
that the Prophet (^) gave his \ 

wives the choice between this 0^ <J^~ ^ & ; dr^ 

world and the Hereafter; he did not ; . • jn',-' . • 

give them the option of divorce. - y - ' - 

Comments: [Its isnad is d/Te*/ ^ ^. & y. J* ^'j 

because of the weakness of ; ;LJ ^ ^\ l\ V t \j 

Muhammad bin Ubaidullah bin " „ J - f " : 

Abu Rafi'] .j^Ll ^J) /i'^lj uIjlJI 

589. 'Ali bin Hashim bin al- *j ^ j : Jj! ^ ^ _ oA ^ 
Bareed narrated a similar report ^/ . ( ^ , £ ^ 
and said: He gave his wives the ^-h^ J* p? 1 ^ ^ 

choice between this world and the - - *ir ■ - a ' - "n = - 'u 

Hereafter; he did not give them " \ / 

the option of divorce. [°AA : ^r-lj] .J^LJ^ l^'J^y. 
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Comments: [Its isnad is da'cej] 



590. It was narrated from Zaid slsJtZ J-ojlh SlLy y\ -oV 
bin 'Ali bin al-Husain from his 



father that his grandfather said: ^ & ^ ^ r=* V A : ^ 

The Messenger of Allah (ag) said: ^ ^ .^iLlil ^ 

"Whoever is killed defending his ' ' * # ^ y ' ' , 

wealth is a martyr/' ^0^-^ ^ y. -kj L** ^j 1 ^' 

Comments: [A saheeh hadeeth; this Jlji Jli :Jli j£ vi- 

f'srwrf is hasan] , , 

& Ji; oj* :<V^> ^ 



591. Tt was narrated from 'Ali ^ *^ { ^ 
(<*) that the Prophet (gg) said on w "/ r 

the day of al-Ahzab; "May Allah ^oLi^ ^ ^ 

fill their houses and graves with ... ^ , * lt -i- • - - 

fire; they distracted us from * ^ „ 

prayer until the sun set/' IjU ^ij^j} (H^jri 

Comments: [Its iswid is saheeh, al- ^ S ^J| . ; ui 

Bukhari (4533) and Muslim (627)] ' * ^ ' ¥ ^ 

.Oyv) : r t (urr) oL^i : gi>u" 

592. It was narrated that 'Ali said j_^Jl ^ *«iy*>Jl ^ Olll^ £jb- -o^Y 
to Tbn 'Abbas (^): The Messenger ' £ "* a ^ " ' ^ . ^ > ^ - 

of Allah forbade muffl/i "S^ 1 ^ ^ ^ * JJi ^ 

marriage and the meat of domestic Jli -ilJil J ui Li^l h'6j 

donkeys at the time of Khaibar. ; . ^ 

Comments: [Its isnad is saheeh, al- ' 1 $ ^ ■ 

Bukhari (5115) and Muslim jj — r & V- 

(1407)1 ' ^ ' " 

593* It was narrated that 'Ali ^ t ,:; s . 

said: The Messenger of Allah (^) r L ' - ^ _ 

instructed me to share out the meat ' 4^ ^ ^ ^ 0?' ^r' ' ^ 

of his sacrifice and to be in charge c . ..r, ^ >f > < °> , s f , * , , 

or it, and to share out its sktn and t Tp ^ » " , ^ 

blankets, and he instructed me not S' ji ^'^^3 
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to give the butcher anything of it , . ' * . - 

and said: "We will give him ^ ^ ^ ^ ^'^ Jt 

something ourselves/' ^ . .r , \ . -t ,a<v >a« t : j^iUlLi* 
Comments: [Its isnad is salieeh, al- 



Bukhari (1717) and Muslim 
(1317)1 



594, It was narrated from Za id bin 
Uthai', a man from Hamdan: We 
asked 'Ali With what were 

you sent, i.e., on the day the 
Prophet sent you with Abu 

Bakr ) for Hajj? He said: I was 
sent with four things: No one will 
enter Paradise except 3 believing 
soul; no one should circumambulate 
the Ka'bah naked; whoever had a 
covenant with the Prophet it 
would remain in effect until the 
agreed time; and the mushrikeen 
were not to perform Hctjj with the '-^j 




^ ^JL^IJ ,jl UJ.i*- -Mo 



Muslims after that year 
Comments: [A sahech hadeeth] 

595. It was narrated from 'Ali 
Muhammad ruled that debts 
must be paid before carrying out jl : ju>J : fj*. j£ ,c^UJl 

bequests, but you read the will ^ w " .. . , - ' £ 

before debts are paid off. [And he r 1 ^ > 0^' 

ruled] [hat sons from the same 'c^r'Jk fS'l O'l^I jU Jli 
mother inherit from one another, but ' " 

sons from different mothers do not. 1 U T T ^ ^ ^ : ^ o/> 

Comments: [Its /suflrf is da'ee.f j JJ uJl 



because of the weakness of Al- 



Hanth] 

596. It was narrated that 'Ali (4.) ; ^ ^ ^ 

said: The Prophet (sfe) said: "I will J ' ^ *\ \ _ ~ _ 

not give to you and leave ahlus- ^* ^ ^ i-* ^} 

suffah suffering from hunger/' On - l£M J$ ^ W Jtiif 

one occasion he said: "I shall not ' - Y - ' > 

givey on a servant and leave a/Wus- L^i-^i V» : ^ JUj .*s^iJl 

suffering from hunger." r ,. ,,, ; - "j. > . 
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Comments: [Its /grind is qau'/J 

597. Muhammad bin 'Ali Abu 
Ja'far told us: My paternal uncle 
told me, from his father, that he 
saw the Messenger of Allah (jfe) 
doing say between as-Safa and al- 
Marwah in the Mas' a, lifting up 
his garment which reached to his 
knees. 

Comments: [Its isnad is hasan] 



598. It was narrated that Abu 
Umamah said: 'AH (>&) said: ! used 
to come to the Prophet (^) and ask 
permission to enter. If he was 
praying, he would say Suhhanallah, 
and if he was not praying, he 
would give me permission to enter. 

Comments; [Its isnad is a chain of 
weak narrators] 



599- It was narrated that Abu 
Juhaifah said: We asked 'Ali 
Do you have something from the 
Messenger of Allah apart 
from the Qur'an? He said: No, by 
the One Who split the seed and 
created the soul, except the under- 
standing that Allah, may He be 
glorified and exalted, helps a 
person to acquire of the Qur' an or 
what is in the document, I said: 
What is in the document? He 
said: Diyah (blood money), 
ransom of prisoners and no 



f * * 

J ^ ■ & ^ 

^■3 j^j ^ Sill ^ jUi 

cJjUjl :JU ^aL^JJI ^ 

: pi] jLuJl j£L; 
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Muslim should be killed in 
retaliation for a kafir. 

Comments: [Its isnad is saheeh according to the conditions of al-Bukhari and 
Muslim] 



600* 'Ubaidullah bin Abi Rafi' 
said: ] heard 'Ali (&} say: The 
Messenger of Allah sent me, 
az-Zubair and al-Miqdad, and he 
said: "Go to the garden of Khakh, 
where you will find a woman 
riding a camel with whom there is 
a letter, and take it from her." We 
set out, with our horses galloping, 
until we reached that garden, and 
there we found the woman. We 
said: Give us the letter, She said: I 
do not have any letter. We said: 
Either you give us the letter or we 
will remove your clothes. So she 
brought it out from her braided 
hair, and we took it and brought it 
to the Messenger of Allah (^g), 
and in it (was written): From 
Hatib bin Abi Balta'ah to some of 
the muzkrikcen of Makkah, telling 
them about some of the plans of 
the Messenger of Allah The 
Messenger of Allah (sg) said: "O 
Hatib, what is this?" He said: Do 
not be hasty in judging me, O 
Messenger of Allah. I am a man 
who was attached to Quraish but I 
was not one of them. The 
Muhajireen who arc with you have 
relatives who will protect their 
families in Makkah, and I wanted, 
as I have no blood ties among 
them, to do them a favour so that 
they would protect my family. 1 
did not do it out of kufr or because 
1 apostatized from my religion, or 
because 1 approved of kufr after 
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becoming Muslim, The Messenger ^ > . ; 

of Allah (%) said: "He has told V * ^ :JUi ;^ Ljl ^ ^ ^ 

you the truth/' 'Umar (&) said: O jif J\ jSL\ jj iLjil 

Messenger of Allah, let me strike \ \ ^ , ft ^ / 4 „ 

the neck of this hypocrite. He said: ^ * U 1 -> L ~* 1 : J Ui ^ 

"He was present at Badr, and you [ W<\ * t \ • AT < AT V : J* I] 
do not know, perhaps Allah 

looked upon the people of Badr :^ <.(r« *v) ;^ ,^>w> •jL-I : p^r^ 

and said: 'Do what you wish, for I .( t Mi ) 
have forgiven you/" 

Comments: [Its isnad is sahcch, al-Bukhari (3007) and Muslim (2494] 

601. It was narrated from Moosa 
bin Salim Abu Jahdam that Abu 



Ja'far told him, from his father, : iLU- ^* LjS ^J £1^- :^*UJ1 ^i-l^ 

that 'Ali (^c) told them that the 



Messenger of Allah (^) forbade 



three things to ine, and I (the ^ Ui jl ; ^ ^ 

narrator) do not know whether „ , ^ r p ^r. , " t f * r 

that was only for him or for ^ * ^ J r^3 ol ji : ^ 

everyone: He forbade garments m £ ^ . _ — 

made from a blend of linen and . '/ ^ , ' ^ 

silk, red saddle cloths and reciting "Vrt^h i^-^l : - y^ 1 ^ 

Qur'an whilst bowing. [v ^ . ^ tfj \j\ ^ 

Comments: [Hasan because of 

corroborating evidence; this is a **^~*) jr^- ^ij^ 

da'eef isnad] ^kL* iali^l Ji wJLJl ^ *Lk* 

■-r^ ^" ^ J* ^ ^ 



602 ♦ It was narrated from al-Hasan 
bin Zaid bin Hasan: My father told 
me, from his father, that 'Ali _ ir-'ji 0? s** 



said: I was with the Prophet 
when Abu Bakr and 'Umar (J**,) 
came and he said; "O 'Ali, these i^t ■ j^>- ^ ^ ^ y^Jt ji> 



two are the leaders of the middle 
aged people of Paradise and its 



youth, after the Prophets and f i:^ ^jj ^1 jjii 

Messengers/' . - - " , ^ . 

^ l «^ J-jP ^ !iU L»«:JLii 
Comments: [A ttj/ra?/? hndeetlv, this ' ' V - - ^ - sr- 

is a hasan isnad] .n^iiUJl} jlill JbU l 4?Li j 
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603, It was narrated from Ibn 
Abu Najeeh, from his father, from 
a man who heard 'AH (&) say: I °^ ; ^ ^ J^J 0* 
wanted to propose marriage to ^ fe ^ j V J J^] y, 
the daughter of the Messenger of f , , \ ' ' 
Allah but I thought: I have <^-f p V_T5^ ^ J 
nothing, so how could it be? Then * ;,r v. mi i ' ■ i — 
I remembered how he upheld ties ° - " 

of kinship and his kindness and ^li 1J :Jli ^ : oii 

generosity, so I asked him for his , - ■ a ; - 

daughters hand in marriage. He ^ ^ -r^^ 

said: "Do you have anything?" I ;JLS : J li .^jls- ^ : jli 

said: No. He said: "Where is the > > # ^ 

Hutamiyyah shield that I gave AtZ \ 
you on such and such a day?" I . _ ^ ^ j ^ M 
said: I have it. He said: "Then * > 

give it to her/' £~ ^ 

Comments: [Hasan because of corroborating evidence; this is a da'eef i$nad\ 

604, It was narrated from 'AH (*) J . 4 J jl _^ ^ ^ _ v £ 
that Fatimah came to the Prophet - / *~ 

(>^.) to ask him for a servant. He J* ^ J>} j* <'±>_y_ 

said: "Shall I not tell you of some- >> • - ^, .. : r - r , 

thing that is better for you than J ' ^ / . . - 

that? Say Subhanallah thirty-three ^ 'li >i U dull ; JUi 
times, AUahu Akbar thirty-three , *~ > *. * * - r 

times and Alhamdulillah thirty- L ^ ; ■ ^> 

three times; one of them thirty-four lS\i ji+Jjj ^^ij 

times/' w . 

Comments: [Its isnad is saheeh, al- ^" ' 

Bukhari (5362) and Muslim [ HT^ lUM 



(2727)] 



.(Tvtv) : r i(ont) :^ 



605. It was narrated from 
Muhammad bin al-Hanafiyyah, 

that his father said: The Messenger 'J> QjJ. : ^ f )S\ ^Ll^ ^' 

of Allah (Sfe) said: "Allah loves the .^.^ ^ ( ^ ^ ^ " 

believing slave who falls into sin a - y - ^ 

great deal and repents a great J 4IO jl^ ^ fc( ^Jl J\ 

deal/' ^ 
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Comments: [Its isnad is da'eef . jilAjl "* " '\ " ' * ' uLl 

jiddan; it is virtually fabricated] ' f^ 7 ^ ^ 11 J - 

606. It was narrated that 'Ali (^) >J ^ ili^ tfjb- -i ^ 

said: I was a man who emitted a 4 ^ ■ „ - 

great deal of madhi, but I felt too J* J^^ ] : <v?J ■ J^> y f 151 
shy to ask the Prophet (^r) about - ^ ^ - 

that because of the position of his ^ - >' K 5 " 

daughter, so I told al-Miqdad bin j I ^y^^' <.JI_u *>lA; ^ii5 

al-Aswad to ask him, and he said: 
'Let him wash his private part 



and do wudoo 1 !' : J^>\] J<LV£j J*J*> : w^Li 



Comments: [Its isnad is sahcch, al- 
Bukhari (132) and Muslim (303)] 



607, It was narrated from Abu 
Hurairah and from 'Ubaidullah bin 
Abi Raft', from his father, from 'Ali &^>- : y. Ir^A '■ i*?^ 1 



(4<=)/ that they [Abu Hurairah and 
'Ali] said; The Prophet (#5) said: 



"Were it not that it would be too t ^ ^1 jj* ^JU! jZI l^j .I'J/jt ^\ \p 

difficult for the ummali, I would > , , . "* £ 

have commanded them to use the ^" : ^ ^ J ^ J ^ ; ^ ^ > t ?=l l 

sraw/c at the time of every prayer." *\£ ^ Jv^Jt .^uS' JU jiil 'j\ 

Comments: [A suto/r ' [^ia , :>U 

608. It was narrated that ^ ■ - ^ ^ _-^ tA 
'Abdullah bin Nujayy said: 'Ali 



said: I used to enter upon the ^^^^ ^jLAJl Hil^- : 

Messenger of Allah (m) twice, by j ^ : m : jj ^ ^ Jji ^ 

night and by day. If I entered ^ ^ ^ ' " 

upon him and he was praying, he ^ j^P'j o^ju Jjl J>^3 1^ 
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would clear his throat. I came to 
him one night and he said: "Do 
you know what the angel did this 
night? I was praying and I heard 
some movement in the house. I 
went out and I saw Jibreel (<m). 
He said: All night I have been 
waiting for you. In your house 
there is a dog and I could not 
enter. We do not enter the house 
in which there is a dog or a 
person who is junub or a statue." 
Comments: [Its isnad is da'cef] 

609. It was narrated that y Ali bin 
Abi Talib said: The Messenger 
of Allah (3^) forbade sacrificing an 
animal with its ears slit from the 
front, an animal with its ears slit 
from the back, an animal whose 
ears are slit in two lengthwise, an 
animal with a round hole in its ear, 
and an animal with its nose [or ear 
or lip] cutoff. 

Comments; [Hasan because of 
corroborating evidence; this is a 

da'eef isnad] 



610. It was narrated that 'Ali 
said: The Messenger of Allah (^) 
said: "No prayer should be 
offered after 'Asr unless the sun is 
bright and still high." 

Comments: [Its isnad is Saheeh] 



611. It was narrated that 'Ali 
said: The Messenger of Allah 
forbade me to recite Qur'an whilst 
bowing, or to wear gold rings, 



ilM U jjJ^I' 1 :JUi ijb iiili 



3gg ill J^j :JU u> J ^; ^ 
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garments made of a blend of linen 
and silk, or garments dyed with 

safflower. 

Comments: [Hadceth saheeh; its 
isnad is hnsan, Muslim (280,2078)] 



.( Y « VA * £ A • ) 

612- It was narrated that 'Abdur- 
Rahman bin Abi Laila said: Abu 
Moosa came to al-Hasan bin 'Ali 
to visit him when he was sick. 'Ali 
(4*) said: Have you come to visit 
him or to gloat? He said: No, I 
have come to visit him because he 
is sick. 'Ali (<&) said to him: Since 
you have come to visit him 
because he is sick, I heard the 
Messenger of Allah (^) say: "If a 
man visits his Muslim brother 
when he is sick, he is walking 
amongst the fruits of Paradise until 
he sits down, and when he sits 
down he is covered with mercy. If it 
is morning, seventy thousand 
angels will send blessings upon him 
until evening, and if it is evening, 
seventy thousand angels will send 
blessings upon him until morning/' 

Comments: [Saheeh but mawqoaf\ 

613* It was narrated from 'Ali 
bin Abi Talib that the 

Messenger of Allah stood in 
'Arafah with Usamah bin Zaid 
riding behind him and said: "This 
is a place of standing and all of 
'Arafah is a place of standing/' 
then he moved on at a measured 
pace and the people were rushing 
right and left. He turned to them 
and said: "Calmly, O people; 
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calmly, O people/' When he came =< 

to al-Muzdalifah, he put two » ^ l J ^ 01 : ^ l ^ ^ 

prayers together, then he stood in t jj j ^ iui }ij ^ 

al-Muzdalifah with al-Fadl bin s , * ^ , > „ - 

'Abbas riding behind him. Then r (f ^^ ^ 

he stopped in Qazafc and said: >^ t ^ -i; 

"This is the place of standi ng, and ' " w > ( , ^ 

ail of al-Muzdalifah is a place of i^Jt* : J_^j -^ilJ ^SfLw) 

standing/' Then he moved on at a ^ ^ . , ,^(^^ & .. ,> 

measured pace, and the people ^ 

were rushing right and left. He *J£j jU .jS'iLSaJl ^ t^SjiJl 

turned to them and said: "Calmly, ^ - , . 

O people; calmly, O people/' r ^ ^ l ^ b 

When he stopped in Muhassir, he j£j ulu^Jl : Jui jU 

struck his mount and it trotted f , > * 

until it left the valley. Then he ^ r 

continued until he came to the ^ A^J*' 3 iLj JjJ^J 

Jam rah, then he went to the place „ , £ T ^ 

of sacrifice and said: 'This is the ^u--^ ^ -c-fjUln :Jj£j ^-f^i 

place ot sacrifice and all of Mina * * * \- r -r; ^^ 5|1 

is a place of sacrifice, „. and he > 

mentioned a hadneth like that of ^ ^->-'f- ^ ^iJ^J ^i*-^ £\/ 
Ahmad bin 'Abdah from al- 



Mugheerah bin 'Abdur-Rahman. 



Comments: [A hasan hadeeth] -j^j Ui» :JUi vy^Jl J>o 



|>*U t oYo 



> , • : 



614. It was narrated that 'Ali (#) j^Ll^l : Jjl jl£ -1U 

said: The Messenger of Allah (^) , # \ ^ , 

said: "No one hates the Arabs ^ & If J*^ if. J^^i : 

except a hypocrite/' Jj, ^ ^ ^ ^ 

Comments: [Its isnad is da'eef » ^ - ; - " ; .... > * . 
because of the weakness of JU :JU ^ s^ 1 ^ 

Isma'eel bin Ayyash and Zaid ^ ^ . Jj, 

binjabeerah] ^ t - ^ ^ J - 
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L-Jtla ijl {JUL i L*0» A 



of camels [to be given as ^ ^'S^ 1 1*? J^ 1 



615. It was narrated from 4 *-«v^ £^ ■ £ ^ 
Ibraheem at-Taimi that his father * 

said: 'Ali bin Abi Talib addressed llii :JU y, t^3l jrr? 1 '^ 
us and said: Whoever claims that = . ; ^ | ' : ,. q , , ^ , 
we have something that we recite ^ * ' JjAj - ' ■ ^ u* ' u * ^ 
apart from the Book of Allah and li^j? il ^ ^li 0 Jl&j Jji 

this document in which are the 
ages 

dn/fl/t or blood money] and rulings Jj! Jtf : L^ij :Jli 

concerning injuries, is lying. And . , , ^ „ , ^ 

in it the Prophet (#r) said: ' J! ^ Jri ^ f>~ 

"Madinah is sacred, the area ^ ^ l^J 
between 'Air and Thnwr. Whoever t $ r a , , s ^» - 

commits any offence, or gives ^ J^- N y -^0 f&^w *W 

refuge to an offender, upon him ^ vj- ni- p - ^ 

will be the curse of Allah, the , . , ; " ^ - , ^ ; 
angels and all the people, and on ^ t^** Jy 3 ! <J\ 

the Day of Resurrection Allah will £^ Jj: 

not accept any obligatory or nafil f * " " , y / 
act of worship from him. Whoever fj* ^ 

claims to belong to someone other ^ ' " ^si*-^ ■ oJJliji 

than his father or to belong to ; J 

someone other than his masters i 5 ^ : Uui j t\*W ; ^i] 

(who manumitted him), upon him 

be the curse of Allah, the angels : f i < rwT) C 'C^ ^ : 

and all the people, and on the Day ^ v * * 

of Resurrection Allah will not 

accept any nafil or obligatory act of 

worship from him. Protection 

granted by any Muslim is binding 

upon all of them, and may be 

given by the humblest of them." 

Comments: [Its isnad is saheeh, al-Bukhari (3172) and Muslim (1370)] 

616. It was narrated that Suwaid ^ £ ^ 
bin Ghafalah said: 'Ali said; 

When I narrate to you from the J> Si'^L y ^^-^ V 

Messenger of Allah (3^), it would Jdl J * ' e ^jb- \i\ 3 Ji- 

be dearer to me to be thrown ' ^ .' 

down from the sky than to tell l>\ ^ Q\ Jj^i jUJLJi ^ jVj 

Lies about him. But if I narrate to ^ ^ - \- , „ , * f ** ^ r , >; , ^ 

you from anyone else, then I am a ^ U P ^ b U 4 ^ ^ ! 
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warrk)r and war is deceit. I heard 
the Messenger of Allah say: 
'There will emerge at the end of 
time people who are young in age 
and immature. They will speak 
like the best of people but their 
faith will go no deeper than their 
throats. Wherever you encounter 
them, kill them, for killing them 
brings to the one who kills them 
reward with Allah on the Day of 
Resurrection." 

Comments: [Its isnad is saJieeh, al- 
Bukhari (6930) and Muslim 
(1066)] 

617. It was narrated that 'Ali 
said: The Messenger of Allah (^fe) 
said on the day of al-Ahzab: "They 
distracted us from the middle 
prayer, ' Asr prayer. May Allah fill 
their graves and houses with fire/' 
Then he offered it between the two 
evening prayers, Maghrib and 
'Isha'. 

Comments: [Its isnad is saheeh, 
Muslim (627)] 



618. it was narrated that 
Muhammad Ibn al-Hanafiyyah 
said concerning 'Ali He was 
a man who emitted a great deal of 
niadiri (prostatic fluid), but he felt 
too shy to ask the Prophet 
about madhi. He said to al-Miqdad: 
Ask the Messenger of Allah (^) 
for me about madhi. So he asked 
him, and the Messenger of Allah 
(iM) said: "Let him do wudoo' for 
that." 



0 * * > M , "-o il > * , - 

.0< 



r. 

tilJL; ^lij 015 :JU ^> ifiAjl 
J^i* : *J^* nJUJ :Jli .[^JuJl 



Comments: [Its isndrf is sa/icWz, al-Bukhari (132) and Muslim (303)] 
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619. It was narrated that 'Ali (4*) 
said: The Messenger of AJlah (^5) 
forbade a man to recite Qur'an 
whilst bowing or prostrating. 

Comments: [Its isnad is Sahech f 
Muslim (480, 2078) and this is a 
da'eef isnad because of the weakness 
of Al-Harith Al-A'war] 

620. It was narrated that 'Ali said: I 
said: O Messenger of Allah, why do 
you choose to get married from 
among Quraish and you ignore us? 
He said: "Have you anybody to 
suggest?" I said: Yes, the daughter 
of Hamzah. The Messenger of Allah 

said: "She is not permissible 
for me (to marry), for she is the 
daughter of my brother through 
breastfeeding." 

Comments: [Its isnad is saheeh, 
Muslim (1446)] 

621. It was narrated that 'Ali said; 
One day the Messenger of Allah 

was sitting with a stick in his 
hand, with which he was hitting the 
ground. He raised his head and 
said: "There is no soul among you 
but his place in Paradise or Hell is 
known." They said: O Messenger of 
Allah, why should we strive? He 
said: "Keep striving, for everyone 
will be helped to do that for which 
he was created. 'As for him who 
gives (in charity) and keeps his duty 
to Allah and fears Him. And 
believes in Al-Husna* 11 We will 



i&jj- : i£ ill ip i&U --m 
j\ £13 ji> \% M ^ -Li j J.; ^ 

,(Y*VA tiA*) : j» ejU^j : ^y*u 

.jy^'Nl ^_,L>JI jL— j * 

j^>-pl JuP jp ^o-J^r^ i?, t^"" 

J j^j U :cJS : JV5 ^£ <^p <, 

f Z\ :Jli «?*^ j^J^y 

£ji ^* t j ^ 

. VTA ; ^1] ,i*pU> ^ 

y- 0? ^ 1^ 

5fe Jjl 0L5 :ji ^p ^ 

:Jli Kj&lj <LJ| ^ l^ji; jUp j*j Sfi 



l1 ' Al-Husna: The Best (i.e. either La i/d/ia iliailah: none has the right to be worshipped but 
Allah) or a reward from Allah (i.e. Allah will compensate him for what he will spend 
in Allah's way or bless him with Paradise). 
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make smooth for him the path of 
ease (goodness). But he who is 
greedy miser and thinks himself 
self-sufficient. And belies AUHusna, 
We will make smooth for him the 
path for evil. [al-Lail 92:5-10} 
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Comments: [Its i.s7?m* is sriheeh, al-Bukhari (4946) and Muslim (2647] 



622. It was narrated that 'Ali 
said: The Messenger of Allah {^) 
sent out an expedition and 
appointed a man of the Amur to 
lead it. When they went out, he (the 
man in charge) got upset with 
them for some reason and said to 
them: Didn't the Messenger of 
Allah ( ;< ^) instruct you to obey me? 
They said: Yes. He said: Bring 
firewood. Then he called for fire 
and lit it, then he said: 1 insist that 
you enter it. The people thought of 
entering it, but then a young man 
among them said: You fled to the 
Messenger of Allah {^) from the 
Fire; do not rush (to enter it) until 
you meet the Prophet (afe), then if 
he orders you to enter it, enter it. 
They went back to the Prophet 
and told him about that He said to 
them: "If you had entered it you 
would never have come out of it; 
obedience is only with regard to 
that which is right and proper/' 

Comments: [Its isnad is saheeh, al- 
Bukhari (4340) and Muslim 
(1840] 

623* Waqid bin J Amr bin Sa'd bin 
Mu'adh said: I saw a funeral among 
Banu Salimah so I stood up. Nan' 
bin Jubair said to me: Sit down, and 
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I will tell you something decisive 
about this; Mas'ood bin al-Hakam 
az-Zuraqi told me that he heard 'Ali 
bin Abi Talib (^) in Rahbatal-Koofah 
saying: The Messenger of Allah 
told us to stand up for funerals; 
then later on he remained seated 
and to id us to remain seated. 

Comments: [A saheeh hadceth and 
its isnad is Hasan, Muslim (962)] 

.(no 

624. It was narrated from Huzain 
Abu Sasan ar-Raqashi that some 
people from Koofah came to 
'Uthman and told him what al- 
Waleed had done - i.e., drinking 
alcohol. 'Ali spoke to him about that 
and he said: Here is your cousin; 
carry out the hadd punishment on 
him. He said; O Hasan, get up and 
flog hirn. He said; You are nut able 
to do that; appoint someone else for 
this. He said: Rather you are too 
weak and helpless. Get up, O 
'Abdullah bin Ja'far. So 'Abdullah 
began to strike him and 'Ali counted 
until he reached forty. Then he said: 
Stop - or; That's enough - The 
Messenger of Allah (325) gave forty 
lashes and Abu Bakr gave forty 
lashes, and 'Umar completed it and 
made it eighty. And all are Sumiah . 

Comments: [Its isnad is saheeh , 
Muslim (1707)] 

625. It was narrated that Ibn 
'Abbas (^) said: 'Ali entered upon 
me in my house and called for 
water for wudoo'. I brought him a 
wooden vessel that held a mudd or 
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thereabouts and put it in front of 
him. He had urinated and he said: 
O Ibn Abbas, shall I not do wudoo' 
for you as the Messenger of Allah 
did wudoo"? I said; Yes, may 
my father and mother be sacrificed 
tor you. He said: A vessel was 
placed before him and he washed 
his hands, then he rinsed his 
mouth, and took water into his 
nose and blew it out. Then he took 
water in his hands and splashed it 
onto his face, putting his thumbs 
at the top of his ears. He did that 
three times. Then he took a 
handful of water in his right hand 
and poured it over his forehead/ 
then he let it drip on his face. Then 
he washed his right hand up to the 
elbow three times, then his other 
hand likewise. Then he wiped his 
head and the backs of his ears. 
Then he scooped up water with 
two hands and poured it onto his 
feet, with sandals on his feet then 
he turned his foot over (to wash 
it), then he did the same with the 
other foot. I said: With his sandals 
on? He said: With his sandals on, I 
said: With his sandals on? He said: 
With his sandals on. 1 said: With 
his sandals on? He said: With his 
sandals on. 

Comments: [Its isnad is hasan] 

626. It was narrated from 
'Abeedah that 'Ali {^) mentioned 
the Khawarij and said: Among 
them is a man with a defective 
arm, or an incomplete arm, or a 
small arm. If you could exercise 
restraint I would have told you 
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what Allah promised on the lips of 
Muhammad (jfe) to those who kill 
them. I said: Did you hear that 
from Muhammad fe)? He said: 
Yes, by the Lord of the Ka'bah; 
yes, by the Lord of the Ka'bah; 
yes, by the Lord of the Ka'bah. 

Comments: [Its isnad is saheeh, 
Muslim (1066)] 

627. It was narrated that 'Ali 
said: The Messenger of Allah (^) 
would teach us Qur'an so long as 
he was not jurtub. 

Comments: [Its isnad is hasan] 



628. It was narrated that 'Ali (&) 
said: I said: O Messenger of Allah, 
when you send me on a mission, 
should 1 go and do what you tell 
me to do (with no delay) or witness 
and find out what someone who is 
not there cannot find out? He said: 
"Witness and find out what 
someone who is not there cannot 
find out." 

Comments: [Hasan because of 
corroborating evidence and its 
isnad is interrupted] 

629. Mansoor said: I heard Rib'i 
say: I heard 'Ali (4*) say: The 
Messenger of Allah (^) said: ''Do 
not tell lies about me, for whoever 
tells lies about me will enter the Fire/' 

Comments: [Its isnad is saheeh] 



1 ji ijj 1 nil * 

i y tvro i^isdi ^jj 
Mm * mi ^aa t ur 

jrjjt tfJL* ^ *il OK :0li 

,A£ * ,m : ^l] .di ^ L* 
[mr , w \ > 

'. jlliL^ J^*-^ ^,,5^^ wJL>- — ^YA 
lill J^Lj U : Jli ^ ^ t wJlL 

' ^ jL-jj fcCjJj j— '%^J^^ 

jj.Ja.'.j \jJL>- 1 4. \^ LT^t ~^Y^ 

^ 4^ IjJjJS V> : ^ Jut J^ij Jli 



4^ &u i&u -iV' 



Musnad Ali Ibn Abi Talib ^ 332 ^ ^JUa ji ^ Jut 

630. It was narrated that Rib'i 
bin Hirash said: I heard 'Ali say: 

The Messenger of Allah (#0 said: j _:, _;„ j; ^ 

"Do not tell lies about me, for _ ' i > y . ^ , / 

whoever tells lies about ine will ^* ^ M Jj^j J La 'ilj* &p 
enter the Fire." i- - - 

Comments: [A continuous report! 

f 

631. It was narrated that 'Ali (*) U ^ ^ -m 
said; We saw the Messenger of ^ . * " 

Allah (s&r) standing so we stood, J* *^S^}\ J> j-^liil 'J>\ 

then we saw him remain seated so ^ \ — 

we remained seated [i.e., when a r " J ' J ±r 

funeral passed by]. [ir- : ^Ij] .Ujuii Uj . lUii 

Comments: [Tts isjiarf is saheeh, 

Muslim (926)] tWy > : r : 

632. It was narrated from 'Ali . r r* . ... „ 
from the Prophet (as): 'The ^ ^ ^ ~™ 

angels do not enter a house in y\ il^'/} ^\ ^ y\ 

which there is a junub person or - ; 
an image or a dog/' N " : ^ ^ 0* & J* ^) 

Comments: [Saheeh because of ^ i&SlJl J^i : 

corroborating evidence] rt t ^ „ . 

HWY t A^o t "UV -Jv.l] 1< 

633. It was narrated that 'Ali (^) - . ,i 

said: The Messenger of Allah (%) \ ^ - 

forbade sacrificing an animal with ^ :JL* ^ ,^}S ^ 



a broken horn or a cut-off ear. 
Comments; [Its imad is hasan 



*J — > - ^^/iw 

634. It was narrated that 'Ali fa) , - , . . . 

said: The Messenger of Allah (*) ^ * ' ^ ^ ^ 
forbade gourds and varnished ^ ^ r^ 1 ^! 1^ OU^U 
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Comments: [Its isHtfd is saheeh, al- - *, , - j u : . . , 

Bukhari (5594) and Muslim ^ ^ ^ ^ :Jb > ^ ^ 
(1994)] ^ ^ ^ 

635* It was narrated that 'Ali fa) ^ : JjUJ ^ ^^AJ -"Wo 

said: The Messenger of Allah feO ' - >' 

cursed ten: the one who consumes ^ - ^ J ~ ^ ^ ^ - * 

riba, the one who pays it the one t£ulij tl;^ : 

who writes it down, the two who ^ ^ # . * , 

witness it, the one who marries a ^ J^v' «.J^L* 
woman and divorces her so that she 
becomes permissible for her first 

husband, and the one for whom that [\T\t iHAl t «U- .A<£ t VM 
is done, the one who withholds 

zakah, the one who does tattoos and ^ "-^ ^ 

the one for whom tattoos are done, jy-^ 1 ^j^ 1 

Comments: [Hasan because of corroborating evidence and its istmd is daccf 
because of the weakness of Al-Harith Al-A'war] 

636. It was narrated that 'Ali fa) J ^ — t^uiS'l J>^ -iri 
said: The Messenger of Allah (sgg) ' \ . ~ ' 

sent me to Yemen when I was ^ J* ^J?/^ ^} J* y} 

young. I said: You are sending me ^ ^ .J, j, ^ j,, j ' 3 

to people among whom things - - - * ' 

happen and I do not know how to g-*- ^Jl : : (--Li - 

judge. He said: " Allah will euide * * ^ 1 „ • - * , B t 

your tongue and make your heart u t u -^is^r^ - 

steadfast/' And I never doubted \^ t ijjL^: 

any judgement I passed between ^ J" ^ 

two people after that : ^ i£ S 1 "-** ^ 

Comments: [A saheeh hadeeth and its isnffd is da'cej] 

637. It was narrated that 'Ali (^) - J — ^ : ^ - ^ ^ _^ rv 
said: The Messenger of Allah (s&) _ _ s 

passed by me when I was in pain ^ s* : ^ u A ^ y. ^ ^ Lf 1 j* 

and I was saying: O Allah, if my ^^3; : j J\ ^ t — ^ ^ jp; 
time has come then grant me ' ^ 
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relief; if it has not yet come then , _ , , . £ , ^ ( 

raise me in status; and if this is a 4 % l 0LS J P >^ ^ J*^ ^ 

trial then grant me patience. He u« : Jli' s£ jtf jrj , 

said: "What did you say?" I , ^ ^ ' . ( , » 

repeated it to him, then he nudged ^^rjt Jts** l>jJ-b 

me with his foot and said: "What . j£ \'& .ft , td jg u , 

did you say? I repeated it to him _ 

and he said: "O Allah, grant him ^ c-I£Lil ^ jl (Af /U^li- 

well being or heal him/' And I r . w 4 _ _ \ _ , T 

never suffered that pain again after ^ V ^ : ^ ^ ^ 



that. 

Comments: [Its isnad is /wsfm] 

638. It was narrated that 'Ali (*) ^ - ^ ^ ^ _ nfA 

said: T was ill and the Messenger ; \ 

of Allah (fe) passed by me... And l ^ 6? ^ ^ ■ ^ j?i 
he mentioned a similar report, , - |V| ; > ... 

except that he said: "O Allah, ^ ^ fV? ^ ^ ^ 

grant him well being; O Allah, : Jli 2l ^ii ... ^ Jji 

heal him." * , * ' 

Comments: [Its isnad is /rason] u 1 

j ^ : lili- -im 



639, It was narrated that 
'Abdullah bin Salirnah said; Two 



men and I came to 'Ali who ^ : Ji ^ ] y> '^y> $ 

said: The Messenger of Allah (jfe) > , „ : , - 

was relieving himself, then he came ° ( ^ J Jl5 ^ l ii* ^ 

out and recited Qur'an and ate Vjd ^i; ^ jji 

meat with us. Nothing prevented or ( ] ^ ,. 

stopped him from reciting Qur'an -'j*** l r^ 1 ^ J^ L ~? ^O^ 1 

except,™^. ^ ^ ^ ^ ^ 



Comments: [Its isnad is hasan] 



640. It was narrated that 'AH ^ . ^ >; Jj, ^ ^ _^ , 

said: I heard the Messenger of I ' 

Allah say: 'The best women ^ if y^r Ji ^ 4^ *if j* 

(of her time) was Maryam bint . f , 

'Imran, and the best woman (of ^ ■ *S ^ ^ : J U 

her time) is Khadeejah." l^LJ ^ij ^ ^> L^L^ 
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Comments: [Its fcrmd is saheeh, al- 
Bukhari (3432) and Muslim 
(2430)1 

641. It was narrated that Zadhan 
Abu 'Urriar said: 1 heard 'Ali in ar- 
Rahbah, when he was adjuring the 
people and asking who had been 
present with the Messenger of Allah 

on the day of Ghadeer Khurnm 
when he said what he said. Thirteen 
men stood up and testified that they 
had heard the Messenger of Allah 
te) say: "If I am a person's mawia^ , 
'Ali is also his mmvla," 
Comments: [Saheeh because of 
corroborating evidence; this is a 
da'eef isnad because Abu Abdur 
Raheem AI-Kindi is unknown] 

642. It was narrated that Zirr bin 
Hubaish said: 'Ali (^) said: By 
Allah, one of the things that the 
Messenger of Allah (^) promised 
me was that no one would hate 
me except a hypocrite and no one 
would love me except a believer. 

Comments: [Its isnad is saheeh, 
Muslim (78)] 

643. It was narrated that 'AH 
said: The Messenger of Allah 
gave Fatimah a trousseau of a 
velvet garment, a watcrskin and a 
leather pillow stuffed with idhkhir 
fibres. 

Comments: [Its isnad is qawi] 



644. It was narrated that 'Ali (4*) 
said: The Prophet (gg) and I set 
out and came to the Ka'bah. The 



:\ til- -m\ 



VJLa U J j±i 1* 3 t r»- J " 



M J, 



,*oSf_j* ^Jr**> t^j* J-* 11 '-^y^. 



J 15 :Jli 



.(VA) 



r 



[AiV t AT* A t V> 3 

jLlij liii>- : jL^Ai ^J> jsll^i liix^- ~*ii£ 



[11 The word maw/a refers to the one who manumits a slave, who has the right to inherit from 
the ex-slave. Changing one's mawla means giving the right of inheritance to the new mnwla. 
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Messenger of Allah (3k) said to 
me: "Sit down/' and he climbed 
onto my shoulders. I went to 
stand up with him, but he saw 
that I was weak. So he got down 
and the Prophet of Allah sat 
down for me and said: "Climb onto 
my shoulders/' So I climbed on to 
his shoulders and he stood up with 
ma I felt that if I had wanted to, I 
could have reached the edge of the 
sky. I climbed up onto the top of 
the House, where there was a 
statue of brass or copper. 1 started 
shaking it right and left, forwards 
and bac kwards until, when I had 
managed to loosen it, the Messenger 
of Allah (ag) said to me: "Throw it 
down/' [ threw it down and it broke 
like a glass bottle. Then I came down 
and the Messenger of Allah and 
I ran and hid among the houses lest 
any of the people see us. 
Comments: [Its isnad is da'eef 
because Abu Maryam Ath- 
Thaqafi is unknown and Nu aim 
bin Hakeem is unknown] 

645. It was narrated that 'Ali (4*) 
said: The Messenger of Allah (^?) 
said: "The Mahdi is one of us, 
Ahht-Bait (the Prophet's family) 
and Allah will prepare him in one 
night/' 

Comments: [Its isnad is daeef\ 

646. It was narrated that 'Abdur- 
Rahman bin Abi Laila said: I 
heard Ameer al-Mu'mineen 'Ali 
(4*) say: I met with Fatimah (^), 
al-'Abbas and Zaid bin Harithah 



^ly ^ ^jA&y oliJi Jl* Jj^'j 

^' tt? J lA^rj ^J>i J* 

^^Jj JLuj aIUj ^v4r"' oiv^ 

l H ^^-^ l^j 5?^ o53 

^^^U CJU- : jlS'a jAj llii>- -lio 

:^ ill Jli ^ y 

jLili :xLl ^ jjjj* -iM 
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in the presence of the Messenger of 
Allah Al-' Abbas said; O 

Messenger of Allah, I have grown 
old and my bones have grown 
weak, and I need more sustenance. 
If you sec fit, O Messenger of Allah, 
to order such and such measure of 
food for rne, then do so. The 
Messenger of Allah (j^) said: "We 
will do it." Fatimah said: O 
Messenger of Allah, if you see fit to 
order that I be given what you 
have given to your paternal uncle, 
then do so. The Messenger of Allah 
Ofe) said: "We will do it." Then 
Zaid bin Harithah said: O 
Messenger of Allah, you gave me 
land from which I made my 
livelihood, then you took it back; if 
you see fit to return it to me, then 
do so. The Messenger of Allah (^) 
said: "We will do that/' I said: O 
Messenger of Allah, if you see fit to 
put me in charge of the use of share 
of the kliutnus that Allah has 
decreed for us in His Book, I shall 
divide it whilst you are still alive so 
that no one will dispute it with me 
after you are gone. The Messenger 
of Allah (%) said: "We will do 
that." And the Messenger of Allah 
appointed me in charge of it 
and I divided it during his lifetime. 
Then Abu Bakr put me in 
charge of it and I divided it during 
his lifetime. Then 'Umar put me in 
charge of it and I divided it during 
his lifetime until the last year of 
'Ulnar's reign, when a great deal of 
wealth came to him. 

Comments: fits isnad is da'eef] 



* , ' ' ^ X * K ^ s * , ■* i " ' , 

J Lis .J-"jt* j»l*A? °jj> UL^j 1JlS _j IjoL. 

C :Ui>li cJUi -1M JjJ-j 

.JJtili ,^1p US^J jl C-jI3 ^ ' 14^*-* 

if dJij ij \&\ »j :L-t Jiii 
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647. It was narrated from , fi 
'Abdullah bin Nujayy al-Hadrami ^ : ^ ^ 
that his father said: 'Ali (4*) said to ^1 Jjl jlp ^ 
me: I had a status with the " , \ 

Messenger of Allah (^5) that no J ^ % l 
one else had, I used to come to him * T 2^ ^ Jj 1 J * 3 ^ 1 Jjtf ■ -ii 
every morning before dawn and * , ' _ , . ^ , 

greet him with salam until he ^ ^\ ^^Jl J-? J^-V 

cleared his throat One night I came * t ;^ ; - ^ 

in and greeted him with salam. I 'C:^^ ^ - ' -f^" - 

said: Peace be upon you, O Prophet f^Ul i£j d-lj 

of Allah. He said: "Wait a moment, j * - - 
O Abu Hasan, until I come out to ^ L ~ * : JUi & ^ ^ 
you/' When he came out to me, 1 H| ^ Uii «Jo ^^it JU- 
said: O Prophet of Allah, has "I ' \ , „ - , ''.^s , 
someone upset you? He said: i; 
"No." I said: Why did you not ^ ^ ^ m ^f^ : 111 

speak to me in the past, but you f *~ , ) a 

spoke to me tonight? He said: "I J Ji 11 ?*HJl ,^^1* 

heard a sound in the room and ,:f . v* ( ,,^ . . . * ^ . >• 
said: W ho is this? He said: I am ^ ^ ' r ' 

Jibreel/ I said: 'Come in.' He said: .^1 : JU t jiSl : Jji .Jl-^U- 

'No; come out to me/ When I came 



out he said: 'In your house there is 



something that no angel will enter L; ilUl U : iil .^J U JlIU ilii 
so long as it is there/ 1 said: 'I did , ^ , > t , \. , , , 

not know, O Jibreel/ He said: 'Go ^ c ^ :JL > Jo^T 

and look/ Sol opened the door and ^ 01S > £i *J jbJ lii 

1 did not find anything apart from ^ a ^ t ' J ' f \ r 
a puppy that al-Hasan had been ^\ ^ ^ 

playing with. I said: 'I did not find ^ ^ u ^ g ^ 
anything except a puppy/ He said: ' - ^ , 

'There are three things, no angel 3 1 j 1 t^J5 : JL>ij lifl 

will enter so lone as one of them is r , 

m the house: a dog, major impurity CT J C JJ 

or an image of an animate being/" ji.l , j ..i * 

Comments: [Its isnad is t/a'cc/] 

648. It was narrated from ^ . ^ - ^ ^ _^ £A 
'Abdullah bin Nujayy from his 
father that he travelled with 'Ali 
- he was the one who carried 
his vessel for wudoo'. When he 



father that he travelled with 'Ali J> ^ ^ ^ J^-'j^ 

- he was the one who carried 
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reached Neenawa on his way to 
Siffeen, 'Ali called out: Be 
patient, Abu 'Abdullah; be patient, 
Abu 'Abdullah, on the banks of 
the Euphrates. I said: What did he 
say? He said; f entered upon the 
Prophet one day and his eyes 
were flowing with tears. 1 said: O 
Prophet of Allah, has someone 
upset you? Why are your eyes 
flowing with tears? He said: "No, 
but Jibreel left me a while ago. He 
told me that al-Husain would be 
killed on the banks of the Euphrates. 
And he said: 'Would you like to 
smell his dust (the dust of the land 
where he will fall)?' I said: Yes. He 
stretched out his hand and picked 
up a handful of dust and gave it to 
me, and I could not help but weep/' 

Comments: [Its isnad is da'ecfl 
649. It was narrated from al- 
Khadir bin al-Qawwas from Abu 
Sukhailah who said: 'Ali said: 
Shall I not tell you of the best 
verse in the Book of Allah, may 
He be exalted, that the Messenger 
of Allah told to us? [It is:] 
"And whatever of misfortune 
befalls you, it is because of what 
your hands have earned. And He 
pardons much" [ash-Shoora 
42:30]. [He said:] "I will explain it 
to you, O 'Ali. 'And whatever of 
misfortune befalls you', be it 
sickness or punishment or trials in 
this world, 'it is because of what 
your hands have earned'. And 
Allah is too generous to double 
the punishment in the Hereafter. 
Whatever Allah pardons in this 



* * •* - - > ...... 

:cii» :Jli ^ ilLji M Jl 

U> :^ JJl Jj^j ^ ^ J 1 ^ 
^<Jj ^SLjJI ^1-^—5 « v . ^»^jL^1 

J Jti r M tU 
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world, He is too forbearing to 
retract His pardon," 

Comments: [Its isnad is da'eef\ 

650. It was narrated that 'Asim 
bin Damrah said: T asked 'Ali 
about the nafl prayers of the 
Prophet (^} during the day. He 
said: You are not able for that. Wc 
said: Tell us and we will do as 
much of it as we can. He said: 
When the Messenger of Allah (^) 
prayed Fajr, he would wait until 
the sun would rise from there, 
meaning in the east as high as it is 
at the time of 'Asr there, meaning 
in the west. Then he would get up 
and pray two rak'ahs. Then he 
would wait until the sun rose as 
high there, meaning in the east, as 
it is at the time of Zuhr there, 
meaning in the west; then he 
would pray four rok'ahs, and four 
before Zuhr when the sun passed 
the meridian, and four afterwards, 
and four before 'Asr. He would 
separate each two rak'ahs with 
salams upon the angels who are 
close to Allah, the Prophets, the 
believers and the Muslims who 
follow them. 'Ali (&) said: That is 
sixteen rak'ahs which the Prophet 
offered as nafl prayers during 
the day, but there are very few 
who offer them regularly. Wakee' 
narrated: my father said: Habeeb 
bin Abi Thabit said to Abu Ishaq 
when he narrated this to him: O 
Abu Ishaq, this hadeeth of yours is 
worth this mosque filled with 
gold. 

Comments: [Its isnad is qawi] 



lM^L? -t** 

U>4 :JU i fid] :JU3 
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^ r r Xh\ cjis lii Jj- J^i ;^Jjs 
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65 K It was narrated that 'Ali (.&) — , > . ^ ■ 1 i' ■ t -to ^ 

said: At different times of the night ^ J ~r ^ ^ 

the Messenger of Allah {^) prayed ^jUJl /^\J^L\ Ja j± J^^i 

Witr: at the beginning, in the middle * % ^ * ' V> , 

and at the end. Then he settled on ^ >^ ^ J* ^ ' ^ ^ 

praying Wi7r at the end of the night. (ai/>) ^yfVj ^j! j* 'fH 

Comments: [A qawi hadeeth and its ' fi , t , . , ^ : 

iSHrtrf is dfl'ct/ because of the t 5A * : £frh~l ■ J^' 3^* 1 °™ 

weakness of Al-Harith Al-A y war] 

, j_jj.Nl JjjIjJI ^Jjl-AJ ^Ju^J> jL^I )Jl*_j ^ij- \ ^j>C 

652. It was narrated that 'Ali (*) ^1 ^ ^ : 1^ ^ -tot 
said; Witr is not an essential like " ^ 

regular prayer, but it is a Sunt wh that ^ y -J* 

was established by the Messenger of >^ ^ ^ J >g, 

Allah (as). ' J ' ^ I : ^ '\ ^ 

Comments: [Its isnad is qawi] [vn) : ^ ■ * ^ J A> ^ ^ 

653. It was narrated that 'Ali — ^ ^ : ^ -lor 
said: The Messenger of Allah * - 4 - ^ 

prayed Witr at the beginning of & J* y H 0* '^^1 

the night and at the end and in ^ j-{ ^ ^ jfr jp; ^ : ju 

the middle. And in the end he v " , " , f 

settled on praying W/ff just before ,>^wUl J J i4kiji} 
dawn. 



Comments: [Its isnad is qowi] 



^! J^l^i -"^i 



654. It was narrated that 'Ali 
said: I remember the day of Badr, 
when we were seeking shelter ^'j^ j* \i :^L-^J 

with the Messenger of Allah f Tl . ■ U > u- 

and he was the closest oj us to the * J - . - ' 1 
enemy and the most courageous jlSj lj_uJ1 J I I^Jil y^j < 

of the people on that day. 

Comments: [Its isnad is Saheeh] 



(3fe) and said: O Messenger of Allah, J[ ^ : ^ ^ ^ 0* 



655* It was narrated that 'Ali (4fc) ( JjJ ^ ^Lpl llil^ : Lsj uil^ -Vo 
said: A Bedouin came to the Prophet 
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what if we are in the desert and a ^ . ' s 1 1 1 "1 * - '1 - ■ l. s 
little wind comes out of one of us? ^ 4 ! ^ L - : Jui ^ ^ 

The Messenger of Allah said; Jji j£ ^\ ^ 

"Allah, may He be glorified and - * • s \ * \ 

exalted, not too shy to tell the truth. 4 t <^ JI ^ ^ J^J > ^ : ^ 

If one of you does that let him do 



11 une ui yuu uut* uiai, lei mm ao - £L ^, , ^ t Li^U l^j ^ 

wudoo'. And do not approach , f 

women in their back passage [and -^j^ J* n : *r J^J "S*.;^ 1 
once he said; in their anuses]/' 

Comments: [Its isnad is da'eef y. ^^r*" 

because of the weakness of ^ *LJ1 N)> i*kaiij 

Muslim bin Salami * , 

656* It was narrated that ► , . ^ , , 

'Ubaidullah bin Tyad bin 'Amr al- ^ ^ 

Qari said: 'Abdullah bin Shaddad Ji M ±J, -J. ^ y jj± 
came and entered upon 'A'ishah ' ^ * ^ , '\ tt 

(4b) when we were sitting with a^O^^i/ ^ u? 
her, as he was returning from Iraq >y M & : Jli J^Wi ^ .*\ 

during the time when 'Ali was ^ % ' , r V ^% \\ 
murdered. She said to him: O Ir^J J* 

'Abdullah bin Shaddad, will you t ^ ^ - r ; ( : ^ , n 
tell me the truth about what 1 am " tf ; , ^ , ^ 

going to ask you? Tell me about ^ J* ^J, M ±S U : il JJlS 

these people whom 'Ali te) killed. -J* - • - '.Tf - f , * ^- - , 

He said: Why shouldn t I tell you ' ^ ^ ^ 

the truth? She said: Tell me about i J Uj : Jli .^U jJJl .^31 

them. He said: When 'Ali , # \, ^ ,% t f 

corresponded with Mu'awiyah :JU 'H^ ^ :cJU -v 1 ^ 1 

and the two arbitrators gave their ^ Lt5 ->u 

verdict, eight thousand of the ' ' 

pious rebelled against him and 
camped in a land called Haroora', 
near Koofah, They criticised him 
and said: You have taken off a 
chemise that Allah caused you to 
wear and a title that Allah gave to 
you, then you went ahead and 
asked people to issue a decree 
concerning the religion of Allah. 
There is no ruling except the 
ruling of Allah, may He be 
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exalted. When 'Ali heard 
about their criticism of him and 
the reason why they had split 
from hirn, he told his caller not to 
admit anyone but those who had 
memorised the Qur'an. When the 
house was filled with people who 
had memorised the Qur'an, he 
called for a large Mushaf and put it 
front of him, and he started tapping 
it with his hand, saying; O Mushaf, 
tell the people. The people called 
out: O Ameer al-Mu'mineen, how 
could you ask it? It is only ink and 
paper, but we could speak on the 
basis of what we understand from 
it. What do you want? He said: 
These companions of yours who 
rebelled, between me and them is 
the Book of Allah, and Allah says in 
His Book concerning a woman and 
a man: "If you fear a breach 
between them twain (the man and 
his wife), appoint (two) arbitrators, 
one from his family and the other 
from hers; if they both wish for 
peace, Allah will cause their 
reconciliation/' [an-Nisa' 4:35]. The 
ummah of Muhammad is more 
important with regard to life and 
sanctity than a woman and a man. 
They got angry with me when I 
wrote a document between me and 
Mu'awiyah and wrote 'Ali bin Abi 
Talib [without adding the title 
Ameer al-Mu'mineen]. But Suhail 
bin 'Amr came to us when we were 
with the Messenger of Allah (&Q at 
al-Hudaibiyah, when he made a 
peace deal with Quraish, and the 
Messenger of Allah wrote, "In 
the Name of Allah, the Most 
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Gracious, the Most Merciful." 
Suhail said: Do not write, In the 
Name of Allah, the Most Gracious, 
the Most Merciful. He said: What 
should we write? He said: Write: 
"In Your Name, O Allah.'" The 
Messenger of Allah said: 
Write "Muhammad the 
Messenger of Allah/" He [Suhail] 
said: If 1 knew that you were the 
Messenger of Allah, I would not 
have opposed you. So he wrote: 
This is what was agreed by 
Muhammad bin 'Abdullah with 
Quraish. And Allah says in His 
Book: "Indeed in the Messenger of 
Allah (Muhammad you have a 
good example to follow for him 
who hopes for (the Meeting with) 
Allah and the Last Day" [al-Ahzab 
33:21]. So 'Ali sent 'Abdullah bin 
'Abbas to them and I went out 
with him until we reached the 
middle of their camp, lbnul- 
Kawwa' stood up and addressed 
the people, saying: O bearers of the 
Qur'an, this is 'Abdullah bin 
'Abbas Whoever does not 

know him, 1 know of the Book of 
Allah what can tell you about hiin. 
He is one of those concerning 
whom the words "they are a 
quarrelsome people" [az-Zukhruf 
43:58] were revealed. Tell him to go 
back to the one who sent him and 
do not discuss the Book of Allah 
with him. Their spokesmen stood 
up and said: By Allah, we will 
discuss the Book of Allah. If he says 
something sound and true that we 
recognise we will follow him, and if 
he says something false we will 
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reject his false argument. So they 
discussed the Book with 'Abdullah 
for three days, and four thousand 
of them recanted and all of them 
repented, including Ibnul-Kawwa'. 
He took them to 'AH in Koofah, and 
'Ali sent word to the rest of them, 
saying: You know the turmoil 
between us and our opponents. 
Stay wherever you wish until the 
urn mah of Muhammad is 
united. The deal between us and 
you is that you should not shed 
any blood that it is forbidden to 
shed or commit acts of banditry on 
the roads or do wrong to any non- 
Muslim under Muslim protection. 
If you do that, wc will declare 
war, for Allah does not love those 
who betray. 'A'ishah said: O 
Ibn Shaddad, did he kill them? He 
said: By Allah, no sooner had he 
sent this message to them but they 
committed acts of banditry, shed 
blood and regarded it as 
permissible to harm ahludh- 
dhimmah (non-Muslims living 
under Muslim protection). She 
said; Do you swear by Allah? He 
said: I swear by Allah besides 
Whom there is no other god that 
this is what happened. She said: I 
have heard that the people of Iraq 
are talking and saying dhuth- 
thuda, dhuth-thuda [i.e., the one 
with a deformed arm that looks 
like a breast]. He said: I saw him 
and I was with 'Ali when he 
was examining the slain. He called 
the people and said: Do you know 
this one? How many of them came 
and said: I saw him praying in the 
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mosque of Banu So and so, and 1 
saw him praying in the mosque of 
Banu So and so. And there was no 
proof of who he was except that. She 
said: What did 'Ali (^) say when he 
stood over him, as the people of Iraq 
claim? He said: I heard him say: 
Allah and His Messenger spoke the 
truth. She said: Did you hear him 
say anything other than that? He 
said: No, by Allah. She said: Yes, 
Allah and His Messenger spoke the 
truth. May Allah have mercy on 'Ali 
it was his habit, if he saw 
something he liked, to say: Allah 
and His Messenger spoke the truth. 
But the people of Iraq fabricated lies 
against him and added words to 
what he said. 

Comments: [Its isnad is Hasan] 

657. It was narrated that 'Ali 
said: The Messenger of Allah (^) 
was at a funeral and he said: 
''Which of you will go to the city 
and not leave in it any idol but he 
will break it, or any grave but he 
will level it, or any image but he 
will spoil it?" A man said: "I will, O 
Messenger of Allah/' So he went, 
but he was afraid of the people of 
the city, so he came back, 'Ali 
said: I will go, O Messenger of 
Allah. He said: "Go/' So he went 
then he came back and said: O 
Messenger of Allah, I did not leave 
in it any idol but I broke it, or any 
grave but I levelled it, or any image 
but I spoiled it. The Messenger of 
Allah (-t^) said: "Whoever goes 
back to doing any of that has 
disbelieved in what was revealed to 
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Muhammad." Then he said: "Do not 
be a cause of division or show off or 
be a merchant except a good one, for ^aa\ <,VM .KjiJUL dyj..V*^ 

those are the ones who are lagging 

behind in good deeds." [\ WV ^ W1 ^ W* ^ W 

Comments: [Its isnad is da'ce/because J\ > tJ >^ : 

Abu Muwarri' is unknown] '* . , t _ / t . 

.(vn) 



Ouw U.JL>- : JUj>^* W-L>- - v^A 



658. It was narrated from al- 
Hakam that a man from Basra whom 
the people of Basra called Abu :JU J*l ^ J>-j ^ i^S^I \^ 

Muwarri' and the people of Koofah 
called Abu Muhammad, said: The 
Messenger of Allah (^) was at a Jj-^j h\S :Jli tjJUJ Z «y£Jl 
funeral... and he mentioned a 4 . , . , ^ . 
similar /ifldeef/i, but he did not say ^ >^ - -p 1 ^ ^ *fe ^ l 

that 'AH said: "or any image but he ^ sj-j, ;^ : jj; 

will smear something over it." And I , J~ 
he said: I did not come to you, O ^ 5^ L ~ ^ ■ .«tp^ 

Messenger of Allah, until I did not <J< ^ ^ -j 

leave any image but I spoiled it." 1 * e ^ . . 

And he said: "Do not be a cause of ["UV : j] .W^Li UlSi 



division or show off." 
Comments: [Its isnad is da crfbecause 



jl iiLf>J oU**I : ^^^5 



Abu Muwarri' is unknown and it is ■ ddiL " >^ 1 t J ^ Jl 
repeat of previous report] 

659. It was narrated from 'Ali g*^ ^ J { >- ' ^ 

that the Prophet used to pray - ^ ' t „ 

Witr when the adhart was given t^jUJl t^U^l ^ ^ 

and he prayed two rnk'ahs when . " 'i,- ^ - *-i - -i- 

the icjamah was given. ' e - v , - 

Comments: [Its isnm* is da'eefl : £? ] J ^ jr^.' JI J-^i 

^1 -JjlJU^ 



660. It was narrated from al- ^ ^ : jj^ji V ,^ai -^"V ' 
Ha rith that one of the Companions 

of the Prophet (fe) - he said: There L J-^^ 1 ^ 0^ cJr^ If - ij 1 ^ 1 - 

is no doubt that it was 'Ali - . , ^ ■ - * i f t - * *u 

said: The Messenger of Allah fe) ^ V - J ^ ^ ^ 
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cursed the one who consumes riba, ^ a j > f _ ( f 

the one who pays it, the two who - & dUi N : ^ - ir 31 T 1 ^ 1 

witness it, the one who writes it tik^i ,1^1 J|T ^ ^ J^-i ^ : Jll 

down, the one who does tattoos, „ , , 

the one for whom tattoos are done, ^^^J^ ti^rjlj i^L^ ^>*^j 
the one who marries a woman and 
divorces her so that she becomes 

permissible for her first husband, ■ <«rL>] y- 
the one for whom that is done, 

and the one who withholds zakah. ^} L ^ J ^ 

And he forbade wailing, ij.UJlj t Jii>Jl 

Comments: [Hasan because of corroborating evidence; this is a weak isttitd] 

661. It was narrated that 'Ali ^ £^ . J^L ^ 
said: The Messenger of Allah (^g) ^ \ 

said: "O 'Ali, if you are appointed J* s> 1^ L O? v^^ 1 

in charge after I am cone, then fr, 'i v . v sr . - * 
expel the people of Najran from fr 

the Arabian Peninsula," r*'^ 1 ^3 ^ ^1 -Cs^ U» : 

Comments: [Its isnad is rffl'ee/ /zdtfan .. - . : . : - .< . • fr 

(very weak) because of the ; J ^ ^ ^ (ljT 

weakness of Qais] 

662. It was narrated that 'Ali fa) ^ _ £ ^ . ^ ^ _„ Y 
said: I was a man who emitted a 

great deal of rnadhi (prostatic fluid), J> i>C if _ olAIaJl _ jJLij _ j )\ S J\ 
I asked the Messenger of Allah — c , „ . e , ( 

(about that) and he said: "As for ^ ^ ^ ^ 

mam (semen), ghusl is due for it; as i Mju yj-j 0I5 ; Jij ^Jli ^] ^ 
for madhl (prostatic fluid), wudoo' is - • - ^ 
due for it." ^» ^ ^^U^cJLJ 

Comments: [A sflto?e/i hadeeth; this ; ^1] .b^^Ji ^iJl Ulj t/^JJl 
is a rffl'ei?/ isnad because of the 

weakness of Yazeed bin Abi [^VV ,A^r ,A^^ .AV <.A-^<\ 
Ziyad Al-Hashmi] 

u 63 * 1' W w narrated ( l°?ut ]i !-'H 'J- ^ ^ (AA /\) : Jjiii- ^ -^ir 

that the Messenger of Allah (%) " a 

forbade raising the voice when ji- t^j ; UJl ^ ^JUJ-I ^1 ^'Ja^ 

reciting Qur'an before or after 'Isha > , tf . ^, 1' V ' - 6 £ 

and causing others to make mistakes ^- J1 C?^- J ^ ^ - 1 J ^ J ° l : ^ 
in recitation when praying. 
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Comments: I Hasan hehairtht: this is f rv* - ?, v» - 

a a/r eef tstwa] - *^ * - ^ - • s 

[aw .vor : ^i] .o^^rAi ^U-Vi 

.j^C-S/l iJjjUJl jl— ,\ tjLhj <-0^jJ J — * 

664. It was narrated from Abu jJU- LjJl^ * >. &jl>* 
Burdah bin Abi Moosa that 'AH - t . ^ f 

said; The Prophet (^) said: "Ask '^r J} J* "V ^ fc y^ ^' 

Allah, may He be exalted, for ^ ^ .jtf ^ ^ 

guidance and proper aim. When t - *' . 

asking for guidance, think of ^-^j til-LUlj 

directions when travelling and jtilJb , U 

when asking for proper aim, think " - 

of aiming an arrow." [ ^ ^ t UTi : ^1] -"Jh^ 1 

Comments: fits isnfli/ is saheeh] 

665. It was narrated from & ^r^ji ^ j&J &;U _*no 
Katheerun-Naww a' that 'Abdullah ^ ^ ^ , M - 
bin Mulail said: I heard 'Ali (&) ^ '- J> 4^ ^ L r 1 ^V-} 
say: I heard the Messenger of Allah ^ j*\*\p Ji tj) ^ LpU^I 
(^) say: "There is no Prophet who '* * 

came before me but he was given cJ^~ : J^i c^J- : Jli JIU /J aUI 
seven chiefs, advisors and nobles, , ,v , WL ' ? tl > - 

but I have been given fourteen - — ^ ° ~ ^ ? _ 

chiefs, advisers and nobles: seven ^l^ki *^ ^1*^ ^* ^! 



from Quraish and seven from 
among the Muliajireen." 



^jA L L->eJ 1 J*JJ J™*^ >. " - - LaC ' 



Comments: [Its isnad is da'ee} .«^>rLglJl ^ v^'j* 

because of the weakness of Katheer r 

An-Nawwa' and Abdullah bin L i T V t tiiir tiT'l 

Mulail] 

.JJ^ .jt ^JJI-Ljj tlyjl jj£ ^.U^l (Jjw^ DiL^I I ^j^>»j 

666. It was narrated that 'Ali (4.) J=i>^! -fS ^ -in 

said: The Messenger of Allah (^) ? , , - ^ # , r . , 

sent me to Yemen and I said: O ^ J* ^ t ^ ^ 

Messenger of Allah, are you ^Ji 5^ ^1 j>Z :jj ^ 

sending me to people who are >^ p . * * * - , 

older than me to judge between ^\ J ^ L - 

them? He said: "Go, for Allah, : jvi ^1 U ^ Jl 

may He be exalted, will make ------- v 
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your tongue steadfast and guide 
your heart" 



Comments: [Its /snarf is sa/iee/i] T : ^1] .«^JQi 

667. It was narrated that 'Ali - Jj, _^ >; ^ ^ 
said; The zafcfl/; camels passed by ' ■■ ' ' s ' w " 

the Messenger of Allah (sg). He lay : _ ^1 ^J>\ _ jLji 

his hand on a hair on the side of a . ^ . - . # ^ »^ 

camel and said: "I have no more - ^ ' J " ^ ^ ^ 

right to this hair than any Muslim." :JL* i£g fit J_^3 ^ip yUkJi 

Comments: [Hasan because of ^ .j^ t _ ^ : — Ju.ju 

corroborating reports; this is a da'eef ^" ; . . ^ 

/sjiflrf because Amr bin Ghuzayy ,« ( ^*i^Jl ^ J>-3 3^ ^ 
and 1 lis uncle Ilba' are unknown] 

668. It was narrated that 'Ali bin 
Abi Talib said: Whilst we were 



y>\ IIjJl?- ! ^j^y ^ji ^r-^" ~^*TrA 



praying with the Messenger of ^ ^ iji ^ ojl^Ji tijJ- :ii^J 

Allah to-), he left whilst we were , - ,,r * , . . 

,. . , : <_>b *_jU* , <^ ■_. *JLp . Jot ^ , ; 

standing there, then he came back ; - s£ r - ^ ^ ^ r 

with his head dripping and led us in yL^j ^J^jjl jl t JLi; Jj^ ^ 

prayer. Then he said: 'T remembered - ^ - * ' - \> . , t * *t * > + 

that T was yimufc when I got up to ^^ JJl U ^ ^ ^ J^ 1 r V 1 ^ 

pray and had not done ghusl. Who- ^ Cli Jjl Jt J^si Jj* : Jll li 

ever hears a sound in his stomach or , . *. a , - . *- * 

is in the state I was in, let him go and ^Jr^^J^ * Jr^ '^Y^^-Ji 



relieve himself or do g/;ws/, then 
come back to his prayer/' 

Comments: [Its isnad is da'eef ^ ? * fll ^ tA ^ 

because of the weakness of Ibn [VVV .~U^ ■ Uj i ] a^y^ 

Lahee'ah] 



669. rt was narrated from 
'Abdullah bin Zurair from 'Ali 



fii; : jU-^j ^A; tlU 



(«*■)... and he narrated a similar J> jlp ^ a}' ^ OjUJl ^ 
report. 1 - . - * 

Comments: [Its ?s?ui^ is drt'rc/; it is a " 

repent of the report above] .*UU j ^ y* , t ^^J- oL^J 
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^ dlla (Jl tj>j iJ-£- J ilt*.* 



670, Ziyad bin Abi Ziyad » ;tf J * , , * s . » . 

narrated: I heard 'Ali bin Abi Talib S>' : ^ ^ ^ ^ ^ " 1 v * 

0&) adjure the people and say: "I Jfc \_&hS\ ^JLi ^ ^ ^ _ 

adjure you by Allah, did any > \\ ~ _ t ~' V' ~ t 

Muslim man hear the Messenger of vJ^* ^ ^ rjiJj ^ J> 

Allah fefe) say what he said on the , _ * * , -* u , r ,. 

day or Ghadeer Khumm? And C7^ - ^ 

twelve men who had been at Badr ,j J U ^jJ> J ^ Jjl J^j 

stood up and testified. 1 , ^, s t , ? 

Comments: [Sa/jC£?/i because of ' ' J 

corroborating evidence] 

67 L It was narrated that 'Ali (&) ^ !xUJ> £jb- -"^ 

said: The Messenger of Allah , . , 
cursed the one who pays riba, the 0* t^jUJl ^ tJU^j ^\ ^ JJl^i 

one who consumes it, the one ^ .jj ^ 

who writes it down, the two who 

witness it, the one who marries a ^H-^^j <.«1£U ^ J\ 

woman and divorces her so that [ito ■ 1 ] iJ "UUjjl" 

she becomes permissible for her ' ^ * ^ 

first husband, and the one for 3L j ijU6j 1&>J : ^ 

whom that is done. t '. 

Comments: [Sahedi because of corroborating evidence; this is a da'eef ism id] 

672* Abu Katheer, the freed slave . ^ J- ^ ^ ^ _^ vr 

of the Ansar, narrated: 1 was with \ ^ " f 
my master 'Ali bin Abi Talib &J^- p4^~* ^ J?*^! 

when the people of an-Nahrawan * »i * , . . rl", v.- ^ 

were killed, and it was as if the ^ - ^ - * 

people were upset about their t jlj^Jl Jl»1 wJli? ^1 v* j^U 

being killed. 'Ali (4fo) said: O t . :^ . ^ ? 

people, the Messenger of Allah 'ft^ ^ Jl ^ J ^ J 

fe) told us about people who jji oi l^liJl 1^1 U : ^ J s di 

would pass out of the faith like , „ / , >a tJ ^ s " ^ 
the arrow passes through the 115 u^ 1 OS ^ ^ 

prey, then they will never come ^ >f *j ^ j^jji 

back to it until the arrow comes , " f 

back to the string of the bow. And o\j ^> J£ ,4^-1^ ^ tUl 

the sien of that is that there A, -,„f . r . . rf :, 

would be a black man among ^ ... ; ' " 

them who had a deformed arm: iU^- IJj tsi^l ^i) ij-^! 

one of his arms would be like the 
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breast of a woman, with a nipple , f ,* r #, 
1i ke the nipple on a woman s breast e A^ L; ^ ^ ^ 

around which are seven coarse ^ J, ^y^u ^ Jij 

hairs. Look for him, for I think he ' \ J. f t ^ "/ 
must be among them. So they uk* Jp^ ^c^^U c^J ^lll 

looked for him and they found him *\ > — 'Tu 'in . "u- 

on the bank of the nver, lying ' 

beneath the slain. They brought him Lil^Li ^ JJLiliJ 

out and 'Ali (^) said: Allah Akbarl ^ --j^ . \,, , : > ■ v. * '* - 
Allah and His Messenger spoke the ' JjA<J ^ Jm ^ 

truth. ]fe was holding an Arabian Jj^ilillj SjlJ, ^lll ^Sj -v^y* 

bow of his; he took it in his hand : * > . 

and started poking the man's ' JjJj ^ ^ U ^ J 

deformity with it and said: Allah [VI t TYl t*\1 

and His Messenger spoke the truth. 

The people said Allah Akhar when ^ ■ 11) :^ .7^^ ^Jb- : g^/*? 

they saw that and they rejoiced and .jL^SM J r js ^1 iJi^J - _v- 

no longer felt upset. 

Comments: [A sa/icc/i hadeetii, this is a da'eefisnad, Muslim (1066)] 

673. h was narrated that 'Ali (^) j ^ . ^ ^ ^ ,„^ vr 
said: " The Muslim has the right to ^ " " ' 

six acts of kindness from his fellow ^ 'J- ^OjbCJl ^ t jb^J^I ^ (A<\ 
Muslim: he should greet him with ' r 1 . >\ u , ^ ^ v n : 

5fliflm when he meets hurt; he ^ . ^ ^ 
should say 'YarhamuktiHah (may ^) p-^-S : ^JjU^J 1 ^- ^..,^1 
Allah have mercy on you) when he - , , ^ ,* -Jul \ : " si *--] 
sneezes; he should visit him when 1 J ' * J ^ ***~ J - J ' ^ 

he is sick; he should respond to ij i.yy \l\ Ij^j iJIpj \l\ ll>Jj 

him when he invites him; he " a .- V, # , ^, ^ \ 

should attend his funeral when he ''t^ 1 ! ^ Cr^- fl *^ U 

dies; he should love for him what ^ ^ ^ ^ . ^ 

he loves for himself; and he should * ' \i 1 UJi 1 

be sincere towards him when he is ^ J ^- A *~ a - 

not present/' 

Comments: [Hasan because of corroborating evidence; this is a da'cef i$nad] 

674. H was narrated from Abu J\ ^ ; ^ ^-^y^ 
Ishaq from al-Harith,., and he "/ 

narrated a similar report with the ..4»jUJl 
same iVjiaJ. 1 - , ^ . , 

Comments: [Hasan because of corroborating evidence; it is a repeat of the 
report above] 



Musnad AH Ibn Abi Talib & 353 i_JU* ,V'». * 

675. It was narrated that 'AH * . ,-- 5 „ 

said: The Messenger of Allah (sfe) ^ * l ^ ~^ V ° 

said: "The Hour will not begin *j£ ^ ,^uJl J, JU^J £ \£U 
until one of my Companions is 

sought a? a lost thing is sought fJ 37 ^ : ^ ^ J J^3 ^ 

» "-"\ f * * - . ' « * * - ■*> - ^ 



and cannot be found. 
Comments: [Its isnod is da'cef 



because of the weakness of Al- [VT * -"-^ * J 1 

Harith Ai-A'war] ■ , - 

.jj^- ^--jUJi ^_i*_aJ i^tofc-j- <oL_j : 

676. It was narrated that 'Alt (&) - ^ . ^ ^ ^ „* v ^ 

said: The Messenger of Allah ^ ' t 

said on the day of Badr: "Whoever It* J, a^U- ^ 

you can capture of Banu 'Abdul- ^y/^fa ^ ju : J'j *U 

Muttalib ; capture him [and do not ^ 5 ' f 

kill him], for they were forced to ^^iki^ SL* jl> hs?^ ^ l^^ 1 
come out/' 



Comments: [Its isnnd is snhech] 



677. It was narrated from 'AH (Jjt) .y.^, ^ 'f ^ -1YV 

that the Prophet said: "And ^ x 



instead (of thanking Allah) for the ^ ^} J* J^' 1 -V 

provision He gives you, you deny >. = ^ , *" , - , 

/Him hv HicholioAr [al-W^.^'ah ° ^ <JT ^ ^ " - fcJ — 



(Him by disbelief)!" [al-Waqi'ah 

56:82], He said: "Your shirk is when (AT ; JLol^Jl) 4$$$ jSSI o^L^jf 

you say r 'We were given rain by # „ . - , , * - 

such-and-such a star.'" * l ^ iiS ^ U ^ :JU 

Comments: [So/u'e/j because of [WV <Ao* ,A£^ : J±>\] ._>Ltf} laS 
corroborating evidence; this is a 

da'eef isnad] ^h*~* tft ^ : ^y*^ 

678. It was narrated that 'Ah (*) ^ - ^ ^ - ^ ^ _ nvA 

said: The Messenger of Allah [\ 

used to pray Wrfr reciting nine J* J^S-M 

soorahs from al-hAufassa] t Aswad f r . - . , M \ 

said: in the first rak'ah he would JU ^ ^ ^ l 

recite "The mutual rivalry (for ^ y^L j£ ^ aJl3I J^3 ^ 

piling up of worldly things) diverts ' 



you" [at-Takathur 102] and "Verily, 



We have sent it (this Qur'an) down ^ ft^ .^^i X^J^ ■ J/j" 
in the Night of AUQadr (Decree)'' 
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[al-Qadr 97] and "When the earth is „ , ^ " •> - ' j: 

shaken with its (final) earthquake" '* U ^ ^ ^ ^ 
[az-Zalzalah 99]. In the second : ^ 

ra/c'fl/i he would recite "By Al-'Asr S ~ v ' 

(the time)" [al-'Asr 103] and "When tyfj < i^^^j <tf j-i 

there comes the Help of Allah (to £fc ^ c^pl 

you, O Muhammad (jg) against " 

your enemies) and the Conquest ^ <^ t ^ 0ji*&==J" 

(of Makkah)" [an-Nasr 95] and ^ ^ % - ±y 

"Verily, We have granted you (O ^ J ^ ^ 

Muhammad (#5)) Al-Kawthar (a ft3L j . ^ 

river in Paradise)" [al-Kawthar * fc-- 

108]. In the third rak'ah he would J ^ 

recite ''Say (O Muhammad (^) to 

these Mushrikoon and Kafiroon): "O 

Al-Kufiroon (disbelievers in Allah, 

in His Oneness, in His Angels, in 

His Books, in His Messengers, in 

the Day of Resurrection, and in Al- 

Qadar)\" [al-Kafiroon 109] and 

"Perish the two hands of Abu 

Lahab (an uncle of the Prophet) 

and perish hef" [al-Masad 109] and 

"Say {O Muhammad (£5)): "He is 

Allah, (the) One" [al-lkhlas 112]. 

Comments: [Its isnad is da'eef because of the weakness of Al-Harith Al-A 'war] 
679. It was narrated from 'Ali that . J- : ,:; a . - . ■ >- * ;* 



a slave woman of theirs committed 

zina and became pregnant. 'Ali <j>} tJ^' V" ^-"^ 

went to the Prophet (5k) and told /r'. . : . - . s.f * f , , , 

him. Hu said; "Leave her until she ^ 1* ^ ji : > ^ 

gives birth, then flog her." JU- L^iS» ;!j Jlil t ^iti £fe ^Ij] ^ 

Comments: [H 0 san because of tVri . ^ «j ^ ■( ^ 

corroborating evidence; this is a " * ^ ~~ ' 

da'eef isnad] [\\r\ t\ur tt^A t nrv 

JlpSMjL* L_ijwaJ ^-4^ jU—iJ llhj 

680, It was narrated that Zirr bin juil tfL^ : "Vlj jLiU Ujl^ -1A« 



Hubaish said: Ibn Jurmooz asked 



for permission to enter upon 'Ali <^ ujI^I : JlI^ -j*. jj j* ^ 
(**>• He said: Who is this? ^1 ?lU ^ : JU> v^U 
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said: Turmooz is asking for > - - * ♦ - - ■ * ^ 

permission to enter upon you. He ^ ^ ~ y 
said: Let him in; let the killer of j|» : Jji .£ ^Ui 
az-Zubair enter the Fire. I heard " t / ' 

the Messenger of Allah (^) say: J? 
''Every Prophet has a disciple and [A>r *^a\ 

my disciple is az-Zubair/' 

Comments: [Its isnad is term] -J-*- : {Hj*» 

681. It was narrated that Zirr bin 
Hubaish said: Ibn Jurmooz asked 

for permission to enter upon 'AH j^LiMiJLS J~J- ^ jj * p-f^* 



JU* (,*jlLp Ulj J^ip Jlp j^^>- ^-'l 



(4*) when I was with him. 'Ali (^) 
said: Give the killer of Ibn Safiyyah 

the tidings of Hell. Then 'AH (4*) J l J ^ tj&L t^> y\ J;LS >l : ^ 

said: I heard the Messenger of Allah * * / ." s / , , 

fe) say: "Every Prophet has a °l* :J >^ *S ^ J ^ 

disciple and my disciple is az- : g ,£ jV ^ ^ jJci 

Zubair," I heard Sufyan say: A f ~ / , ~" , ' Z 1 

disciple is a supporter. >zJ^ Jli :^Jt ^ JU [ta« 

Comments: [Its /s/iarf is Hasan] : Jjt oull* 



682. It was narrated from 'AH 

that the Messenger of Allah 

used to pray at the time of 0^ f-f 1 ^ : J^^! ^yj 1^ 

the forenoon (du/zfl). 



Comments: [Its isntfd is qawi\ 



•jA o\S 3fe -JU1 Jj^j j! : ^ 



683. It was narrated from Jareer 
bin Hay y an from his father that 
'AH said: I shall send you on ^V^- ^ ir^-X J* - ^' 

the same mission as the Messenger ; * 



of Allah (%) sent me: Level every 



grave and destroy every idoL AS j! J^j U,i 

Comments: [Its ismirf is da'af jirfdan [aAS t vi \ : .~L^ ^ vd*k t ^ 

because of the weakness of J j. w ^ ^ - 
Yoonus bin Khabbab] 

j-I^- ^i_>i-^ v^-jJL>Jl ^J—tf^j t n J L>- j^J jj A- -_j «. _r I ^>*J 
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684* It was narrated from 
Muhammad bin 'Ali that his father 
said: The Messenger of Allah 
had a large head/ big eyes, long 
eyelashes, reddish eyes, a thick 
beard, and a pinkish colour. When 
he walked he would ]ean forward 
as if he was walking uphill, and 
when he turned he would turn 
with his whole body. And he had 
large hands and feet. 

Comments: [Its ismid is hnm\i\ 

685. It was narrated from 'AH 
(4--) that the Prophet used to 
pray Witr with three rak'ahs. 

Comments; [Hasan because of 
corroborating evidence; this is a 
iiaecj isnad] 

686- It was narrated that 'Ali 
said: The Messenger of Aliah (m) 
recited Qur'an after minor 
impurity before touching water. 
And perhaps Isra'eel said: (It was 
narrated] from a man, from 'AH 
(4 )/ from the Prophet (^5). 

Comments: [Its isnad is da'vcf 
because al-Hanthul-A 'war Is da'cefl 

687. U was narrated that Mujahid 
said: 'AH said: I set out and came to 
a garden and [the owner hired me 
to draw water] - a date for a bucket. 
1 drew water until I filled my palm 
(with dates]. Then I went to the 
water and drank from it. Then I 
came to the Prophet (ag) and gave 
him some of the dates to eat, and I 
ate some of them. 

Comments: (Its isnad is da'cef 
because Shareek is da'ecj] 



M ali L^jl^ : Li^U- -1A£ 

If- y -h^ fc y y [ 



L^iijiii U jJL; Jji J^V ; 'i^ : Jii 

^ & ^*J*y> ^3 : j-si;-i 

>■ ^kj^ ~1AV 

c^-^ -Jl* ^ j :JUi 

t 4wJl^j <u^JiJ*U 4-5^ c-l'l jiJ 

[uro : ^1] .UtL lit lis'Vj 
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lijj^ '-J tL* GijL>- — "AA 



688, It was narrated that 'Ali (.&) 
said: A man came to the Prophet 

and said: I vowed to sacrifice ^ -J, j^jJ. t ^ ^ ur, 



my she-camel and to do such and 
such. He said: "As for your she- C^ 1 u^l J*- 
came], sacrifice it. But as for such 
and such, it is from the Shaitmi." 
Comments: [Its isnxd is da'e.cf 

because Jabir is da'ecft .* jlkiji o^' j 



t ^y! J^j ^ ^ 

Ulj ^Ut'^jli ilit; L^i» :Jii 



.^yiw-'l -Lj^j i. ^jL>- <^-kJsj <^Ji^J> ij'^J '. ^ j>£ 

689, It was narrated that a man 
from Banu Asad said; 'Ali bin Abi 
Talib (4*) came out to us and they ^ ^ cJL*-^ ^ 
asked him about Witr, He said: - * .. ♦ 

The Messenger of Allah ' J ^ & -r J & ^ 

commanded us to pray Witr at j£ l^Ll t ,_JU» ^ ^U- lili^ ; ^ 

this time. O Ibn an-Nabbah, give s * , ' / % . ^ 

the adhan - or, say the iqamah. 01 ^ ^ l J ^ ^ :JU * ;Jl " V' Ji 

Comments: [Its imad is rfa't^/| J 1 '^V^ 0?' ^ y 

j* ^ o* J*^ 1 »iM ;gi>«" 

690, It was narrated that 'Ali j* tS^lj ^ tJ!U- -n* » 
said: The Prophet (^) said to me: ( - c ( , .... 
"When two disputants come to ^ Jli :Jli ^ ^ 0* ^ U "" 
you, do not listen to the words of ^ t <jUJ*i idl bj» ^j! 
the first one until you have also , . '* 6 1 / \ 
listened to the words of the other, ^ *^kS ^JLj ^ . J^l ^ >IS 
then you will know how to judge/' Jj^ ^ . sj^j^ . „ ^== 

And 'Ali (^.) said: Since then I have ' - < ^ ' 

continued to be a good judge. ±\\W : J^\] .ll^li £Si iLi 

Comments: [HflSff/i because of [\ YAo , HAr t \ YAY ^ YA \ ^ YA* 

corroborating evidence] 



\\\ 



691. It was narrated that 'Ali (^) . ^ >; J^, jf ^ 

said: When the Prophet (^) . ~ ' . , a 

wanted to travel he would say: i^ 1 - 11 j4-^ 0^ (**^ r' 1 

"By Your help, O Allah, I move . . : " . : . , 
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about and by Your help I travel : , ; - , , # £ 

and by Your help I walk." 4 ^ 0 * :Jli ^ ^ ^ ^ 

Comments: [Its isjjad is da'ecj tJj-il ^Jj :Jli l^a-i iljt 

because Imran bin Zabyan is r4 . , . , ; - . * > ; 

■ J^ jUi ^ Jl^ wU^iJ B iL-S 'gij^ 

692. It was narrated that 'Ali {^) ^ „;fj ^ J£h -nr 
said: The Messenger of Allah (jgs) „ ^ ' _ 

was treated with cupping and he 'cJ^ 1 J*^ ] ±* J* ^jj ^ ■ 

ordered me to pay the cupper his — , ^ ^ v ^ J - 

Comments: [Hasnn because of ^ oi ^ U ^ ^ 

corroborating evidence; this is a [ \ \TT fc UT • t : M A'jA 

da'evf isnad] ' 

^ J Lc'*JlJU^ ^wi^iii l^aj jli-J l_L*jt tajjj !^j^u' 

693. It was narrated that 'Ali bin • 2 fMj \> liju* ~l^r 
Abi Talib (4*) said: The Prophet ^ . 

wanted me to bring him some- ^ J* ^^Ji ^ if J-^' ^ j** 

thing on which to write, by means y ^ ijji ■>! : Jli UlL J 

of which his ummah would not be * *_ \ f > ' ' . 

misguided after he was gone. 'Ali ' J'i V J ^ *j 
said: I was afraid that he would die 



(before I could bring it). I said: I can 



memorise and understand. He said: ^SLaIL ^rf^ 
''I urge you to pray and pay zakaJi t ^ * , . <■ " , tf 

and to be kind to those whom your [ ° A ° : CT lj] ' M r^ 1 
rieht hands possess." ...... 

Comments: [Its isnfltf is daVc/ 
because Nu'aim bin Yazeed is 
unknown] 

694. It was narrated from 'Ali J^'-M : Vr>*- 

bin Abi Talib (4*) that the Prophet " * 

said: "Whoever tells a lie ±* ^ ^ ^ 

about seeing me in his dream will . j.j ^ ^ Ul T, } ^ ^ 

be ordered to tie a grain of barley ^ [ ~ \ *' 

on the Day of Resurrection/' *y. t4 ^^ ^ ^ 

Comments: [Sff/tcf/i because of [MA : ^1^] .<^QJl 

corroborating evidence; this is a u 
da'ec r is? tad] ■^Ju^J' $\^\ \X»j ipjJA - 
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695* It was narrated that 'AH bin , & >.„ . 

Abi Talib said: The Messenger of ^ <^ : ^ ^ 

Allah (%) said: "After I am gone ^ul: ^ j^i :^jl1CJI £ ^ 

there will be a dispute or some- £ ^ , ; , ^ " 3 ,j . ^ 

thing; if you can adopt a peaceful s^ 1 ^ ^j=*^' - 

stance, then do so." \* - ! . sj. * ; . ■ n : ; 

Comments: [Its isnfld is da'ccf * i ^ , . ' . : ' , - # ^ 
because Iyas bin Amr is unknown] ^ l J ^ :JU ^ - ^ 

696, It was narrated that 'Ali (.^b) JuS- 'Jt jSSS : Jjl jl^ bii^ 
said: Allah, may He be glorified U * < £ ' . , , t , _ . 
and exalted, called war deceit on ^ J^^b 

the lips of His Prophet. Zahmawaih Jj^Ji L'^-f : I^Jli v ^/j 

said in his hadeeth: on the lips of , . „ > t 

your Prophet & J ^ J* * ^ 

Comments: [A stf/rreft hadeeth; this 4"^' ^f*^ J^J 3*" ^ l ^! J* 

is a da'ccf isnad] „ .,,<■-:::,•-'..■ 

: aLjl?- J 4jJ^L^3 :« I jU'J 

["A^ £*rbJ J^ 

697. It was narrated from Sa'eed ^ \ . jji J- ^ „-^ v 
bin Dhu Huddan: I was told by / // " 

someone who heard J Ali say: War : <Sy.J v ^ y>* .y. ^ 



is deceit, on the lips of your 
Prophet (^). 



Comments: [A sfl/jee/j /wdccrfi; this o^*^ : ^ 0? ^ 0^ ^i^! 

[^*ri : Jx\] .jLfcj OLJ 

.til — S , , ; ^ ^ jlj rl IJlaj t^xj- ^ '. ^y mJ £j 

698* It was narrated from 'AH (^) . ^ ^ ^ 

that the Prophet was given a _ ' ■ 

suit of pure silk. He sent it to me U JSZ llii^- ^UpU^J 
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and I went to him in the evening r ^ , , ^ , , * 

wearing it, I recognised anger on ^ CT" ^ ^ V-^ 

the faco of the Messenger of Allah 3i iJ cJjif ^ ^1 M : ^ ^ <J>j y\ 

so 1 shared it among my , , , % " , "\ ^ 

womenfolk. ^ 4 ^ * ^! ^ j-^ 1 

Comments: [Its jsnfitf is sahceh, al- /M) 'J^ t^-iiJi <Ijt JjJ-j 

Bukhari (2614) and Muslim 

(2071)1 l\r)o ,s/oo :J^\].j^^[^^ 

699. It was narrated from 'Ali ^ ^ ^ - Jj, ^ ^ ...^ 
bin Abi Talib (Jfa) ~ Sufyan said: 1 " / • 7 

think he attributed it to the 

Prophet (.g?.) - he said: "Whoever * 0 " ' ' *\\ ±L \ * ' USj! 

tells a lie about seeing me in his /' ^ ^ 

dream will be ordered on the Day jl* Sl[ llUl N :oCi^ Jli _ ^JlL ^1 

of resurrection to tie a grain of \, . ^ t , 

barley/' Abu Ahmad said: 1 think ^ - ^ ^ *>"" : Jb 

it is from the Prophet : J li Jli .«s^i lip yOJI 

Comments: [Sfl/i<?f j /i because of r Al , , , i ^ * h . 

corroborating evidence; this is a C- y 

drt isnad] 

.J^^'Ixp ^U-jJ Jjwj jL_-1 Qaj h^JJ t^->^» : gi>*^ 

700. It was narrated that 'Ali (<#■) ■ ^-^ij -* *y ' ~y • 
said: The Messenger of Allah (^) . ^ 

used to continue his fast until ^ L** ±* If M v j^\ 
before dawn. ^ w r,. \ , , - ? . - 

Comments: [Hasan because of \ ' , ' 

corroborating evidence; this is a ^ : J>i J~? 1^ 

//ii cty /s wad j 

701. It was narrated that 'AH bin ^ ^3 - ^^f ^ . - - _ v . \ 
Abi Talib (^) said: The Messenger # V ^ 

of Allah taught me to say, if Ji ^ 0* ^Z 11 ^ 

calamity befell me: 'There is no ^ t ^ . ^ V . - [ ^ . . - 

god but Allah, the Forbearing the ^ ^ ; ^ / 

Most Generous; glory be to Allah, <AJi J j-^j : Jli ^_JlL ^1 ^ 

blessed be Allah, the Lord of the * v | " i\ r \ * A , - V, - 
mighty Throne; praise be to Allah, * ' ^ ■ ^ \fi^ t 

the Lord of the Worlds/' c^>Jt ^Li 
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Comments: [A sahceh hadeeih; this 
is a /uzsflH /snorf] 



702- Abu Moosa al-Ash'ari visited 
al-Hasan bin J Ali (when he was 
sick). 'Ali (..&} came in and said: 
Have you come to visit him 
(because he is sick), O Abu Moosa, 
or is it just a (social) visit? He said; 
No, O Ameer al-Mu'mineen; rather 
t have come to visit him (because 
he is sick). 'Ali said; I heard the 
Messenger of Allah (*£.) say: "No 
Muslim visits his fellow Muslim 
when he is sick but seventy 
thousand angels send blessings 
upon him from morning until 
evening, and Allah grants him a 
stream in Paradise/' [The narrator] 
said: O Ameer al-Mu'mineen, what 
is a stream? He said: The channel 
that waters palm trees. 

Comments: [A Jtasan Jiadeeth] 

703. It was narrated that Zaid bin 
Wahb said: 'Ali (*#) came to some 
of the people of Basrah who were 
Khawarij, among whom was a 
man called al-Ja'd bin Ba'jah, He 
said to him: Fear Allah, O 'Ali, for 
you are going to die. 'AH said: 
Rather I am going to be killed by a 
blow on this that will soak this - 
meaning his beard (would be 
soaked by blood from his head), a 
certain covenant and divine decree, 
And surely, he who invents a lie 
(against Allah) will fail miserably 
(cf 20:61). Then (the man) criticised 
'Ali for the way he was dressed. He 



All A^JJlj t^Ja-ull ^ 
'jr—^" ■*^*- J J. ^ ^-y**^ ■ ^yt 



^ L - 'J^ 
JUS ,U> V k 



* * ^ ^ * ! ' \ * , > * - '' -■ 



JU JiJti !^ i; ii jl :Jj 
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said: What does the way I am 
dressed have to do with you? It is 
furthest removed from arrogance 
and it is more appropriate for the 
Muslim to follow my example. 

Comments: [Its isnad is da'cef 
because Shareek is drt'eej] 

704. It was narrated that al- 
Harith bin Abdullah al-A'war 
said: J said: Ameer al-Mu'mineen 
will certainly come and I shall 
certainly ask him about what I 
heard tonight. After 'lsha f I came 
to him and entered upon him... 
and he narrated the hadeeth. Then 
he said: I heard the Messenger of 
Allah (gg) say: "Jibreel (.«s) came 
to me and said: 'O Muhammad, 
your ummah will differ after you 
are gone/ I said to him: 'What is 
the solution, O Jibreel?' He said: 
'The Book of Allah, may He be 
exalted, by means of which Allah 
will destroy every tyrant. Who- ever 
clings to it will be saved and 
whoever abandons it will be 
doomed.' He said it twice, 'Verily, 
this (the Qur'an) is the Word that 
separates (the truth from falsehood, 
and commands strict laws for 
mankind to cut the roots of evil). 
And it is not a thing for amusement' 
[at-Tariq 86:13-14], It does not wear 
out from being repeated and its 
wonders never end; in it is news of 
what came before you, judgement of 
what happens among you, and 
foretelling of what will happen after 
you are gone/" 

Comments: [its isnad is da'ecf because 



Oil J*J 

y\ ^1 ~V»£ 

:JU .J^Judi ^JU ...<uU cJUoi 



Harith Al-A'war is weak] 
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705. It was narrated from 'Ali bin 
Husain, from his father, that his 
grandfather 'Ali bin Abi Talib 
said: The Messenger of Allah (^) 
entered upon me and Fatimah (^) 
one night and woke us up for 
prayer, then he went back to his 
house and prayed for a while at 
night. He did not hear any sound 
from us, so he came back to us and 
woke us up, saying: "Get up and 
pray/' I sat up, rubbing my eyes, 
and said: By Allah, we will not 
offer any prayers but what is 
decreed for us. Our souls are in the 
hand of Allah: if He wills, He will 
wake us up. The Messenger of 
Allah turned away saying, as 
he struck his hand against his 
thigh, "We will not offer any 
prayers but what is decreed for us, 
we will not offer any prayers but 
what is decreed for us. 'But, man 
is ever more quarrelsome than 
anything' [al-Kahf 18:54]." 

Comments: [A saheeh hadeeth and 
its isnad is hasan] 

706. It was narrated that Zaid bin 
Wahb said; When the Khawarij 
rebelled and fought in an-Nahrawan, 
'Ali {&) stood before his companions 
and said: These people have shed 
blood that it is forbidden to shed and 
have raided the flocks of the people. 
They are the closest of the enemy to 
you, but if you go to your enemy, 1 
am afraid that these people may 
attack what you leave behind. 1 heard 
the Messenger of Allah (.jjg) say: 
"Some rebels will emerge from my 
ummah; your prayer will be as 
nothing compared to their prayer. 



363 t_jJUa ji & 
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y y y J? Wj ^~ - 
y y o? If ^ 
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and year fasting will be as nothing 
compared to their fasting, and your 
recitation will be as nothing 
compared to their recitation. They 
will recite theQu/an, thinking that 
it is in their favour, but it will be 
against them; it will go no further 
than their throats. They will pass 
out of Islam as the arrow passes 
out of the prey. The sign of that is 
that among them will be a man 
who has an upper arm but no 
forearm, and on it will be some- 
thing like the nipple of a breast, on 
which will be some white hairs." If 
the army that fights them knew 
what reward they will have, as 
spoken on the lips of their Prophet, 
they would cease striving and rely 
on that . March forth in the Name of 
Allah, And he narrated the hadeeth 
at length. 

Comments: [Its isnad is qawi] 

707* It was narrated that 
'Abdullah bin az-Zubair said: We 
were with 'Uthman bin 'Affan in 
al~Juhfah, and with him were a 
group of people from Syria, among 
whom was Habeeb bin Maslamah 
al-Fihn. 'Uthman said, when 
joining 'Umrah to Hajj (tamattu') 
was mentioned to him: It is more 
perfect for Hajj and 'Umrah that 
they should not be done together in 
the months of Hajj. If you delay this 
'Umrah so that you visit this House 
twice, that will be better, for Allah, 
may He be exalted, has bestowed a 
great deal of good. 'Alt bin Abi 
Talib was at the bottom of the 
valley, feeding a camel of his. He 



j* Oy^ i^Vll^ N 

[IVY :er i_.] 
^) -v* v 

4^ y . J ^ 0 $ 
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heard about what 'Uthrnan had 
said, and he came and stood over 
'Uthman and said: Do you 
want a Sunnali that was established 
by the Messenger of Allah ) and 
a concession that Allah, may He be 
exalted, granted to people in His 
Book to be restricted for them and 
to forbid it to them? It is for the one 
who needs it and for the one whose 
home is remote. Then he entered 
Hi ram for Hajj and 'Umrah together. 
'Uthman turned to the people 
and said: Did 1 forbid it? I did not 
forbid it; rather it was only an opinion 
that I suggested. Whoever wants to 
follow it may do so and whoever 
wants to ignore it may do so. 

Comments: [Its isnad is ha$tm] 

708. It was narrated from Mas'ood 
bin al-Hakam al-Ansari az-Zuraqi, 
from his mother, that she told him: 
It is as if I can see 'Ali bin Abi Talib 

riding the white mule of the 
Messenger of Allah (3^), when he 
stood at the mountain pass of the 
Ansar during the Farewell Pilgrimage 
and said: O people, the Messenger 
of Allah says: "These are not 
the days of fasting; rather they 
are days of eating, drinking and 
remembering Allah/' 

Comments: [A sahceh hadeeth and ts 
isnad is Imsian] 

709. It was narrated from 
'Abdullah bin Shaddad: Sa'd bin 
al-Hadi said: I heard 'Ali say: 
I never heard the Prophet 
mention his father and mother 
together (in the phrase "may my 
father and mother be sacrificed 



^jJl -tills :JLs t 4j 



<-\£* J^j Sr^ ^ 

li .jljJl jSj f^UJl ^JJ c~it5 jJ} 
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for you") for anyone except Sa'd 
bin Abi Waqqas. I heard him say 
on the day of Uhud: "Shoot, O 
Sa'd, may my father and mother 
be sacrificed for you!" 

Comments: [Its isnad is sahcch, al- 
Bukhari (4059) and Muslim 
(2411)] 

710. Ibraheem bin 'Abdullah bin 
Hunain narrated that his father 
said: I heard 'Ali bin Abi Talib 
say: The Messenger of Allah 
forbade me, but I do not say that he 
forbade you, to wear gold rings, to 
wear garments made of a blend of 
linen and silk or garments dyed 
with safflower, and to recite 
Qur'an whilst bowing. He gave me 
a suit of pure silk and I went out 
wearing it, and he said: "O 'AH, I 
did not give it to you to wear it." So 
I went back to Fatimah and 
gave it to her to hold an edge of it, 
so she took hold of it to fold it with 
me, but I tore it in two. She said: 
May your hands be rubbed with 
dust, O son of Abu Talib! What 
have you done? 1 said to her: The 
Messenger of Allah forbade 
me to wear it. Wear it and give it to 
your womenfolk. 

Comments: [A saheeh hadceth] 

711. It was narrated that 'Ali 
said: The Messenger of Allah 
said: "I have relieved you of zakah 
on horses and slaves, so give zakah 
on silver: for every forty dirhams, 
one dirham. There is no zakah on 
one hundred and ninety, but if it 



hrov t \uv t ww 

.(Ti\\) 

0?' o* ^} ffi*- ~ v ^ # 

J* ^ & *J>. r^ ] s\ '<j^\ 

\ _ jfe h Jj^j J\£ 

lii ^3 ^ J! 

Ljj oi^U il^>-U L^k^U t L^Lc- 

^ Jw :l*J ciii :Jii 

: >Ji] .JsLj; ^Jb t L^J 

h»<u t w* t wr t m 

.(T * va) : f j J,Sn 
y\ ^ :0UJcJl ^ ^ tfjU -VW 

t llijj Jt^j' ' 
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reaches two hundred, then five -or; ^ - „> 

rfir/wmsaredue^nz^/i)/' ^ ^ — J ^ ^ 

Comments: [A sa/ircJi hadeeth] i^l] J'^ljS <«ll>- 

[mi t mv , \ Y*-r 

712. It was narrated that 'AH (&) l£U :^ IjJl jU^I r 1 \£U -YH 

said: The Messenger of Allah (^c) " " - , 

said to me: "Shall 1 not teach you Jf** If <-3\^»\ ^} J* r^y* v 1 



:Jli ^^li j& kilL- A- 11 ^ J* 



some words that if you say them, 
you will be forgiven, even though 
you are already forgiven: 'There is ^LUil S'U' ^1 J^j ^ J Li 



no god but Allah, the Forbearing, 



the Most Generous; there is no god J ^ J * ^ C 

but Allah, the Most High, the &\ tfl V jL-Uil V! 4jM 

Almighty, Glory be to Allah, Lord , ' B „ - \ , . / 

of the seven heavens and Lord of ^'r^ ] ^ oi^J* ^\ 

the mighty Throne; praise be to jj 4 ^ 

Allah the Lord of the Worlds/" " !■ " y >' 

Comments: [A fta&m hadeeth] 



\ 



713. It was narrated that Abu ^ ( * r/0 ^ - 4 ^_ V \r 
Tihya said: When Ibn Muljim / 

struck 'AH (^), 'Ali said: Do with : LJ e^; ^ ^o^i ^ j* 

him what the Messenger of Allah . ' ■ , ^ - * (fi| , * . , , - 

(Sfe) wanted to be done with a J - /" P w " " 

man who wanted to kill him, He jJLj Jii h\ ^fe J,M jijl LIS <u 

said: "Kill him, then burn him/' ' V < ■ 

. 11 * ji ' ^ \ ■* I J lii 

Comments: [Its is«fld is drt'ce/ " 1 

because Shareek is da'eef] 

714. It was narrated from . ^ - 
Nu aim bin Dijajah that he said: o *- ^ 

Abu Mas'ood 'Uqbah bin 'Amr al- J^4^ 1 J* 0U4^ ^ 

Ansari entered upon 'Ali bin Abi . t 

Talib (4b) and 'AH said to him: :JU ^' ^ ^ ^ ^' 

Are you the one who says that in jfjLiSVl ^ oU j^ii; r 1 , LiS 



one hundred years time there will 
be on earth no eye that blinks? ^ :^ iJ Jli wJiL ^ > 
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Rather the Messenger of Allah ^ s * - * * 

(^;) said: "In one hundred years ^ ^ ^ ^ : Jl >^ ^ 

time, there will be no eye that j^i £j j*6 j£ J^j 

blinks left on earth of those who , / i . * 

are alive today/' By Allah, there ^ ^ ^ ^ ^1 

is great hope for this ummah after % - -t > - f L- ■' ■ *vi - 

one hundred years. - , p - a , » 

Comments: [Its iW is ^i] — ^ ^ °i ^ "V^ 1 

715. It was narrated that 'AH ^ ^ ^ ^ ^ _ v ^ fl 

said: The Messenger of Allah (^) * " , " 

gave Fatimah a trousseau of a ^LUl > *UaP s^slj : \U 

velvet garment, a waterskin and a Jj, j - ^ -ju ^ ^ t J ^ 

leather pillow stuffed with idhkhtr. ' ^ J ' ^ ' " 

Abu Sa'eed said: Palm fibres. t Jc*- 3L ^ ^ ^ 

Comments: [Its isnad is ^1 u>L^ r Sl V^ }J ,Zjj 

716* It was narrated from Salimah £1; ^ £^ _ vn 

and Mujalid, from ash-Sha'bi, that ^ s * ^/ . , , , 

they heard him narrate that 'AM "^f^ ] 0* ^UJjlj ^ 

said, concerning a woman from - ' ^ *,{ . ^ r^j 

Koofah who he had flogged on ' 

Thursday and stoned on Friday: I jii 

flogged her in accordance with the . - * Mi - - ■ ■ \\ 

Book of Allah and stoned her in 3 tyt *^ 

accordance with the Sun nfl/i of the il, l^ijlj U^d^-l 

Prophet of Allah fee). - * - — ; ■* 

Comments: [A saheeh hadeeth; its 

men are Wmjiflf] [\rw t >Y\» ,m* iMA3 

717. It was narrated from 'AH r r- . > r » 

bin Abi Talib (*) that when the ^ ^ : ^ ^ U ^ ^ " VW 

Messenger of Allah (^) stood up V _ ?U>JI ^ _ -^^i 



Musnad Ali Ibn Abi Talib 



369 



to offer the prescribed prayer, he 
would say Allah Akbar and raise 



his hands to shoulder height; he y ^ijUJI y jj" j^Ai 0^^' 

did the same when he finished ./ „ . _* t /• 
reciting and wanted to bow, and ■£* 'J- '^^ ] 

he did it when he raised his head ^ Jj| ^ ^r^'l 

from bowing. He did not raise his ^ f r # -; y ' ^ - 

hands when sitting in any part of ^ J_^j J* ^ 4^ 

his prayer, but when he stood up ^ z ^ J ^ ^ ^ 

following the two prostrations, he ^ ' ^ ' ' . ' 

raised his hands in the same ^JUi ji> ^-^>_* ^+~>^* ^ 



manner and said Allah Akbar, 
Comments: [Its isnnd is Imscm] 



718. It was narrated from 
Nu'aim bin Dijajah that he said: 
Abu Mas'ood 'Uqbah bin 'Amr al- jj If <-JL^M ^ jjr^+ If 



Ansari entered upon 'Ali bin Abi 
Talib and y Ali said to him: 



Are you the one who says that in V M J Jli : J^iiJ 1 cJ* * JU* 

one hundred years time there will ^* , ; - > 

be no soul left on earth? Rather l>J r U ^ lT^ 1 ^ J"- 

the Messenger of Allah said: nj b : ^ J[u jp^ UJI 

"In one hundred years time, there " ' * > * s - ~ * 

wil! be no soul left on earth of o^'j^ ?^ ^ 

those who are alive today/' By r r .-.-n 

Allah, there is great hope for this - \ - ^ ?( " 

u mm ah after one hundred years. [v U : ^Ij] . a5 L*J ^ iiVl 



CommenLs: [Its is/wd is ^ut] 



719. It was narrated that 'Ali bin : ju^l ^ ^ b 1 !^ -V\^ 

Abi Talib (4^) said: On Friday, the " * ^ w " * ^ ^ 

devils emerge to try to push the If- J? ^^^^ ; ^ l 

people to the markets, and they .f-.. 'iv 'r; .,.,, r 'i, 

have banners with them. The " , r 

angels sit at the doors of the ^AJl f)5 : J^* ^ y. l)f 
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mosques, writing down people's % <■ a „ K f tf 

names according to their status: the 'r^ 1 ^ 1 O^ 1 ^ 1 £>■ 

one who comes early, the one who ^i-j ^ jJLL"3 t oU> Lj^ 

prays, and the one who comes after \ ' , 

him, until the imam comes out. : rt^^* ^ ^ ^^^i ^-^Jl 

Whoever is close to the imam and is " ■ - : - \- \u- *\ * >\\- -is,, 
silent or listens, and does not - f _ - ^ 

engage in idle talk, will have a - ^UVl ^ Lo jli ^UVl 

twofold reward. The one who is fr • — .y, ' . ^ - . 

further away from the imam but is * * J J? ' ' , ^ ^ 

silent or listens, and does not jk 13 OlS ^ jjj d^Jlj Hi 

engage in idle talk will have one . ,~ „ . 

reward. The one who is close to the r" J ^ f U Y ^ Uj S*^ 1 

imam but engages in idle talk and ^ tJ ' } J\ ^ u^I? J15 c ^ ^ 

does not keep silent or listen will , \ ^ o . a ^ ^ 

have a twofold burden of sin. The ^ r*J J^J ^ ^ ^ 

one who is further away from the j£ t - . -~ : : ^ ^ 
imam and engages in idle talk and ( , ^ / v 

does not keep silent and listen will p - ,( ^ ^ "-j^ 



have one burden of sin. And the one 
who says, Be quiet, has spoken, and 
the one who speaks has no Jumu'ah. 
Then he said; This is what I heard 
your Prophet (jg) say. 
Comments: [Its isnad is da'eef\ 

720, It was narrated that 'Ali ^ - ^ ^ _ vr , 

said: The Prophet (afej) said: "The ^ 

Hour will not begin until one of h* ^J^ 1 ni^! 

my Companions will be sought as ^ U ^\ . ^ ^ . ^ ' 

a lost item is sought, but he will e> ^ ^ <^ ^ ^ 

not be found." j-3; Ui ^U^l ^ ji*Jl ^li' 

Comments: [Its isnad is tfo'ec/ [nvo ; | ] ^ 

because Al-Harith Al-A'war is c * " 

. ^UJi..a,-d obi : 

72K It was narrated that 'Ali (*) ^ :jJ ^ > ; ^ _ yn 

said: The Messenger of Allah (^) " a 

cursed the one who pays riba, the ^OjUJl <. JUJ^l ^1 J^*^l 

one who consumes it, the two who 
witness it, the one who marries a 



woman and divorces her so that jiOlj *J^-"j ^M^J <-*tyj 
she becomes permissible for her 



U ^ M J^j jiJ :Jl» ^ 
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first husband, and the one for . i 

whom that is done. * * ^ _ 

^jUJl wi*-AJ 

Comments: [Hasan because of corroborating evidence; this is a da'ecf i$nad] 

722. Abu Ishaq said: I heard ^ ^ ^ „ VYy 

Hubairah say: I heard 'Ali (^) 



say; The Messenger of Allah (^) : s^sr* • J^* ^ 

forbade - or the Messenger of .5 _ > i^i/U ' U'UU 

Allah forbade me - to wear J - ^ - ^ ^ / - 

gold rings or garments made of a c^iJt ^JU- _ ^ <LU J 
blend of linen and silk, and to use 
red saddle cloths. 

Comments: fits isnad is Hasan] [W^'K ^\\\X <.\\* \ \ 



723. It was narrated from 'Ali bin : J^j -VYV 

Abi Talib (^) that the Prophet , 1 " ^ , . 1( 
said: "Blood money will be paid for ^ 0? ^ ^ ti; >* 0* 4^ 

the mw/ratafr (a slave with a contract ^ ^ Jj^i ^;,> ^ ^1 

of manumission) commensurate - ; ' " " ; " , 
with as much as he had paid off." [a^a ; iijl] j^j! 

Comments: [Sahceh] tytm 



: ^iJ^ JuAi -VTi 



724. It was narrated from 'Ali 
that the Messenger of Allah (^5) 
sent out an army and appointed a j* iSJ^i J> <V — ^ 



man in charge of them. He lit a 
fire and said: Enter it. Some 
people wanted to enter it, but jjjU ^^J-j 'J>\j U^>- 3fe 

others said: This is what we . £ , t ' , >>. - 
wanted to flee from. That was 01 > U 

mentioned to the Messenger of ^ ^ jjjj i^^Ll Jiij , U^Ui; 
Allah {^e) and he said to those I , „ ' c 

who had wanted to enter it: "If ^ ^ ^ ^ 

you had entered it you would , jj ^ -j^ : u/ii M lj^l 
have remained in it until the Day ' , 

of Resurrection/' He said some d^y 1 ^ J**} J^QJi ^ J I l^j 

kind words to the others, then he 
said: "There is no obedience in 
that which involves disobedience 
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towards Allah; obedience is only 

with regard to that which is right t<VT3V) C "C^ * JU ^ 

and proper/' ,(\ai*) 

Comments: [Its isnad is sahceh, al-Bukhari (7257) and Muslim (1840)] 

725. It was narrated that "AH (.&) f - r ;* . 

said: 'Umar bin al-Khattab (^) ' ^ * ^ J " VY ° 

said to the people: What do you J> jjS ji- 1A^> c- m.: 

think about what we have with us > , , . ^ . ; 

that is left over from this wealth? JU : JU ^ ^ 

The people said: O Ameer a!- jJJ j ^ u : ^£n 
Mu'mineen, we kept you away " / ^ . ^ - ; ^ 
from your family, your land and ^ J^* ?JUJ1 Iji ^ Ujlp jii 

vour trade; it is yours. He said to ;.. •? - - \ , , . , f 

mc: What do you think? I said: r~ 
That they have suggested some- ^ : J JUi .ill ^ .JljjUjj ij^ij 
thing to you. He said: Speak. 1 - * - *- ><>^ . ^ » 

said: Why do you want to opt for JUs fc " ljJU *' * ^ J ^ 

uncertainty rather than certainty? ; JUi Vvlt ..M : .s; ;j L jf 

He said: Stop talking like that, I * „ * t ..1" , 

said: Yes, by Allah, I will stop. Do ^ ^ l : ^- Ui ^ ^ Ifrf^ 
you remember when the Prophet ^ in ^ , ^ ? - tiy 

of Allah sent you to collect / . ' ' \ i 

zakah, and you went to al- Abbas w-AkLl^ -lp ^ ^l^l cLl : U tllf-U, 
bin 'Abdul-Muttalib and he * * ; ; 
withheld something from you? ^ - J ^ 

There was some misunder- JllL^i ^3 J\ ^ jiL : i :< j 

standing between you and you * . ,r . ; s ; - 

said to me: Come with me to the ^j-^ ^ * ^ry d^li 

Prophet (jfe), but we found him jui t ^ 

feeling low, so we went back. s ' \\ l t y £ 

Then the next morning we came to 'f-f J^ 1 ^ 

him and we found him in a frood - I. ^ * -f, *r .r.^:, 

mood, so you told him what had I ~ t ' ^ \ , 

happened and he said to you: ^ if ^Ql; J-^'j ^ J jN I 

"Don't you know that a man's . ..v : ^ - - " * ■ 
uncle is like his father?" We told ^ ^ - ^1* :JU3 f^ 11 
him whnt we had seen of his low JiiJ! ^ ^ ^yj| 

mood the day before and what we , 

saw of his good mood on the ^ Li*^* 

second day, and he said: "You ^ -vj; -^h 

came to me on the first day when I * 1 - ' 
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still had two dinars of the zakri/j left , , t - ^ ^ ^ # ^ e j, 

over, and what you saw of my low ' J** ' T^* ^ J 

mood was because of that And Jj^l *ilJ ^S^^ ^ - 

when you came to me today, I had 

given them [to someone] and that y} ^QaiN ^^j> o^L-J 
is why you saw me in a good Lu ^ ^ -j jj= i ^ ^r, 
mood/' 'Umar said: By Allah, , |t ,„ t , , " -/u 

you are speaking the truth; I . , T ' ' * 

should be grateful to you in this (-^~* ^ ^ l 

world and in the Hereafter, 

Comments: [Its isnad is ffaVe/ because it is interrupted] 

726. It was narrated that 'Ali bin y\ tij^ '■ir 1 A ~ v *^ 

Abi Talib (4*) said; The Messenger \ / , " - ■■ , > 

of Allah (s£) taught me some ^J&^&^L* 
words and told me to say them if , v Jjt jl* i^i / j jlli J, Jji 
some distress or hardship befell / , " ^ , ^ f s 

me: "There is no god but Allah, the ^ l : JU ^ ^ ^ ^ ^ 

Most Generous, the Forbearing, ^ ^ j-jj ^ ^ ^ 

glory be to Him. Blessed be Allah, ' \ . ^ ' ^ . . ' ^ , ^ 

Lord of the mighty Throne and ijU^l ^ N 'i ^ ^ : ^ ^ 
praise be to Allah the Lord of the , . *' u i - a , ^ 

Worlds. 'H^ ^ ^ 

Comments: [A sahech hadeeth; this [v M : '"I^^'VJ *-4 



is a /iflsan I'snari] 



727. It was narrated that 'Ali (4*) ^ ICJ- £jl> : ^ ti^> -VTV 
said: I heard the Prophet say: ^ . , ^ # - , 0 — 
"Whoever leaves a space the size of 1^ 'J- j? ^ 1^ ^ 
a hair when doing ghusl for janabah frj ^ : j^j; ^ ^ji ; Jii 
and does not make water reach it, J " ' '/ 

Allah will punish him with such ^ Wr^: (J 0? C^-** 

and such in the Fire." 'Ali said: * ■ . - i- 'n- u rn - i il,- u-- 
From that time I disliked my hair. - ; 

Comments: [Its isnad is nw^o' and [Un lVli ; > ,] 's>^ ^ U r 

tjLi 4lP ^Oj ol^j tSjji-L Jail^i * jL_Ji *Lla£ i ^Ljt-i? Lf-^i^ws sil I £^j>*j 

728. It was narrated from ^ ^ . , ^ - ^ ^ „ VTA 
Muhammad bin 'Ali, Ibn al- ^ , 
Hanafiyyah, from his father, that -u>~. aI>^ ^ jAJ 1 ^ 
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he said: The Prophet was , - ~ t t , _ * 

shrouded in seven pieces or cloth. ^ :Jli *=l l ^ & 

Comments: [Its fsnffd is da'cef\ [A* ^ ; ^1] J> {Jl] 



729. It was narrated from.'Ali bin ^1 £^ -VY^ 

Abi Talib that when the Messenger \' & \ , s 7 , \ s 

of Allah got up to pray, he 0? ^ ^ ^ Jj^rUJl Jjl j\ 

would say taftorr, and start the _^ ^ ^ - i^dr, Liiii 

prayer by saying: "I have turned ~* ^\ * ' 

my face in submission to the One o\ : ^Jli ^1 ^ii- ^ k ^\j Jl Jj| 

who originated the heavens and >l ' * , . 

the earth, as a monotheist and a ^ *^\^ * ^ J ^ J 

Muslim, and I am not one of the ^tj ^jJU -i^rj 11 : <J^ 

mushrikean. Verily, my Sa/n/i . # 7 - - . 

(prayer), my sacrifice, my living, & Ul Uj ' ^ ^ 
and my dying are for Allah, the ^jj^ ^ 'J=?^ 1 

Lord of the 'Alameen (mankind, V „ / , . s " - 

jinn and all that exists). He has no ^ ^ 'ir*^ 1 *4 at^j 

partner. And of this I have been J _ ^ ^. f ^ 

commanded, and 1 am one of the , ^ ^ w--- 7' , ^ 7 " ' 
Muslims [Abun-Nadr said: and I N _ ^illJl Jjl tfj : J^Ji 

am the first of the Muslims]. O ' f y., ^ . ;f * 

Allah, there is no god but You. You ^ , f , ' } 
are my Lord and I am Your slave. I J ^apU iji cJ^I} i^^^ 

have wronged myself and I admit . , " > .* = " V , . 

my sin, so forgive me all my sins, ^ b tCJl <i - 1 V fc ^ 

for no one can forgive sins except VI tj 1\ ^j^j; V tJ^U-SIl j-^'V 
You. Guide me to the best of ' >. , , ~ „' . " . 

conduct, for none can guide to that ^j^h ^ fc ^ ^j^'j '•^ 

except You and divert from me bad ^ ^ 

conduct, for no one can divert it \ , /' " K ; 

from me except You. Blessed and : ^ ^! * ft ^I v^J 

exalted are You, I seek Your U\- ::-t U - > *p- In * 'fn, 
forgiveness and I repent to You. f - 

When he bowed, he said: "O Allah, J^j <S^j ^ li'J 

to You I have bowed, in You I have 7t &tl * V "r. ,r r r , 

believed and to You I have ' ^ ^ J J '"^^ 

submitted. My hearing, my sight, iuj t Jju^ ^ : JU 

my brain, my bones and my sinews , _ i - ^ , > # > 
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submit to You." When he rose , , : , > - , „ B . ^ 

from bowing he said: "Allah hears ^ b b J ^ ^ ^ U £ >J 

those who praise Him. Our Lord, JjQj iLj ^JjjJ^ iu Lpl» : Jli 

to You be praise, filling the s t - ; 

heavens, the earth and that which «J^** ^ ^ J ^ fc 

is between them and filline - ti\ > - * *. - °\l 

whatever else You will besides." o \ £ 

When he prostrated he said: "O i^-SJl ^ jJb tSy .«^UJl ^Jj-I ^JLJl 
Allah, to You I have pros trated, in j . * * ... > , a 

You I have believed and to You I J - 

have submitted. My face has Uj tJJ^l Uj Lij -i^l t»j 

prostrated to the One Who created , J , , > . , ^ * t . %t , it- 
it, shaped it and gave it a good ^ f*^ 1 ^ v ^ H r^ 1 ^ l 
shape, and opened its hearing and tA »r JcJl JJ| N *'.A>Jl 

sight. Blessed be Allah, the Best of ' 
creators/' Then he after said the ^ v tA + a tAt * 

saton? at the end of the prayer: "O 

Allah, forgive me my past and (vvU : f *C=~ ^M^./^ 

future sins, what I have done in 

secret and what J have done 

openly, what I have transgressed 

and what You know more than I. 

You are the One Who brings 

forward and the One Who puts 

back, there is no god but You." 

Comments: [Its isnad is sahech, Muslim (771)] 

730. It was narrated that Ibn al- * *u ^ _ vr , 

Hanafiyyah said: 'Ali said: O /' - , , . ; 

Messenger of Allah, if I have a Jj-^j ^ : ^ ^ £i>Ji J>) j* 

son after you are gone, 1 will call * J. , ,> • - B \*\ . 

him by your name and give him " ' ^ ^ - " 

your kunyah. He said: /v Yes/' That J^jJf : Jli ^Mi^i J^lj <.jJL^.L 
was a concession from the 



Messenger of Allah to 'Ali. 



Comments: (Its isnad is sahech] ol-J '^ij^ 

731. It was narrated that 'Ali (<*) - ^ ;Uj £U -vr\ 

said: The Prophet (^) assured me: ^ , 

No one will love you but a J* ai J* , "r J ^ ui 4^ 

believer and no one will hate you ^ lj £f ^ l ^ ^ : 

but a hypocrite. t * - ■ . 
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Comments: [Its isrtisrf is saheeh, . , . . 

Musl im (78)j - (VA) r -C— -£V~ 

732* It was narrated that 'AH - ^ ^ ^ , vrY 

said: The Messenger of Allah (^) _ t \ „ ' 
commanded us to check the eyes ^ l : ^ tt^ J* J* 
and ears [when selectin 
animal for sacrifice] 

Comments: [Its isnad is hasan] 



and ears [when selecting an ^j, J ■ j ^ Jj, j - 

animal for sacrifice] ' - " ' 



.a<m t AYi ,vr£ :&\] 

733. It was narrated that Marwan lt > , , > , .i* ,^ „ „ , 

bin al-Hakam said: We were walking ' ^ ^ C?^ 

with 'Uthman and saw a man J, h\j^> ^ t^l^iii J, t -.j/ii 

entering iV/rawi for both ['umrah and / * \> " ^ " - . 

Hfl//]. 'Uthman (4,) said: Who is this? > J ^ tjU ^ C ^ ^ :Jli 

They said: 'AIL He said: Do you not ^ ; il^U JUi j£ 

know that I have forbidden this? He ^ , , ^ . . 7 jj ; ' " 

said: Yes, but I will not give up the ^ J>\ ^ *J' : * 

advice of the Messenger of Allah {*) ^ m ^ t -j^ 

for your opinion, ^ r ~- ^ 

Comments: [Its isnad is saheeh [ U ™ : 1^ ^ ^ 

according to the conditions of al- , 

Bukhan] - nMr> X'C^ : E?^ 



734. It was narrated that 
Hujayyuh said: A man asked 'Ali 

about (sacrificing) a cow. He 4^ J'^ : <J^ j* L J^ J? 1 



ilU jllLi £1*. -vrt 



said: (It may be sacrificed) on behalf 
of seven people. He said; (What 



about a cow with) a broken horn? : Jli ?;U^JI ; jLi -ivL^ N : jUi 

He said: It doesn't matter. He said: < * *a - - *a -% - 

(What if it is) lame? He said: If it can ^ ^ U ^ ^ l H 

reach the place of sacrifice, then [yyy ; ^^illj ol 

slaughter it. The Messenger of Allah 

(i^) commanded us to examine the 

eyes and ears. 

Comments: [Its isnad is /rrt&m] 

735. It was narrated from ,. . * , . , ^ , ^ 

'Abeedah that 'Ali (^) said: The yh - ^ ^ Vr ° 

Messenger of Allah (5^) said: -jtjr? y ] J* J? 
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"There will emerge some people t . f, ' , - - , B , 
among whom is a man with a ' - ^ J ^ - 

defective arm, or an incomplete *J\ ^ ^ £^jn 

arm, or a small arm." If you could a ^ a „ . t , . r ° , ^> > „■ 

exercise restraint, I would have told W oi ■ ^ ^ 

you what Allah promised on the ^ jU jjl iiJ l jl^ 

lips of Muhammad (^) to those £ ; f if - ^ - 
who kill them. 'Abeedah said to 5^' ^j^j 41 *^ J ^ ^ : 
'Ali fe): Did you hear that from the --^i * — , -'^^ " - - i . 'u~ 
Messenger of Allah (ft)? He said: ^ ^ & ^ ^ ^ ^ ^' 
Yes, by the Lord of the Ka'bah; yes, [Hi : ^Ij] jl 

by the Lord of the Ka'bah; yes, by 

the Lord of the Ka'bah. .O • n) > : 

Comments: [Its fsnnd is saheeh, and Muslim (1066) J 

736. It was narrated from 'Ali jl£ jtlL llil^ : X^j IjJjlp- ~vfl 
that a servant of the Prophet * 

Oft) committed an immoral action J* '^V*^ 1 ^ 0* 'u^" 1 

and the Prophet (*^) wanted me fc jjj^t £fc ^ Vi : 

to carry out the hadd punishment ' ft . u fi . "V > 4 , 

on her. I went to her and found ^ u l ^ ^ M ! ° ! ^ ir 11 

that the [post parturn] bleeding ^ ^ 

had not yet ended. So J went to - j / ' ' I 

him and told him, and he said: jj-i>Jl t-UJl I4^i- JUU l^S 

"When her bleeding ends, carry r „ wrt , , • ><- 

out the hadd punishment on her. C J v - 

Carry out the hadd punishments jM ^ ^ - 

on those whom your right hands " . . . 

possess (i.e., slave women). - ^ 

Comments: [Hasah because of corroborating evidence; this is a da'cefisnad] 

737. It was narrated that 'Ali (^) j - V^<j, ^ ^ _ vrv 
said: I used to think that the bottom - ; w ^ ^ 

of the feet were more deserving of -6^ : J* K ±* i jM 

being wiped than the tops, until I ,t. « * ' f r r : f 

saw the Messenger of Allah (^c) ^ w " V - ^ 

wiping the top of his feet. : ^!] ,U* -F *lt ^ ^JJ ^ Jl! j wj cJij 

Comments; [A saheeh hadeeth, when t \.^ ^\Ai1W 

all its isnads are taken into 
consideration] 
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738. It was narrated that 'Ali 
said: The Messenger of Allah 
forbade us to mate a donkey with 
a mare. 

Comments: [Saheeh because of 
corroborating evidence; this is a 
dn'eef isnad because it is interrupted 
between Salim bin Abul-Ja'd and 
Ali bin Abu Talib] 

739. It was narrated that 'Ali 
said: The Messenger of Allah 
said: "If I were to appoint anyone 
to a position of authority without 
consulting (the believers), I would 
have appointed Ibn Umm 'Abd 
('Abdullah bin Mas 'ood)." 

Comments: [Its isnad is daeef\ 

740. 'Ali narrated that Fatimah 
complained to the Prophet {%) 
about marks left on her hands 
from making dough. Some female 
captives were brought to the 
Prophet and she went to ask 
him for a servant but she did not 
find him so she came back. Then 
he came to us when we had gone 
to bed. 1 went to get up, but he 
said: "Stay where you are/' He 
came and sat down, and I could 
feel the coolness of his feet, And 
he said: ''Shall I not tell you of 
something that is better for you 
than a servant? When you go to 
your bed, say Subhan Allah thirty- 
three times, Alhamdulillah thirty- 
three times and Allah Akbar thirty - 



iuJU ouii i5jl>- -vrA 

[U - A t vu : J^\] .y} J± 
<U\ Jli : Jli £1* j* tijUJl J* 



ipSUJl vLi tfj^ -Vi • 

> £ U Jl^ U£Jii Nil ; JlS 



four tirnos." 

Comments: fits isfmrf is saheeh, al-Bukhari (3113) and Muslim (2727)] 



.(YVYV) 
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741. It was narrated that Abul- , , , * ^ * ^ 

Hayyaj al-Asadi said: 'Ali said to '"T^ ^ 0 - ' 

me: I shall send you on the same ; J]i ^jl^Vi ^\ ^ t j;r, ^\ 

mission as the Messenger of Allah , " , - ' 

Ofe) sent me: do not leave any ^ ^ ^ c> ^ : ^J J ^ 

image without erasing it or any ,^ ^ t J ll ^ nJj ^ ' ^ sj ^ ^ Jj, 

built-up grave without levelling it. ' , / 



Comments: [Its istwd is sahceh, 



742* It was narrated that 'AH (-&) , „ > r ;* , * ^ ^ , 

said: The Messenger of Allah (fe) ^ ^ : C^ J ^ * T 

liked this soorah: "Glorify the ;ju ^ ^ 0^ *£^U ^1 ^1 

Name of your Lord, the Most j ; , s 

High" [al-ATa:87J. & ^* ^3 olS 

Comments: [Its isnad is dfl cc/j -4 j?^ 

743. It was narrated that 'Ali (^) J[ ^ !^ ^ ^ _ vir 
said; Three people came to the ;/ ' ^*"' , 
Prophet (3^) and one of them said: ^Sti ^ : ^ ..^jUJi ^ 

O Messenger of Allah, I had one , * . „ „ , .. • llt - tl 

hundred dinars and I gave ten of - - r ^ J ^ ^ < 

them in charity. The next one said: .^'S s^ii. l^i* Jjlia t jlli JJtf 

O Messenger of Allah, I had ten , ,\ * „ ' 

dinars and I gave one of them in J ^ u - ^ 

charity. The next one said: I had ^ . . ^ ^ ^ t VLjj 

one dinar and 1 gave one-tenth of it J . ' 

in charity. The Messenger of Allah .o^ii cJl^aii tjlL^ ^ 0i5 !Jj! J^j 

(^.) said: "You are all the same in [r/ ^ * ^ , - ^ 

reward, for each of you gave one J r^ 1 : ^ ^ jU : Jb 

tenth of his wealth/' [vrd : ^l] j JU ^ jl^ ^<I5 
Comments: [Its isiifld is rfaVe/] 

. JiL>wj1 ^1 Il>c^j ij^a^I J>jUJl wi^-il ^V 1 -^ <ol^—j 

744. It was narrated that 'Ali (^) ^ -vtt 
said: The Messenger of Allah (sfe) t ; w 

had large hands and feet and big '•j a j* Ji ^UjLf- 

* oints ' & If o : ^ u :^ 

Comments: [Hasan because of ' * *, , - - 

corroborating evidence] 1^ ^ Jpj 



[vn : ^i] .^ria 
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Jlij ^ vi J j* — J' jjt >J ^L!^ ^ juj^ w v»j- 'ffj^ 

745. It was narrated that 'Aii (^) \* tijUL^ ^ Joj Uili- -vio 
said; The Messenger of Allah fe) - ^ 

said; "If two disputants sit before b l' : ^ ^ J ^ JU :JUI ^ > L ^ 

you, do not speak until you have ^ ^ , jUJ^js ^ ^ 

listened to the second one as you <t ' * ' ^ . 

listened to the first." * t^' ^^^"^^ :rt ^ 

Comments: [Hasan because of 1 

corroborating evidence and its ^4*-^ J>j ^— ^ -gtj*** 

isnad is da'ccf] * 

746. It was narrated that 'Ali ^ ^ ^ _ V £i 
said: The Messenger of Allah (^:) " ^ ' , , 

was neither tall nor short; he had J^r J> ^ j* iy>°i J> J> 
a large head, a big beard and (, \ >. - k . v \ _ J 

large hands and feet. His face had ^ ' J ^ J J * ' Jb ^' ^ ; ^ 
a reddish colour; he had a long ', ^ ^'j lr~' 

thin line of hair from the top of -* ' * -° >* " - 

his chest to his navel; and he had ^-^3 0^ <-~^J 

large joints. When he walked, he \i] t ^riLM j^Li t«£UJ» 
walked energetically as if walking / / ' ' . ' . 7^- ^ .. , " 

downhill I never saw anyone like ^ ^ tl 7^ J? ^ 



him before or since. r nM . ^ ^ ; - ^ ; ^ 

Comments: [/irtSflrz because of 

corroborating evidence] a^jj 



747. It was narrated that 'Ali 
said: Chosroes gave a gift to the 



Ar :J ^A ^jl^- ~ vfcv 



Messenger of Allah (^5) and he :J15 ^ ^ ^ tc^U ^1 ^Jl 

accepted it from him; Caesar gave Je - ^ " J . . £ 

a gift to the Messenger of Allah ^ ^ ^ 4J! ^\ 

(^) and he accepted it from him; iiiij ^ Jj; ^ Jj ^J^^ 

the kings gave him gifts and he ' ' ' \ * > > 

accepted them from them, [uro * Jt^ -J 1 ^ 1 

Comments: [Its isnad is da'ec/ because of the weakness of Thuwair bin Abu 
Fakhitah] 

p-fr- - - ^ -Uo* j^j-ljl ^ *;-4JI i^lj ^\ y jiy w^.^-aJ ^j-^ ojL^] :^yjP>* 
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^fcji ^ ^u^. ji ^ 1-,; £1^ -via 



748, It was narrated that Shuraih 

bin Hani' said: I asked 'A'ishah 'f^ 1 ^ ^ ~V- 

about wiping over the khuff (leather J, Ci'ylS^ y p-r^ 1 v ^ 

slippers) and she said: Ask 'AIL for * o . % ^* _ ^ ; 

he knows more about that than me; ^ 

he used to travel with the Messenger - 5^ t * ^ >J*\ £ u t ^ 

of Allah So I asked 'Ali (4.) C . * , // / 

and he said: The Messenger of :JLi U£ JjUi :Jli J^3 

Allah (^) said: "For the traveller, , ^ - ^ ^ ^ : ^ Jj, 

three days and night?; for the one " • ' \ " ^ ^ 

who is not travelling, one day and t ^ ■ 1 • VA* ; i^i] .*UI3j 1^ (^riJJj 

night " [UVVtUiOilHUUHt'lH 
Comments: [A saheeit hadzcth] 

749. A similar report was ^] j£ i^U^Jl ^ i *J l!iJL>- -Vi^ 
narrated from 'AH (.&) from the " t ' . j ... 
Prophet te). J- ^* ]f J. & If 

Comments: [A wheeh hodecth] £fe i--' 



jUjj ^ iL^i u^ii l£U -vo- 



750* it was narrated that 
'Abdullah bin Zurair al-Ghafiqi 
said: I heard 'Ali {^) say: Hie j> ±? J* '^f ^ Ji -kji J* 

Messenger of Allah fe) held some - - j 

gold in his right hand and some \' * - ' # — ^ - ^ 
silk in his left hand, then he raised ^1 J ^ } jbM : J^i ^JU-* : J j 
his hands and said: "These two are 
haram for the males of my ummah'' 
Comments: [Sahceh because of ^ :JUi -Cx 

corroborating evidence] ' ^ .^j 

751. It was narrated from 'AH ^ ^ ^ ^\ -Vo ^ 

{^) that the Prophet used to ^ . * 

say at the end of his Witr: "Q Ji O^^ 1 If J 

Allah, i seek refuge in Your ^ J ^ ^\ j\ : ^ ^ ;\ 

pleasure from Your wrath, I seek " - ; - 1 [ " ^' 

refuge in Your forgiveness from ^! [4^^ /r 1 ^5* 
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Your punishment. I seek refuge in - , * , . . , > fi , , 

You from You. I cannot praise Irf ^3 

You enough; You are as You have ,io^ ^jJ\ V till, il, 

praised Yourself." " * " ; 

Comments: [Its iswmi is cjazoi] - ^ - 

752. It was narrated from "Ali l\) ju^ t£U -v*T 
that the Messenger of Allah (#r) * , , ,f > . , s " . , , > - 
forbade the people to raise their ^ ^ ^ ^ ^ 0? 
voices over one another when J^ M : ^ ^ .^UJ! ^ ^U^l 
reciting Qur'an between Maghrib _ . t - s ' 
and 7s/hi'. ^ p4-^-? fj^ 1 ^ ^ *W 

Comments: [Hflsarr because of ["nr : . Jt^iil *LlJlj 'JZ 
corroborating evidence; this is a ' ' 

da'ei'fisnad] - >L — -! : Qj*" 

.^S'l 

753, It was narrated that 'Ali bin 
Rabee'ah said: I saw 'Ali when 
a mount was brought to him to ^6 ?Jr* J* ^JU^J ^! ^ Jjl 
ride. When he put his foot in the ^ ^ f ^ 

stirrup, he said: Bismillah (in the , * *'"' " - - 

Name of Allah). When he got on it, i<iJl ^ : Jli liij 

he said: Glory be to the One Who J 
has placed this (transport) at our 



^JJl jUp .aj jlUJI : Jli iyi ^jiil 

service and we ourselves would J\ Ujj ^jii «J ill lli lil ^L- 

not have been capable of that and : : ^ £ j - , 

to our Lord is our final destiny, ^ lL '^ ^ ^ r ij^liuJ £3 

Then lie said alhamduUliah three ^ ^ y iL r L^li : Jli ^ * IT* 

times and /W/rt/zzMMffr three times, , / ' t , \_ 

then he said; Glory be to You, there : ' S*yJ> jU .^J ^ li 

is no god but You, I have indeed : *f- . ' H ; . . »!. . t r 

wronged myself, so forgive me. > , 

Then he smiled, and I said: Why P to-Ui U ^Ui 3^ ^ili J ^\ 

are you smiling, O Ameer al- * ^ > p r - , 

Mu'mineen? He said: I saw the ' " ^ : 

Messenger of Allah do what I 1>; : Jli ill ^ i^l ^U^» :Jli 

have dt)ne, then he smiled and I , ■„ - ^ ' , . > * ' 

said: V/hy are you smiling, O ^ V ^ l ^ : J ^ 

Messenger of Allah? He said: "The [\,^ ,<\r - ; ^|] .i; ^ ^/^\ 
Lord is marvels at His slave when 
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he says, 'Lord forgive me/ and He ^ 4 

says: 'My slave knows that no one * / E 1 - 7 *" 

forgives sins but Me/" ^ ° ^ 3 ^ w ^ 

Comments: [Hfl5fln because of corroborating evidence] 

754, It was narrated from 
'Abdullah bin Yasar that 'Amr bin 
Huraith visited al-Hasan bin 'AH : jUj ^ M X* j* . *Ua^ ^ J-il ^ 
(4*) [when he was sick]. 'AH said * I, jii. * •* * ji 
to him: Are you visiting al-Hasan ^ kr ~ >t ^ J Cf- Jj** 
[during his sickness] when you U ^Jj ^^Ji i^l ^ Jlii 
feel what you feel? He said to , ^ ' , * „ c . , 
him: You are not my Lord, to ^ ^ 4 JU * 
direct my heart as you will. 'Ali ? j : ^ j L ; Jj 

said: That does not prevent us \ s ~ \ ^ / , f \ " " / , , 
from giving you advice. I heard t-^w^J! jl Lni*-> "V ^iiL 

the Messenger of Allah say: U)l . ^ ^ 

"There is no Muslim who visits l\ ^ t J ' " s ' 

his [sick] brother, but Allah will Ji\ Jj Ujl Jj£l Vj Ilii SU 

send to him seventy thousand : . p *f * 

angels who will send blessings ^ ' 

upon him from whatever hour of JU- 515 JlUl iUU j\ t^—L* 
the day it is until evening comes, * ' ,,,, ^ ~ . " 

and from whatever hour of the J J ^ ^ Jlj "Cr^- 

night it is until morning comes. ?l^U- j! 'JZ ^ ^1 

'Amr said to him: What do you say , ^ , p . . \ / , „. 

about walking in front of or behind ^ irf ^r^ 1 J^" °' : 4^ JU * 

the bier at a funeral? 'Ali (+) said: ^ j -^J, ^ t ^ - 

Hie superiority of walking behind ' t e tf a , * v 

it over walking in front of it is like ^ ^ ^d'j : Jj** J^* -? J ^,P^ 
the superiority of offering a ^ r t, 

prescribed prayer in congregation - - " - ' * " v T 

over offering the prayer alone. l^oo : ^l] .^-Oi ^r>^4 51 S ^J> 
'Amr said: But I saw Abu Bakr and 

'Umar (4^) walking in front of the J M ■ {^.y** 

bier, 'Ali (4^) said: They did not like fJ L_, v <IjU^ 

to embarrass the people. 

Comments: [Hasan because of corroborating evidence; this is a da'ecf i$nad 
because Abdullah bin Yasar is unknown] 

755. It was narrated that 'Ali bin > * 1, - > . > = - - . 
Abi 1 alib (^) said: The Messenger ' * ' '^ r ' 

of Allah gave me a suit of J> jJj tSU^ 9 0? ^4^' 1^ 
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pure silk and I went out wearing - - = ■ f 

it. But 1 saw anger on his face, so ^ Ujr : Jli ^ 0* ^ 0* ^3 

I tore it and divided it among my t <L±-j±S ^ Jj| J '3 

womenfolk. 

Comments: [Its isnnrf is sfl/ice/z, al- 

Bukhari (5840) and Muslim [l<U -^|J jL; 

(2071)1 "~ - ' 

756, 'Abdullah bin Shaqecq said: 



:ju 1^-3 ^ ^ — iiii 



'Uthman (^o) forbade iamaUu' [in 



^ L'jl^ : ^ Lj'jl^- -Va^ 



Hajj] and 'Ali (^) enjoined it otf : Jr*^ ji ^Ul jlp Jli : Jli sll£i 

'Uthman said to 'Ali: You do such ' 

and such. Then 'Ali (*) said: You J ^ JU 1 ^ ^ ^ ^ V ^ 

know that we did tamattu' with the UJ* AI' : Jli jli Jii) lii Jli : 

Messenger of Allah (£h-). ['Uthman] . , s ' ^ 

said: Yes, but we were afraid. : JU * *^ ^ ^ ^ H^J oi W 

Comments: [Its isnad is sahech, : .^li & d&j 

Muslim (1223)] 

.Our) > 



757. It was narrated from 'Ali bin 
Abi TaHb that the Messenger of 

Allah (^) said concerning the t^Vl ^1 J, j£ t ;Stjj 



nursing infant: "Sprinkle water on 
the urine of a boy and wash the 



urine of a girl/' Qatadah said: This : ^f^ 1 J JU #3 <JLH J^j J! : *_Jli 

applies so long as they are not „ > "* , , * /, 

eating solid food; if they are eating J >' J * 

solid food, then it is to be washed 14I t^k li U J Li 

in both cases. ' 

Comments: [Its isrwirf is sfl/irc/i] 



758. Ii was narrated from 'Ali ^ ^ - ^ ^ ^ _. VoA 

that the Prophet (i^) said: "No one ' 

(truly) believes until he believes in ii* -^C-^ ^ 0* 4 ^ 

four things: until he believes that ^ t 



there is no god but Allah and that I 

am the Messenger ot Allah Who ^Ul iJl V Jl i^L; : 

sent me with the truth, and until he = , 

believes in the resurrection after ^ J ^ " m ^ 
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death, and until he believes in the 
divine will and decree," 

Comments: [Its isrwd is Saheeh] 



759, It was narrated from 'Ali (4*) 
that he came to the Prophet 
and said; Abu Talib has died. The 
Prophet said: "Go and bury 
him." 'Ali said: He died a mushrik. 
He said: "Go and bury him." 'Ali 
said: When I had buried him, I 
came back to the Prophet and 
he said: " Do ghusl." 
Comments: [Its isnad is Saheeh] 



760. It was narrated that 'Ali bin 
Abi Talib (&) said: The Messenger 
of Allah instructed me to sell 
two slaves who were brothers, so I 
sold them and separated them. I 
told the Prophet {^) about that 
and he said: "Go and find them 
and take them back, and do not sell 
them except together/' 

Comments: [Hasan because of 
corroborating evidence; this is a 
da'ecf isnad because it is interrupted] 



.\j> LiJLji- : j**&r J: wJL> -Vo^ 

J JlS ^ ^Ji Ji l^j Llii 



; ju^i -vi* 



J? f^"' 1 J* - ^J^* ^ 'J 1 } lT^ 



j* 



761. It was narrated that 'Ali {&) 
said: Wifr is not a must like 
regular prayer, but it is a Sunn ah 
that was established by the 
Messenger of Allah (sfe). 

Comments: [Its isnad is qawi] 



^ yjJI :JU ^yi- ^ ^s^Lj* 
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762- It was narrated that 'Ali * , ^ > . ^ 5 , 

said: The Prophet (%) used to ^ ^ : o^ J1 ^ 

wake up his family during the ^ ^ Jxi ^ t ju^| i ^ 

last ten (nights) of Ramadan. \. , , * / 

Comments: [Its iW is hasan] ^ ^ ^ * & ^ : ^ 



763. It was narrated from 
Muhammad bin 'Ali that he heard 



'Ali bin Abi Talib (&) say: The ^ t ^ _ jjl ^ _ jlil 
Messenger of Allah (^) said: "I & * 

have been given that which was not ^ ^ C?~ ^ : ^ ^ 

given to any of the other Prophets/' -j u Jj^-f. . ^ fa J >* j j . j 
We said: O Messenger of Allah, 1 tf - 
what is it? He said: "I have been ^ 4 *^ ^ ^ ^ 

supported (against the enemy) with 
fear, I have been given the keys of 



the Earth, I have been named ti^i oJj,} 

Ahmad, the dust has been made a s . ,* , j 

means of purification for me and my ^ ^y^J 
ummah has been made the best of [^riY ■ i^tl « ^1 

nations/' ^ ^ 

Comments: [Its iSHod is hasan] *{Hj>* 
764, It was narrated that 7 Ali . - Vr • 1 i : " ' f 



said: The Messenger of Allah (jgg) 



used to pray Wi'fr at the time of jl5 :Jli^Uji- t^UJl/^ ^o 1 ^!^ 

the ad/irtfi and pray two rak'ahs of j r*r , , s ' / 

Fajr at the time of the iqamah . J ^bN I ^ ^ JJI J^j 

Comments: [Its isnad is ^W/ ; .iilWl jl* yU5l 

because of the weakness of AI- f ' ' ' ' 

Harith Al-A'war] v;^' 1 ^j^l ^i^iJ ^L*_j- ; 

765. It was narrated from ' Ali (^) - ll'l^ : JilJl r 1 l£U -VU 

from the Prophet (^): We spoke of * f ^ , ' 

the Dajjal in the presence of the '<S^ 0? ^ 'a* 0* 

Prophet (^) when he was ^ j^^j ^ 

sleeping. He woke up, with his face . , \ V 

red, and said: "There is something ii^li * JLsU ^ij jge 

else I fear more for you/' and he ^- . , ,, : 

mentioned something ^ ^ '"^ ^ ^ ^ : JUj 
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Comments: [Its isnad is daeef because . t . 

of the weakness of Jabir Al-JuTi] ^ ^ -©^ 
766. It was narrated that 'Ali ^ ^ ^ : p - jj± ^ -v\l 



said: A male or female mule was 



given to the Messenger of Allah ' J*t»Jl ^) ol 0* OL^*- 

(s^) as a gift. I said: What is this? . •{ "• ' • 

He said: " A mule." I said: Where ^ .^.^ ^ ^ 

does it come from? He said: "From YU* U : cJUi t iDj }1 * JiJ ^ Jj > J^^J 

mating a male donkey with a mare, * r> * « - 

and this is what is produced." I & & '-^ ^ -? 1 ^ :J1J 

said: Should we mate [a donkey] t^^Jl jU^Jl : J 'J ? 

with [a mare]? He said: "No; this is , t , „ s y .> . _ ^ ^ B , 

only done by those who do not U ^ " >UI : ^ ^ 

know/ ' ^ ilJj ^ U;i t tf» : JLi asii 

Comments: [Sa/iee/j because of rtw A . 1 - v ; 

corroborating evidence; this is a iVA * V 

da'cef isnad because of the weak- 

ness of Shareek and Ali bin < ^ ^ : S? 

Alqamah is unknown] .4*iU ^V-j 

767. It was narrated that 'Ali ^ £1^ ^ _ v ^ v 

said: When I asked permission to s > " 

enter upon the Messenger of Allah ^ l If ^j* 1 J> <J^- 1^ 

<*>' if he was P ra y in S he w ould - jj, - - - *u < ■ ■ 

say SwWum A//ah, and if not he ^ - - - " ^ 

would give permission. cJiLL^I IjJ c-l£ :JU ^li- j£ t^LSl ^\ 

Comments: [Its isnad is da'eefl j ^ jj ^ Jj| j^; 

[<=<U i^lj] .Oil iiJi ^ j 15 l\j 

.c-Ux^aJL J^^L^j ciL^jj 

j jllii ^ ^Sl ujju- -v\a 



768, it was narrated from 'Ali • ? 
(^) that the Messenger of Allah ^' 
(^) came to the place of sacrifice i^jUJt ^-^^ ^ ^ 



in Mina and said: "This is the 
place of sacrifice, and all of Mina 

is a place of sacrifice." J\ Jji : *j£ ■J, 

Comments: [Its isnad is hason) { ^ ^ yiji 
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769. It was narrated that 'Ali (4*) 
said: When al-Hasan was born, I 
named him Harb [which means 
war], then the Messenger of Allah 

came and said: "Show me my 
son; what did you name him?" We 
said: Harb. He said: "Rather he is 
Hasan/' When al-Husain was born, I 
named him Harb, then the Messenger 
of Allah (^*) came and said; "Show 
me my son; what did you name 
him?" We said: Harb. He said: 
''Rather he is Ilusain." When the 
third one was born, I named him 
Harb. The Prophet came and 
said: "Show me my son; what did 
you name him?'' I said: Harb, He 
said: "Rather, he is Muhassin." 
Then he said: "I have named them 
after the fashion of the sons of 
Haroon. Shabbar and Shabeer and 
Mushabbir." 

Comments: [Shaikh Al-Bani graded 
it da'cefm his book da'eefah (3706)] 

770. It was narrated that 'Ali (4*) 
said: When we left Makkah, the 
daughter of Hamzah followed us, 
crying: O uncle, O uncle. I took her 
by the hand and gave her to 
Fatimah and said: Here is your 
cousin. When we came to 
Madinah, Ja'far, Zaid bin Harithah 
and I disputed concerning her 
Ja'far said: She is the daughter of 
my paternal uncle and her 
maternal aunt is married to me - 
meaning Asma' bint 'Umais. Zaid 
said: She is the daughter of my 
brother. 1 said: I took her and she is 
the daughter of my paternal uncle. 
The Messenger of Allah (#,) said: 
"As for you, O Ja'far, you resemble 



^rj,i ^ ^a: -vn 

j* -y. tj>& y- ^J^j ^ 
£1^ uj :JU 

y* :Jli U> : jli **IJIEL^ U 

I 1 1 * — * 

> j> : Jli X*_^ \JM :JLi **t/^''«'.. 
*LAi 1 jlJj Uii 

: Jii p >i j; j;>- 

Jjl^i lilA 'J, t£U -vv- 

laI^U J) l^iiii •■^■^ 

ili^i UJj :Jli .J-^ ijl '■ ^Jl£* 

!>U l; dil llli Jji Jiii 
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me in appearance and attitude. As 
for you, O 'Ali, you are of me and I 
am of you. As for you, 0 Zaid, you 
are our brother and our freed slave. 
The girl should bt? with her 
maternal aunt, for the maternal 
aunt is [like] a mother/' 1 said: O 
Messenger of Allah, why don't you 
marry her? He said: ''She is the 
daughter of my brother through 
breastfeeding." 

Comments: [Its isnad is hnsan) 

771. It was narrated that 'Ali (4*) 
said: I heard a man praying for 
forgiveness for his parents, who 
were mushrikeen. I said: Would a 
man pray for forgiveness for his 
parents when they are mushrikeen? 
He said: Didn't Ibraheem pray for 
forgiveness for his father? I 
mentioned that to the Prophet 
and the words "It is not (proper) for 
the Prophet and those who believe 
to ask Allah's forgiveness for the 
Mushrikoon, even though they be of 
kin, after it has become clear to 
them that they are the dwellers of 
the Fire (because they died in a state 
of disbelief). And Ibrahcem's 
(Abraham) invoking (of Allah) for 
his father" s forgiveness was only 
because of a promise he [Ibraheem 
(Abraham)] had made to him (his 
father). But when it became clear to 
him that he (his father) is an enemy 
of Allah, he dissociated himself 
from him" [at-Tawbah 9:113-114] 
were revealed. He [the Prophet 
said: "[That was] when he 
died." 



,[<\T\ <aov 

olL e;ji : psT ^A: l;^ -vv^ 

^ ^ t J-UJI J\ IS- ijUJ.! ^ ^ 
LL*>j "^"^ iJl^a-^ :Jli 

t:>:^Jj^ ^ ^ o^Sii Y e N 
;a>>J0 fc> J! ^5^4 

[VAo .«JjL» lijw :c-j_b^J! 



389 



Comments; [Its /smai is Jmsan] 
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772. Iyas bin 'Amir narrated: I , <s , . - ^ 

heard 'AH bin Abi Talib (&) say: : wr^ i ^ X s ^ " vvY 

The Messenger of Allah fefe) used j! >Uj 

to offer Ha/2 prayers at night when „ , \ '/ " > ^ 

'A'ishah was lying between him ^ : ^J^- ^ l 1*1 Cs^ ^~*^» 

and the#W>. ^ ^ ^ ^ ^'jfo ^ 

Comments: [Its isnad is /wsan on ' * - 

the basis of other reports] 0=;j ^ 

Hii^ : v\i ^ ^'ij £^ ffiJ- -wr 



773, It was narrated from Hajjaj: I 
heard 'Ali {&) say: The Messenger 



of Allah said: "If there was ^ ^ t£ >' ^ y f-^ 1 ^ 

only one day left of this world, \ l lV > . V/. - : ' ^ 

Allah, may He be glorified and " ^UkJ! 

exalted, would send a man from us uijJl 35 ^ >^ ; & 

[A/i/wi Bart] to fill it with justice as it * * 

was filled with injustice/' Abu ^ & > 4,1 ^ 'f* V l 

Nu'aim said; "A man from me." jii J^U V*^ Li^U; 

He said: On one occasion I heard „ t ^ 

him narrate it from Habeeb from 6 > 5 ^ V* -^^j : ."^ *>^r> : 

Abut-Tufail from 'Ali (&) from the - #11 — i^tji f - - 

Prophet (fig). / ^ ^ JH- ^ 



Comments: [The both iSHf?*/ are 
Sahcch and said it Ahmad Shakir] 



774* It was narrated that 'Ali J^ l ^j : -Wi 

said: al-Hasan most closely - : " ,\" . , - . * 

resembles the Messenger of AHah & if tJ^I ^ 

(*) in the chest and head - and al- u #r Jui til ^Ji 

Husain most closely resembles the s , • ? * ^ " ? 
Prophet in what is lower than 
that 



I 



Comments: [Al-Bani graded it da'cef 

in the da'eefoi Sunan At-Tirmidhi jy-- ^ i>^^' : ffW 



(4050)] 



775. It was narrated that y Ali (&>) \ i * , * > - u r ^. * . . ^ - 

said: The Messenger of Allah (ft) ^ ^ ^ J L ^ " VV ° 

said: J/ Whoever commits a sin in tJU^I ^1 ^ ^^-1 : 

this world and is punished * > >-'u = ' 'ir V — 

therein, Allah is too generous to ^ ' J ^ J JU : JU ^ 1 
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repeat His punishment of His 
slave [in the Hereafter]; whoever 
commits a sin in this world and 
Allah conceals it and pardons 
him, Allah is too generous to 
retract His pardon when He has 
granted it" 

Comments: [Its isnad is hasan] 



776. It was narrated that Habbah 
bin al-'Urani said: I saw 'Ali 
smiling on the yninbar and I never 
saw him smile more than that [so 
broadly that] his eyeteeth appeared. 
Then he said: I remember what Abu 
Talib said. Abu Talib came to us 
when 1 was with the Messenger of 
Allah and we were praying in 
Batn Nakhlah. He said: What are 
you two doing, O son of my 
brother? The Messenger of Allah 

called him to Islam, but he 
said: There is nothing wrong with 
what you are doing (or saying), but 
by Allah you will never get my 
buttocks higher than me. And 
['Ali] smiled in amazement at what 
his father said. Then he said: O 
Allah, I do not know that there is a 
slave of Yours in this nation who 
worshipped You before me except 
Your Prophet - and he said it three 
times. [Then he said:] I prayed 
seven years before the people 
prayed. 

Comments: [Its isnad is da'eef 
jiddan\ 

777. It was narrated that 'Ali bin 
Abi Talib said: The Messenger of 



aUU ^~*y* j-* 11 

Upj fliic- *ss\ cjJi ^ lis j_isi 

jj ^xp- ^<cj ^i5l I^jw^ ^lU^? 

i - " c s * » * 

liU :JUi ilL^u JbL ^JLoj 

^ Jui j^j u juii 

ilJ Ijup !»t ^i^i ^ ^1 :Jl* ^ 

_ Jilj ^ £-S!l ^r? 

[nir .U^ 

lli i^-i : Jvi M jl^ ll'J^ -vw 
^ >J ^ J ^.4^ 



Musnad Ali Ibn Abi Talib & 392 ^ ^JUa ji J^. \\t„* 

Allah (^) led us in prayer. He left ^ „ , tt * t , s 

then he came back, and his head ^ L ^ : ^ ^ ^ ~ <Ui * u 
was dripping with water, and he ^ Jj, ^ : ^ J- 

led us in prayer. Then he said: "I t ; ' \ ^ *l 

led you in prayer just now when I ^ ^ ^ J* *'J~* ^ ^ 

was jimub. Whoever is in the state \ ^ J M£ ^ t , jiUJi 

I was in or hears a sound in his # ; " - ; v * - ' - - 

stomach, let him do what I did/' ^ .sj^li U£ ^ aJU) J_j^3 ^ 

Comments: [Its isnnd is da'eef : Jli li t lL JLi ^ >L; ii'^ ;^ 
because of the weakness of Ibn ( , 1 _ ' ^ 
Lahee'ah] -CU*! ^JLs v^ii uij lil ^ il 1 -^ ^y!" 

[ha u jL ;-,vu 

/T : _l — Jl ^>wiJl ijj^A ^1 j^ 1 "^~-J : jLr^" 

778. It was narrated that 'Abdur- . r.; f . . # . , 

Rahman bin Abi Laila said: My ^ ^ ^ ^ ^ t?J b ^ " VVA 

father used to chat at night with Jti J\ ^ ji^Jl ^ .J'^lJl 

'Ali, and 'Ali used to wear summer ^ t - / <■ . 

clothes in the winter and winter ^ 0LS - k *Jp C ^ ^ : ^ 

clothes in the summer. It was said ^13) -liijl ^ v± 

to him: Why don't you ask him \ i£ „ 

[about that}?' He asked him and he ^ : ^ J jliljl 

said: The Messenger of Allah (fe) M, ^ ^ Jj, j - 5, - j £ ^ 

sent for me when I had a sore eye ; ; ' ' ^ ' , 

on the day of Khaibar. I said: O Jj-^j ^ : iiii i^Zi ^ j^Jl Jujl Ulj 

Messenger of Allah, my eye is sore. . . - *. f Tl 

He spat in my eye and said: "O ^ ^ ^ v^ 1 ^1 

Allah, take away heat and cold from Ui ii j^J13 >^J! ^Ll* :Jlij 

him." And I have never felt any heat - Cj . . ^ ^ ^ , . 

or cold since that day. And he [the :JUj >^ 

Prophet said: "I shall certainly t ibl vi^J SUj il^Jl 

give the banner to a man who loves / ? - ' . \> , s 

Allah and His Messenger, and ^ ^'/^ K[ fA ir^ 

Allah and His Messenger love him, \^^\v : ^Q.L^LUU ^1 

and he is not one to run away." The " ^ J - 

Companions of the Prophet {^) ^ ^ ^- "^ ^-v-^ ^j^" 

hoped for it but he gave it to me. .JJj y ^J\j^ y y> 3 ^ 

Comments: [Its isnad is da'eef because of the weakness of Ibn Abu laila Shaikh 
of Wakee'J 
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779. It was narrated that ' Ali (4.) 
said; I was sitting with the Prophet 
(%) and 'Ammar came and asked 
for permission to enter. He said: 
"Let him in; welcome to the good 
and purified one/' 

Com men Is: [Its isnad is Saheeh, 
Ahmad Shakir said it] 



780. It was narrated that Shuraih 
bin Hani' said: I asked 'A'ishah 
about wiping over the khuff 
(leather slippers) and she said; Ask 
'AH (4*). I asked him and he said: 
Three days and nights - i.e., for the 
traveller - and one day and night 
for one who is not travelling. 

Comments: [Its isnad is saheeh, 
Muslim (276)] 

781* It was narrated that Shuraih 
bin Hani' said: 'AH told me to wipe 
over the khuff (leather slippers). 

Comments: [Its isnad is ha<an, see 
the previous report) 



782* It was narrated that Tariq 
bin Shihab said: I saw 'Ali (4*) 
saying on the minbar. By Allah, 
we have no book we read to you 
except the Book of Allah/ may He 
be exalted, and this document - 
which was attached to his sword - 
that I took from the Messenger of 
Allah in which are the rates 
of zakah. It was attached to a 
sword that had iron adornments, 
or he said, that had iron rings. 



jL-^J y\ : J IS jU: ~VV* 

.<m .t^ikJi will i^u tii 



./Li. 



.1 -dti I 



,<m) 



T * 



tSll y\ ^ -VA\ 



1 : Jli : 



[va • : js< ^1 oi 

,sj_iL> j^l>\j t ^1-*^ ;^y*j 
ijji ^lili ^ JUU -vay 

u ^jj 1 3 * j-*3 ^j-f^ 

Jji 4,14 jJuU 0^: 4^ ^ 

[*\^T ,AV£ 4 V^A : .JujS- 
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Comments: [Saheeh because of 
corroborating evidence; this is a 
da'ecf isnad because of the weak- 
ness of Shareek] 

783, 'Abdullah bin al-Harith bin 
Nawfal al-Hashimi said: Abul- 
l Iarith was in charge of some of the 
affairs of Makkah at the time of 
'Uthman. 'Uthman (4*,) came to 
Makkah and 'Abdullah bin al- 
Harith said: 1 welcomed 'Uthman 
in the camp at Qudaid. The people 
of the oasis caught a partridge and 
cooked it in water and salt, then 
they cut it into pieces to make 
tharecd, and we offered it to 
'Uthman and his companions, but 
they refused to eat it, 'Uthman 
said: It is game that I did not catch 
and I did not order it to be caught; 
it was caught by people who are 
not in ih ram, and they have offered 
it to us, so there is nothing wrong 
with it. 'Uthman said: Who can say 
something about this issue? They 
said: 'Ali. So he sent for 'Ali (4.), 
who came to him. 'Abdullah bin al- 
Harith said: It is as if I can see 'Ali 
when he came, brushing some 
leaves off his hands. 'Uthman said 
to him: Game that we did not catch 
and we did not order it to be 
caught; it was caught by people 
who are not in ihram and they 
offered it to us, so there is nothing 
wrong with it. 'Ali got angry and 
said: 1 adjure any man who was 
present with the Messenger of 
Allah (3k) when the meat of an 
onager was brought and the 
Messenger of Allah (^g) said: "We 
are people who are in ihram; give it 



_ jUlLi &Jb- -VAr 

tii^ j j± -j, j\ 

:Jli t^l^l ji> J ^jUJl J 4S\ 
J & jy\ ja f \ Ji OjUJl J\ J If 
Jlii i& J\ jUjU jJU t oUip J] 

^ J^; J, :0Uii J la V^fc 

J lis ji ialiji cJ^J £U 

ioJ^aj pJ>j n\ -J _Lj? ; jUj^ aJ 

^■3 iiil iijt :Jlij *^ til ; JI* 
llM j^ii : J li iij^ji Jii ijji\i ^ 

jji ^5 iijt ^ jij 
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to people who are not in ihram." ( ( VJ| "i^f * Jjif * ui» 

Twelve of the Companions of the ^ "y^* 3 f>* * 

Messenger of Allah (gg) bore ^ slJl /y? J^ii :JU 

witness to that. Then 'Ali said: I ^ ^ '* - 

adjure by Allah, any man who was 16 P J* :JU ^ 

present with the Messenger of ^| ^\ i 1 Jjyi J5ij t lU; Ji^i 
Allah (sfe) when some ostrich eggs 

were brought and the Messenger of t Ar * tAU tVAi 

Allah (jj^) said: "We are people f 

who are in ihram', give them to 3 -" " * ' * " Uj 'Cr-^ 

people who are not in ih ram! f Fewer J^ 1 j 1 ^ ^^-^ ^ 4;j ^ 

than twelve men bore witness. Then ^ aljL*^ J%>Ji o^U? ii[ f ^»~JJ -wlM 

'Uthman turned away from the food .( \ ay O : jjU»Ji ^ 
and entered his tent, and that food 
was eaten by the people of the oasis. 

Comments: [Hasan because of corroborating evidence; this is a da'ecfismd] 

784. It was narrated from , ; ^ ^ . M ^ _ yM 

'Abdullah bin al-Harith that his ^ \ 
father prepared food for 'Uthman. ^ ^ 

He said: It is as if 1 can see the ^ . /tf y .^^j, . jj, ^ 

partridge in pieces in the bowls. * , f J f L 

Then a man came and said that 'Ali J! >i» :JU O 



was objecting to this. So he sent 
for 'Ali, whose hands were dusty 

because he had been knocking ^ ^lal* y*j ^ Jl *^ 



UU jj :JUi Jjtj iU*i ijLi>*Jl Jl>»- 



down leaves (to feed to the camels) 
and he said: You disagree with us a 
great deal. 'Ali said: I am reminding J>\ t& ^ l j* *W : ^ 



of Allah those who were present ^ . 
with the Prophet (#5) when the 



meat of an onager was brought to J^-j p^* <( J^ J*' <,oy>j^ 



him when he was in ihram, and he 
said: "We are in ihram; give it to 
people who are not in ihram." <?^> ^5 ^^-^j ^ ^ ^-J 1 

Some men stood up and testified to *'1 it vt ' Mr ; * ■ ' i-i fl . 'n- : 
that. Then he said: I am reminding v * u - 1 



of Allah any man who was present J^-^* jUi^ pU* <. JU-j ^ 

with the Prophet (m) when five _ #uJ| ^ ;u ^, 

ostrich eggs were brought to him ' - ^ 
and he said: "We are in ihram: give [VAV 
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them to people who are not in ^uu " t .jj 

ihram," And some men stood up ' ' ^ J 

and testified. Then 'Uthman stood 
up and went into his tent, and 
they left the food for the people of 
the oasis. 

Comments: \Hasan because of corroborating evidence] 

785, It was narrated from 'Ali 
bin Abi Talib that he said: A mule 

was given to the Messenger of ^ t^J- ^\ ^ ijj ^ 
Allah as a gift, and we said: 
O Messenger of Allah, what if we 



0? 1 i>~ „ ^4 : r^ 1 * " VAd 



mate donkeys with our mares, JjJiii :Jli ill t^Jli ^1 ^ ^ 
then we will have something like 



this? The Messenger of Allah (^) ^ J ^ L - : ^ l ^ ^ ^1 
said: 'That is only done by 1 
who do not know." 

Comments: [Its isnad is sahcch] 



said: 'That is only done by those jL, £^ ^jl iL^M y 

who do not know." : / . 



786. It was narrated that' AH (^) £ ^ ^ -VAn 



said: Witr is not a must, but it is a 



Sunnah from the Messenger of cA tS^Li* ^ ^-fL* ^ JI^J-I Jl\ 

Allah (^5) and Allah, may He be *^ ^ „ : j j ^ . ^ 

glorified and exalted, is One and ^ ' " ^ " - J t ^ 

loves that which is odd numbered. yj J^-j ^ <JJ1 013 ^ Jj| ^ 
Comments: [SaM] [^o* ^1 ] ; ' 

787. It was narrated that the freed f r ;* . , 

slave of 'Abdullah bin al-Harith ^ ^ ^ ~ VAV 0 ' W ° 

said:Idid'Limra/; with 'Ali bin Abi <V ^L^J-i V M 

Talib (&) at the time of 'Umar - or * \. r , a y " 

at the time of 'Uthman. He stayed ^ ^ ^> r^ 1 s* 1 ^ 

with his sister Umm Hani' bint Abi Jbi 2N> ^ ^ o? ^ 

TaJib, and when he had finished ' , " t * : \ J . r 

his 'Umrah he went back, and ^j 1 4^ f ^jLAJl ^1 

water was prepared for him and he ^ ^ ^ 

washed himself. When he had ^ *' 
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finished washing himself , some of ^ \^ \ -\ "U *l -*1 JLi 

the people of Iraq entered upon ; - ^ ^1 ^ f ^ ^ 

him and said: O Abu Hasan, we jjj, £j JXti ^ 

have come to you to ask you about ^, ^ _ , ^ . : ; . ^ , 

something we would like you to ^ ^ 4^ J- ^ ^J^^ 



tell us about He said: 1 think al- Ul U 

Mugheerah bin Shu'bah is telling ^ . " f 

you that he was the last of the ^jf^ ^ 
people to speak to the Messenger 
of Allah (3^), They said: Yes, we 



have come to ask you about that. : l^li <U1 j^^' OJ^I 

He said: The last of the people to > jJUUJ £L>- JlT * - U-l 

speak to the Messenger of Allah ^ 0 * - ' ^ ^ 

(&5) was Qutham bin al-' Abbas. .^CiJl ^ ^ 9fe Jj^i ^ 

Comments: [Its jsrwd is hasirn] 

788, It was narrated that Bu raid bin V £^ -VAA 

Asram said: I heard 'Ali say: A .- , jf ^, 

man of Ahlus-Suffah died and left f^ 1 ^* ^!>! ^ ^ : ^^4^ 

behind two dinars or two dirhams. The 
Messenger of Allah (^) said: "Two 

brands of iron; offer the funeral *j=**-^ V t^iJaJ! J*! 

prayer for your companion." 

omments; [This is a 
because Utaibah and 
Asram are unknown] 



Comments: [This is a du'eef isnad s % 

because Utaibah and Buraid bin [ms^UoiiUss \ J^\1 ."^-Li 



1 ^jj JLi yj iJ'l^jJ ojLljj : jj>*j 

789. It was narrated from 'Ali (4c), ^ ^] £ji :ill^ Uil- -VA^ 
from the Prophet that he said: \ _ ^ > > 
"Whoever lies about his dreams J-^v 11 ^ ^ J* cJ^^ J^^ 1 J ^ 
deliberately will be ordered to tie a ^ ft ^M, > t *JLiJl 
grain of barley on the Day of „ - : ^ - ^ 
Resurrection/' ii* ^JdS >.'\jJL* u Ujyl ^ ^ji5 v» 

Comments: [Sato-eh because of [ 0 ^ A . .i^CaJi r^i 

orroborating evidence, and its ^ 

isnad is because of the . ^ ^ ^ ^ . 

weakness of Abdul- ATa] r 3 * ' J 1 C^* 3 ' 2?-^*" 

790. It was narrated from 'Ali bin ^ uA*.* j£±>- '-^ -v^ » 
Abi Talib (^o) that he said: My ears " , ^ i : , 
heard and my heart understood J* s}^ & : 0i> ^ !l 4^ 
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from the Messenger of Allah (%): , , . _ , t t 

"The people follow Quraish: the ^ Jih^cA & 

righteous ones follow their righteous J^jj Jj^, ; Jli ^JQ, J\ J m£ 
ones and the evil ones follow their / s - ' 

evilones." ^o^^ p Ir^' 1 : ^ ^ Jj^j 

Comments: [Sa/in'/i because of jLijl^ ijL^LiJ U^JLi 
corroborating evidence; this is a " ' ' 

da'eef rs«fld because of the weak- H*^A t vr * 1 : ^1] jjUjij^J 

ness of Muhammad bin Jabir Al- . 
Yamami] 1 ^ £^ 

791. It was narrated from 'AH bin ^ :?L - ^ ^ „ VM 

Abi Talib that the Prophet (#0 r ( 

forbade (as a sacrifice) any animal : ^ JL* L r^ A -' ^ Irl 



that had lost most of its ear or horn 
He [the narrator] said; I asked 
Sa'eed bin al-Musayyab and he .J^Jlj jiVi j* ^ ^1 M 

said: Half or more. 



Comments: [Its isnad is Hasan] 



[ITT :^r\j] .ijUi j> u* Ji^i] 



792- It was narrated that 'Ali (^) :iU j - ^ ^ ^ Y 

said; The Messenger of Allah (jgg) * " b , 

entered upon me when I was 0* ^1 ji ^}JI ^ 

sleeping on the mattress. Al- v - V *r '--"Ui i£ n *- 

Hasan or al-Husain asked for a ^ ^ ^ * ^ 

drink, so the Prophet fe) went to lUluJl Ijfj Jji 

a young sheep and milked it, then , - , , ? , • , / , 

al-Hasan came to him and the ^ :JU t ^ J1 ^ 

Prophet (gg) told him to wait co^ii l^i^i ft Sli Jt #r 

Fatimah said: O Messenger of . - t [' * ^/ , /' . 

Allah, it is as if he is the dearer of ^ ir* 'S^ 1 

the two to you? He said; "No, but vidl L^t £ts !<Ll J - £ 

he asked for a drink first" Then 

he said: "You and I and these two r M ^ >^' t ^ n 

and this one who is sleeping will . = f v .u^i- m 

be in the same place on the Day " - / " 

of Resurrection/' - lf y^^ ^ J^-l) 

Comments: [Its I'snad is da'ccf jidcfan : 
because of the weakness of Qais ^ ^""^ " 

bin Ar-Rabee'] .J_.j>J! ^ < t \J^j f \ J ^| 
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793, It was narrated that 'Ali , G > s ^ , ^ * ^ 

said: The Prophet (ft) said: "I ^ ^ : ^ ^ L ^ " V ^ f 

went out when the moon rose as ^ ^ oUIU, 

if it was half of a dish/' Then he , s , > r 

said: Tonight is Lailatul-Qadr. :M & ^ ^ ^i^! 

Comments: [A saheeh hadeeth, its Cl5 ^iJl ^ ^ ^l>-^-» ^1 jli 
i'snfld is da'cef because of the , „ ^ i , ^ 

weakness of Hudaij] .^_UJl aiJl :JUi jli 

794. It was narrated from . ^ - >^ ^ ^ _ vU 
Zadhan that 'Ali said: I heard e ( . , „ r 
the Prophet say: "Whoever 01 : j t^LUl SUa*- 1/^1 
leaves a space the size of a hair on ^ ' - - tLU l : * - Ji 
his side when doing ghusl for ^ ' ' ° * T ^ ^ 
janabah and does not make water *-}—^r £fy* If* 11 : 
reach it, Allah will punish him . ^„ ^ , > f ^ ^ ,j 
with such and such of fire." ' Ali ^ J ^ ^ r - 
(<&) said: From that time I disliked p j^* : ^ ^ 

my head (i.e., hair). 

Comments: [Its isrmd is da'cef] 



[vyv i^ij] .^Jj Jjsu U u 



1 Jw» "UP ^ i-Uj iiy^L laJb^l k^Jl 31 ^ *.Ua* t U- y >, j.ji.^ o^L-J ^jpv 

795, It was narrated from ^ - ^ ^ ^ ^ 0 

Zadhan that 'Ali bin Abi Talib (&) £ ^ „ ^ 

drank whilst standing and the J} 0? ^ 01 1^ J>) 

people looked at him as if they , ^ -JJi >=i .LliU O i UlL 

found it odd. He said: What are „ * , '/ * \ , 

you looking at? If I drink whilst ^! jl S d/j^ U : Jlis ^j)>Jl 

standing I saw the Prophet fe) .c * , * - -r ,£ 

drink whilst standing, and if 1 " ^ > 

drink whilst sitting, I saw the ^ cJi^ jl^li ^^il L\j 
Prophet drink whilst sitting. 

Comments: [Its isnad is hasan] 



796* It was narrated from : ^ ^ _ v ^-\ 

Muhammad bin 'Ali (4*), that his . 5 . . 5 . „ . = 
father said: The Messenger of <>' ^ ; ^ J* 
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Allah had a large head, big „ , 

eyes with long eyelashes, reddish : JU ^ 0* ^ y J - 0* - J^* 

eyes, a thick beard, a pinkish ^ t ^ji ^ ^ Jj; V - 

colour and large hands and feet; " , / tl , 

when he walked, it was as if he -j 1 ^-^ ^-i* 
was walking uphill - al-Hasan *J± ^ ^ ^ ^ ^ ^ 

sajd: Fie leaned forward - and , 

when he turned, he turned with ^-^t L^LS" ^JLi lil 
his whole body. 



Comments: [Its isnad is hasan] 



J 97 ' h T 5 u nan ^ e ? fro ™ Rlt/i ;f o • ^ & &± -vw 

bin Hirash that 'All bin Abi Talib ' ' > 

stood up to deliver a speech >* : J Jlij ^.Up ^ jl^i 
in ar-Rahbah. He praised and ~ ... , / ^. 

glorified Allah, then he said what ^ ~ ^ ^ ^ 
Allah willed that he should say, *jLM o!^ t£U ;_ ^ ; r _U 

then he called for a vessel of t „. , ^ , * . ^ ^ 

water. He rinsed his mouth, ^ ^ 4** 01 ^ ^ ^ 

washed himself, and drank what Jl. UJi 1^- ,^\\ j ^ - J 
was left over whilst standing. ; , „ ' , f J ^ , ; \ 

Then he said: I heard that one of ^ r 5 tu >^ OI-AJUUUJIipL-uU 

you dislikes drinkine whilst - - s *• - . - . > 

standing. This is the wudoo of one ., _ / ' 

who has not broken his wudoo'. o\ j^£> : Jli tj^li ^Jj jJii 
And 1 saw the Messenger of Allah -> S[ 

do this. ^ ^ ^ jl «a & 

Comments: [Sohech because of ^ ^ ^ 

corroborating evidence; this is a [oAr j ^ ^ 

798. It was narrated that Tariq - i^J ^ ^ ^ _vu 

said: 'Ali (4*) addressed us and , , . s . 

said: We have nothing of the ^j^* ^kj^ &J^~ * ^J&j'jtt Mr 

Revelation - or he said: nothing u ^ ^ .j^ ^* . 

written from the Messenger of , . " , " 

Allah (-^} - except what is in the jt ' ^ j' _ ^ ^ L ^ 

Book of Allah and this document t (1 lV ... v f. ■;" , 

attached to my sword. - [The ^ ^ U N i - * ^ 
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narrator said:] He was wearing a 
sword with an iron adornment. - 
In it are the rates of zakah. 

Comments: [Hasan because of 
corroborating evidence; this is a 
da'eef isnad] 



799. It was narrated from Zirr 
bin Hubaish that it was said to 
'Ali: The killer of az-Zubair is at 
the door. He said: Let the killer of 
the son of Safiyyah enter the Fire, 
I heard the Messenger of Allah 
(5^) say: "Every Prophet has a 
disciple and my disciple is az- 
Zubair." 

Comments: [Its isnad is hasan] 

800. It was narrated that 'Ali (4*) 
said: The Messenger of Allah (5^) 
gave me two slaves who were 
brothers, and I sold one of them. 
The Messenger of Allah (gg) said: 
"What happened to the two 
slaves?" I said: I have sold one of 
them. The Messenger of Allah (^ f ) 
said: "Get him back/' 
Comments; [Hasan because of 

corroborating evidence; this isnad 
is da'eef because it is interrupted] 



[VAY 



ill*. -v^ 



^1 ji 



801. It was narrated from 
Muhammad bin 'Ali, Ibn al- 
Hanafiyyah, that the Prophet (jfe) 
was shrouded in seven pieces of 
cloth- 
Comments; [Its isnud is da'eefl 



: jU^Jj jU£ uJjl>- -A 1 * 

[vi « i^lj] .i:S> J.U 

^U--j 1JL*_j t 0 jjJ :^^j^mJ 

— 0^ ^ *AJl 4-* ^ ^ jUj- 

[VTA :^^y> : l<^J^^^Jl 



Musnad AH Ibn Abi Talib 4> 402 ^ ^dU* ji ^ ^ V.;.: 



0l i 



jj ^jJ 1 £>^*}\ ^J^Jl iiJL^Jj ^ J_i* y ^ ^ <dJl.L* j ^LJ ^L*^ .jl^l 

802. It was narrated that Fadalah ; y til^ -A * Y 
bin Abi Fadalah al-Ansari - and . . 

Abu Fadalah was one of the people - 1 ^ - ^' - ^ 

of Badr - said: I went out with my iJL^i ^ aluJ t JJU jlL^J! 

father to visit 'Ali bin Abi Talib "/* / - ^ f( . /" ' 

when be was sick and had become J* 1 & ^ ^3 „ ijLi^l 

very ill My father said to him: f ^ ^ ^ ;Jii 

What is keeping you here? If you : / . ' e 

die, there will be no one to take : JU ^ ^ V-! 11 ' 

care of your (burial) except the ji; ^ j \££ ^ . f y J£ 

Bedouin of Juhainah. It is better for „. f > % : ' „ , _ , 

you to be carried to Madinah, then ^! ^ ^ 

if you die, your companions will ^ J^f ^ ,5LjlJ| jl 'UA; 

take care of you and offer the * ' V / . 

funeral prayer for you. 'Ali (^) : ^ -^4^ ^jX^>3 ^^"1 

said: The Messenger of Allah (fe) — j ^ ^ ^ ^ ^ ^ 3^ 

promised me that I would not die ( ^ />>\> > 

until I am appointed leader, then Crf - ^J^t _ vl^i^; ^ rj>}\ 

this - meaning his beard - will be >\ vj- -l*: ... 

dyed from the blood of this - * ^ J "~ ^ ^ ~ ^ ? 

meaning his head. Then he was -0=*~? fji 

killed, and Abu Fadalah was killed . " . ' 

fighting alongside 'Ali on the day ^ ""^^ ^ * ' 

ofSiffeen. •* Ju * ^ 
Comments: [Its isnad is dffVc/" because Fadalah bin Abu Fadalah is unknown] 

803. It was narrated from 'Ali :^Ujl ^li bil^ -A»r 
bin Abi Talib that when the Cj * '% t * ' ^ t 
Messenger of Allah (Sg) started to ^ - ^ ^' ^'^oi 1 ^..^! 
pray he would say takbeer, then t ^1 ^ .UL J ^ i^UJl 
say: "1 have turned my face in \ ' ^' s " 
submission to the One Who ^ ^ uk* if ^} ^ £f J* 
originated the heavens and the ^ ^ & ^ g ^ ^ . ^ 
earth, as a monotheist and I am 7 * - % % * ' 
not one of the mushrikeen. Verily, •^r? -Ziyi p *^5C 
my SflW, (prayer), my sacrifice, . ^ - y 

my living, and my dying are for ^ J ^ J J - J 

Allah, the Lord of the 'Alameen tm J^j J^-* h .rx^A'ji 



(mankind, jinn and all that exists). 
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He has no partner. And of this I 
have been commanded, and 1 am 
the first of the Muslims, O Allah, 
You are the Sovereign, there is no 
god but You. You are my Lord 
and 1 am Your slave. I have 
wronged myself and I admit my 
sin, so forgive me all my sins, for 
no one can forgive sins except 
You. O Allah, guide me to the 
best of conduct, for none can 
guide to that except You; divert 
from me the worst of conduct, for 
none can divert it except You. 
Here I am at Your service, all 
goodness is in Your hand and evil 
cannot be attributed to You. My 
existence is due to You and my 
return is to You, Blessed and 
exalted are You, I seek Your 
forgiveness and I repent to You/' 
When he bowed, he said: "O 
Allah, to You I have bowed, in 
You I have believed and to You 1 
have submitted. My hearing, my 
sight, my brain, my bones and my 
sinews submit to You/' When he 
rose from bowing he said: "Allah 
hears the one who praises Him. O 
Allah our Lord, to You be praise, 
filling the heavens, filling the 
earth, filling that which is 
between them and filling 
whatever else You will besides/' 
When he prostrated he said: "O 
Allah, to You I have prostrated, in 
You I have believed and to You I 
have submitted. My face has 
prostrated to the One Who 
created it and gave it shape and 
gave it the best of shapes, and 
opened its hearing and sight. 



403 L-JUfl ^ Jj- .Vim * 

^JlJsl tCJl Vj 'jk£ V ilw- 

t cJi vi ^J-H ^ i^' 1 ^\ 

Vj 14^- j J^> ^ j^i V ^ ^ ' 

:Jli lilj ^ iJ-J^ 

,\-^>-li t-JL^ ^JlU 

*Jiuf Uj (wr/\) ^ 

,k^Ji vi v i^ijiJi cJij 
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Blessed be Allah, the Best of (vv\) - ^ ■ 

creators/' When he had finished r ° ' 

praying he said: "O Allah, forgive 
me my past and future sins, what 
I have done in secret and what I 
have done openly, what I have 
transgressed and what You know 
more than L You are the One who 
brings forward and the One Who 
puts back, there is no god but 
You." Abdullah said: We heard 
from Ishaq bin Rahawaih, from 
an-Nadr bin Shumail, that he said 
concerning this hadeeth, instead of, 
"evil cannot be attributed to 
You/' he said: Evil cannot be used 
to draw close to You. 

Comments: [Its isnad is sahceh, Muslim (771) J 

804. It was narrated from 'Ali bin 
Abi Talib from the Messenger 
of Allah that when he began ^\ jy^UJl <l!p ji> 
to pray, he said takbeer, then he > . / , , * 
said, -I have turned my face/' - ^ ' ^ ^ %^ ^ X ^ 
and he narrated a similar report, ji- ^JlL ^1 ^ ^\ 
except that he said "and divert ^ * - "/ , V * *' " ; 
from me the worst of conduct/' C^ 1 H dlS ^ : ^ ^ ^ 
Comments: [Its isiifld is saheeh] "^Cs&'J ^4^3 }l "JL* |U o^JkJl 

^yi- ^i^ljl* :JU ill Sf) tiiL 

805, A similar report was narrated ^ j^jjJi jl£ fijb* -A -a 
from al- A'raj, from 'Ubaidullah bin V. * ' , - 

Abi Rah', from 'Ali bin Abi Talib t ^^ 1 0* J-^ 1 y5 ^ ^ 

from the Prophet (*). f ^ ^ - t ^ J ^ ju j£ - 



Comments: [Its isn/»f is saheeh] 



.4JJU t^jw i 
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806. Abu 'Ubaid, the freed slave 
of 'Abdur-Rahman bin Azhar, 
narrated that he heard 'Ali bin Abi 
Talib say: The Messenger of 
Allah (^) said: "It is not 
permissible for any Muslim man to 
have any meat left from his 
sacrifice after three days." 

Comments: [Its isnad is qawi] 



807, It was narrated that 'Ali (^) 
said: When Abu Talib died, 1 
came to the Prophet (ak) and said: 
Your paternal uncle, the old man, 
has died. He said: "Go and bury 
him, then do not do anything 
until you come to me/' So I went 
and buried him, then 1 came to 
him and he said: "Go and do 
ghusl, then do not do anything 
until you come to me." So I did 
ghusl, then I came to him and he 
offered du'a' for me, and I would 
not be happy if I had red and 
black camels instead of that. [The 
narrator] said: And 'Ali used 
to do ghusl when he had washed 
a deceased person. 

Comments: [Its isnad is Saheeh, 
Ahmad Shakir said it] 

808. It was narrated from Ibraheem 
bin Hasan bin Hasan bin 'Ali bin Abi 
Talib (4°), from his father, that his 
grandfather said: ' Ali bin Abi Talib 
(4>) said: The Messenger of Allah 
(jfe) said: ''At the end of time, there 
will appear people who are called 
ar-Rafidah because they reject 
(yarfudoona) Islam." 



405 4: dj ^ *lL^ 

* « . ^ j.t t * > * » ,. . 

z - * : :Jli r ^oH\ jujj j> j^Jl lijj^- 
-Lp ^ J^5J^ J^-Ll^i ^ilJl 

01 :ii5 tjg ^1 .Jli r 1 

ol^x li-ji :JL» t«uljl 
.Uij^j ^jjAi ^ 

jZjJ> tJJb^- :Jjl jlp &J^- -A* A 
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Comments: [Its isnad is da'eef * . * , > - t , * ,,\ 

jiddan] f * ^ J? 0* 

J IS :^Jli ^ & J IS : JV5 *Jb^ ^ 

^f^Vj 0 J » 

809, 'A!i (*) said; I used to go to the ^J'J £\ M & -A-^ 
Prophet (^e) and ask permission to / ^ ^ * 

enter If he was praying, he would cA 0^ y. 

say Sublnm Allah, and if he was not \% « hi - if • ^ 

praying, he would give me : ' ; 

permission to enter. ^ ! J* t^UJl tl^ ^1 ^' ^ 

Comments: [Its isnad is tto'ee/ ^ *J^\ J\ J^s : : J i 

015 OJj ' j^-^ ^ 015 0L* tjili^li 

[ fl ^ i^ij .J oil >J 

810. It was narrated from ^ ^ ^ ^ _ M , 
Muhammad Ibn al-Hanafiyyah * ■ ' J 

that his father said: The Messenger J^-^ 1 S! o^ 1 

of Allah (gg) said: "Allah loves the a.. tf .,i,r.. * „ >; - 

slave who falls into sin a great deal * - ' * r * J 

and repents a great deal," Jl ^iUJl j^i- ^ 3 JJ. ^ 

Comments: [Its isnad is da'eef f ----in ■ r ■ > 

]tddart\ - ^ s?; ^ ^ 

^ Jti ill i oi" Jbl J IS 



811* It was narrated that 'Ali bin 
Abi Talib (4*) said: When the 

issue of madhi bothered me a i^lL^JI J*\ ll^li 1 :^l5j^Ji j*>- 

great deal, I told al-Miqdad to ask . . ^ - *{ , s » . 

the Messenger of Allah (£3) about ^ ' J ^ C 1 ^ 1 0* ^ 
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it and he said: "Wudoo* is due for , , , .» . , , f 
it" He felt shy [to ask about this & 0* 'irf^ 1 0? ! ^ ^ ^ ^ 
matter] because of Fa timah. ^\ ^\ & : ju ^Jl 

Comments: [Saheeh because of ^ t» - > . 

corroborating evidence] ^' J ^ ^ 0 ^ jU *^ ^ l 

812. It was narrated from 'Ali f ;* - , , . tv 
that on the day of Khaibar, the ^ ^ ^ ' 

Prophet (afe) forbade mut'ah ^ JuL>- lillU- :^ju!j1 iC 

marriage and the flesh of donkeys. , s „ , * , , 

Comments: [Sato**] ^ ^ ^ ^' ^ ^ ^ 

^ f>: ^ M 'o\ ■ ^ y- ^ 

[MY : ^ ijucujl ji- 

*1JI-up t^UaSt A_i jU^j 4 ( \ i * V) : ^ ^(o ^ \ 0) : ^ : {Hj^ 

813. It was narrated from Zirr ^ _ ^ tfjU ■ \J»I ^ ~A^r 
that it was said to 'Ali (4*): The " es 

killer of az-Zubair is at the door. J^^^ 1 : j j 1^ c pf ^ ir^ _ 

'Ali said: The killer of the son of j£ ' ^ * , ;5 

Safiyyah will certainly enter the - J u ' \ ' , 

Fire. I heard the Messenger of J^j ^-^w 0^ S^*^ 

Allah fcfe) say: "Every Prophet ^ r , f : ^ >, ^ j J1 

has a disciple and my disciple is tJ 4 ^ ' ^ ' 

az-Zubair bin al-'Awwam." [1A* y t 'JS\)\ 
Comments: [Its isnad is hasan] 

814^ It was narrated from ^ ^ ^ _ AU 

'Abdullah bin al-Harith bin Nawfal s a . 

that 'Uthman bin 'Affan (&) halted ^ ^ ^ fj i! ^ t'J^ 1^ 



at Qudaid and a partridge was 
brought to him in a bowl with its 



legs uppermost. He sent word to jLiJt J^?*^^ Jju-tf 

'Ali (4^)/ who was feeding a camel of ^ . ' { - r ^.f 

his, and he came with the leaves ^ ^ Jl >^ 
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dropping from his hands. 'Ali 
refrained from eating it and the 
people also refrained. 'Ali said: Who 
here is from Ashja'? Do you know 
that a Bedouin brought some ostrich 
eggs and the meat of an onager to 
the Prophet (sfe) and he said: "Feed 
them to your family, for we are in 
ihram"? They said: Yes indeed. 
Then 'Uthman turned away from 
his seat and said: We cannot have it 
then. 

Comments: [Hasan because of 
corroborating evidence; this is a 

da'eef isnad] 



4 r l 



:JUi tJ>j ^Sji^r-' oUic- ijj^X* 

.[VAr : .eU ^i!^ 

fj^_JU a^JUfelj J^wJl iiU 'o[ ^ ^>^iJ 



815. It was narrated from 'Ali 
from the Prophet that he 
said: "The angels do not enter a 
house in which there is a dog or 
an image/' 

Comments: [Salieeh because of 
corroborating evidence; this is a 

da'eef isnad] 



816. Abu Ishaq told us: I heard 
Hubairah say: I heard 'Ali (4*) 
say: The Messenger of Allah (3^) 
forbade me to wear gold rings or 
garments made from a blend of 
linen and silk, or to use red 
saddle cloths. 

Comments: [Its isnad is hasan] 

817, It was narrated that 'Ali 
said: The Messenger of Allah (^) 
forbade a man to raise his voice in 
reciting the Qur'an before and 



Jt^\ :v-i :jUi &Jb- -A^o 

Ji *U1 Jj^J ^ J, jJS 

& ^ ^ is <*J & ^ 

ills <S L£J iS^Ji jij; ^/» :JU £i 
UJjl^ -AH 



[VTY .S^Jlj ,^1) 



jl £fe ^1 Jj^3 ^ -J 1 ^ 4^ ^ 
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after 'isha', lest he cause his 
companions to make a mistake in 
their prayer." 

Comments: [Hasan because of 
corroborating evidence; this is a 
da'eef isnad] 

818. It was narrated from 'Ali 
bin Abi Talib (4>) that the Prophet 
fe) said: "Blood money will be 
paid for the mukatab (a slave with 
a contract of manumission) 
commensurate with as much as 
he had paid off/' 

Comments: [Saheeh] 

819. It was narrated from 'Ali 
that when the Messenger of 

Allah gave Fatimah to him in 
marriage, he sent with her a 
velvet garment a leather pillow 
stuffed with palm fibre, two 
mills tones, a waterskin and two 
earthenware jars. 

Comments: [Its isnad is qawi] 

820. It was narrated from al-Hasan 
bin Sa'd, from his father, that 
Yuhanras and Safiyyah were two of 
the captives of the khutnus. Safiyyah 
committed zina with one of the men 
of the khumus and gave birth to a 
child who was claimed by both the 
fornicator and Yuhannas. They 
referred the dispute to 'Uthman, who 
referred them to 'Ali bin Abi Talib. 
'Ali said: I shall pass judgement 
between them as the Messenger of 
Allah (^) passed judgement: the 
child belongs to (the husband) of 
the women and the fornicator gets 
nothing. And he gave them fifty 
lashes each. 



.j^-^fl Ojb>Jl iwJJwiJ 
l2jL>> '44* J tiijL^- -A ^ A 

"-A^ 3 ^} J> ^f if i** J* if 4^ 

U jii ^J;[&3\ :Jli ^ ^IJi ji. 

[vxr i^j] t *&\ 

LiJL^- :jL1^ LSjl^ :jUp L^jb- -AH 

^' ' ZJf If if Vi^l irt 

L^a^ *ui?li <^^3 ^ 5^ 

[AVA : j Jail] tU-v-'j ilr-^Jj 

t <uJlJj jL1>- IIjJL>- ijLep UiJL>- —AY* 

i-' ' ' *' r * * o - , ; 

^l^Jl elpjli l^^P oiS^j l j-l^-Jl J 3 ?".^ 

Ljj : Jli yl 

i^Ji ^LaAJj i^si^Ij jjjji ^i 11 Jy^j 

[ £ \ 1 : ^ij] UiiU} 
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Comments: [Its isnad is rfji'a?/, because Sa'd bin Ma' bad is unknown] 



821. It was narrated from 'Amr 
bin Sulaim az-Zuraqi that his 
mother said: We were in Mina and 
we heard someone shouting that 
the Messenger of Allah (^) was 
saying: "Do not fast, for these are 
days of eating and drinking." She 
said; I lifted the edge of the tent 
and saw that the one who was 
shouting was 'Ali bin Abi Talib. 

Comments: [Its isnad is saheeh] 



822* It was narrated from 'Ali that 
al-' Abbas bin 'Abdul-Muttalib 
asked the Prophet (jfe) about 
paying zakah in advance and he 
gave him a concession allowing 
him to do that. 

Comments: [Its isnad is hasan] 



823. It was narrated that Ibn 
'Abbas said: 'Ali bin Abi Talib said: 
I sent al-Miqdad bin al-Aswad to 
the Messenger of Allah to ask 
him about the madhi that comes out 
of a man: how should he deal with 
it? The Messenger of Allah (^) 
said: ''Do wudoo' and sprinkle 
water on your private part." 

Comments: [Its isnad is saheeh, 
Muslim (303)] 



iL'ii y iSli -AT \ 



J Li 



& : JJli 



:cJli $ *tf & Isj^ 

[at £ : ^i] .wJli ^( ^! 

J^UJ-j l^J^- : jj-ali y JL^ £j>- -AT Y 
:M JLi ftjU -ATT 



-JJl 



& :Jtf y\ ^ ijL^ ^1 

^ SljJLjl iLji :wJ> J\ y\ 



Jii J*il5 t J L-N 1 



[AV* : ^]] jiU> 
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824. It was narrated from 'Amr , . , ^ 

bin Sulaim az-Zuraqi, from his ^ ^ ^ ^ ^ ^ " AY£ 

mother, that she said: Whilst we ^1 ^ Jj| jj^ ^ t j^ji y\ ^ jj^ 

were in Mina, I saw 'AH bin Abi \ , / a /, 

Talib on a camel, saying: The : ^ If k ZfS^ ^ J /** ^ 

Messenger of Allah says: J - ^ ^ ^ l^f 

"These are days of eating and V T " * ' * / , 

drinking, so no one should fast." Jj-^j jl : Jjjj y>j J-^r 

And he followed the people [to „j: . -f *,*f . 'i 

convey this message] . - 1 , ' 

Comments: [Its isnad is srrfied/] [olv : (^ ] ' (_L ^ 

825, It was narrated from J Ali (^) ^{ .j^ ^ ^ ^ _ AYfl 
that he said: The Messenger of 

Allah (gtf) prayed Wi/r at all times p-? 1 * :JU ^ ^ ^LJi JjU^J 

of the night, at the beginning, in 
the middle and at the end, and 



finally he prayed Witr at the end O - 0 f\)u<&\ n y> -JJl J 
of the night. 

Comments: [Its isnad is ] 



826. Hujayyah bin 'Adiyy, a man i^L : Jli £jLi ^ ^ -AT % 
from Kindah, said: 1 heard a man * 

ask 'Ali I bought this cow to ^ Jt c-i*^- : Jtf ^til >1 

offer it as a sacrifice. He said: [It may jli SU/ ~* " Jli ■ "Vi" 

be offered] on behalf of seven ' J ~ ' ^ ' J ~~ 

people. He said: [What if something ^3^' J>\ * ^ ^ ^ 

is wrong with] the horn? He said: It ; s > ^ v > - , ^ _ . v 

does not matter. He said: [What if it ^ ; JU JU ^ ^ ' JU 

is] lame? He said: If it can reach the p .ji ^Jj; ii| ; Jij ^jji : Jlj 

place of sacrifice, then sacrifice it. , ^ . t% _ " a > £ - . 

Then he said: The Messenger of O^ 1 j» ^ ^ : 

Allah (gg) commanded us to check [y^-y ■ ^ ] .j^ij 
the eyes and ears. 

Comments: [Its isnad is /wsan] -0— ^ : p-^" 

827. Sa'd bin 'Ubaidah said: Abu : ivy, jf\ : JUp -ayv 
'Abdur-Rahman as-SuIami and _ , ^ . , , f , 
Hibban bin 'Atiyyah had a t^' ^ ^ ^-r^ 
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t-JUo <jj |^>J (JUi ill In 4 



dispute, 'Abdur-Rahman said to 
Hibban; 1 know what made your 
companion - meaning 'Ali - 
audacious. He said: What is it, 
may you be bereft of your father? 
He said; Something I heard 'Ali 
{#>) say. He said: The Messenger 
of Allah (#5) sent me, az-Zubair 
and Abu Marthad on a mission, 
and we were all horsemen. He 
said: "Go to Rawdat Khakh, for 
there you will find a woman who 
has a letter with her from Ha lib 
bin Abi Balta'ah to the mushrikeeir, 
bring it to me/' So we went on 
our horses until we caught up 
with her where the Messenger of 
Allah had told us, travelling 
on a camel of hers. He [Hatib] 
had written to the people of 
Makkah, telling them about the 
march of the Messenger of Allah 
(jfe). We said to her: Where is the 
letter you have with you? She 
said: I do not have any letter. We 
made her camel kneel down and 
searched her luggage for it, but 
we did not find anything. My two 
companions said: We do not see 
any letter with her, 1 said: You 
know that the Messenger of Allah 
(3*5) did not tell a lie. Then I 
swore: By the One by Whom 
oaths are sworn, you will give us 
the letter or we will remove your 
clothes. She stretched out her 
hand to her girdle, which was 
wrapped around her, and brought 
out the letter. I brought it to the 
Messenger of Allah and they 
said: O Messenger of Allah, he 
has betrayed Allah and His 



*.4iiap *Ji o£>-} ^^iJ l 0^^' y.^ 

;*JjjiJ :Jli ?JjJ IJS V li 

jl5j :J l i t L^J J^ 
^ :JJli ?JJ£; ^ 0^ 

U UjIIp jii : oJu* l^w, c?y ^ 

ft I Jli ii iftl Jy^ U : 1 yui ,1m 
U iiJu^ U t» : Jli 

Jfj; l^jj aLl Lji L/t N l\ 
^ j^S ^& ^ t ju; ji! ^ 1^ 
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Jit uJUa ij\ (JJ j^-c , v'imi 4 



Messenger and ihc believers; let , ^ - , - lt ,, * - ( , , fl f 

me strike his neck. He said: O C - ^ ^ ^ ^ ; 

Hatib, what made you do what :Jl5 .JLij <lLU <u ^U: 

you did?" He said: O Messenger - f , - , . i ^ \ 

of Allah, by Allah, it is not that I J ^ ^ JUi *!> J ^ 
do not believe in Allah and His .^.jlhj ^j^jj ^ l ^ jj £l iJjl 
Messenger, but 1 wanted to do a ^ ^ f . , ^ . / 

favour for the people by means of J? i^ }> : Ju 

which Allah might protect my ^ ^ fa 'j^ ^ ^ li ? f ^ 

family and my property, for every ^ ^ ' a — . , 

one of your Companions has ^-^rj u : J 1 " 

some of his people there through ^, . ^ ^ ^J^^ii ijj 
whom Allah will protect his " - - - 

family and his property. He said: * -p^*' 

You have spoken the truth; do not 

say anything to him but good/' ' * * ' C 'C^*^ ° * ' 

'Umar said: O Messenger of .UMi) 

Allah, he betrayed Allah and His 

Messenger and the believers, let 

me strike his neck. He said: "Is he 

not one of the people of Liadr? 

How do you know? Perhaps 

Allah looked upon them and said; 

'Do what you like, for Paradise is 

guaranteed for you/" 'Umar's 

eyes filled with tears and he said: 

Allah, may He be exalted, and 

His Messenger know best. 

Comments: [Its isnad is sahech, al-Bukhari (3081) and Muslim (2494)] 

828. Sa'eed bin 'Abdullah al- fa ^ : Jli ^ O^U ^ -ATA 

Juhani narrated that Muhammad ' ' * % ^ 

bin 'Umar bin 'Ali bin Abi Talib : J>\ <-jjjL* ^ U <ci^J,_> 

told him, from his father, from his „ ^ * ?, ( ; . > , - 

grandfather 'Ah bin Abi 1 abb ' " ^ - ^ 

that the Messenger of Allah (0) \£ *„Jli ^1 ^ ^ j5 

said: "Three things, O 'Ali, you ^ JV /jib ( •' * - * - \ 

should not delay. They are: prayer J - - ^ ^ - - ^ ' — 

when the time comes, funerals ; ji^ijJ N U :JU $z fa 

when the bier is there, and a single e ^ , > . ° , f - ^ 

woman, if she finds a compatible lil ijl%Jl3 lil 
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Comments: [Its isnad is da'eef , tl ... , , . 

because of the Sa'eed bin Abdullah ^ - ^ - . 
is unknown] -t>*^ ( JJ1a_* 

829. It was narrated that 'Ali (&) sjiS ^1 : Jjl lijb- -AY<\ 
said: The Messenger of Allah (^) ^ s / ^ , ^, 
forbade me to wear gold rings, to ^ J. oUO^ 

wear red, and to recite Qur'an £ y] j , - i' » 'f r^,- • r- n 
whilst bowing and prostrating. / * - , - 

Comments: [A Sfltee/j Hadccth and ^ ^ ^ 'P^ 1 ^ ^ 

it is a da'eef isnad because of the ^ J\ J- /J I 

weakness of Muhammad bin s _ w - * - " s ' t * 

Abdur Rahman bin Abu Laila t^jbUl ^JU- j± Jul Jj^ij 
and Abdul-Kareem] , > " 

830. It was narrated that 'Ali bin >■ V:* - in rl' - aw 
Abi Tahb said; Some game \ - ^ 

meat was brought to the Prophet olAi ^ jl^le- £.!>• : ilp ^ 



fe) when he was in ihram, and he 
did not eat it 



Comments: [Hasan because of J>. & J* ^ if t^jUJI jJl 

corroborating evidence; this is a ^ ^ ^' ^ ' ( ^ ' ^ j 

[VAr .Jist 4/J> fa 

.( i at ^> :^jL^ji t^w^ ^ dIjuIj 

83 1. It was narrated that 'Ali (*) ^ ^ iUi JjJ. ; JJI ip ^ - A r ^ 

said: Tlae Messenger of Allah s ^ 

forbade me to wear a blend of 0* ^ lUi ^i^ 1 ^ 1 

linen and silk, to use red saddle ^ ^ . r^y, 

cloths, to wear clothes dyed with ^ ' ^ , 

safflowcr and to recite Qur'an <V j?l ^jUJl y M xs- j* 

whilst bowing or prostrating. fu ^ ,V Ai- 

0* ^ ^ ^ 
Comments: [A Saheeh Hadeeth; this J _ _ 

is a da'eef isnad because of the i^J ^AJii^Jlj ^lllllj ^-^Jl 

weakness of Ibn Abu Laila and r . v . * . ( j , t , 

Abdul-Kareem] : CT^ ^ ^ l C? ,J 
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832. It was narrated that Zirr bin ^1 l£U :M -Af Y 

Hubaish said: 'Abdullah bin Mas'ood , , . ^ , , • ■ 

said: We differed concerning a soora/r ^ : ^J^ 1 6* ^ f ^ * 1 J>. ] 
of the Quran and said: (It is) thirty- - t^Vl ^ Ju^ ^ ^ 

five verses or thirty-six. We went to ' 
the Messenger of Allah (%) and O'VW Jti ^ ^ ^ 

found 'Ali conversing with , * , i^' . in >- 

him. We said: We have differed J " - " 

concerning the recitation. The face jj t-p-f^ j* ^r**^ &^>- 
of the Messenger of Allah (^) 



turned red and 'Ali (&>) said: The 
Messenger of Allah (^) is fc 
you to recite it as you were tai 

Comments: [Its isnad is /lasfl/i] 



GjU; : jl jlJl jl* Jli : jli ^Xl^ ;>:> 

Messenger of Allah (^) is telling tili^j : ^ ^ ^? sjj-^ ^ 

you to recite it as you were taudit. * * / 

833. It was narrated from Zirr bin J Jl ^ - m u ^ . ^ ^ ^ _ Arr 

Hubaish that Abu Juhaifah said: I ^ ' . ^ 

heard 'Ali (4b) say: Shall I not tell tf^-j ^ '4^^ 

you of the best of this ummah after : ^ ^ ^ : all jti 

its Prophet? [It is] Abu Bakr. Then 'f' ; , \; 

he said: Shall I not tell you of the _ j j ^1 ^ : oji^ ^ 
best of this ummah after Abu Bakr? 



[It is] 'Umar 



Comments: [Its isnad is hasan] • ^ ^ 1^ 1 f^jr^' ^ : ^ 

-0 — ^ sill-*! : 



834 # It was narrated that Wahb as- 
Suwa'i said: 'Ali (<&■) addressed us 
and said: Who is the best of this juU~* : ^Li^Jl jIp y ^JLa 



^JL^ ^1 :^JUl jlp £jl>- -Aft 
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ummah after its Prophet? I said: You, 



O Ameer al-Mu'mineen. He said: 0? ^ ^ ^ 

No; the best of this ummah after its ^i^ij, ^ - t ^JLlj1 ^ ^uJi 

Prophet is Abu Bakr, then 'Umar ^. _\ a , g .. "J \, 

(^), and it would not be far-fetched ^ ^ 17" ^ :Jli 

to suggest that tranquillity was t : c - Jj£ ^ & 

uttered on the lips of 'Umar , " Jfl , ' 

Comments: [Its istt^ is qrnvi] "iT ^ ^ ?^ ' V : JU 

[Arr ^ij] .yj. jU 

835. Abu Juhaifah - whom 'Ali ^ J^^l -Aro 

used to call Wahb al-Khair - said; ; 7 t > ' "i/"" 

'Ali said: O Abu Juhaifah, '^^^ J^i - 0^1^ ^ 

shall 3 not tell you of the best of this ^ j, ^ * . ^ - 

ummah after its Prophet? I said: Yes " 7 ~ ' . ^ - ~ 

indeed. He [Abu Juhaifah] said: U : ^ Jli : Jli _>Jl ^ 

And 1 did not think that anyone r -.rf .f , " 5 

was better than him. He [ Ah] said: , ' , V ; ^ - ■ ■ 

The best of this ummah after its 01 ^jl ^Sl jjj :Jli.J^ icis :Jli VlJlJ 

Prophet is Abu Bakr, and after Abu . . * - - - , * - «^ 

Bakr it is 'Umar, and after both of ^ ^ °^ : JU ^ ^ 

them there is a third one - but he Uij&j ^ ^ JuJj ^1 L^L' 

did not name him. * " " 

Comments: [Its isttod is snheeh] *^*~ J " 



836. It was narrated that Abu - £ ^ : Jj, ^ ^ _ Ar ^ 
Juhaifah said: 'Ali («&) said: The ^, ' . / 

best of this ummah after its Prophet tjL^J ^1 ^ siL^i : C_l ^1 

is Abu Bakr, and after Abu Bakr it . M - . * f . - 

is 'Umar and if 1 wanted to tell , ' 4 , \ ' ' i. 

you of the third one, I could do so. J*? ^1 ^3 4 ^ J>) L^J liJ iVl 

Comments: [A saherft hadeeth] ^JlljL j^j^if «^ Vj ^ 

837. 'Awn bin Abi Juhaifah said: ^ ^ -Jj; ^ ^ Arv 
My father was part of the police 

force of 'AH (4^). He stood beneath : : 
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the minbur and told me that he, 
meaning 'Ali ascended the 

minbar and praised and glorified 
Allah and sent blessings upon the 
Prophet (s&g), and he said: The best 
of this ummah after its Prophet is 
Abu Bakr, and the second is 'Umar 
And he said; Allah puts 
goodness wherever He wants. 

Comments; [Its isnad is qawi] 

838. It was narrated from 'Ali (^*) 
that when the Messenger of Allah 
(gtf) gave Fatimah to him in 
marriage, he sent with her a velvet 
garment, a leather pillow stuffed 
with palm fibres, two millstones, a 
waterskin and two earthenware 
jars. 'Ali said to Fatimah one day: 
By Allah, I have brought water 
until I felt a pain in my chest. He 
said: Some captives have been 
brought to your father; go and ask 
him for a servant. She said: And I, 
by Allah, have ground flour until 
my hands became sore. So she 
went to the Prophet (gfe) and he 
said: "What brings you here, O my 
daughter?" She said: I have come 
to greet you; and she felt too shy to 
ask him, so she went back. 'Ali 
said: What happened? She said: 1 
felt too shy to ask him. So we went 
together and I said: O Messenger of 
Allah, by Allah I have brought 
water until I started to feel pain in 
my chest. And Fatimah said: I have 
ground flour until my hands hurt. 
Allah has brought you plenty of 
captives, so give us a servant. The 
Messenger of Allah (383) said: "By 



■Kr 1 0? erf* ^ <u r > ^r tj>\ y. <^J^ 

*m & J* J^j 

,LJS\ IjS- ^iji J\£ iUi : Jlij 

U^f :SlU — AVA 

*uiaU <terjj iXJ Jill Jj-^j 

4ld liJi ji} :JU t^jju* ISi^l 

.JjUj 0~U^ ^JU- OJ^Us JlS aJJIj 

41 sl£ U» :JlS .fe ^Ji 
: cJ U V cAii L* : J lii t Cj> ^ j -J 'lU 
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Allah, I will not give it to you and , , . > ..f, . * 

leave uhlus-suffah starving when I 1 «^U:i j^lj ^1 

have nothing to spend on them. t Ll^kS ^* SUj jJ} ^ 

Rather I will sell them (the ; / ^ r 

captives) and spend the price on '^U UJ^jj lil 

{ahlus-$uffah)r So they went back. u^lJJl 

Then the Prophet came, when _ ^ ^ 

they were under the cover which, if 1 N I : J li p « U£j lO : J Ui 

it covered their heads, it left their , - tl ^: v r ( ; p 

feet bare, and if it covered their ^ ^ 

feet, it left their heads bare. They jUl^j : Jlii tf^AUl <di- o^I^ 

wanted to get up, but he said: - , . - , - ' * > \, 

"Stay where you are/' And then he ^ -^J ° tV ^ KI A 3^ J 5 ^ ^ 

said: "Shall I not tell you of J\ L^T,i J^li ^'J&J ^ J* 

something that is better than what , , j9 ' „ , ' \ „ , 

you asked for?" They said: Yes. He ^'-i ^0=5^3 ^ ^'3f 

said: "(It is) words that ]ibreel (*hl) Jj^ : ju ^ 

taught me/' He said: "Following ' s , j. , " 

every prayer, glorify Allah ten • ife «JJI Jj^j ^-uAp 0*=*^ ^ 

times, and praise Him ten times ■ st.f ^ . *t - t( ; 

and magnify Him ten times. And , 

when you go to your bed, glorify J*l U 2JJ I f ^£k\j : Jlii 

Allah thirty-three times, praise , , i — -r-v 

Him thirty-three times and L1£T ^'^W^ 



magnify Him thirty-four times." 

He said: By Allah, I never omitted t " r ~*" 
that from the time the Messenger of 
Allah taught it to me. Ibnul- 
Kawwa' said to him: Not even on 
the night of Siffeen? He said: May 
Allah cause your doom, O people 
of Iraq! Yes, not even on the night 
of Siffeen. 

Comments: [Its isnad is hasan] 

839. It was narrated from ash- t-*\ ^*.> t ^ . 

Sha'bi that 'Ah flogged _ «-* 

Shurahah on Thursday and stoned llU- 01 : ^ r ^ i 0* Ji 
her on Friday, and he said: I , t , , //, ' ~\ * > 
flogged her in accordance with the ^ JJ l 

Book of Allah and stoned her in t Jj| UibM : Jlij 

accordance with the Sunnah of the ' & s f ^ f 

Messenger of Allah [vn J^J ^ 
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Comments: [Its jsnad is sahech] 



840. It was narrated that 
'Abdullah bin Salimah said: I 
entered upon 'Ali bin Abi Talib 
along with two other men, one 
man from among my people and 
another from Banu Asad - I think - 
and he sent us on an errand and 
said: You are strong people, so use 
your strength to serve your 
religion. Then he went to the 
outhouse and relieved himself. 
Then he came out and took a 
handful of water and washed 
himself with it. Then he started 
reciting Qur'an. Then it was as if he 
realised that we found that strange, 
so he said: The Messenger of Allah 
(jfc) used to relieve himself, then 
come out and recite Qur'an and eat 
meat with us. Nothing came 
between him and the Qur'an 
except janabah. 

Comments: [Its isnad is hasan] 

841. It was narrated that 'Ali bin 
Abi Talib (4*) said: I fell sick and 
the Messenger of Allah 
passed by me when I was saying: 
O Allah, if my time has come then 
grant me relief; if it has not yet 
come then raise me in status; and 
if this is a trial then grant me 
patience. The Messenger of Allah 
(&) said: "What did you say?" He 
repeated to him what he had said, 
and he nudged him with his foot 
and said: "O Allah, grant him well 
being" or "O Allah, heal him," - 
Shu'bah was not certain. He ['Ali] 



0? ^ 1/ "A J>. jA* j* 



J 15 



jlf :JIS clyi C^l Uj ijki :Jli 



o! h* " ^ ±* ^ 1 ^ jA* 

:Jlij aJj- <;3*^* ^* 
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said: And I never suffered that 
sickness again after that. 

Comments: [Its isnad is hasan] 

842 • It was narrated that 'Ali 
said: Wfr is not a must like 
(obligatory) prayer, but it is 
Sunnah, so do not omit it Shu'bah 
said: I found it written with me; 
And the Messenger of Allah 
prayed Witr . 

Comments: [Its isnad is qawi] 



843. It was narrated that 'Ali 
said: The Messenger of Allah (3^) 
told me to offer a sacrifice on his 
behalf, and I will continue to offer a 
sacrifice on his behalf for ever. 

Comments: [Its isnad is da'eef 
because Abul-Hasna' is unknown] 



if ^V- 1 if J**r if. -AtY 



0 ^ 



r^S ^ & if 

^J 1 ^J^rjJ 
[nor . M 

IkA ^ : ^ j? i>it i£U -Air 

c ^ if ^r^ 1 0* ^;^J1 if 
if m M :Jli ^ 

[\ta*\ t ^ yvi 



1 



At t 



844. It was narrated that 'Ali 
said: The Messenger of Allah (3^) 
cursed the one who consumes riba, 
the one who pays it, the two who 
witness it the one who writes it 
down, the woman who does 
tattoos and the woman who gets 
tattoos done for adornment, the 
one who withholds zakcdx, the one 
who marries a woman and 
divorces her so that she becomes 
permissible for her first husband, 
and the one for whom that is done. 
And he forbade wailing (for the 
deceased). 

Comments: [Saheeh, because of corroborating evidence; this is a da'ccf isnad 
because of the weakness of Jabir Al-Ju'fi and Al-Harith al-A'war] 



olli^ U^-l : <ij^ 

J?T m «W fe'j & :JB 
•C^ cf ^ J^J J^'j 

.tiro i^ij 

O^S/I ^UJlj L yj»Jl 
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845. It was narrated that 'Ali (^) 
said: I used to come to the 
Messenger of Allah (a£* f ) every 
morning. If he cleared his throat I 
would enter, and if he remained 
silent, I would not enter He came 
out to me (on one occasion) and 
said: "Something happened last 
night. I heard some movement in 
the house, then I saw Jibreel 

1 said: 'What prevented you from 
entering the house?' He said: 'In 
the house there is a dog/ I went 
in and 1 saw a puppy belonging 
to al-Hasan beneath a chair of 
ours. He [Jibreel] said: 'The angels 
do not enter a house if there are 
three things in it: a dog or an 
image or a person who is junub/" 

Comments: [Its isnad is da'tef\ 

846. It was narrated that 'Ali (^) 
said: The Messenger of Allah (5^5) 
said: "If 1 were to appoint anyone 
to a position of authority without 
consultation, I would have appointed 
Ibn Umm 'Abd (Abdullah bin 
Mas'ood)." 

Comments: [Its isnad is da'eef 
because of the weakness of AI- 
Harith At-A'war] 

847- It was narrated that 'Ali said: 
I was a man who emitted a great 
deal of madlu. I asked the Prophet 
(^) and he said: "If you ejaculate, 
then do ghusl for janabah, and if you 
do not ejaculate, then do not do 
ghusi" 

Comments: [Hasan because of 
corroborating evidence! 



: ^ & "tM J* «fr ±* *j>}± 
\i£ a\& ji ^ Jji lis 

^\ Ujdl S>jJ-v :Jlii ^1 

:Jl* .4^ v^Jl J : Jlii 
dp! i_^Ui; Oli :JU : J Li 

[VA t ov- i^Hj] -»4^ 
*J-*j :jjtS ^ ^ ^ tii>- -Ail 

Jtf :J15 & ij^l ^jUJl ^ 

ud 4ls > : m & &j 

[Ml t^lj] .j^ 

OjUJI t^j iu ^ J a^l— 1 I {Hj*** 

^ : Jli ^ ^ J% _ 
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848, It was narrated that Tariq bin ^.i, * ^ - ^j, ^ -Ai A 

Ziyad said: We went out with 'Ali , . , 

to the Khawarij, and he fought - r^ l i! : L M l r-'! 
them and killed them. Then he 



said: Look, for the Prophet of Allah _ ; ^ ' ~'~ r ^ ^ 

(3fe) said: "There will emerge : J ^ r 4 JJ ^ 

people who speak the truth but it < \ . a / 0 : jfc ^ Jjl O Jli ,\/&\ 
will not go further than their ^ , ^ _ , \ 

throats; they will pass out of the 4 jyri ^ jjH&J *y 

truth as the arrow passes through - -3 >>J^_ ^ ^J, - ^ >^ 
the prey. Their sign is that among /, «VV * */ . . 
them will be a black man with a ^rj (4^ ^ ^i-?^ 1 

deformed hand, with black hairs j£ ^ ^ ^ ■ ^ 

on his hand." If it is him, you will ^ , t %t r <= * , ^ 

have killed the worst of people, 'x?~ f*^* V^'r^ f^* 

and if it is not him, you will have qJJ j^,, : ju 1j , £j ( 

killed the best of people." We „ ' . 

wept, then he said: Go and look. So ^ CM ^ ^j^-j ^j^mJI 

we looked, and we found the one J( ^J, ^ Ojife" ^ > 
with the deformity. We fell down ; 

in prostration and 'AH fell down in [ \ Y 0 0 <. "IVY : ^Hj] 

prostration with us, but he said: 1ju ( ^ , . ■- 

'They speak the word of truth/' ^ r 0 " 

Comments: [A saheeh hadeeth; this is a da'eefisnad because Tariq bin Ziyad Al- 
K00J1 is unknown] 

849. It was narrated from 'Ali (*) ^ : v^t ^ _ A£ ^ 
that the Prophet (^) said: "'And 4 ,\ 

instead (of thanking Allah) for the ^ ^ 4^ 0* J^>! 

provision He gives you, you deny <fo J jtf :Ji; ^ , -"<\\ 

(Him by disbelief)!' [al-Waqi'ah [ f ef , , * 

56:82]; you say, 'We were given f^y^ : ^jj^ ^f$3ij o^j^ H 

rain bv such-and-such a star/" '-c. ^ t r M * - ^ 

Comments: [Sflfree/t because of ' ' ^ 

corroborating evidence; this is a ^ vv ^ 

850. It was narrated from 'AH, in a ^ .> ^ t v t , ^ _ Afl , 
marfoo' report: "And instead (of L " - ^ 

thanking Allah) for the provision ^ jI^-^Jl j!S J*S\ jIZ 
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He gives you" [al-Waqi'ah 56:82]. > •> - - , ' V 

Mu'ammal said: I said to Sufyan: ^ JU <rv* 

Isra'eel narrated it in a marfoo' /d^> :JU J^rM 01 

report (i.e., attributed to the ' ' , 

Prophet^), He said: Boys, boys. [A£ ^ : £?" lj5 

Comments: (Sa/iee/i because of «>J 
corroborating evidence. This is a 
da'eefisnad like the one above] 

851, It was nan-ated that 'Ali (^) . ^ ^ . - ^ ^ _ M ^ 
said: The Messenger of Allah ^ , £ . _ 

commanded us to examine the eyes oUaJI ^ £?r^ 0* ^^-^1 j^ 1 

and ears [of sacrificial animals] and * ^ , 

not to sacrifice one that was bund in w ~ * . ' s , ^ \ " 

one eye, or al-muqabalah, or ^JLllJ ji ^ M : *J^ 
mudabarah, or siwrqa', or kharqa', ,„ „ > - ; T ?( 



Zuhair said: I said to Abu Ishaq: Did 



he mention the one with its nose [or ^ti^i N j ciUlii 

ear or lip] cut off? He said: No. I said: 



What is al-muqabalM He said: One : *3^i ^ Jli 

that has the edge of its ears cut I . v^fcu^i U :JJ1 W :Jl* Villii 



said: What is al-wudabarah? He said: 

One whose ears are slit from the ?£>'LuJl Li iji^M iiJL' 

back. I said: What is o/^r^7 He ^ ^ ^ . j,j 

said: One whose ears are slit in two ' . c - 

lengthwise. I said: What is al-kharqa 7 :Jl* ?£lj^Jl U :cJi .jiNI jJl; :JU 



He said: One that has a round hole in 
its ear as a distinguishing mark. 

Comments: [Hasan} this is a da'eef r lJL»j .^-^ 



tsnflrf] 



852- It was narrated that 'Ali {&) £j£ : J^y ^ Ci^U -A*r 

said: The Messenger of Allah (^) . - ^ ft> . ^ , j( , 

said: "If I were to appoint anyone <j> Jt 

of my ummah to a position of ;JU ^ ^ tOjUJl ^ 

authority without consultation, I \ > :\ ^ > l> Y 

would have appointed Ibn Umm J* ^ hi ^ ] ^ > 1|} 



'Abd (Abdullah bin Mas'ood)." 
Comments: [Its isnad is da'eej] 



[AH i^l;] 
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853. It was narrated that 'Ali , ^ ^ 

said: The Messenger of Allah £t ^ ^ ^ ^ " Aflt 
gave Fatimah a trousseau of a ^ j^U ^ 

velvet garment a waterskin and a ^ * ' ' 

leather pillow stuffed with palm & ^ 0* ^ Cr* -r^ 1 0? ^ 
fibres - Mu'awiyah said; idhkhir. ^ ^ ^ dJl 

Comments: [Its isnad is ^awi] 

854. It was narrated that Hani' bin u^.f ; ^ip ^ ^{ -a* £ 
Hani' said: 'Ali (^) said; al-Hasan t \\ T . 

most resembles the Messenger of ^ ^ U ^ i^ 1 J* 3^>4 

Allah (%) between the navel and ■ ^ - u 

the head, and al-Husain most '„ & 
resembles him in whal is lower ^! £ ^ ^ <dJt 

than that. . , f r *.-f >.„,: r j* M 

Comments: [Its isnad is Saheeh, ' „ , 

Ahmad Shakir said it] t vv£ 

855. It was narrated that Abut- f - £ jj ^ . J J| ^ ^ _ Aoa 
Tufail said: We said to 'Ali; Tell us ; * 

of something that the Messenger of jj-^ jJU- ^1 Ljjl^- : illi 

Allah te) told you in secret He ^| ^ 3^ j ^ 

said: He did not tell me anything in ; ^ ^ ^ - 

secret that he concealed from the U : Jlii Jjl io 2^1 

people, but I heard him say: "May - ' . * / 

Allah curse the one who slaughters ^ 1 

in the name of something other ^jT ^ lw t Jj| ^ "i | 

than Allah, may Allah curse the one , . . \ \ 

who gives refuge to an offender, ^ ! i*^ ^ ^ J^J 

may Allah curse the one who curses - j^q ^ _ . -^ - ?! ^ - 

his parents and may Allah curse the " " " 

one who changes the boundary [M"»v t Ac A 

markers." - , , 

Comments: [Its isnnrf is qawi, Muslim (1978)] 
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856. It was narrated that 'AH 
said; I was a man who emitted a 
great deal of madhi, and if I emitted 
madhi I would do ghusl I told al- 
Miqdad to ask the Prophet (sg) 
about it. He smiled and said: 
"Wudoo'is due for that/' 
Comments: [Its isnad is da'eef\ 



857, It was narrated that 'Ali {&) 
said: I came to the Prophet 
along with Ja'far and Zaid. He said 
to Zaid: "You are my mawla," and 
Zaid hopped with joy. He said to 
Ja'far: "You resemble me in 
appearance and attitude." And he 
hopped with joy behind Zaid. And 
he said to me: "You are of me and I 
am of you/' And I hopped behind 
Ja'far. 

Comments: [Its isnad is da'eef because 
Hani' bin Hani' is unknown] 

858. It was narrated that Mansoor 
bin Hay y an said: I heard 'Amir bin 
Wathilah say: it was said to 'Ali bin 
Abi Talib Tell us of something 
that the Messenger of Allah (^) 
told you in secret. He said: The 
Messenger of Allah (^) did not say 
anything to me in secret and conceal 
it from the people, but I heard him 
say: "May Allah curse the one who 
reviles his parents, may Allah curse 
the one who changes the boundary 
markers, and may Allah curse the 
one who gives refuge to an 
offender/' 



tfjU- :^U *J jpt —Ao \ 

\ty £LU *yJrj ois :Jii ^ cf"-U { * 

[Y^ .^A 

# l>: - ^ ^ - AOV 

^ c^l 6^ I^u* 0^ 

: Jtf £1V> J^j :Jli fl L ^ : j 
JikAi :Jli«ilL LTiJ^iif* : J Jlii 

&h\ y\ J:^- :Jbl jlp ^ -A*A 
£i Jji^ £31 ^.i U : jLil 
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Comments: [Its zsno^ is qcrwi, /^w*s - , , 

Muslim (1978)] ( VA) -f ^ : ff-^ 

859. It was narrated that 'Ali (*) ^ ■ u - j^f ^ _ AM 
said: It was said: O Messenger of *' 

Allah, who should be appointed in - j***r 0 f V>) ^1 <v ^rv^ 1 

charge after you are gone? He said: T * t -\ . f • - ~\ . , 

"If you appoint Abu Bakr, you will f ° 1 ^ ^ ^ ^ ^ - ^ 

find him trustworthy and J^j £ :Jli ^ ^ jjj 

uninterested in worldly gains, A , ■ -, ^ 1-,,. ' ' * 

seeking the Hereafter" if you ^ ^ ^ :JU ^ ^ ^ 

appoint 'Umar, you will find him lilj iCijJl j t lL.i iji>J^ 

strong and trustworthy and not - c , > , , \, , , " j * 

fearing the blame of anyone for the lj ^>" °P 'Ys?^ ] ^ 

sake of Allah. If you appoint 'AH - jr, < *V Jj, j ^Jj ^ tl ^f 

which I do not think you will do- /> ~ " 

you will find him a guide and -0^ u 

guided; he will take you on the - -:.>?. - i u > £ '*f. ,< 

straight path." '^ J1 ^ ^ ' ^ ^ 

Comments: [Its /swarf is da'cef\ -J^ : gtj^ 

860. It was narrated that a man - . , ; ; , . . 
from [the tribe of] Banu Asad said: ^ ^ - ^ ^ ^ U ^ ' 
'Ali (4i) came out to us and said: ^ y±j : Jli J\ ^ 
The Prophet {^) has enjoined Witr, _ , - £ ^ // e ^ * ; , , 
and this is the time to pray Wirr. O ^ s*? ^ J^j 
Ibnun-Nabbah, give the call to t ^JL ^* ^ ^1 01 : Jl£ *U 
prayer. ; ' ^ 

Comments: [Its iSHdii is da'eef] C ^ - ^ 

j~t y J^^ 1 ^-^-^ 

861 It was narrated that a man tli ^ : ^ V ^ - A «u 
from [tlie tribe of] Banu Asad said: * „ 
y Ali came out to us when the ^ C^? J^J : ^ l r J( 
mu'adhtlhin gave the call to Ffl/r - *i£ It- M - * i^- 
prayer and said: The Messenger of ^ ; , ^ ^ ^ ^ ^ 
Allah has enjoined us to pray 01 : JUi i^ljjl s^LaJ /^ ^l i 
Wfr and this is the time for it, .\ ^ , J , > - f , ^ - ' 
Then he said: Give the ifdmoft for ^ ^ ^ " ^ U > j * ^' 
prayer, O Ibnun-Nawwahah, .Ul^Jl U jUl : Jli p .UlUl 
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Comments: [Its isnad is da 're/] ,*LL^£ Ul^j> »jL j : g^,*^ 

862. It was narrated that a man ; . >. * , A _ ¥ 

from [the tribe of] Banu Asad said: ^ ^ 

'Ali came out to us,., and he ^' ill jl^ cJL*^ js- 

mentioned a hadeeth similar to that "% , , 

of Suwaid bin Sa'eed: I was with ^ ^ & >J 0* J^ 1 

'Umar (^t) when he was covered -^jj £ip : Jli 

with his garment. ^ , ^ \ . " . # , 

Comments: [Its isrwd is da'eq/] ^ ^ ^ ' *" ^ ' ^ 

[A1V : >1] J 



863. It was narrated from 'Ali ^-fl* ^ ijLi &i>- -A^r 

(4*) that the Messenger of Allah 



forbade wearing rings on this 



or this - the middle finger and the ^ j -i^ j£ *g Jji : 
index finger. Jabir - i,e„ al-Ju'fi - . t - / " 

said: It is the middle finger, no Js^ j J*^^ 1 J 1 



doubt about it. 
Comments: [Its isnad is qawi] 



[m\ ; U^A 
..(J^ oil— | ! ^j^>*j 

864. It was narrated that 'Ali fi*^ - ^ _ Mf 
said: The Messenger of Allah * , *' s 

forbade offering an animal that has ^ d^'i^ 0? ^ if <-j>}*r J* 
lost a horn or ear as a sacrifice. -J ^ J J| ^ ^ : Jli 

Comments: [A hasan hadeeth its * ' ; " ' , f , 

isnad is da'cef because of the [tfT -Oi^M} 

Weakness of Jabir Al-Ju'fi] 

.^jU vy» i ^ y/l 

865. It was narrated that 'Ali ^ ; ^ ^ Lil- -A"lfi 
said: Abu Bakr used to recite in a ^ l\ s " . 1 1 - 

low voice when he recited, and J* ^/j : ^r- 

'Umar (^) recited in a loud voice. ^ ^ ilf : Jli ^ ^ J 

When 'Ammar recited, he ' -j ^ 

would recite some from one soorah ji^i j** o^Sj li^ ^-j^ 
and some from another. That was . ^*f. *,a^ : 

mentioned to the Prophet (^) and - ^ - j* > J - ^ 
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he said to Abu Bakr "Why do * s 

you recite in a low voice?" He said: JUi ^ ^ "A^ '5^*5 ji>^l 
Because the One with Whom I am J y> . £ ^ 

conversing can hear. He said to ^ ^ ~ ' \ . i ^ " 

'Umar (^): "Why do you recite out : ^ J ^ W ^ 

loud?" He said: To scare the £i * if .-^ Vviirr' 

Shaitan and awaken those who are " J J , > " « ' ^ 

asleep. He said to 'Amrriar: "Why ^ : jlLj JUj 

do you recite some from one soorah . 

and some from another?" He said: * ' :JU "'^ ^ 

Do you hear me mixing with it »li iki ; Jij : ju ?o -vj 

something that is not part of it? He 
said: '"No." Then he said: "All of it j> [y^ 

Comments: [Its *snad is da'cef and 
Hani' bin Hani' is unknown] 

866. It was narrated that Ibn 'Umar 
said: (The body of) 'Umar bin al- 
Khattab was placed between the y\ : ^ISj^l 

mmfwr and the grave, and 'Ali came >* ' ^ - , \ • 

and stood before the rows. He said: ^ V ^ ^ Jr 

Here he is, three times. Then he said: ^Jl £ ^iLiJl ^ * : jij 

May the mercy of Allah be upon " ^ \ ^ s / , - 

you; there is no one among the ^ ^ ^ ^ ^j^j 



creation of Allah with whose record 
of deeds I would more like to meet 

Allah, apart from the Prophet (^), ^ ^ ^ t JjQ£ Jil iU-j ;J|j 

than the one who lies here, covered /• - >.=;f :f . ^. i *m i,-- 

with this garment ^ ^ ^ ^! ^ ^ 

Comments: [Hasati because of l^-^ 1 ^ if ^ & 

corroborating evidence; this is a [MV; ^ y : ^ 

867. It was narrated from 'Awn - ^ ^ . Jj, ^ _ Anv 

bin Abi Juhaifah that his father ' ( / 

said: I was with 'Umar (4^) when J^*d 0? ^J^ 1 

he was lying covered with his - Jtf f t - * 

garment after he had passed ' 0* t,u ^r i>; Oi iP/ ^ 

away. 'Ali (^) came and lifted the ^ a5 t> LJ yj. 2* Us 

cloth from his face, then he said: - > - 

May the mercy of Allah be upon ^ ^ ^ 
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you, Abu Hafs, for by Allah there 
is no one left, after the Messenger 



of Allah with whose record ^ 3§ <^ Jj^j ^ ^ ^ 

of deeds I would more like to _ t . . ' ^ . £ 

meet Allah with than your record. ^ ^ ^1 

Comments: [Hasan because of [A*n 
corroborating evidence] 

868. It was narrated that 'Ali bin J\ ^ lL ; ^- —A* A 

Abi Talib (4b) said: I was a man , a / f t ^ , 

who emitted a great deal of madhi & & ^ J : ^*^' 

and I started to do ghusl in the ^ ; Jii , JiL, J\ y_ ^ ^ <i^J 

winter, until the skin of my back 5 ^ ' * , " r % \ . ~\ 

became cracked. I mentioned that *-r^ *^ J1 ^J- Jt^ 1 oii>^ i£LU 

to the Prophet (ft), or it was - liJ iUi :Jli ^> jili 
mentioned to him, and he said: 

"Do not do that. If you see madhi 'H fc J** ^ B ^ ^ 

then wash your private part and r,„ > f * * : , v-:. 0 f, 

do wwdoo as for prayer, but if ^ ^\ ^ - J 

water gushes out, then do ghud" -"J-r^-U £ll5l d*Lj>k lj£ t sSLkU 

[urA , wa : ^0 



Comments: [Its js/wirf is saficc/zl 



869. It was narrated that 'Ali 
said: I was a man who emitted a 

great deal of madhi, so I asked the ^ 0*^^ ^ if ^ * f^^ S { 

Prophet (ft), or he was asked ' \. , . v\ r - H f 

about that, and he said: "For madhi ^ ' JU > ^ 

douWoo'and for mam do g/?ws//' : Jlii ^ J-Uj jl £fe ^lJl JjLii 



Comments: [A ai/iech fta<iref/;] 



870, 'AH (*) said: I was a man ^ _ AV . 

who emitted a great deal of madhi, " ' £ 

and I told a man to ask the 0^ ^ ^S-^ l^' Vrr^ 1^ 

Prophet about that. He said: 
'Wudoo' should be done for that/' 
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Comments: [Its isnad is sahech ^ *t * , 

according to the conditions of al- ® JL ~* ^ t;, - u 

Bukhari ' [ATr ^g..^!^ ;jUi 

ji o-Ji >^ jl (Arr) r JLi-u (r.r) ; f >CsM 0 l_j 

871. It was narrated that Abu - ^ Ofti -AV^ 
Juhaifah said: 'Ali (4*) addressed > 

us and said: Shall I not tell you of if ■£} 0? £^>- oUIU 

the best of this ummalx after its . v ' f *- i- 

Prophet? [It is] Abu Bakr as- ° *S ^ ^ * ^ 

Siddeeq. Then he said: Shall I not s4* ^ jli^-T Vf :JUi ^ Cii 

tell you of the best of this ummah / ' * ^ , 

after its Prophet and after Abu ^ f * l ^ ^1 

Bakr? Me said: [It is] 'Umar. J\ j&j tjl; j£ y^l 5 ii ^ jL^J-f 

Comments: [Its isnad is /irts*m] [aTT , ^ j ^ ^ ♦„ 

— >- <oL— i : ^jpti 

872. It was narrated that Abul- ^*Lp ^ i;U liio^- -AVT 
Ghareef said: Some water for "i " ' . . , 
uwdoo' was brought to 'Ali s> & :Jli V^^ 1 ^ a* J { 
He rinsed his mouth and nose j^ij t C% ; ^I^lj ^A^U 

three times, and washed his face ; ^ _ ^ ^ ^ ; 

three times, and washed his L ^ ^ J^j 4^rj 

hands and forearms three times. L A' V 3- * ' . r ' - - - ; i'm^ 

Then he wiped his head, then he \ f ' t \ * * - " \t ^ 
washed his feet. Then he said: *r* 2^ *U1 : Jli 

This is how I saw the Messenger • - ( - u . v T*^i - f-- 

of Allah («) do wudoo\ Then he ^ / J f ^ * ^ ^ 
recited some Qur'an, Then he ^ ZjJ^I iSti 

said: This is for the one who is 

not jumtb; as for the one who is ! : £0*" 

;wn»b, no - (he should not recite), 
not even one verse. 

Comments: [Its isnad is Hasan] 

873. It was narrated that Zirr bin 
Hubaish said: 'Ali (^) wiped his 

head in wudoo f until it was about J> J 1 ^^ J* tst^^ jrt ^3 



to start dripping, and he said: This 



-ijj^ ^ Uio^- -Avr 

^1 ^ jj -Jr ,jJJ, 
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is how I saw the Messenger of 
Allah do wudoo'. 

Comments: [Its isnad is saheeii] "^yi 3iS ^ -J^j 

874. It was narrated that Tariq - ^1 ^ ju^J :<Ll -AVi 

i.e./ bin Shihab - said; I heard 'Ali 



say: We do not have any cA ^-u- : ,y a -r 1 > J1 



book that we read to you except _ ^ ^ _ ^ - t 

what is in the Qur'an and what is ' \ ' » \ r , 

in this document - a document Oj^ 1 V - ^ * ^ : <J^* 

that was in the sheath of a sword . * ^ . 

that he was wearing, which had " s*- - ^ - \ • 

an adornment of iron. - I took it d\S ^JLL, ^{'J ii-*-^ AjL>^kJl 

from the Messenger of Allah (sfe) M A ' ' ° i joj^- 

and in it are the rates of zakah. - & ^ - — - - ' 

Comments: [Hasan lighairihi; this [ VAT : frU -V^^ ^> ^ ^ 

isnad is daVe/ because of the 

weakness of Shareek] ^U-J i-Uj to^jJ j— ^- • py*" 



875. It was narrated that 'AH ^ JU^i iaJJI -AV* 
said: Part of the Sunnah in prayer £ , , _ > : U *\ * 
is to put one hand over the other s£ ^ ' ^ - 0 - 
beneath the navel. <jl^! <>^2 l : 
Comments: [Its iSMfld is rfrt'fc/] - * f *- * t ,.*t, • i-. 

o^JaJi ^ mIIJI ^ jl :Jli J^i- 

c^J JisSii JLilSJi 

876. It was narrated that 'Abd ^ ^ ^ : ^|— „ A V1 
Khair said: 'Ali (^) taught us the ' ^ ' ^ / , . * 
uWoo' of the Messenger of Allah ^ ^ C^" 

The slave poured water onto ^ ^, * 

his hands and he rubbed them r ' J 

until they were clean. Then he put J* »x iU^l ^-^ k _ J l* 

his hand in the small vessel and , . V 1" |" '■-**'; --JM; 

rinsed his mouth and nose, and **^~ J ^"^^ WJ ' J ''S^^r 

he washed his face three times J! ^^j^j tliSG L:^ 
and his arms up to the elbows 
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three times. Then he put his hand ,~ -f 

in the vessel and touched the t * LL ^ ^ ftJ * J^ 1 p 

bottom of it with his hand, then p ^ jj 

he took it out and wiped his other , ^ . * J7 ; 

hand with it. Then he wiped his ^£ 
head with his palms once, then he r - '-'<* i^r: — 

washed his feet up to the ankles > y " , 

three times each. Then he took a ^1 J^Lj ^ p 5^ 

little bit of water in his hand and r , . fl v k rt t _ {* ' 

drank it Then he said: This is [W ' A 1 * 



how the Messenger of Allah ($5) ^ ^ j e>] 

used to do wudoo\ * " c " ^ 

Comments: [Sahech because of corroborating evidence; its isnad is hasan] 

877. It was narrated that 'Ali {&) ^ ^ ^ : ^ * ; ^ ^ ^ Avv 
said: The Messenger of Allah (^) / " _ 

said: "O people of the Qur'an, pray J* i O^^l ^ £Jj : ^J^J 

W/fr, for Allah, may He be glorified ^ ^ . .J ( ^ . ^ 

and exalted, is One and loves that s £ - . , - P\ 

which is odd numbered." o[i t Ij^jf IjTyOl Jil U» : ^ «dJl 

Comments: [Its isnad is vU U : >:!] .^1 ^>J ^ J^j ^ 

878. It was narrated that Abu ^ - ^ ^ ^ ^ 
Juhaifah said: 'Ali bin Abi Talib - J ^ • ^ AV * 
said: Shall I not tell you of the j* <JW jJli C^l i^U-^l 
best of this ummah after its v f .* 
Prophet? Abu Bakr, then 'Umar, Jb JU °* ^ ^ ' — 
then another man, s ii ji^ ^ ■ ii* 
Comments: [Its isnad is stfWil * - * i > - * * f <? ■ ' - *- 

[Anr i^ij .^1 

879. It was narrated from 'Ali ^ 0Sj£ ^ — ^ - A V^ 
that he said: The best of this \\ t \ ) 

ummah after its Prophet is Abu 4 ^ J>v 

Bakr; the best of it after Abu Bakr f * - ^ M — 

is 'Umar; and if I wanted, I could ^ ' "/ ^ ^ ^ J ^ 

name the third one. <-^\ ^ ^1 ^ oy> *J£ 
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Comments: [Its isnads are saheeh; its 
men are thiqat] 



880. It was narrated from Abu 
Juhaifah: I heard 'Ali say: The 
best of this ummah after its Prophet 
are Abu Bakr and 'Umar and 
if 1 wanted, I could tell you of the 
third one. 

Comments: [Its isnad is saheeh] 



881* It was narrated that 'Ali (4*) 
said that the Prophet (3^) sent 
him to Madinah and told him to 
level the graves. 

Comments: [Hasan because of 
corroborating evidence; this is a 
da'ecf isnad because Abu Muhammad 
Al-Hudhali is unknown] 



882. It was narrated that 'Ali (^) 
said: The Messenger of Allah (jfe) 
sent me to Yemen, I said; O 
Messenger of Allah, you are 
sending me to people who are 
older than me, and I am young and 
do not know how to judge. He put 
his hand on my chest and said; "O 
Allah, make his tongue steadfast 
and guide his heart. O 'Ali, when 
two disputants sit before you, do 
not judge between them until you 
listen to the second one as you 
listened to the first- If you do that, 
the verdict will become clear to 



[AVA :^r\J .iJ&l 



^} o? 1 <y- 



J GjJb- -AA< 



y- J-pUJ*! jjlj ir) ^}^- 

[AVI -vJtJb jL&Sl^ oli 



J> jL^| tJLAj "-B^jJ /- 



: jr fllp ^ j^lil &Jb- — aaY 



:Jli Jl m Jli J^O JZ 

:Jli ?£L^J1 ^1 N ^jl^ Ulj c ^ 
c-i f^' 11 :Jlij t^jJu^ ^Jlp J-b 



Musnad Ali Ibn Abi Talib 434 4, ,_JUa j£ 



you/' 'Ali said: I never got confused 
about any judgement after that or 
doubted a verdict after that. 



j&if u jf t jJL; JLi; ^aiii 



Comments: [HasflH because of f . , , - : 

corroborating evidence] nv ^bJ-^^Ui 

883. It was narrated that 'AH (*) ^ £<± - ^ -AAV 

said: When this verse was revealed " 

- "And warn your tribe (O Ji ^ J* ^Jl^Jl < lf jJj. x j\ ^ 
Muhammad fe)) of near kindred" !i<i s i . 'u- , 1- • - ' * - \ n n, - 
[ash-Shu'ara' 26:214] - the Prophet ^ * 

(*s>) gathered his family together. 4i^J^ j&S$ s li 

Thirty people gathered and ate and . ' £ , , „ , v " 
drank. Then he said to them: "Who ^ * 1 ^ " JL5 t(YU tl ^ J ° 
could take care of my debts and \ JsU Ui^U t *£ Jil 

promises for me, and he will be ^ > . p ^ . " , 

with me in Paradise and will be my ^ ^ ^ : ^ 

successor among my family?" A t> J±j j ^ i£j 

man - Shareek did not name him - t „ ^ " / v " _ 

said: O Messenger of Allah, you P - J^j >J 

are like an ocean; who could do ^ ^ J * " u ' JjL * 

that? Then he offered that to the . ^ \ "~ 

members of his family and 'Ali (4*) ^ f^* 

said: I will. ^ e t k 

Comments: [Its is»ad is da re/] * * - 4 ^ V* ^ - J 

-tja-Vl <JJ!j-* ^ u*^ 1 ^ <J^} oLi 



c* 1 



^ JjL^ £jb- -AA£ 



884. It was narrated that 'Ali (4*) 
said: The Prophet (gs) used to 

pray W/fr at the time of the adhan tSf 1 o\ : ^ t^jl^Jl ^ . JU^l 

and pray two rak'cdxs at the time 1,^ . .rt' - >' , - ^ -,, 

of thermal,. ^ ^ ^ ^ * 

Comments: [Its isnad is df7Vc/] -y^Vj Jup 

.j^V) jUJlj JJL ^J- k>^A->qJ l,^.^ sjL-j] ; ^j^C 

885. It was narrated that 'Ali (+) ( ^ ^ . j^f ^ -aao 

said: The Messenger of Allah (5^) ~\ , , " 

used to pray sixteen rak'ahs during ^ '-^ ^ If- t f*-f^ 0^ ^3^>^\ 
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Comments: [Saheeh] 



886. It was narrated from 'Ali -^jfy <~*\s.\ iri Wj^- -AAl 
bin Abi Talib that the Messenger > -/ . - ^. * 

of Allah (jfe) used to ride a J>- ^ ^ 

donkey whose name was 'Ufair. ^ ^ ^ ^ JjU^-J 

Comments: [Sa/iee/i because of . Jjj'^ t*''Jl Jjt jlp "I 

corroborating evidence; this is a ^ - - ^ c l>-^ - ^ 

da'cefisnad] y : ^ J ^ ^ ^ ,^UJi 

'j^r ^-^^ OLS 54*. <JJl 

887. It was narrated from 'Ali ^ ^ £^ ^ ^ £^ _AAV 
bin Abi Talib that the Prophet \ 

(^) said: "The anus, for the eye ir?^ : i ^ J r J1 

[in another version of this report - ^ . * h . . . L ^ . - - - 

it says: The eye, for the anus..., * * ^ t , 

which sounds more apt], is like ^ ^ J> ^ j^<-tj^j^^ 

the strine that ties up a waterskin; ♦ ' - ^ „ - T1 

whoever goes to sleep, let him do ^ - - - - 

wudoo'." . Li'illi *U 



Comments: [Its rsnad is dfiVe/] 

.<i k_jJL>o f-Utp ^j-J* ^ rf^^Jl jlJjJI ^ iJL ^^-JjlJ oiL^-i '. 

888. It was narrated that 'Ali said: . * j .y^Ji *° - * * * lliJL>- -AAA 
When I killed Marhab, I brought his * ^ ^ 

head to the Prophet (^). ^ irU^ oO* J* ir'J'^ J^^~ 

Comments: [Its isnad is da'eefjiddan Jj£ £j :JLi ^ ^ toJL^ toi 

(very weak); it is a chain of da'eef \ ^ \ 

(weak) narrators] .5^ ^1 J\ i-V 

889. It was narrated from Jareer ^ ^ . Jj, ^ ^ _ AM 
bin Hayyan, from his father, that * > ^ " ( t 

'Ali said to his father. I shall i-'ji y m aLl^ : aL^ 

certainly send you on the same ?f f : . - *^ "1 

mission as the Messenger of Allah - «-r - ur; r./r ^ . . ^ 
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(Sfe) sent me: level every grave „ -^.i- f - - - 

and destroy every idol. - ^ ^ JLi ^ 



Comments: [Its isnad is dfl'rc/] ^3 ij-^ 

c-i-i^Jt J~fij i^V^ ^ Lr^ji iJJu aJ '^r ^a-^ ajL^J 

890. It was narrated that 'Abdur- - ^ ^ ^ _ M , 

Rahman bin Abi Laila said: I heard * 

'All say: I was a man who Ji -kji J* JP* 0? : J^^I 
emitted a lot of madhi, I asked the 



Prophet (jfe) [about that] and he t£ 

said: "Wudoo' should be done for cJLli ^IJu ^ : ^ 
that" 



Jli ^ 0? ^> ±* 'J- <j>} 

jLli t£lju V^-^> * J^Jj llli- C wq.^ 



Comments: [A sa/i^/? hadecth; this 
is a Jfl'ee/ isuad] 

891. It was narrated that 'Ali (*) *g - ^ ^ : Jjl 1^ -a* \ 

said: I was a man who emitted a lot £ " ^ \ " t , 

of madhi. I asked the Prophet (^) ^ l J* : &? ] ^ 

[about that] and he said: "Wudoo' - <■ j*j ( • ' 1 s ji _/£ • - r ;- 

should be done for that and ghust ^ % ^ ^Z*"' 

should be done for mam!' lJS\ cJLLi *£lJu els :JU ^ 

Comments: [Sriia-fc] ^ ^„ t ^ 

&jlA ^ ^A; L ; oA -A^t 



892, Ibn Abu Laila narrated from 
Ibn al-Asbahani from his grand- 
mother, who was a concubine of sir j* i^L^Nl J,\ ^1 y\ 



'Ali that she said: 'Ali said: 
I was a man who fell asleep easily, 



and when I had prayed Maghrib, o±i b| iifj l Lj jy yJLj J^S 

and was covered with my garment, " >t s „ , 

I would sleep, then - Yahya bin ^ ^ - r urf^ 4^ 

Sa'eed said: I would sleep before ^ J J| ^ tL £j, V; 

7s/ia - I asked the Messenger of ' 

Allah about that and he -J i^'? J* 
granted me a concession. 



Musnad AH Ibn Abi Talib 4* 437 ^JUa ^ JLt t \ \m* 

Comments: [Its isnad is da'eefl m : , 1 < . 

893. It was narrated that 'Ali (^) ^ ^ ; J Ji ^ ^ _ Mr 

said: I was a man who emitted a lot \ ' * 

of madhi. I asked the Messenger of ^' _ <lrf >->"^ -V" ' -±^* 

Allah about that and he said: . - ^. *? > . itiil it' 

"For maM,wudoo' should be done ^ ; *' ^ ^ t ' ^ - J 

and for warn, ghusl should be :Jii ^ ^ ^ ^ 
done." 



Comments: [Sa/fee/j] 



cJUi {mt/u t^iJu *>U3 Jis 

jiji :JU± v JjJ^ y< Jji 

.«JJLJJI ^Jl j; 

894 It was narrated from 'Ali ^ >| ; J J| J- _ A<U 

(^) that the Prophet (afe) sent his < ^ " * - w ' ^ 
sacrificial animal with him and ^C^ 1 J? -> ^ 0? JL * J ~° 

told him to give its meat, skin and , *1 G55jC- ' L*"jl ili 

blankets in charity. - t s F * i — 

Comments: [So/rceJi; this is a ha&an ^ £f>> ^} yXj (H^ 1 ^ if 

.[o^r .l^-fj IaajUj 

895. It was narrated that 'Ali (^) Ji : fa >; ^ ^ -A^o 

said: The Prophet (^) came first, ° £ 

followed by Abu Bakr, and the c ^ ^ ^JtA-ll ^1 J/ ^ ^Jl 

third one was 'Umar fe). Then >\ f.. «*t. • *h 'n - * ■ - 

turmoil ifitnah) struck us; Allah Ji ' ^ J /^^' ^ , ^ ^ 

will pardon whomever He will. jl ^J.t^p J-JL*} ^ ^fc 



Comments: [Sahcch because of 
corroborating evidence] 



[ ^ * T * : jliil] .tLtJ h ]/*^' >^ 
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896. Shuraih - i.e., bin 'Ubaid - > * . s >e . s 
said: The people of Syria were : ° l >^ ^ ^ ^ 
mentioned in the presence of 'Ali 'ji : Jtf _ jl£ jjl ^ _ i^j, 

bin Abi Talib (&) when he was in ] - "\ ' " ~ * - * * 

Iraq. They said: Curse them, O >J ^) J. & ^ J* 1 

Ameer al-Mu'mmeen. He said: No; i^t^ - f u '- L J l M W 

I heard the Messenger of Allah (&0 , , , / ^ , ; ^ = 

say: "The abdal (people who are : J>i Sfe ^ Jj^j : J 15 

close to Allah) will be in Syria, and Jt > <- i ^ - f - ^ * . . : r v ^ ' , 

they will be forty men. Every time r _l ' 

one of them dies, Allah will replace iJ ^4 * ^rj ^J' J-^ J^j 

him with another man. By virtue of , .y - . , > , 

them rain is sent and through them ^ r* tl ^ J1 tf; 

victory is achieved against the . *±,\XA\ ^ jif 
enemy and punishment is warded 

off from the people of Syria/' * U**^ : 

Comments: [Its isnad is rffl'ee/ ^M 1 ^.-^j iij-b jj ^ y\ 

because it is interrupted] ^ jjl ^ 

897. It was narrated that 'Ali y t kyL jSjJ* :M jlp iL'jU -A^V 
said: The Messenger of Allah , , t „ ;S , a . 
sent me with the sacrificial ¥ - J Ml 1 ^ V J ^ ^ ^ : 
animals and said: "Do not give tj^L^i ^ J, <£>_'Jr J>) 
the butcher any of it" \ , * 

Comments: [A sa/w/f hadceth, al- * Jli ^ ^ ^ ^ J> ^ ^ 

Bukhari (1717) and Muslim N» : JU i jiSl i sge «Ll j ^ 

898. It was narrated from Ibn ^ .j^, '* ^ _ A ^ A 
Abu Mulaikah that he heard Ibn ^ ^ ^ ti \ 

'Abbas say: When 'Umar bin al- y. s>* _ Cr>} J^i „ ^\ 

Khattab (*) was placed on his ^5 ^ f M . t Jj . ^ 

bier, the people gathered around " - : - ^ sfi ^ 

him, praying and invoking ^ £-fj : J jij ^ 
blessings upon him before [the 



bier] was lifted up, and I was ^ ^ "'*r ^ 

among them. No one alarmed me jji t : fj t^^J 01 J^i OjLklj 

except a man who seized me by _ 

the shoulder from behind. I ^ * ^ ^\ Jf'A 
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Jit- '_JLia ^1 Ju^Jt 



turned and saw that it was 'AH , t - * ^ > — j - • - 

bin Abi Talib (*). He prayed for '^yj & & > b l* 

mercy for 'Umar (^), then he *j\ Zj. £ \ U ;jUi 

said: You have not left behind , # . ^ • ? 

anyone more dear to me, with the ^ ^ Jl 

like of whose deeds I would hope - £j, ^ ^ Lj -111 

to meet Allah, than you. By Allah, % t% t * Vl 

I think that Allah will most 

certainly join you to your two £ >j ; . J t Jj, j 

companions, and that is because I * ' ' ' 

often heard the Messenger of ^^-j j& yXj ^JL>-Sj 
Allah (^) saying, "Abu Bakr, , * ,t *t , 
'Umar and I went; Abu Bakr, ^ u i J ^ J ^ ^ U 
'Umar and I came in; Abu Bakr, ,U4^ JjlU^J 

'Umar and I went out." So I think 

that Allah will most certainly join : f t(T"uo) :^ <-£r^^ -{hj** 
you to them. . (tta^) 

Comments: [Its isnad is sa/ieWi, al-Bukhari (3685) and Muslim (2389)1 

899. It was narrated from Abu & L ^f . - ^ ^ _ A „ 

Umamah that 'Ali bin Abi Talib , *\ J [ ~ , . f , 

told him that he used to go to ^ l ^y} y, l^"' '■ <^ 

the Prophet He said: If I ^ ^ ^ . ;| 

found him praying, he would say f * t ^' 

tasbeeh and I would enter, and if ji ^1 jl ^1 

he was not praying, he would % ,> r V = , . ^ 



give me permission to enter. 



:Jli 5^ utf ^1 



Comments: [Its chain of weak 

narrator] _ „ T „ , . 

900* 'Ali bin Husain narrated ^ c^if :jU3i r 1 t&U- -V * 

that Husain bin 'Ali (4*) told him " f \ , > >\ , * 4 . 

that 'Ali bin Abi Talib (*) told 0^ 01 0? 4^ ^V) 31 

him that the Prophet came to ^j^ ^{ ^ ol ^ ^1 

him and Fatimah, the daughter of ; ^ \ ~\ ^ ' tf -' o f 

the Prophet at night and $\ Q 3fe ol 

said: "Why don't you get up and ^ % ^fa> ^ . ^^j ^ 

pray?" I ['AH] said: O Messenger " s ' " , , , * 

of Allah, indeed our souls are in £Li \ty 15JW jC lllil UJI !JJ1 Jj^j 

the hand of Allah; if He wants to - - > •* . ? f 
wake us up He will wake us up. - L - rrr ~ 
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He left when I said that and did * , t , t A > 

not say anything back to me. J ^ ^ J r 4^ 

Then I heard him say, whilst he jJ=J ^7 ^ : j ^ 

was turning away and striking his " ^ J ' 

thigh: "But, man is ever more jj^ 

quarrelsome than anything" [al- 

Kahf 18:54]. ' ( iV) : C 'C?~ ^ : ©>"" 

(Wo) 

Comments: [Its isnad is satee/i, al- 
Bukhari (7347) and Muslim 
(775)] 

901. 'Ali bin Husain (4b) narrated t j u ^ f ^ : ^ , v > 
that his father, Husain bin 'Ali (.#,) £ V - ; ( \ t 

told him that 'Ali bin Abi Talib ^ : 0^ ^ £J* J^ : S? 1 ^ 

told him that the Messenger of Allah { : * , ^ ■ J" { * : * : ■ - * 
(*£) came to him and Fatimah at - ^ ' ° V ^ "^"^ * * 

night... and he mentioned a similar j* U'jL ^ 5JUI J^3 ^' : 
report. ^. : / :- 

Comments: [Its isnad is sa/ieefr] ^ 

902. It was narrated that 'Ali bin - Jj, >~ ^ . . . >. ^ ^ _ ^ y 
Abi Talib said: The Messenger * ' * ^ - * *^ 

of Allah (^) said:" Allah is Kind _ Jti oLllS ^ ^li J, 

and loves kindness, and He rewards • , *J * ' * 4L1 jlp ' ' ' * " 

for kindness in a way that He does ^ ^ * V*.? ^ - 

not reward for harshness." Jli : JU ^Jli ^1 ^ ^ tiLii 

Comments: [A hadecth that is bran ^ JJ^ 01" : ^ J ^ 
when joined with other reports] - ' " * J J ^ 

903. It was narrated that 'Ali y t jL^* : Jtil Gsi»- * f 
said: The Messenger of Allah (m) ' * r ? , .i* - . ^ ; , urM f 
said: "Whoever narrates a hadeeth ^ * { 1 } & 
from me thinking it to be false, is J j^-*J\ xS- ^ ^ ^jUiVl 
the worst of liars," -* * - , , 



Comments: [Its isnad is saheeh] 



: % 4JLI! JU : ^ 
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904, It was narrated from 
'Abeedah that 'AH mentioned 
the people of an-Nahrawan. He 
said; Among them is a man with 
a defective arm, or an incomplete 
arm, or a small arm. 1/ you could 
exercise restraint, I would have 
told you what Allah promised on 
the lips of Muhammad (jk) to 
those who kill them. I said: Did 
you hear that from Muhammad 

He said: Yes, by the Lord of 
the Ka'bah. 

Comments: [Its isnad is saheeh, 
Muslim (1066)] 

905, It was narrated that 'AH (<£,) 
said: When this verse "And Hajj 
(pilgrimage to Makkah) to the House 
(Ka'bah) is a duty that mankind 
owes to Allah, those who can afford 
the expenses (for one's conveyance, 
provision and residence)" [Al-'Imran 
3:97] was revealed, they said: O 
Messenger of Allah, is it every year? 
He remained silent, Then they said: 
Is it every year? He remained silent. 
Then they said: Is it every year? He 
said: "No. If I said yes, it would be 
obligatory." Then Allah revealed the 
words: "O you who believe! Ask not 
about things which, if made plain to 
you, may cause you trouble" [al- 
Ma'idah 5:101] up to the end of the 
Ayah. 

Comments: [A saheeh hadeeth, its 
isnad is da'eef] 

906, It was narrated that Shuraih 
bin Hani' said: I asked 'A'ishah 
about wiping over the khuffain 
[leather slippers]. She said: Go to 



(J I oJU-P ^P I jJU^o JP t^lJLjij ^jjl 

J^O f-fcj : <J^ ^o\y^S\ Jil ^ ifip 
: t * J l*J JjUj .jtlAi jLJ J& jL^yiij 

5 ii Jj> llJ : Jli ^ 
iJbl U : IjJli CIV : jl^- Jl) 

:sj5U0 .aJ'VI jf\ J\ i'fiS 'ft jj ji 

Ajj j.^k,m.J> ^-UtJl ,^U^1 -UP j'^i 

jp ^i^p^l lii>- : ^jLii jil UjJl>- 
;^lXJl ^ iJ^Lp cJU : JU ^vl 
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'Ali (4*), for he knows more about 
that than me. So I went to 'Ali 
and asked him about wiping over 
the khuffain. He said: The 
Messenger of Allah (jfe) used to 
tell us to wipe over the khuffain 
for one day and night, and for the 
traveller it is three [days and 
nights]. 

Comments: fits isnad is saheeh t 
Muslim (276)1 

907* Yazeed told us: Hajjaj 
narrated to us and attributed it to 
the Prophet 

Comments: [Saheeh] 



908. It was narrated from 'Abd 
Khain I heard 'Ali (&>) say: Shall I 
not tell you of the best of this 
ummah after the Messenger of 
Allah fe*)? It is Abu Bakr and 
'Umar (Jfe). 

Comments: [Its isnad is saheeh] 



909. It was narrated that 'Abd 
Khair al-Hamdani said: I heard 
'Ali say on the minbar: Shall I 
not tell you of the best of this 
ummah after its Prophet? Then he 
mentioned Abu Bakr, Then he 
said: Shall I not tell you of the 
second one? Then he mentioned 
'Umar Then he said: If I 

wished, I could tell you of the 
third one. And he kept quiet. We 
thought that he meant himself. I 



.J* ilJi pi\ jfi wil :cJLii 

( Jlp SUi IIU ilSti :Jli 

.Uij £i4«^ tf^f : ^>' -^' v 

iVfA 

.jJLJL* -Jjj i ^r^-*-* 

^ 'J : Jui Hili- -VA 

[Arr :^ij 
4JJ1 ii* i£i> -v^ 

<ji ^ 5^ J^ 1 ^ 

:JU ^iiiyi fcC^U ^! 

^SJi :Jli ^L^r 1 9^* J^ 1 
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[the narrator] said; Did you hear . ^ V c *i * * ' i'" 

him say that? He said: Yes, by the : Jb ' ^ J > : ^ ^ ^ ^ 

Lord of the Ka'bah, otherwise [<\>A .llLi Nlj tZliSJl 
may they [his ears] go deaf. 

Comments: [Its isnad is ^ " M : E?>^ 

910* It was narrated from 'Ali ^ ^ .Jj, £^ _ M 4 

that he washed his hands three * , ' , , , s 

times, rinsed his mouth and nose <y. 44*^ : J^^[ 

three times, washed his face three ^ r, . . ^ ^ f . 

times, and said: This is the wudoo ' * V „ Y ^ „ * 

of the Messenger of Allah (^*). L ^al^j * J^* -0 1 .y> 

Comments: [A /utson hadeeth] -j^- t ^ ij^j JjJ.^ , c*£ jlii^lj 

[AVn :gr\j] ^ Jjl Jj^j lii 

"^P <J ~A~ a 4 j- 5 " 

911. It was narrated that 'AH fe) ^ : ijlii r 1 £jU 

said; The Messenger of Allah (^) _ , 

said on the day of al-Ahzab: 'J^- oi jr^ 0* 'Cf*^ ^ 

"They distracted us from the ^ u, \ t ~ '.'r . 'ir «i- *- 

middle prayer, Asr prayer. May v t } 

Allah fill their graves and houses J^j^ 5*^J=J1 ^ U^lLi B :> r >\y^ s }\ 

with fire." Then he prayed ['Asr] ( ; ^ . ^ ^ ^ ^ 

between the two evening prayers, ^ r*--?^ p-^jr- j 

between Maghrib and 'Js/m'. Abu ^iXJl ^ 0=? 



Mu'awiyah said on one occasion; 
i.e., between Maghrib and 7s/ia'. 



Comments: [Its isnad is stthceh, and [*\ W : .^tLjlj ^ y^JI 

Muslim (627)] ' ' 



912. 'Ali said: When I narrate to 
you from the Messenger of Allah 



it would be dearer to me to be lij : ^ J Ij : Jlj iili ^ t li^i 

thrown down from the sky than to / 1 *%" * * * , . . * * 

tell a lie about him. But if I narrate >H < ^ ^ *W ^ 

from someone else, then I am a ^ ^Jil M ^ j : 

warrior and war is deceit. I heard ^ ' f * ^ *\ ~ \ , >,»T 

the Messenger of Allah (^) say; t^jlA* J^3 ^ l 

'There will emerge at the end of . ^ m & { j - w ^>Jij 

time people who are young in age . 

and immature, but their speech tjliiNl ^li^l >y O^jJ^ ^ ^ £j^ u 
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will be like the best of people. But 
their faith will not go any further 
than their throats. Wherever you 
encounter them, then kill them, for 
killing them brings to the one who 
kills them reward on the Day of 
Resurrection." 

Comments; [Its isnad is saheeh, al- 
Bukhari (6930) and Muslim 
(1066)] 

913. It was narrated that 'Ali (*&) 
said: The Messenger of AUah (j^) 
said: ''I have relieved you of zakah 
on horses and slaves, and there is 
no zakah on anything less than 
two hundred (dirhams)." 

Comments: [Saheeh] 



914. It was narrated that 'Ali said: I 
said: O Messenger of Allah, why do I 
see you choose a wife from among 
Quraish and you ignore us? He said: 
"Have you anyone to suggest?" I 
said: Yes, the daughter of Hamzah. 
The Messenger of Allah (^) said: 
"She is the daughter of my brother 
through breastfeeding." 

Comments: [Its isnad is saheeh, 
Muslim (1446)] 

915. It was narrated that 
'Ikrimah said: I moved on from 
Muzdalifah with aUHusain bin 
'Ali (^) and I kept hearing him 
say the Talbiyah until he stoned 
jamratal-'Aqabah. I asked him 
(about that) and he said: I moved 
on from Muzdalifah with my 
father and I kept hearing him say 



:gr\j] .«uuaii 
.O-vi) 

.[vn i^ij] .isis:; 

^ cri' If ^ 

<li;i J i; Jjij l: :cii : Jvi ^ 

jjI aIL^ Jj" JlL^J l5jL^- -Mo 

i_^J tj 1 ^ J)! JUi ciiJjjiJl 

^1 £i si^Jaii :jUi tiiJLli tCiiJl VjJr 
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the Talbiyah until he stoned 
Jamratal-'Aqabah. I asked him 
(about that) and he said: I moved 
on from Muzdalifah with the 
Prophet and I kept hearing 
him say the Talbiyah until he 
stoned Jam ra taU 'Aqabah . 

Comments: [Its isnad is Hasan] 

916. It was narrated that Maisarah 
said: I saw 'Ali {&) drinking whilst 
standing. I said to him: Are you 
drinking whilst standing? He said: If 
I drink whilst standing, 1 saw the 
Messenger of Allah drinking 
whilst standing, and if I drink whilst 
sitting, I saw the Messenger of Allah 

drinking whilst sitting. 

Comments: [Hasan because of 
corroborating evidence] 

917. It was narrated from 'Abd 
Khair that 'AH (4*) said: I used to 
think that the bottoms of the feet 
were more deserving of being 
wiped than the tops, until I saw the 
Messenger of Allah (^) wiping the 
top (of his feet). 

Comments: [Saheeh because of 
corroborating evidence] 

918. It was narrated from Ibn 'Abd 
Khair that his father said: I saw 'Ali 
(&) do wudoo', and he washed the 
tops of his feet and said: Were it not 
that I saw the Messenger of Allah 
(Sfe) wash the tops of his feet, I 
would have thought that the 
bottoms of the feet were more 
deserving of being washed. 



£0 sj:».-3> I :JLii -cJ Li* 1 4.'.LxJ 1 s^JL>- ^jr*j 

J: 'jaJ jjf pi m g\ 

[\m : >i] .Oiii i'^ 

*U«- 'J* JlJai *J> JuAi &JL>- -\\\ 

: Jlii ! ^LislS <1<^JJ : Ij cJUa : J\i t Llsli 
[mo : J&\\ 4^3^ ^ 

^ jtliVl gji :^s; gjU ^Ullil 

^ ^ ^ ^ ^ ^ ^ 

[vrv i^ij] .ui^ii 

« L,^ ' Jli ol t jlp 

4 4^*OJ J^i=» 
jl Jjii ^ ^_^J 
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Comments: [Its is nad is saheeh] JiJl ^ * 

919. It was narrated from 'Abd >* gfc . fa ^ 

Khair, that 'Ali (4*) said: This is ^ / ^ ^ 

the wadoo' of the Messenger of ^ c^^ 1 : J^'-*--'l 



Allah (slg). Then he did lottdoo' 
washing each part three times. 

Comments: [Its isnad is saheeh] P ^ l l ^ li * 

[Avi :gr\j] iyi 

920, It was narrated that Umm ^ ^ >^ ^ _^ Y , 
Moosa said: I heard 'Ali say: 7 > , - ^\ ° , - , ? 
The Prophet (^) instructed Ibn ^ '^A f 
Mas'ood to climb up a tree and he * ^ ; i; 1 - : ' ■ - - "l ^ j r (l 
told him to bring him something r , w / _ " \ 
from it, and his Companions JS ^lU^l ^> ^ ^ 
looked at the shins of 'Abdullah - ' • ■ fa *- 
bin Mas'ood when he climbed the i *^- J . Cj^t -J*. , ^ 
tree and laughed at how thin his fa J^j jUi iuL j* ij< ^ 
shins were. The Messenger of > w * 

Allah (M) said: "Why are you J J 551 ^ ^ >, J ; U " : ^ 

laughing? The leg of 'Abdullah ,[r<W : >1] .i^l ^ Ut^l jljjl 

will be heavier in the Balance on 

the Day of Resurrection than -j-*- ! U*j n 

(Mount) Uhud." 

Comments: [Saheeh because of corroborating evidence; this is a husan isnad] 

921. It was narrated from 'Ali («&) ; ", r -> . - 
that he said on the day of the battle ' ^ ' ' ' 

of the Camel: The Messenger of f£ ^ ^ t J>j ^ 

Allah (sfe) did not promise us j^t i' t' ' M^- Jj| j ^ ' ■ p J; 
anything on which we might base ^ ^ J ' v*^" 

a claim of succession, rather it is t iLjil ^ JiL'^ i^j, Z&j t SjUl ^ ^ 

something that we thought of , >/ % ^ ■* , \ r , r \< /I, 

ourselves, then Abu Bakr was f ^ ^* ^ * ] 

appointed as his successor; may fa ^ ^ 

the mercy of Allah be upon Abu s ,i 

Bakr, for he did well and remained Jt^ f f ^ 

steadfast. Then 'Umar was 

appointed as his successor; may ^ ^ ^ ^ k -V-* *° < • £i-f*^ 
the mercy of Allah be upon 'Umar, ■ J* '^ JJ 
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for he did well and remained 
steadfast until the religion of Islam 
became well established. 

Comments: [Its isnad is da'ecf\ 

922. It was narrated that 'Ali (&) j3 4-* J : ^ V" ~* Yr 

said: Shall I not tell you of the best # „ , , . . * 

of this tfwiwwh after its Prophet? [It ^ - ^ 0* 

is] Abu Bakr, and the best of it after :Jli ^ ^ ,JJ- _ ^JLUl ^1 

Abu Bakr is 'Umar. Then Allah ( ~\ U* " , V .i -t 

puts goodness wherever He wills. ^ -W ?^ ./^v p^y^ ^ 

Comments: [A sahceh hadeeth] jj^ ij t ; J L*^*3 * ^ 



923. U was narrated from al- 
Hakam / from someone who heard 
'Ali (^) and Ibn Mas'ood say: The yXj ty* £^ j^- i^J^Jl ^ ^ j^lS 
Messenger of Allah issued a v ^ f.. > , - ' . V? 
judgement on the basis of one - ^ ^ ^ ' ^ - - J 
being the neighbour of the other ^ ^ . 

Comments: [Hnsdti because of y U J± j* ilL^J 

corroborating evidence; this is a " ' 

da'ecf isnad] 

924. It was narrated that 'Ali bin ^ ^ £1^ & QlU -m 
Abi Talib {^) said: The Messenger 



of Allah forbade me to wear ^ 0? ^ l ^ 'J- 

gold rings, to wear a blend of linen jx£ : Jtf ^jlL ^ ^ 

and silk, to recite Qur'an when ' ; \ " *\ * > 

bowing and prostrating and to '*T*^H f^ 1 

wear clothes dyed with safflower ^>JJj\j J J,j t ^Iiit 

Comments: [Its isnad is sahceh, ' - 

Muslim (2078)] ' LV ^ ^'J-/^ 1 ^^ 

925. It was narrated that 'Ali (*) ^ ^ ; ^ 

said: Three people came to the ^ , ' > " , ( 

Messenger of Allah (a) and one ^ Ir^ ^ .jU-^l 

of them said: I had one hundred j£ ^ ^ J ; ji ^ ^ 
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Ooqiyyahs and I spent ten . . , t , , £ 

Ooqiyyah (in charity). The next one :^_l^I 

said: I had one hundred dinars £u J JjlS : Jlij .Jijt 5 Up 

and I spent ten dinars (in charity). . ' ' , 

The next one said: I had ten dinars w jtlo 

and I spent one dinar (in charity), ^ (\\o /\) ^ J dil5 ^S'l 

The Prophet fife) said: "You are ^ s - 

equal in reward, for each of you JUi .j^!-^! ^ ^lil^i 

gave one tenth of his wealth in . . , * / 

charity." ^ ^ b>H J* ^ ^ ^ 

Comments: [Its isnad is da'eef ivir i^-lj] .«aJU ^lA, 
because of the weakness of al- 

Harith al-A'war] *£tj>^ 

926. It was narrated from ai- ^ ^ ^JU 

Musayyab bin 'Abd Khair that his # ^ p r 

father said: 'AH (^) stood up and 1^ ^ ! ±* If- ^ ] >U*~ty\ 
said: The best of this ummah after 



its Prophet are Abu Bakr and ^ ^ ^ v ^ 

'Umar, then we got involved in 5^ ^ : : J 1 ^ 

matters which Allah will judge as ,V • \ • " *- r-- ■ f ,v ^ >- >- >: 

He wills. ^ i J ^ J ^ * 

Comments: [Its isnad is sa/iedi] T ^ ^ 



927, It was narrated that 'Ali said; 
Witr is not a must like the obligatory 

prayers, but it is a Sunnah established Jt p-? 1 * J* ^J^[ ^ If J 



by the Messenger of Allah 
Comments: [Its isnad is qazoi] 



r^S ^V 1 ^ ^ If 

.[loir . ^5 

928. It was narrated from 'AM Jjij^iU;^ :Jw^L^-<\TA 
that the Prophet (^g) did wudoo' t . ^ 

washing each part three times. ijllii ^ ^^Jt rr 1 ^ 1 

Comments: [Its isnad is saherii] d\ : ^ ^ ^iliU ^ jJu. ^ 

.[\rn ,\\^<\ .uu ,y\rr ,\*yv 
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929. Tt was narrated from 'Ali ^ J^^I : Jjlj^l i£ GijU- -AM 

that the Prophet (&z) used to pray - ~ 

Witr at the time of the adhan. Jl ^ l ^J Wl ^ 'O^! ^ 

Comments: [Its isnnrf is riiz'ec/ [o*lA : . OlaSJl alt 'jjj ^ ^ ^ 1 
because of the weakness of al- 

Harith al-A'war] 'jj*^' ^jUJl ■ j« ^ Jj^? «jU :£)^>u" 

930- It was narrated from 'Ali bin *^ ijlj^jl jl£ - Af • 

Rabee'ah: ' Abdur-Razzaq said: . - - - ^ - ? 

Someone who saw 'Ali when he Jli ^ Ji & j* . JU^j 
rode told me: When he put his foot - ^ >^ ^ 

in the stirrup, he said: Bismillah (in 

the Name of Allah). When he got on t^J ^ 4 o^r 

it, he said; al-Hamdu Lillah (praise be .j^ ^ ^ ^ . ^ 
to Allah). Then he said: "Glory be to ^ s s ' - j ; \ 

the One Who has placed this U ^ ^JUl OUJi^ :Jll ^ l! 1 il^Jl 
(transport) at our service and we ; t n . . ;> .... 

ourselves would not have been - J ^ - J 
capable of that, and to our Lord is lJ~ p l( U ^ r : 4 bj&'j 

our final destiny [az-Zukhruf 43:13- * - s ^ - , . > ..... 
14]", Then he said : p <^ £j ^ 

three times and Allahu Akbar three y ft t j 1: L '.:ik 

times, then he said: O Allah, there is ^ , \ / / "/ . 
no god but You. I have wronged ^ " J^* ^^>-^ ^ ^! 
myself, so forgive me; no one ^ ^3 : 'J Z ^L^l 

forgives sins but You. Then he -; e> ^ 
smiled, and it was said: What made p * ^ J'^j <.^Lo U jL Ji* £fe 
you smile, O Ameer al-Mu'mineen? : « , ; > - 

He said; I saw the Messenger of ' — " ' " 

Allah (%J do what I have done and \ :JU Sl>J- :JU }l _jLi3(w 

sav what I have said, then he - ^ # - ^ ./ , , . ; ^ .. 

smiled and we said: What made N ^ V ^ U ^ N i J ! 

you smile, O Messenger of Allah? n/ ^ t jJ{ ^jji ^ 

He said: "I was amazed at the slave ' f " s f > 

when he said 'there is no god but ^ var : ■ V ^! 

You. I have wronged myself, so . . t . 

forgive me; no one forgives sms 

but You/ and he knows that no one ^ J* ^ ^ ^ J ^ 

forgives sins but He.'" 

Comments: [Hasan, because of corroborating evidence] 
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931. It was narrated from 'Ali that % , „ > , , . r ,. 
the daughter of Hamzah followed ^ & J=^l ^ ^ 
them crying: O uncle O uncle 'Ali 4 — ■ ; - , ^ ; ^ U ^ 4 ^ 
took her by the hand and said to . ' ' ^ « £ 
Fatimah (^): Here is your cousin; ^ : ^ ^ : <y* ^ 
look after her. 'Ali, Zaid and Ja'far ^ ^ ^ ^ ^ u 
disputed concerning her. Ali said: I - r - 
took her and she is the daughter of ^U^U -L^J^ 2l ^JLji : li^UJ 
my paternal uncle. Ja'far said: She is „ r . 
the daughter of my paternal uncle "sT JU * ^ 

and her maternal aunt is married to JLi- &l : J LS j t ^ ^3 l^Ait 
me. Zaid said: She is the daughter of * , % ^ V , • * 

my brother. The Messenger of Allah \ ^ 1 ^ j : x ' 3 J u J v^" ^ U J 
ruled that she be given to her %£L, Suju : jtfj t l^'iij ^ Jj| j * 3 
maternal aunt and said: "The ; , ; ^ , , f ' , f . 
maternal aunt is like the mother." U1 J ^ ^ J ' 1 " JL * r t<( f^ 

Then he said to 'Ali: "You are of me ft . 

and I am of you/' And he said to " : ^ ' 

Ja'far: "You resemble me in l - : ^ ^ oJh> :jujJ 

appearance and attitude/' And he r ? u . v : e-" - vT 1 m '1 *- 

said to Zaid: You are our brother - J ' ^ Jr - ^ J 

and our freed slave/' 'Ali said .[VV * : fci 

to him: O Messenger of Allah, why 

don't you marry the daughter of Jt* >* '■u^ ,J M 

Hamzah? He said: "She is the ^a_^J! -u*« 

daughter of my brother through 
breastfeeding." 

Comments: [Its isnad is hasan] 

932. It was narrated from 'Ali t Ju^l ^ £^ ^ juL 1^ -M*T 
that he said: The best of this "* ^ ' „ 

M/Hflw/i after its Prophet are Abu ^ ^ [ 1+* s+ : & ^ ^ 
Bakr and 'Umar (*). >[VA 



Comments: [Its isnad is sahech] 



933* It was narrated from 'Ali ^ tfciij OLli ^ L^j t ; JL^ -^rr 
(&) that he said: Shall I not tell / r m , , f 

you of the best of this ummah after ^ ^ 0^ * v^ L * 0^ 

its Prophet? [It is] Abu Bakr, then ^ ^ -J&\ 4\ 'jli 51 

Comments: [Its isnad is so/tcc/z like the hadeeth above] 
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934. It was narrated from 'Ali ^ jj^, & bil^ -*rt 
Shall I not tell you of the best of this t >* > 

Hmmfl/i after its Prophet? [It is] Abu ^ u+ Jt ^ 

Bakr, and the second is 'Umar ^ . ^ t ^ ^ — 

And if you wish, I shall name the ( \ , ^ *' a * - » a 

third. Abu Ishaq said: 'Abd Khair <• ^ y) ^ j^v f-^V 1 

made it clear so that you would not ' •* - ♦J* 

have any doubts concerning what ^ J r 1 ^ ^ J 

'Ali (^&) said. V ^5CJ -J^-^! 

Comments: [A Hadecth saheeh and .[^rt Jli L^i Ij^J 

935. It was narrated from Ibn .Jj ^ ^ 



Zurair that he heard 'Ali bin Abi 



Talib (&) say; The Prophet (&$) >rj ^ ^ ^ 0? ^ 

took some silk in his right hand - > :rf *f ^ • 

and some gold in his left hand, : * JJ / f^ 1 / 1 ; J JU - ^ 

then he said; "These two are ^jJl uj ;Jj^j <wJlI» ^1 



forbidden for the males of my 
ummah" 

Comments: [Saheeh because of f'^ Jt*** o\* *JLi ^ ^ 
corroborating evidence] ' [y(>% . ^ ^ ^ ^ 

936, It was narrated from 'Ali bin . ; ^ r r* . . * y * * - 

Abi Tahb that he said; We went " ^ ' . 

out with the Messenger of Allah ^lii ^ ir^ _ i.r?^ 1 _ 

and when we were in the * , ' . \ ,^ / , \ „ 

Harrah, at as-Suqya (a halting place ^ ^ ^f* ^ ^ 

between Makkah and Madinah) ^'J^ : Jl5 £f : ^Jli ^5 

which belonged to Sa'd bin Abi . „ ,* « e s , . ; fi 

Waqqas, the Messenger of Allah (s&g) cJlS LiJL i^JL ^ ^ 

said: "Bring me some water for ; ^ Jj; j-j J ^ 

wudoo'." When he had done™ rfoo' , tf _ * — ^* ' 

he stood up and turned to face the ^ ( ' ^ / ^ ) 
qiblah, then he said takbeer, then he 
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said: O Allah, Ibraheem was Your s - > s , - - -* — - > - * - ; 
slave and Your close friend; he ^ i^ 1 * : JU r* ^ ? 
prayed for blessing for the people & jX\ Ui JJUi; i)^ itf L^) 
of Makkah, I am Muhammad, „ f / t „ ^, ^ \ ,t 

Your slave and Your Messenger; I S^^jj Ulj 

am praying to You for the people • - . -j ^ yt £jJ j | 
of Madinah - bless their mwt/i and 1 ' s - *Y ' ' - ' 

Si?' [weights and measures] as You jiV oi3^ ^ ^ t ^L>} 

blessed the people of Makkah, 
double the blessing You bestowed 

upon the people of Makkah, a .?v>^ uU 

twofold blessing." 

Comments: [Its isnad is safteeh] 

937- An old man of Banu Tameem 
said: 'Ali (4) addressed us - or he 
said: 'Ali said: There will come a _ : ^ pvr 

difhcult time when the rich man will r , . * . \, t 



: >Ji jjl U^l QiJb- -^tV 



hold fast to that which is in his hand 



jUj ^£31 > :_ ^ Jli 



although he was not enjoined to do : Jli t^i Jt U JJ- ^jJl ^^J* 

that, Allah says: "And do not forget ,^ , * \ _ < „ - , - - , . 

liberality between yourselves" [al- ^ ? ^ JU ^ 

Baqarah 2:237]. The evil [people] will t i£j (yy v : s ^Ji) 

be elevated and good people will be , , , . ^ * > 

humiliated. And those who are ^ : Ju *<Jj>i£jl c jLiSM Jil^J 

under compulsion (of force or - - u ^ ill J - £ 

necessity) will be bought from. The ? ^ ^77, * ' , 

Prophet (^) forbade forced sales, .ilji Jl jji^Illpy} tj>Jl 
transactions based on ambiguity 

and selling crops before they have ^ U ^ l : ES> iI 

ripened. ^ '^h^j J>^ 

Comments: [Its isnad is da'eef because of the weakness of Abu Amir al-Muzani 
and Shaikh of Banu Tamim is unknown] 

938. It was narrated that 'Ali bin >f ^ ^ 

Abi Talib (^b) said: The Messenger of ' ' 

Allah (£;) said: "The best woman ^ j < C > £?3 ^ : ^> oi 

(of her time) was Khadeejah and ^ ^ >| . 

the best woman (of her time) was ^ * -J^ t ^ ^ t 

Comments: [Its r5m7d is al- ^ J • , ■ - jj^ .J Jj l ^ 

Bukhari (3432) and Muslim ^ ^ ^ ^ ^ ^ ' ^ 

(2430)] >^ :^ Jut Jli :Jli 
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.[Ti * r^lj] ^ii^i Jd^J ^y-L-^ 

939. It was narrated that 'Ali (*) >j ^ .Jfo ^ ^ 
said: The Messenger of Allah (jfc) " 

forbade me to wear gold rings and * l : J* oUIL^ r^jClJL 

red garments, and to recite Qur'an >i, . . f - 

when bowing and prostrating. " ^ \* - <-r ^ ^ y 

Comments: [A Safae/i Hfffetf?, this 0* J? & ^ 

is a d^iawfl ^ ^ Jil £ij ^ : JU ^ ^ 

* d * S 

.[AY ^ .i^lj^l 

940, It was narrated from 'Ali j, ■ *• > ; £^ 
(^fe): I heard the Messenger of ' tf _ # 

Allah say: "The Pen has been *W J>^3 ^ ^ '>-^ 

lifted from three: from the child ^jJaJt ^ llijl Ij'i J 

until he reaches puberty, from the / ' f 

sleeper until he wakes up and j*j 1 ^j^j J>- j^j J>- 

from the insane until he regains . . *r, 

his sanity. ~ ^ ; 

Comments: [Saheeh because of (J ii J r^ 1 j— 

corroborating evidence] i, , 

C» ij"* — - 

^ J^L^l Gfc :j^Li Gfc 



941. It was narrated that ash- 
Sha'bi said: A married adulterer 
was brought to 'Ali. He gave him *J±>o <Cr**** 9*3? '• ^ t!**-^ J* 

one hundred lashes on Thursday *t - ,r — ff j - s r • 

and he stoned him on Friday, It '^^f^^r '^^r^f^ 
was said to him: You gave him two * Jjl : JUi dJLl^ 

/rfliJrf punishments? He said: I ' , 1 , s _ 

flogged him in accordance with the ,[ V n : £T 1 j] * ^ ^' ^ ^1 
Book of Allah and I stoned him in ^ ^ 

accordance with the Sunnah of the ^ ^ J ' ° 1 ' 

Messenger of AUahfe). ^ r^J ^ t(1AU) 

Comments: [Its isnad is so/iee//] 
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942. It was narrated that ash- 
Sha'bi said: A freed slave woman 
of Sa'eed bin Qais, who was 
married and had committed an 
immoral action, was brought to 
'Ali. He gave her one hundred 
lashes then he stoned her. Then he 
said: I flogged her in accordance 
with the Book of Allah and I stoned 
her in accordance with the Sunnah 
of the Messenger of Allah (^). 

Comments: [Its isnad is sahech] 

943. It was narrated that 'Abd 
Khair said: I saw 'AH call for 
water for wudoo\ Then he wiped 
himself thoroughly with it and 
wiped the tops of his feet, then he 
said: This is the wudoo' of one who 
has not broken his wudoo' '. Then he 
said: Were it not that I saw the 
Messenger of Allah (^) wipe the 
tops of his feet, I would have 
thought that the bottom of the feet 
were more deserving of being 
wiped. Then he drank the left over 
wudoo' water whilst standing, then 
he said: Where are those who claim 
that no one should drink whilst 
standing? 

Comments: [A Imsan hadeeth] 

944. Jt was narrated from 'Ali bin 
Abi Taiib that he described the 
Prophet and said: He had a 
large head, a reddish white 
complexion, a large beard, large 
joints and large hands and feet. He 
had a long line of hair running 
from his chest to his navel and the 
hair on his head was thick and 
slightly wavy. He used to lean 



Ciji jij^ jl^ -My 
:JLi ^lil j. ^ L>i 

XM \ :^b3 M 
l!U ^3 :Jli ^lijl ^ 

UL^^aj ji <^Jlj j^Js ^jJl^ $t 

.[vrv i^ij] ^/JL; 

015 jlj - JJL^ 

Ul^j 4jl : c_JlL ^ J If 
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forward when walking as if he was , ; , ; t " f C * ' 

walking unhilL and he was neither f-**-* i 1 - <>*j**- ,j 0 



walking uphill, and he was neither 

tall nor short. I have never seen fjj. 



anyone like him (^) before or 
since. 'Ali bin Hakeem said in his 

hadeeth: 'Ali bin Abi Talib (*) S I ly i J ^ U;U ^ 

described the Messenger of Allah ** ",<-.- *A % „ ^ 

(5fe) to us. He said: He had a large ^ Oci" 

head and beautiful, slightly wavy ^ ^ . <^ - ^ 

hair. . . , , s ' - , / 

Comments: [ff«sfln because of ^ ^ : JUi ^ 4)1 -5^ J i?» 

corroborating evidence] [vU ; ^ ^ ^ 

945. It was narrated from 'Ali (4*) ijl x£ ^ AlAl : Jb 1 -1^ - A t o 
that the Prophet (^) did wudoo' \ V . ^ 
washing each part three time. ^Uii ^ J} 

Comments: [Us isnad is saheeh] "j\ j* 4 j£ jIp ^ twi* ^ jJli 

946. It was narrated that 'Ali ^ >^ lil^ -Ul 
said: The Messenger of Allah (^) f it ~ ^ ( „ ; 

was neither short not tall; he had a Cr* 0? : 

large head, wavy hair, a big beard ^ .{ ^ ^ ^ ^ ^ 

and a reddish complexion. There " - * V ° V y 

was a long line of hair running ^ jptj^k* J^r J> ^ j* „ 
from his chest to his navel. He had * n \; , , " : . ^ . -*._' 

large joints and large hands and ^ 

feet. When he walked, he walked ^ S*Lj ^ (UV/l) t ^> 

energetically as if walking down- / . ^ ^Jjl 

hill. I have never seen anyone like '^-r-** J^^* ^ v*^ -r* 1 - 

him before or since. ^ ^iijl) j^Jt ^^1^1 

Comments: [Hasan because of >uc TI -f -T - ^ • f - t--i^ f^>= 
corroborating evidence] ' J \ ; * 

.Ivy Jjj ioLiJl JU 
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947. It was narrated that Nafi' bin 
Jubair bin Mut'im said; 'Ali (4?) 
was asked about how the Prophet 
looked. He said: He was not 
short and not tall, and he had a 
reddish colour and beautiful, 
slightly wavy hair. He had large 
joints and large hands, a large head 
and a long line of hair running 
from his chest to his navel. When 
he walked, he walked energetically 
as if he was walking downhill, I 
have never seen anyone like him 
(iM) before or after. 

Comments: [Hasan because of 
corroborating evidence] 



948. It was narrated that 'Ali (&) 
said: When we came to Madinah 
we ate from its fruits and did not 
feel comfortable in it, and we 
became ill. The Prophet ($kt) was 
trying to find out about the well of 
Badr, and when we heard that the 
mushrikeen had come, the Messenger 
of Allah marched to Badr, and 
Badr was a well. We got there 
before the mushrikeen and we 
found two of their men, a man 
from Quraish and a freed slave of 
'Uqbab bin Abi Mu'ait As for the 
Qurashi, he managed to escape, 
but we caught the freed slave of 
'Uqbah and started asking him: 
How many are the people? He 
said: By Allah, they are great in 
number and powerful. When he 
said that, the Muslims began to 
beat him and they brought him to 



If l^U^ If ot^- jUdi 

^f t^Oi &\ ^1 ,jUji 

<^rj ^iJjl j^>- aJ^J 

,-dJU jJiilj ^w*- ^gy^iJ 

If iijii- ^ t jb^i 

it i / 

t L^j[ ^^Uji ni-j ji; cji; Jj 

"J-ij* J^rj *4=? ^> 
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the Prophet who said: How 
many are the people? He said: By 
Allah, they are great in number 
and powerful. The Prophet 
tried hard to make hirn tell him 
how many they were, but he 
refused. Then the Prophet (^) 
asked him: How many camels do 
they slaughter? He said: Ten each 
day. The Messenger of Allah 
said: They are one thousand; each 
camel is for one hundred men. 
Then a shower of rain fell on us at 
night and we rushed to seek shelter 
beneath the trees and leather 
shields, sheltering from the rain. 
The Messenger of Allah spent 
the night calling upon his Lord, 
may He be glorified and exalted, 
saying: "O Allah, if You cause this 
band to be destroyed / You will 
never be worshipped," When 
dawn came, he called out: "Prayer, 
O slaves of Allah!" And the people 
came from beneath the trees and 
shields and the Messenger of Allah 
(^) led us in prayer and 
encouraged us to fight. Then he 
said: "The army of Quraish is 
beneath this red outcrop of the 
mountain." When the people drew 
close to us, and we stood in ranks 
facing one another, we saw one of 
their men, riding a red camel of his, 
going around among the people. 
The Messenger of Allah (^) said: 
"O 'AH, call Hamzah for me" - as 
he was the closest of them to the 
mushrikeen - and said "Who is the 
one on the red camel and what is 
he saying to them?" Then the 
Messenger of Allah (^) said: "If 



457 4* L_JUa tj ^ jU- 

j/^r i^iSl f^JI Jil Jlii 

iL] ^4jji » : Jji) ifej > ^ ^ *K 
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there is anyone among the people - 5 - ' *, 

who is enjoining good, then r - J 

perhaps it is the one on the red .Clj ii-jj oSu A$ ,£LLipV 

camel." Hamzah came and said: *t*- « * > J - 

He is 'Utbah bin Rabee'ah, and he r** ■ ^ >^ L - ^ ^1 : ^ JUi 

is telling them not to fight; he is ^ yjl : J\i .il^jl Cfl pdl 
saying to them: O people, 1 can see 



people who are going to fight to 



: lyiii JJjJl 



the death and you will never be V Jlii t<L jLkTyi ^ i& £>J 

able to harm them, because it will , „ , , , ^ > , 

cost you too dear to do so. O ^ * ^ ^ ^ V 

people, put the blame on me and jj* : jgg Jjl Jlii ^ 

say: 'Utbah bin Rabee'ah is a , ( ; , ' . ^ 

coward, although you know that I ^ ^ ^ r 5 -? ^ ^ ^ ^ $ 

am not the most cowardly among ^U; iil J=ii ni ,_.iu^ i ^ ^ ^UJi 



you. Abu Jahl heard that and said: 
Are you saying this? By Allah, if 

anyone else said this I would have ^jl^ cyr-j 

insulted him; you are filled with ^ r - 'v! - J > - 
fear/Utbah said: Do you mean me # ^ ^ ^ J ^ 

O you with the whistling rear end Jlii t l^J ^ ■ ^UUJl 

(i.e., one who breaks wind a great 



deal because of fear)? Today you 



will know which of us is the i£i>-i ji; ^iJ ^Jfr*^ 

coward. Then 'Utbah and his >^ . - #t a 

brother Shaibah and his son al- ^ ^ U ^ ^ ^ J 

Waleed stepped forward in a JjJ-j U 2^.1 11 i^LilVl JLii ..^5 1 



display of courage and said: Who 
will come out to fight in single 



combat? Six young men of the U^lj l/^U ; Jlii ^jul^ 

Ansar stepped forward, but 'Utbah - . % » - t- / 

said: We do not want these; let ^ ^ J ' ^ J ^ ^ 

some of our cousins of Banu .^jUJl 
'Abdul-Muttalib come out. The 

Messenger of Allah (^) said: ''Get '(^ 6i M ' {Hs^ 

up, O Ali; get up, O Hamzah; get 

up, O 'Ubaidah bin al-Harith bin 

'Abdul-Muttalib." Allah caused 

'Utbah and Shaibah, the two sons 

of Rabee'ah, and al-Waleed bin 
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'Utbah, to be killed and 'Ubaidah 
was wounded. We killed seventy 
of them and captured seventy. A 
short Ansari man brought al- 
' Abbas bin 'Abdul-Muttalib as a 
captive, and al-'Abbas said: 0 
Messenger of Allah, by Allah, this 
is not the one who captured me; I 
was captured by a bald man who 
was one of the most handsome of 
people, who was riding a piebald 
horse, but 1 do not see him among 
the people. The Ansari said: I 
captured him, O Messenger of 
Allah. He said: "Be quiet! Allah, 
may He be exalted, supported you 
with a noble angel." 'Ali said: 
We took prisoners, and from 
among Banu 'Abdul-Muttalib, we 
captured al-'Abbas, 'Aqeel and 
Nawfal bin al-Harith. 

Comments: [Its isnad is saheeh] 

949. It was narrated from al- 
Miqdam bin Shuraih, that his father 
said: I asked 'A'ishah: Tell me about 
a man among the Companions of 
the Prophet (^) whom I can ask 
about wiping over the khuffain. She 
said: Go to 'Ali (^t) and ask him, 
for he stayed close to the Prophet 
(^). So I went to 'Ali and asked 
him, and he said: The Messenger of 
Allah told us to wipe over our 
khifaf when we travelled. 

Comments: [Saheeh because of 
corroborating evidence] 

950, It was narrated that Sa'eed 
bin Wahb and Zaid bin Yuthai' 
said: 'Ali adjured the people at ar- 
Rahbah, saying: Whoever heard 



^ lip tfjU* \£U 

oJL* :J15 ji- ^^H^r* J*. ^lJ^*J' 

14% : jii $\ 5^ 

^ y.yfitijJ* : <W til- 
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the Messenger of Allah (^) speak ^ , 

on the day of Ghadeer Khumm, : ^ & 0? ^ ^ 6? If 

let him stand up. And (of the - j - &\ ^ 1L : 

people) around Sa'eed, six men * , , s t /" *' , , , 

stood up, and (of the people) -f^ ^! f£ ^ 

around Zaid, six men stood up, J: r - . * * , , r - . ^ 

and they testified that they had , / % ' ^ ! r 

heard the Messenger of Allah (3k) Ayk Sfe b^fi* 

say to 'Ali (4*-) on the day of \*\ , .:f m *> : ' r 

Ghadeer Khumm; "Isn't it Allah Jj , ^ ^ ^ ^ 

Who is closer to the believers?" ^ : <J^ ij^ : I jJU kV^^JL 

They said: Yes, He said: "O Allah, , f >v.'- r :^~ ^ 

if 1 am a person's murala (friend ^ r^ 1 Le ^^ ^ fl V " 

and supporter) then 'Ali is also [<\m ; ^l] .O^ ^ t Wij 
his mmula; O Allah, take as friends 

those who take him as a friend, ^ {Hj*^ 
and take as enemies those who 
take him as an enemy." 

Comments: [Saheeh because of corroborating evidence] 

951. A hadeeth like that of Abu ^ ^Jb- : ^ Ji & 
Ishaq was narrated from 'Amr Dhi . % t > - * % 
Murr, i.e., from Sa'eed and Zaid, If ^ 

and he added to it: "and support t Jb^j J ^ ^ ^ ^ 

those who support him, and forsake ' ' ^ ' 

those who forsake him/' J* !r^ ] f '-^ ^jj <itjj If J^- 

Comments: [Us /snad is da'cefbecause \ - - 'r. " r - - 

Amr d to Murr is unknown] " 

<iL>»~-j 4 ^ ^ ^ ojL—I \^j>C 

952. A similar report was narrated l£U :Jjl & -*oy 
from Abut-Tufail from Zaid bin \ ^ 

Arqam from the Prophet ^} 0? v^f" ^^U^S/l ^ jJL^ 

Comments: [Saheeh because of ^Jj\ j; ^J^l ^\ ji- l^U 

corroborating evidence] * " " ^ ' ; 

953. It was narrated that 'Ali <*) { - fey^ ^ . ^ _^ er 
said: When al-Hasan was born, ' ^ ' 

the Messenger of Allah (^) came : If ^Ls? 1 * 0? Lsi 1 * Ir^ ^J^S 

and said: "Show me my son; what . ^ \ m ^ j^/ ^ ^j, ^ ^ 
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did you name him?" I said: I „ ai . „ 

named him Harb [which means ^ « -\r4^ ^ ^ 

"war"]. He said: "Rather he is ji^S\ jJJ llii JJh : J Li X'J. 

Hasan." When al-Husain was , f rf i t f ~ ' „ 

bom, he said: "Show me my son; «^>*4<^ ^ :JU 

what did you name him?" I said: ^ ^ ^ y n . ^ 

I named him Harb. He said: £ r / , 

"Rather he is Husain/' When the <-J>> Jj> ^T 31 ^ 

third one was bom, the Prophet v„ . - . ■« r; Jir ,' 

said: Show me my son; „ / 

what did you name him?" I said: <->jjL* ^Jj ^CL jL£l^ } > : ^ **JL±J» 
Harb. He said: "Rather, he is . -i i- 

Muhassin." Then he said: "I have " LV ^ jJ -T^ ^ 

named them after the fashion of j JU ^ 1 ^ ^ ^ 

the sons of Haroon, Shabbar and " ' * " ^* ^~ 
Shabeer and Mushabbir." Jj *^ ^ * ^ U t(rvo) 

Comments: [Shaikh Al-Bani graded, it da'eefin Ad-da'cefah (3706)] 
954- It was narrated that Abut- 



&JL>- : -Z UJb- -*iOi 

Tufail said: 'Ali was asked: Did \ * \ 

the Messenger of Allah (^) tell ^} if *?. ^} y. 



you anything that was only for J » 'tf - * j£ ■ j j r^Lji 
you? He said: He did not tell us * , _ , . ^7 

anything that was only for us ^ J ^ ^ *^>^ ^ ^ l 

without telling all other people, ^ u ^ 4 J|l5 ^ 1^ 1) ^ 
except that which is in the sheath _ ' , f „ _ / ; * * * ' 
of this sword of mine. He brought ' ^ A ^ *? r A J 

out a document on which it was 4 Jj ( *;i ;Li : ^ 
written: "May Allah curse the one ^ ^ 

who slaughters in the name of ^ l 0*^ ^j^' ^ ^ I? ^ l^J 
something other than Allah, may ^ jLl jijj t Jjjf« 

Allah curse the one who steals the 

boundary markers, may Aiiah : e^ ] 

curse the one who curses his father O <WA) > t 0 jL^i 

and may Allah curse the one who 1 C=**"* * 

gives refuge to an offender." 

Comments: [Its isnorf is sahceh, Muslim (1978)] 

955. It was narrated from 'Amr ^ j^-j ^ £^ _<^ 00 

bin Huraith that he visited Hasan , tf . . - - , 

[when he was sick] and 'Ali was <J^*- ^ ^ w^ 1 

with him. 'Ali (4») said: Are you 
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visiting Hasan [during his sick- * tJ t „ , tt , t , ti 

ness] when you feel what you - ^ - ^ ^ ^ ^ 

feel? He said to him: Yes; you are ^ J-f ^ ^ ^ ijLJ * t 

not the Lord of my heart, to direct J ^ , ' ' 

it as you will. 'Ali said: That : 6^ <J^* ^IM *^*J 4 

does not prevent me from giving jjfl t vJ : u ^, ^ 

you advice. I heard the Messenger / / s *\ " 4 - 

of Allah % say: 'There is no ; JLS* ^-j^ ii^i ^ 4v 

Muslim who visits a [sick] Muslim, •» kT " * r * 



but Allah will send to him seventy 

thousand angels who will send U» : J ^ ^ &\ cJL^ 

blessings upon him from whatever , ,j - * , ^ ' a 

hour of the day it is until evening ^1 ^ ^ 

comes, and from whatever hour of jl^l ^ £i ojLj JlU vJJi 

the night it is until morning comes/' * f 

:VlS OlU £ju^ -^ol 



Comments: [Hasan; ans its /snad is 

da'ccf because Abdullah bin JlU : ^l^] .(f^LJaJ JU citf 

Yasar is unknown] 



956, It was narrated from al- 
Hasan al-Basri, from 'AH that 
the Prophet (^) said: "The Pen j^AJl ^ t sila ^ flli 

has been lifted from three: from ♦ . , , , ' J , V * * *- 
the sleeper until he wakes up, ^ ^ : JU * ^ l 01 : ^ 

from the crazy - or insane- one f Jjd\ ^) < . ^ ^llji ^ 
until he comes back to his senses, _ !f t ^ - ^ 

and from the minor until he - ji _ 

grows Up " -H* ' ^ ^ 

Comments: [Saheeh because of 

corroborating evidence] ^ <Jj^^ "jj^ 

jjfj ^ 



957. It was narrated from 'AH 
that the Messenger of Allah 
(a^) used to say at the end of his ^ fLi^ jli Jls ilL^ 



Wfr: "O Allah, I seek refuge in . # , , 

Your pleasure from Your wrath; I & ^ ^ ^ 

seek refuge in Your pardon from : ^ ^ ^Lt* ^ ^jl^Jl 

Your punishment; I seek refuge \ . " * . , . y * ' - ' " & E 

with You from You. I cannot ^ <J d[$ ^ ^' 01 
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praise You enough; You are as * ,f„ - - . - . > ,t ? 

You have praised Yourself." ^ ^ ^^V; J ^ ^1 

Comments: isnad \s qawi\ ^ ^ J* 3jI*L^ 



Jl^ U5 cjl miDi ill; 

958. It was narrated from Ibn Abi ^ ^ ^ -Jj, ^ ^ _^ oA 

Laila: I heard 'AH (^) say: A suit J a ' . 

made of silk was brought to the 'i^ 1 ^ 1 o-" 1 ^ 1 0? 0? 



Prophet {#;). He sent it to me and I . : *f : f . 1 - . 



put it on, then 1 saw displeasure in 
his face, and he told me to divide it : ^ J>\ ^ ^-^4 
between the women as head .f * ^ ^ N f > lS .. , 
covers. - ' j ^ - - 

Comments: [Sfl/iee/i because of tl^Ji £jj ^li 

corroborating evidence; its isnad #.x r i,;f: ..-f: . ^ 

is alBukhari (2614) and /0 ^ 

Muslim (2071)] : ^j] ..LdJl j£ 1^ <m 

.{T'VO : r ,(Y1U) ..Uj , 0J JJ *2?>« 

959. It was narrated from Abu ftlU- £^ 

Hassan that 'Ali (4i>) would give t , tf t , y „ 

instructions for something to be S*^- ^ ' ^ ^\ 

done, then they would come and .liSj U§ llLi jj : ju£ t jSl 

say: We did such and such. And he . „ , s ~ ^ , ; 

would say; Allah and His Messenger ^ JUi 4131 : 

spoke the truth. At-Ashtar said to j £ j J- ^ ^ ^ 

him: What you say is becoming . , * , ^ 

widespread among the people. Is it ■ ^ ^ ^1 'V* 1 ' 1 V 1 - 11 

something that the Messenger of £i 5^ Jjt ^1 U : ^ Jli 

Allah (*fe) advised you to say? 'Ali u . s " *' ^ - T V 

said: The Messenger of Allah ^ ^1 V^ 1 

(«S) did not advise me to say jjg ^ j ^ 

anything to the exclusion of other r , _ / / ^ " , 

people, except something I heard : ^ * 

from him and it is written in a ^oAi ^jT oi^i ^ii : 

document in the sheath of my %t tf , , t tf > , 

sword. They kept on at him until he ^a*^ 1 ^ ^ ^ 
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4* k_ilUa j( ,jj rim 4 



took out a document, in which it - * . * , . 

said: "Whoever commits an offence 'H-J :JU V J ^> ^ J^' V 

or gives refuge to an offender, upon '^f Jjj ^ - q ^ . ^ 

him be the curse of Allah and the ' " " ' 



angels and all the people; no nafl or ^ ^ ^'A tij^Jt 

obligatory act of worship will be ^ ^ r£> ^ 

accepted from him." And in it was , , " \ - s 
said: "Ibraheem declared Makkah to £^ 3^' ,>*J ^! <■ 

be a sanctuary and I declare ^. ^ . ?j ^ ; . 

Madinah to be a sanctuary; the area J ^ J 0 t ^ 

between its two lava fields and all of : l^J :JL* «J£jJ ^JJl l^J J^AJ 
its territory is sacred. Its grasses are . s . , , > , 

not to be cut, and its game is not to ^ J r*^? ^ 

be disturbed, and its lost property is i *j\ t j^i^ ^ 1; ^ 
not to be picked up except by the ^ °* , " ; ^ , . 

one who announces it, and no tree is ^ ^ 

to be cut in it except what a man .[mv W J^l] 

needs to feed his camel. And no 

weapon is to be carried in it for OLL^ , flj JJ : 

fighting/' And in it was said: "All . * . ^ 

the believers are equal in respect of j* m J* . jj 

blood [i.e., their lives are of equal 

value]. The protection offered by the 

least among them is to be honoured. 

They should be united as one 

against their enemies. A believer is 

not to be killed (in retaliation) for a 

disbeliever, nor one who has a 

covenant during the covenant 

Comments: [Saheeh because of corroborating evidence] 

960. It was narrated from 'Ali bin 
Abi Talib that the Prophet (^) 
used to say when he bowed: "O 
Allah, to You I have bowed, in You 
I have believed and to You 1 have 
submitted. You are my Lord. My 
hearing, my sight, my brain, my 
bones and my sinews submit to 
You. Whatever my feet carry is for 
Allah, the Lord of the Worlds." 
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Comments: [Its is mad is sahech, * , {, 

Muslim (771)] ^ J ^ ^ * cJ ^ 1 U J 4 ^T^ 

.[vn ."^Juii 

.<vv\) :> 

961. It was narrated that 'Abdur- ^ Jj] £± ^JjJ- :Jjl jlp £1^- M'U 
Rahman bin Abi Laila said; I saw . - ^ „J 

'Ali in ar-Rahbah, adjuring the : r*J l Ji u->x : dS^j'j^ j** 

people, (saying): I adjure by Allah - ^ - ^ f - > ; ^ 

anyone who heard the Messenger ^ - ^ " - ; 

of Allah say on the day of J> 4^ ^-V 1 J^ 1 

GhadeerKhu mm: "If lama person's ^ * > «f , .*„ 

mffw/w (friend and supporter) then ^ ^ w 

'Ali is also his mawla" r to stand up ^yis N^i c-f ^» : ^ ^.j^ ^ 
and testify. 'Abdur-Rahman said: " „ , t , - ; , . r /- ; , - 
And twelve men who had been at ^ JU C 15 ^ 

Badr stood up. It is as if I can see one J\ f j±] t ^jJ ^ til ^ui 

of them. And they said: We bear * " ^ * p 1 f 

witness that we heard the Messenger ^ Li : 

of Allah (^) say on the day of J-f ^jj|„ .^J. ^ ^ 
Ghadeer Khumm: "Am I not closer , \ ' , J " 

to the believers than their own "v^L^l ^ijjlj t ^^ l j-^j^JL 
selves and my wives are their ^ . ' ^ ^ j , ^ 
mothers?" We said: Yes indeed, O ^ ^ - ^ 

Messenger of Allah. He said; "If I ^ Jl} ^JJI cW> ^ N> 

am a persons rrmu;/tf (friend and , " 

supporter) then 'Ali is also his " LVU : > !J JobU ^ ^ 

mawto; O Allah, take as friends ^ lJUj ^ ^ 
those who take him as a friend, and L i _LwiJ 

take as enemies those who take -j ^ j*. -^ji 

him as an enemy." 

Comments: [Hasan because of corroborating evidence; this is a da'eef isnmi, 
because of the weakness of Yazeed bin Abu Ziyad] 

962. It was narrated that Tar iq bin 1^ \ £^ -"ST JB liJL^ -^1T 
Shihab said: I saw 'Ali (*) on the ; r ' r ^ ^ ^ i 

minbar, delivering a speech, ^ jjU? ^ ojUJ j* 

wearing a sword that had an f, - r. ' 

adornment of iron, and I heard him * ~ " " ^ " 



say: By Allah, we do not have any Luip U Jjl} : Jji; "I- i 
book that we recite to you except : : f v # . t.- >,, r 
the Book of Allah, may He be ^ ^ j ^ N i V^S 
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exalted, and this document that the * , , b , 

Messenger of Allah fefe} gave to ^ ^ L ^ Ua ^ 1 *«r>^ S^J 

me. In it are the rates of zakalh He aLj . jtf ^r^, ^ 
said: [This was] a document that 

was attached to his sword, ,[VAY : ^Ij] ,<jL^ 

Comments: [Hasan because of 1Jutj t -j . .. 

corroborating evidence; this is a * ^ 

963. It was narrated that Malik ^\ - ^ ^ 

bin 'Umair said: I was sitting with r \ \ 

'Ali (^,) and Sa'sa'ah bin Soohan : ^ j^- J> v 1 ^^ J* £^ 'J> J^ 1 ^! 

came in and greeted him, then he >* - • - - > ■* - * x - t * ,r > • > 

said: O Ameer al-Mu mineen, ^ - / ' 

forbid to us that which the Messenger '-^ Ij : J Lii fli ^ tr Li Jt^jJ? 
of Allah (^) forbade you. He said: 



He forbade us to use gourds, green 



ail Jj^3 *J. £\£ Up ££1 



glazed pitchers, varnished jars and tpil^Jij ^UjJI ^ LL£ :Jlii 

hollowed-out stumps, and he ' ^ , . s 

forbade us to wear a blend of linen '4"^ ^ UL *^ ^jrf^J ^cjUJl} 

and silk, to use red saddle cloths, jLJ^ ^ ji 5 ^J^ 

silk and gold jewellery. Then he ' a ' ' ^ ^, ' 

said: The Messenger of Allah {^) ^ 5^1 >M ^ *^ijJl 

gave me a suit of silk and I went > - t . > * - : : ^ . :f; 

out wearing it so that people _ , * . 

would see me wearing a garment ^y'y ^^fe ^J~0 ^ 

that the Messenger of Allah (m) -_.fr t - - \. - 

had given to me. The Messenger of ^ J 7r > ^ 

Allah (s^) saw me and told me to jpj Jj Uilii^ 
take it off, so I sent one piece to 

Fatimah and I tore the other and nX 
shared it out among his wives. 



Comments: [Sa/ice/i because of 
corroborating evidence and Ali 
bin Asim is da'eef] 

964. Simak bin 'Ubaid bin al- Jj, ^ :M bil^ -\M 

Waleed al-'Absi said: I entered , >/, 5 

upon 'Abdur-Rahman bin Abi ^ : ^^ M ^^3^^ : 4^?J Jl 

Laila, who told me that he heard >• Ai- - ■ j 'mi i' • 

'Ali (^) say in ar-Rahbah: I adjure \ ' , ^7 / \ 
by Allah any man who heard the ir^^ ^ ^-^^ ' ^ irr^ 1 ^ l 
Messenger of Allah (^) and was . .s r - ; w r.v f \, 
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present on the day of Ghadeer . . * - t * , ^ , > ^ 

Khumm to stand up, and no one is 1 - C/ u 

to stand up except those who saw r; y\ £ Jc t - ^ j^L - - 

him. Twelve men stood up and ,*,t/*- *^ - „ --- 

said: We saw and heard him when fll ^ ^ : '-^ ' fil f 1 ^ * 

he took him by the hand and said, - ^ . J fiJtl j> { ^ 

"O Allah, take as friends those ^ ' ; \] ,"\ _ \ , 

who take him as a friend, and take >• talSU ^ jUj 

as enemies those who take him as , - - : , * . \ t:^: , : * - n ' 
an enemy, support those who ^ ^ m m ^ 

support him and forsake those : ^1 J .^}pS ^L^U ^^IIp 

who forsake him." Everyone stood 

up except three. He prayed against ^'j 1 o™^ 

them and his supplication against ^-v^ U*j «*J-U ^ JA^-lj v. 

them was fulfilled. ^ y 4^ ^ ^ jj^i ^ 

Comments: [Hasan because of corroborating evidence, apart from the phrase 
"support those who support him and forsake those who forsake him"; this 
is a da'eef istiad] 

965. It was narrated that 'Abdur- 
Rahman bin Abi Laila said: When 
'Ali bin Abi Talib heard the 0 WO J> £^ ^ J£~J» 
mu'dhdhin giving the adhan, he - — *i| ^ • ; 5; j^j, & ^ 
used to repeat after him. When he - " ^'-^"^ ' 
said, I bear witness that there is no J> J^- 3 ^ : ii^^l 
god but Allah and I bear witness j: " , r ; f " = f 
that Muhammad is the Messenger l H ^ ^ ^ ^ ]iJ * ^ ^ 
of Allah, 'Ali would say: 1 bear ; Jli t J^i U5 J 15 ilj? JjjlJl 
witness that there is no god but * - - . ? , ♦ t 
Allah and I bear witness that l ^ 01 ^ ^ V l J l V Ji ^ 
Muhammad is the Messenger of ^\ y 'J : ^ Jli t ^ Jd» J^; 
Allah, and that those who deny * ^ , // ^ , e , , £ ^ s 
Muhammad are the liars. ^ ! J>^j 01 -^^j t iUl 

Comments: [Its iswa^ is dfl'<?c/ .O^iliJl lJuAi b^r* Jd-^ 1 ^0 
because of the weakness of 

Abdur-Rahman bin Ishaq al- J\±^ a\ ^L*^> : £->s** 

Wasiti] - ' 

966. It was narrated that Shuraih 
bin Hani' said: I asked 'A'ishah 



: Jli tLi ^ ^ \L ; jb^ -111 

about wiping over the khuffain d'j^S-S J> jli^Jl 

(leather slippers) and she said: Ask >^ , : - ' ' ^ . ' P * 

'Ali bin Abi Talib (■*), for he used ^ 1 ^> ^ U : JU ^ U ^ ff^ 



■Or vi) 
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to travel with the Messenger of * , - . - 
Allah So I asked him and he = ^ * o^Jl J* ^\ jp 4* 
said: For the traveller (the khuffain " ^ ^ fa , ^ji J\ -\ 
may be wiped over) for three days A ' _ >t .. ^ ^ /' 
and nights and for the one who is f^ 1 : <J^ t^Ui .^5 
not travelling, one day and night. ^ . — ^ 5 .Q'- 
Yahya said: He - meaning Shu'bah ^ 
- used to attribute it to the Prophet .[ V i A ; ^ t>« 
(?fe), then he stopped doing that. 

Comments: [Its isnad is saheeh, Muslim (276)] 

967. It was narrated that Abu J jjj > * - j 
Hurairah said: I heard the Messenger ^ ^ - 

of Allah (^e) say: Were it not that it jl^ J\ *J> ^jJ* :jU^I J>\ 

would be too difficult for my z . / ,1 - - i 

ummah, I would have commanded ^ f 1 0* ^^ 3l 

them to use the siwak at every time : jjc ^ Jdl J^V, iJ^- ; Jlj 
of prayer, and I would have , B ^ >■» r ' s > * . * -~ - 

delayed 'Isha' until the first third of ^ r&'j"? J* ^ o\ 

the night had passed, because j, y ^ £ lL,* i^'j »SU U 

when the first third of the night has ; ^ , * ; ^ M ' / , \ . 
passed, Allah, may He be exalted, jii! lii Ljr l; |±J £u t jVVl jdjl 

descends to the first heaven and y, . • , M ' - x - * s ^ , 
stays there until dawn comes, and J ^ r 4 - 1 ?U:JI -4 ^ 431 ^ 
someone says: Is there anyone >/f : i^Jji ilk ^ £\Lk 

asking so that he might be given? Is ^ ^ ^ , 

there anyone praying so that he ^ l L V^- £j J ^' Je^ 

might be answered? Is there any ^ ^ ^'jj ^ t - : . t v . : 
sick person asking for healing so " " ' * " ' ^ 

that he might be healed? Is there 1.^ , 0 ^jj : 

any sinner asking for forgiveness, . ^ j ' yij-j 

so that he might be forgiven? **Tr^ f ^ * h** 

Comments: [Hasan because of corroborating evidence; this is a da'cef isnad 
because Afca' al-Madani is unknown] 

968. A hadeeth like that of Abu ^ j, J ^ : ^J^ ^ ,^^ A 
Hurairah was narrated from 'Ali bin - ' ' " ; 

Abi Talib (4*) from the Prophet (*fe). J^i Is. O^^ 1 J** J?"^ ■ 
Comments: (Its isnad is hasnn] ^ J £ &\ £± -J. 
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969. It was narrated that 'Ali (4*) , a ■ , - ^ , t 
was asked about W/7r and whether t ■ 1 : ^?^ 

it was obligatory. He said: It is not j| t JU^J ^ 

like the obligatory prayer, but it is a , '% ' \ * "/ 

Sunnah that was done by the '> ^ ^ 

Messenger of Allah and his ^ ^ L ^ ^^15 Ul :Jli 

Companions, and they continued , ' ' % fl 

doing it until the end of their lives. ^ J>- *jI>^1j ^ ^1 J>^j 

Comments: [A qawi hadeeth] .[*loY : I^J , JjJi 

970. It was narrated from 'Ali £^ ;^J^l j|l £1^ -W» 
(4e=) that he called for a jug of ^ "* w " ' */ 

water, then he said: Where are J* <<s±i^\ ^ ^ollt^ 

those who say that they dislike ~.\ . ^ *l ^ . £ ^ ><\ . ^ 

drinking whilst standing? He took ^ , . 7 . ' ^\ = 

it and drank whilst standings then ^^Jt Jj^S^i p^' ^>*^3^ 
he did a light wudoo' and wiped 
over his shoes, then he said: This 



is the wudoo' of the Messenger of ^CU: tLLii IE^j 

Allah (^) for one who is pure * * > , 

and has not broken his iwufco'. U ^ ^ ^ ^ J ^ : jLi 

Comments: [\ts isnad is hasan] m .gr\j] ^^>v 



971.lt was narrated from 'Ali (*) ^ v Jj, ^ ^ _ w 

that he did wudoo washing each ' ^ 

part three times and he drank the J> ^Ji JjUJ-l y\ : jldi 

water left over from his wudoo', ' * - "** t * >m 
then he said: This is what I saw C * U >" 4:1 : ^ ^ ^ 

the Messenger of Allah (#f) do. ^{3 :JL; jJii 

Comments: [Its iW is hasan] tWTfl ^ ^ ^ Jjl 

t \ra< .uvr tU-o t wn 

972. It was narrated that 'Ali (*) >; ^ ^ ^ . Jj, ^ ^ _^ vt 

said: The Messenger of Allah (fe) w " t ' ' ' " 

said: "If one of you sneezes, let ^ $ J* jf~* it ^ - ^ ^} 
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4t h-JUa yjt 



him say, Praise be to Allah the 
Lord of the Worlds, and let those 
who are around him say: May 
Allah have mercy on you, and let 
him say, May Allah guide you 
and rectify your condition." 

Comments: [Hasan because of 
corroborating evidence]. 



^} y. o*^ 1 ±* if if 
:m, ^ & it >J4 

.[no : j£u\] .ijjdu ill i 



973. It was narrated that 'All (jfe) 
said; The Messenger of Allah 
said: "If one of you sneezes, let 
him say, Praise be to Allah in all 
situations, and let those who are 
around him say: May Allah have 
mercy on you, and let him reply, 
May Allah guide you and rectify 
your condition." 

Comments: [Hasan because of 
corroborating evidence; see the 
report above] 



974, It was narrated that 'Abd 
Khair said: 'Ali bin Abi Talib 
came out to us when we were in 
the mosque and said: Where is 
the one who was asking about 
Witt? Those among us who had 
started the first rak'ali added a 
second to it so as to make it even, 
then we gathered around him and 
he said: The Messenger of Allah 
(Sfe) used to pray Witr at the 
beginning of the night, then he 
prayed Witr in the middle of the 
night, then he settled on praying 
Witr at this time. He said: That 
was when dawn was breaking. 



^f ^) lf t jj-^* 

^&lf^Jj.^>lf^- 

.-JJU jjillj J — ^ ' 



jlli -*vt 



: JUi Ljlll J-J- US"3 

r ' J^ 1 ^' J ^ * «w J^j 4 



Comments: [Hasan because of corroborating evidence; this is a da'eef isnad] 
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4* uJUa ji \jj Jut XiAJ* 



975. It was narrated that r 0a > ^ ^ , * *^ ^ M 
'Abdullah bin Naff said: Abu ^ ^ * ^ ^ ^ '* V * 
Moosa al-Ash'ari visited al-Hasan ^ :JU ^ ^ <Jul ^ ^ t^S^Jl \p 
bin 'Ali when he was sick, 'AH t . " ' > >z 

said to him: Are you visiting Is- lr^ ] W>> ^ 
him because he is sick, or is this a <?\**y^ -{ \^\ . Jj j^J 
social visit? Abu Moosa said: " ^ " ^ /' t y: 
Rather I have come to visit him : cJ£ ^-^^ c-i^ J> 
because he is sick. 'AH said: 1 -i SU v> * J J; aIJI J 

heard the Messenger of Allah .V. , 

say: "Whoever visits a sick person *J Jl^K iJJUu *_iJl OjjJ^ 'Ur* 

in the morning, seventy thousand < ..s,^ , - Jj . 
angels will go out with him, all of J ^ L ^ ^i-r* - J J 4 ^rr-^i ^r^" 
them praying for forgiveness for t ^JUU 

him, until evening comes, and he * , r , ^ f s f *, 

will have a garden in Paradise. J> ^> J ^ 'Cr^- ^ J 
And whoever visits a sick person .["UY 
in the evening, seventy thousand 

angels will go out with him, all of U5 ^^J 1 <J' ^! ' ^Hj^ 2 

them praying for forgiveness for , M t(vr) fJL3; 

him until morning comes, and he 'L^Jt "L ■ _ JJijl*. 

will have a garden in Paradise. ^ ^ 

Comments: [Hasan; but the correct view is that it is mawqoof\ 

976, It was narrated that hi : v jLUJ ^ 



'Abdullah bin Nafi' said: Abu / ' ^ o 

Moosa al-Ash'ari visited al-Hasan ^ ^ J 1 * £^ ^ ^1 .aIp ^ i.^SUJl w ^ 

bin 'AH bin Abi Talib (&) when he < ' m! " "_L^J1 ; ""SJl ' > 1 

was sick. 'Ali {&) said to him: Have ^ ^ ^ ^ * 

you come to visit him because he is J I ci>- IjjUI : <S Jli* ^^4^ 

sick or is it a social visit? He said: - ^ * , / ^ - 'n- /- t - 

No; rather I have come to visit him : ^ JU ^ J* ^ :Jl * *^ 

because he is sick. 'AH (4*) said: \Jj» j> i^i; ^ l_* 1 U 1:1 Li! 

There is no Muslim who visits a . , >*> ' . »♦ >„- 

sick person, but seventy thousand ^ 4 4^ ^ 

angels go out with him, all of them y ^ 

praying for forgiveness for him. If % ^ " \ ^ ; ^ 0 

he went out in the morning [they ^j*^- ^>>- ^r*^ j|j t^J! ^ 

continued to do that] until evenine - 'f - *fi u r 

comes, and he will have a garden ^ ' \ + 

in Paradise. If he goes out in the ,[^Vo .i>Jl ^ ^ 
evening, seventy thousand angels 
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go out with him, all of them 
praying for forgiveness for him 
until morning comes, and he will 
have a garden in Paradise/' 

Comments: [Hasan, see the report above] 

977. It was narrated that 'Ali 
said: I was a man who emitted a 
great deal of madhi. I asked the 
Messenger of Allah (5^) about that 
and he said: "For madhi, do wudoo' 
and for mani do ghusL" 

Comments: [Saheeh and its isnad is 
da'ecf because of the weakness of 
Yazeed bin Abu Ziyad] 



978. It was narrated from Mujalid 
that 'Amir said: Sharahah had a 
husband who was absent in Syria. 
She became pregnant and her 
former master brought her to 'Ali 
bin Abi Talib and said: This one 
has committed zina. She admitted 
it, so he gave her one hundred 
lashes on Thursday and stoned her 
on Friday; he dug a hole for her to 
her navel, and I was present. Then 
he said: Stoning is a Sunnah 
established by the Messenger of 
Allah If anyone saw her do it, 
the first one to throw a stone 
should be the one who witnessed 
it; he should give his testimony and 
follow his testimony with his stone. 
But she admitted it, so I will be the 
first one to stone her. He threw a 
stone at her, then the people stoned 
her and I was among them. By 
Allah, I was among those who 
killed her. 

Comments: [Saheeh] 



XSr 



oCi -^vv 

y- ±* a* l^ 1 X S 

JJLJ c£1Jl. yJ~j £j& : JU i ^ ji. t 
^Ul J* : Jlii iiJUi 3^ M Jj-Lj 

.[Air 



4^ '^jM ^ 



5 Jl* JU ii^ )Jj ^ aLi 

jU tlfrij jlalLi t ^ jji l>.i 

J^l lib toy! *>*j>*>- <cSLfi 

^£Jl ^ j 4 >t w*-i UU^i ,LaUj 
jlJ c-£i :Jli 



.[vn 



^1 



tOAU) '^ew : E*^ 
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979. It was narrated from ^ > * £* tf - ^y* 
Muhammad bin 'Ubaidullah, - f & ^ 

from his father, that his paternal i4 J ^ ^ Je 1 ^! 

uncle said: 'Ali was asked: f /, f ^ ; ^ - „ , 

Can a man ride his sacrificial J^r 1 ^-r 5 ^ ii* ^ ^ ^ 

animal? He said: There is nothing g ^]| - ^ ]j ^ ^fc Si :j£ 

wrong with it; the Prophet (^) - 7- - \ 

used to pass by men who were ^j^U p*^ 1 ^ JL=r^ ^ 

walking and he would tell them : * k v t- ^ „ - n - 

to ride his sacrificial animals, i.e. - ^ 

the Prophet's sacrificial animals. £Li ^ jJail 

He said: And there is nothing you 

could follow that is better than 3 M ^ "j** 3 

the Sunnah of your Prophet (^). .-djlju* 

Comments: [Hasan because of corroborating evidence; this is a da'ccf isnad 
because Muhammad bin Ubaidullah is unknown] 

980. It was narrated that 'Ali fa) : j^u^j - ^ - ^ _<\ A , 
said: The Messenger of Allah (^e) . ' , J \\ ^' ~ , ... ^ 
cursed rilw, the one who pays it, Ifi : ^ 6^ j^^P 1 

the two who witness it, the one ^^jj- ^ ^ ^ J J1 J ^ 

who writes it down, the one who 

withholds zakah, the woman who tilJ-l^jlj tiiju^jl ^v'^J 
does tattoos and the woman who *r '.-Ti- 

gets tattoos done, the one who J J J J 

marries a woman and divorces her ,[iro : ^fi o\Sj 

so that she becomes permissible for 

her first husband, and the one for <J*^~z> : &s*" 
whom that is done. He said: And oy^ 1 ^j^J' 

he used to forbid wailing (for the 
deceased). 

Comments: [Hasan because of corroborating evidence; this is a dn'eef isnad 
because of the weakness of al-Harith al-A'war] 

981. It was narrated that 'AH fa) *J, U^i? : IjJ l£U -\K\ 
said: Purple saddle cloths and ( , , : ... 

wearing a blend of linen and silk if- ufr J* J* 

and gold rings were forbidden. *^ t jt>^*l 

Muhammad said: I mentioned 1 / ^ ; ; * ^ -V 

that to my brother Yahya bin ,yr^ ^ : jI^J Jli .wiJJl 

Seereen and he said: Did you not " °- e r\ * V r 

hear this? Yes, and borders of silk ' ^ t* - ^ rJ 'Oo^ ^ 

brocade, .[vn .^CjJI Jli?) 
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Comments: [Its isnad is saheeh] . , . 



982, It was narrated that 
'Abeedah said: 'AH mentioned 
the people of an-Nahrawan. He ^ ^^j'j^ 1 S** 

said: Among them is a man with a „ ■ . — - « - s /, . , , jf 

detective arm, or an incomplete . " ; ^ • 

arm, or a small arm. If you could d*y» ji3 (Utj ^j^ 1 J*' 

exercise restraint, 1 would have *T*- # f mm -t ' -1 ' *' 
told you what Allah promised on lj >^ ji ^-^C^J 1 j* 
the lips of Muhammad to jLJ j^lii ^ l L~ i&fej 

those who kill them, I said: Did 



you hear that from him? He said: 



Yes.bytheLordoftheKa'bah. ,[ in ^J,^!^)^) 

Comments: [Its /swad is saheeh, 

Muslim (1066)] .( wi) : f «M 



983, It was narrated that - Jfc. ^ ^ _^ Ar 
'Abeedah said: When 'Ali killed " / t 

the people of an-Nahrawan he ^ J^. ^ 

said: Look for him. And they found . . t jl^J ■ ' j ' ' "-*\ * 1 "Vl 

him in a ditch lying beneath the ^ ^ " ^ ^ ^ ' C/ 

slain. They brought him out and olj^Jl Jil ^Ji JH» LlJ :JU" sjlJ. 

'Ali came to his companions , t „ . , > " , , : , » /, 

and said: If you could exercise ^ Jl -'j-^ 1 J 1 * 

restraint, I would have told you ^ tj£ Vjfj tJj^^J^li t ioJl 

what Allah promised on the lips of , , t f 

Muhammad (s^tf) to those who kill ^^-^ 0^4- ^ t^L>^J?t 

them, T said: Did you hear that . ^ ^ ^ iiJl J^' l; 

from the Messenger of Allah ' ' ^ ' ^ J 

He said: Yes, by the Lord of the Jut J^3 ^ cJt . Ju^i 

Ka'bah. " . 

r * r c 1 r v, f -t^AT ^ :JU ^ 

Comments: [Sa/i£c/i because of - * 

corroborating evidence; this is a 

hasan isnad] iL ! ^ t6 ^ 'p^' 

984. It was narrated that y Ali (^) ^ £^ ^ ^ _^ At 
said: The Messenger of Allah (ge) , * ^ ~' , ' , £ 
said: "I have relieved you of zakah ^ J* ^j^ 1 ^ ^JU^l ^1 
on horses and slaves. And on ^ ^ ^ J j1 
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silver (the zakah) is one quarter of /%vvf ^ >» u 

one tenth. ^ ^ J^ 1 

Comments: [Sa/ice/r because of -t vu :^r\j]^j^ 
corroborating evidence; this is a 

da'eefisnad] 1j 



985. It was narrated that 'Ali li^Ui r 1 -*Afi 
said: If you are told a hadeeth from , , 

the Messenger of Allah (^), then ^ 'ti/^ 1 4^ t5 >* 0? Jj^ J* 

think of it in the most guided, the ^ Jj, j - ^ ^ ^ 

best and the most pious manner. ' ' * ' , a ' „ 

Comments: [Sutedi; and its isnad is ^ J* s>^ 1 * ^ 

rfa'a/because it is interrupted] . ^ ^ 

986. It was narrated that 'Ali (^) : ^ ]f ^ ji tfjU- 
said: If you are told a hadeeth from , * * '* -\\ * = - ,-- £ - 
the Messenger of Allah then ^ ^ ^ ^ ^ ^ ^ 
think of it in the best, most jUili ill :Jli ^ jj- tj^J-^i 
guided and most pious manner. 



Comments: [Its isnad is sahech] 



987. It was narrated that 'Ali (4*) t ; ^ £ jj. : i^- v iUi L&U- ~<\AV 



said: If you are told a hadeeth from 

the Messenger of Allah (sis), then ^ ^ ^li/^ 1 ^ fc V s 0? 

think of the Messenger of Allah ^ ^ ^ . *^ ^p. - JiJI 
(^g) in the best most pious and * * ~ , * *" 

most guided manner. 'Ali (^) came ^ jlJt J_j-^ lyki <■ ^ ^Ul J^j 

out to us when the mu 'adhdhin was „ £l£ *1* 'uil' *U;t' 

giving the call to prayer and said: ^ - ^ C/^ J J J L0 - 
Where is the one who was asking ^ JjLLJI ^Ji :JUi t^jiljl 



about Wi'fr? This time for Wi>r is 



good -cr 

Comments: [Us isnad is saheeh] .^ju oL-J 
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988. It was narrated from a 
'Abeedah that 'Ali fa) mentioned ^' 0* ^ ^ ^ -*AA 
the people of an-Nahrawan. He _ tfji :^IuJ1 jT Jl; 
said: Among them is a man with - [ \t " ^ ' f 
a defective arm, or an incomplete j* ^LUj ^^'1 ^ _ ^'l 
arm, or a small arm. If you could ^^j, ^ ^ y . ^ 
exercise restraint, I would have / ft t t '\ ^Lr 
told you what Allah promised on jj-^ j 1 J>-j JLfJ :JUi 
the lips of Muhammad to) to , >\ k rf \T.T -i, > - : ' *f 
those who kill them. I saicT Did ^ °\ ^ - ^ ^ 
you hear him? He said: Yes, by f+J& ^ r^fcj 
the Lord of the Ka'bah. .« , „ , 

cJH JJU* .3fe Ju^l oLJ 

Comments: [Its isnad is saheeh, " ' ' * ' 

Muslim (1066)] .[\>t : ^Ij] ,o&jl ^ ^1 : Jli 



^rf** ^ lx*^ 



989. Malik bin 'Urfutah told me: I : 
heard 'Abd Khair say: I was with 
'Ali and a chair and a stone vessel J^" ±* J>_ ^iiJU J?^- 
of water were brought. He washed . V * *<r -f : #i-v "S- u : 
his hands three times, his face three * ■ * - 

times, his forearms three times, l ^ h^-jj (.lim *liS J-li± 

and he wiped his head - Yahya f--: - - 

described it: he started at the front ~ ' ' - ^ 

of his head and moved to the back, S j * ^jSt S 1} : JU) ^J) p-UL 

And he said: I do not know - >j * ' " 

whether he brought his hands back * * : J r 1 — ^ - ^ f 1 ,Jj - 
to the front or not - and he washed liji ^ Jjl J^JLj tJ ^j J\ I) 
his feet. Then he said: Whoever - - . * ' , f 

would like to see the wudoo' of the JLi ' [AV1 ' CT^ "* ^ j ^ £ ^ 
Messenger of Allah (-fe), this is the LL'] cijLi A-i (Lit lii :^^J1 r 1 
wudoo' of the Messenger of Allah ' 

Abu 'Abdur-Rahman said: '^^lA^^J^M'^^ 
Shu'bah made a mistake with this; ( . 

rather it was narrated from Khalid C^" w * ■ 

bin ' Alqamah, from 'Abd Khair. 
Comments: [Its isnad is saJiceh] 

990. It was narrated that 'Ali fa) ju^! y\ ii 
said: We thought that it was Fajr, # \ % ... ^ 
but the Messenger of Allah (#5) J* tOL^i ^ i*^^ 1 
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said: "It is 'Asr prayer' J - meaning 
the middle prayer. 

Comments: [A saheeh hadeetii] 



J; y j*j 

991* It was narrated from 'Ali (^) 
that the Messenger of Allah (3^) 
said: "The believers are equal in 
respect of blood and they are one 
against their enemies; protection 
given even by the least among them 
is to be honoured/ but no believer is 
to be killed (in retaliation) for a 
disbeliever and no one who has a 
covenant is to be killed during the 
covenant" 

Comments; [Saheeh because of 
corroborating evidence] 

992* It was narrated from Voosuf 
bin Mas'ood, from his grand- 
mother, that a man passed by them 
on a camel in Mina during the days 
of at-Tashreeq (saying): These are 
days of eating and drinking. I 
asked who he was and they said: 
'Ali bin Abi Talib. 
Comments: [A SaJteeh Hadceth] 



993, It was narrated that Qais bin 
'Ubad said: I set out with al- Ash tar 
to go to 'Ali We said: Did the 
Prophet of Allah (a^) tell you 
something that he did not tell to all 



477 J& w-JUo ^\ a\H 

.[\X\t : ^Ij.j^lbu* 

y Jul jZI J:j^ llil^ -\*\ 

* « * * - * - s - - • 

Oj^jiJi" : Jli ^ Jbi JjJ-j 

J* *^ J? 0* ^ ^ 

Jij^ti f I?' ^ ji jr?? 

M^JUi fci- cJ Lli J51 ^Ut LgJl 

[A-V l^lj .^J> J ^ ^li 

jjA^wi k^?v^ C-^-L>- : 

^1 ^ : -^^V 

t ^ Jl ui ,i Sik;i ^ 
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the people? He said: No, except 
what is in this document. He [the 
narrator] said: A document in the 
sheath of this sword. In it was said: 
"The believers are equal in respect 
of blood and they are one against 
their enemies; protection given 
even by the least among them is to 
be honoured, but no believer is to 
be killed (in retaliation) for a 
disbeliever and no one who has a 
covenant is to be killed during the 
covenant. Whoever commits an 
offence or gives refuge to an 
offender, upon him be the curse of 
Allah, the angels and all the 
people/' 

Comments: [Its isnad is saheeh] 

994. It was narrated from 'AH 
that the Prophet said on 

the day of al-Khandaq; "They 
distracted us from the middle 
prayer until the sun set - or until 
the sun was about to set. May 
Allah fill their stomachs - or their 
graves - with fire/' 

Comments: [Its isnad is sahech, al- 
Bukhari (4533) and Muslim (627] 

995. It was narrated from 'Ali 
(4*) that the Prophet (gfe) said: "If 
one of you sneezes, let him say: 
Praise be to Allah in all situations. 
Let others say to him: May Allah 
have mercy on you. And let him 
say: May Allah guide you and 
rectify your condition/' I said to 
him: Is it from Abu Ayyoob? He 
said: 'Ali (<£,). 



478 & JUa Jl^jL^ 

p l£i Jjl ^ Idl xp- : d& 

Ju 'p* j iJUijUj Ul£j :<y 
V V! tj^*U^I ^^^j ^j^-ij <n*-*>\j~? fj* 

Jji ill) jlLl* t ijj^J ^3! }5 i. uj^ 



<.XL^J> jfi <.|»LLa ^ ^C^i 

(\* ^ ^ M : & ^ ilL* If 

J ^ j> ^ 
iliJI jJu^>; :iJ ji^j J5 Jj 

--rO^ ^ Ir* : ^ 

.[IVY :^^] 
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Comments: [Hasan because of t jj j . , ift :J ■ * _ * - 
corroborating evidence] ^ " ^ ^ " ^ 

996. It was narrated that 'Aii (^) : Jjt ^ (\rr/\) 
said: Fatimah (^*) complained ~, * t t > t£ 
about the marks left on her hands : OUaiJI y t J^C ^ *^>^ ^ 
from grinding flour. We came to - ^ - ^ 
the Prophet and I said: O 

Messenger of Allah, Fatimah is :JL* ^ tol^ 

complaining to you about the , " ^ ^ . > ^ : 

marks left on her hands from ^ * " ^ ^ 
grinding flour and she is asking U t^g ^AJl ^t^JI 

you for a servant. He said: "Shall ( „ ... - >„ - ' * 

I not tell you about something J* ^1 J^^'^ 

that is better for you than a uiAil Vl» : Jlii .Ujli ilJLljj ^^y^aJl 
servant?" and he told us, when ^ „ ^ „ * * > 

going to sleep, to say thirty-three ^ ^/^ * ^ ^ ^ > ^ ^ 
and thirty-three and thirty-four of fc • jj^ij <>■ CjS(L 

tasbeeh, tahmeed and takbecr. '\ ' " J 

Comments: [Its isnad is qann] -jzr^J ir*^"^ C^T^ 'OtJ-^J 

997. It was narrated that 'Ali ^ o-U) : Jli JlM £jl>- 
said: When the Messenger of . , t , * t - - 

Allah (^r) bowed, if a glass of 0? 9^ if ^jf^ '-^ <J [ -f^ 

water were placed on his back it J * ^ - ^ ^ 

would not spill. ,"'*"/, f 

Comments: [Its iswrt is riTafl °^ : ^ ^ s* 1 ^ & 

998. It was narrated that 'Ali (^) ^ : Jj( & _^^a 
did wudoo'; he rinsed his mouth " , " ^ , ^.^ £ 
three times and his nose three ^ dr* : ^ 
times from one handful of water, ; ^ ^,^L ^ 

and he washed his face three ( * ll \ " '\ 

times, then he put his hand in the ^ jrt J-i^lj 
vessel, then he wiped his head 
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and washed his feet. Then he , ^ 

said: This is the uwdoo' of your r t^** '^V 1 J 

Prophet. .[AVi .jfc ^ lli 
Comments: [Sa/iee/t because of 

corroborating evidence] ^ * {Hj** 

999. It was narrated from 'Ali >\ ^ . 1 * - - • i -i\ - aaA 

that ' Ammar asked permission to - ' ^ 

enter upon the Prophet (^) and he j' : ^ y_ ^li JlAij 

said: "The good one, the purified - - " ^ \ ^? 

■ Jua ^1 ^ j-iLi-t IjUup 



one. 



Comments: [Its isnad is Sate//] -!> v ^ : frU .«44^ 1 4^ l: 

1000. It was narrated that Rib'i U _ jj± _ JJ^ tili - S ♦ * - 

said: I heard 'Ali say: The *■ - * 

Messenger of Allah said: "Do ^ ^ ^ ^ J ( C } ^ 

not tell lies about me, because _ 'jjal; ■ Jli J IS 



whoever tells a He about me will 

enter Hell." Hajjaj said: I said to J A> ^ -^A ^ 

Shu'bah:Didhemeet'Ali?Hesaid: - ^ >f» : ggg AJl 

Yes; he narrated it to me from 'Ali. ' ' _ 

And he did not say he heard it : ^ • -"jEJl ^ ^ 

Comments: [Its isnarf is saheeh] :JLS Ji : ijJLij JJi 

1001. It was narrated from Rib'i 
bin Hirash that he heard 'Ali 
deliver a khutbah 1 , he said: The f?-^ ^ J* Y j>: Ji J* j* 
Messenger of Allah fak) said... and - fl, ^ *, ,\ , S| , 
he narrated a similar report. ' * 1 ' 
Comments: [Its isnad is saheeh] -h * * * : ^SAi 

1002. 'Abdur-Rahman bin Abi . ^ > ;i ^ . — ^ 
Laila narrated that 'Ali told ■ 



him that the Prophet (#5) told him ^ ^ >^ s^^ 1 
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to be in charge of the sacrificial % , . , „ # , , , . , 

animals, and he instructed him to s^ 1 ^ 01 : Ua > 11 

distribute all of his sacrifice: its % ; {Jl\ M : I ^5- 1 M :i^if 

meat, its skin and its blankets, and ^ , , f ^ ; ^ / ^ , , ; 

not to give the butcher any of it. : ^ ^ <r^ ^ L — ^ f-^' ^ 

----- > j 1 

Comments: [Its isjwd is saheeh, al~ ^ /jaJu tL^J^) tlij^ t L^^J 

Bukhari (1717) and Muslim " " , . 

(1317] -f°^ r -^i ^ 

.(\rw) ^ t (ww) :^ «L*l 

1003. It was narrated from - yj^ ^ . ^ & ^ _ ^ r 
'Abdul -Kareem - and he narrated ^ J „ 

the same hadceth. And he said: We S^* ^.^ Jl 3*-^ ...^,£1 -u* 

will pay his wages ourselves. r . y . n ..t;. , 

Comments: [Its isnad is m/i^/i] 

1004. It was narrated that 'Ali ^ . £ 
said: The Messenger of Allah ' ' ' £ 

forbade me to wear gold rings, to j* Jr^ Ji ^ +f Ji fr?'i! 



recite Qur'an whilst bowing, and 
(to wear) a blend of linen and silk 



or clothes dyed with safflower. ^1 jlj t^J>JJl jjl^ ^ Jj^3 

Comments: [A sa/w/i hadceth, its .i^jr, t *ljji .^3 ^3 CU 



1005. It was narrated from an 
Nazzal bin Sabrah that when 'Ali 



(4*) prayed Zu/fr, he called for a ^ ^ 4 ^ 



vessel of water in ar-Rahbah and 
drank whilst standing. Then he 

said: Some men dislike this, but I Oj*'JZ NU-j o[ : J L* j^ 1 t-^sli 

saw the Messenger of Allah fe) *, t *. f , > - 

do what you have seen me do. - ^ ' " ^ " ^ T 

Then he wiped himself with what IJuU ; Jlij dJa-i, ^11: ^ toils ^jli^ 

was left over and said: This is the ' 

u>wf/o<y of one who has not broken * [ ° Ar : £^^ ] ,t<0 ^ r 1 ^ 

his wudoo'. :^ 

Comments: [Its isnad is sate/;, al-Bukhari (5616)] 
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1006. It was narrated from * 

Muhammad Ibn al-Hanafiyyah ±* ^ ^ ^ 

that his father said: The Messenger . -J jlUJ y Jil 

of Allah said: "The key to ' ' \ , ^ , * "\ : ' ] ^ y ; \ p 

prayer is purification; entering it is : ^ ^-^J ^ : ^ ^ If '^^^J' 

tefcter and exiting it is teiaw." t ^ ^ ^ 

Comments: [Saheeh because of ' , (j ^ ( ^ 

corroborating evidence; its isnad .M'VY : jk>\] .« r -i^JI L^U^j 
is hasati]. 



1007. Al-Hasan bin 'Uqbah Abu 
Kibran al-Muradi told us: I heard 



ZxZ- y y~^\ : lijL^ - \ ♦ 



'Abd Khair say: J Ali said: Shall I j£ '.&\^ hrJS y\ 

not show you the wudoo' of the „:» fn ( » - , j of M - 

Messenger of Allah ft? Then he '*« ^ ^ J ^ ^ ^ 

did wudoo' washing each part three Lj>> : p 
times. 

Comments: [Sflte/i] 'C^ ljL| ^-A" 

1008. 'Abdul-Malik bin Sal' said: >J, jU^j ^ : Jjt jlp Qjl^. - \ * • A 
'Abd Khair used to lead us in Fajr t 

prayer, and he said: One day we ^ 1 ^* JI ^ Ji jf~* : J^^i 

prayed Fajr behind 'Ali (*) and . N - ^ f ^ . 

when he said the salam he got up ^ V _ ' * 

and we got up with him. Then he : 4 J r^ 1 Jt ^ -4* ^ 

walked until he reached ar- ^j, ^ ^ 

Rahbah where he sat down and J ^ 4 - y ~ 

leaned his back against the wall, t il^-^Jl Jj- £Uj ,1^; 

Then he raised his head and said: *i ' - ; ; * . - - ^ 

O Qanbar, bring me the scoop and £ J r - UJi J\ ^ ^ >^ 
the big vessel. Then he said to him: (>Y£ j\) jTJS^JL j£\ I'Ji U :Jlii olj 
Pour (the water). So he poured ^ tf , , , 3 , s 

water for him. He washed his ^ v-^* -V^ ^ ^ -^-^j 
hands three times, then he put his ^ *g 

right hand in the vessel and rinsed 5 / ^ , ^ ^ 
his mouth and nose three times. ^ J^^l tU^AJ J-t^lj ^l^ali 
Then he put his hand in the vessel ^ y-j ^ t ^ ^ ^ 
and washed his face three times. ^ r _ 

Then he put his right hand in the ^9 J-^ j^* ' ^ o^^ 1 
vessel and washed his right arm = , . , * , - - r - 

three times, then he washed his ' - - T ^ J ^ J ' r~t 

left arm three times. And he said: .[Avn 
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This is the wudoo' of the Messenger 

of Allah (aj). ^ ^ ^ ^ 1 C-^ 

Comments: [A hasan hadeeth] 

1009. 'Ali said: J was a man who tyj^ * - * ^ . ~ \ * • ^ 

emitted a great deal of madhi and I 3 

felt too shy to ask the Prophet (^) j ol£ : Jli : Jli ol ^ 

[about that] because of his daughter, ^-i ^ . if 0 \ - a f w- 

so I told al-Miqdad to ask him and ' * ■■ 

he said: "Lot him wash his private J-r^ H : J^* <-<JUj iuijl 
part and testicles and do wudoo." r n * - , , 

Comments: [A saheeh hadeeth] 



^1 £j£ M 1 



1010. It was narrated from Ibn 
al-Hanafiyyah that 'Ali told 
al-Miqdad to ask the Prophet ^ llU jl il£^Jl jjl ^ t Lj l^ 
about wad/ii and he said: "Let him • • , ' \ u - t f„; 

do wudoo . : r ■ ' ^ f - 

Comments: [Its isnad is sahech, ."L^* 
Muslim (303)] 

1011. It was narrated that 'Ali ^ ^ t £^* ^ Gij^ 
said: The Messenger of Allah ' , , " s _ 

(%) would relieve himself, then uA ^* Ji ^1 ^ J* y\ 

eat meat with us and recite ^ ^ ^ .j^ ^ 

Qur/an, and nothing stopped him \ ], > \ ; > ft , "\ 

or prevented him (from reciting tjl'iJl \y£j t^AJJ! llii jili ,o-UJl 

Qur' an) except janabah. J, >** *, .f ^ ,^ 

Comments: [Its /snad is Ha&rn] " > 1 3 

.[^r^ i^ij] .^ilyi 

oIl-J :^jy^*J 

1012. It was narrated that 'Ali (-&) ^ J^-'J\ ^3 

said: The Messenger of Allah , , , . £ - , 

used to pray two rak'ahs following <J. rf^ J* ^ 0* 

every prescribed prayer except Fa/r ^ Jji :Jli ^ t s^J- 

and 'Asr. 'Abdur-Rahman said: - ; - * , 

after every prayer, ^-P^ 2^ J 5 A 
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Comments: [Its isnad is qmvil . t • , ? * 

.[ wy-i ^tw : ^i] .;^L* ji 

1013. It was narrated that 'Ali ^; dj^. ^ -Wir 
said: I used to think that the ^ , \ ^ \. .*, # , ^ 
bottoms of the feet were more : ^*^^)Jrf^[ 
deserving of being wiped than the ^ ^ ^ - t , J - 

tops, until I saw the Messenger of J i ' . . , t " > 

Allah wiping their tops. ^ oH' o\ JJs : JLi ^ 

Comments: [A salveh hadeeth] jj| J ^ Jjf; , U^l£ ^ - ' 

.[vrv i^tj] .ui^ii ^-U:^ 

1014. It was narrated from Ibn ^ ji^j £lc jlp 
'Abd Khair that his father said: I \ t t , . * ^ 

saw 'Ali (^) doing wudoo'> He 0* ^ Ol^i li-U- :J^L1^! 

washed the tops of his feet and ^ Jjl^ : Jli U U t > jui -Jl 

said: Were it not that I saw the , s . " ; 

Messenger of Allah (^) washing t> 1 ^ jj4^ J—^ 

the tops of his feet I would have ^ ^ ^ , * ^ ^ Jj, j - 

thought that the bottoms of the " JJ^J^^^ o^j 

feet were more deserving of being y A : J .J^JJL J>-I LL^^lJ 
washed. 

Comments: [Its isnad is sahceh] Cf^* oL ^ : ©A" 

1015. On another occasion, . ,<* - ^- . t 
Sufyan told us: I saw Ah doing ' ■ 

wudoo' , and he wiped the top of l!ip :JU ^^-i juli 
them [the feet]. 

Comments: [Its isnad is saheeh] 



1016. It was narrated that 'Ali - j^, gfc : Jbl ^ -N-n 
(^) said: This is the wudoo' of the 

Messenger of Allah then he 0? ^J^ 1 ^! 

did wudoo' washing each part V *r *- * - .-v 'f 

three times. - ^ r - ■ ^ ^ - 
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Comments: []ts /snad is saheeli] 



1 0 1 7. It was narrated that ' Ali (^) 
said: I never heard the Messenger 
of Allah say "May my father 
and mother be sacrificed for you" 
to anyone except Sa'd bin Malik. I 
heard him say to him on the day of 
Uhud: "Shoot, Sa'd y may my father 
and mother be sacrificed for you!" 

Comments: [Its isnad is sahceh, al- 
Bukhari (2905) and Muslim 
(2411)] 

1018. It was narrated that 'All 
said: The Prophet (^) sent out an 
expedition and appointed over 
them a man of the Ansar, and 
commanded them to listen to him 
and obey. They made him angry 
about something, so he said: 
Gather firewood for me. So they 
gathered firewood, then he said: 
Light a fire. So they lit a fire, then 
he said: Didn't the Messenger of 
Allah command you to listen 
to me and obey? They said: Yes 
indeed. He said: Then enter it (the 
fire). They looked at one another 
and said: We only fled to the 
Messenger of Allah (^) because of 
the Fire. They continued talking 
until his anger dissipated and the 
fire went out. When they came to 
the Prophet (afe) they told him 
about that and he said: "If they had 



J* olJLi y 4JUI X* y\ 

^jlL; III JfLj Jjl^- u; : ^Ji 



.(Tin) 



: r UT^,): c 



lisi^ -n^ 



P_j *LIa>- I^xaj^j ^ Ij^-*^*' :JUs 

jjt : JU* JjU Jj ijiijti JjC : Jli 

Ujy UJl ; IjJUi t ^Aij J I *, ^ - ■ ^Jali 

i>iSS .jCji j^i ^ £g Ii Ji 

* iJ iuj ij^j sfe ^1 JU Uii 

^* > * ^ * * * ~ ' - -- 
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entered it they would never have , , t ^ ( v . 

come out of it; obedience is only in L " ^ 

that which is right and proper." -OA* .) 

Comments; [Its fsnmi is saheeh, al-Bukhari (4340) and Muslim (1840)] 



1019. It was narrated that 'AH 
(4*) said: The Messenger of Allah 

forbade me to wear a ring on _ p-f^ If LT^i : <3^j^ <£*j 



this or this. 'Abdur-Razzaq said 
meaning his forefinger and 



middle finger. JiAl d\ £fe <Ul J_^' ; : Jli 

Comments: [Its isnad is qawi] jtf ..ii J ^ e Ai J Jujl 

1020. It was narrated that Qais ^ - --ji ^ ^ 

al-Kharifi said: I heard 'Ali (*) , * ' " . 

say: The Messenger of Allah (afe) ^4* ^ t ^ ^LiJl ^! 



\ > 



came first, followed by Abu Bakr, _ - - , . 

and the third one was 'Umar ^ ' J ^ - :JL * ^ UJl 

Then turmoil (fitnah) struck us, ijjj J\ J^- ^ Jj, j ^3 

and that is what Allah, may He ; * , " f 

be glorified and exalted, willed. ^UUiii_£JU3ljl_ iBal^ 

Abu 'Abdur-Rahman said: My , u ^ tt 

father said regarding the words, ^ ^ ^ 

then turmoil {fitnah) struck us: He : ^U^Jl jl£ ^1 (Uo/O ,[uo<\ 

f'Ali] was showing modesty .; £ + ' \ / , 

thereby. oi ^3' <£* jU) '.J\ M 

Comments: [Its isnad is hasan] -*^LUj '^ v fi 



1021. It was narrated from ^ - £fc 
Hujayyah bin 'Adiyy that a man , - 

asked 'Ali about [sacrificing] a (y. 0* ^ul^ J> v^-ij 

cow. He said: [It may be sacrificed] , j: > - '-. f * ^ ^ * > , . > 
on behalf of seven people. He said: - ' t- -■ ^ 

[What about] its horns? He said: It :JIS 'Jj^ 1 if- 

does not matter. He said: [What 
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about] one that is lame? He said: If it 
can reach the place of sacrifice [then 
sacrifice it]. He said; The Messenger 
of Allah (^) commanded us to 
check the eyes and ears. 

Comments: [Its isnad is hasan] 



1022. It was narrated that 
Salamah bin Kuhail said: I heard 
Hujayyah bin 'Adiyy say: I heard 
'Ali bin Abi Talib (4*), when a 
man asked him... and he narrated 
the same hadeetlh 

Comments; [Its isnad is hasan like 
the one above] 



1023, It was narrated that 'Ali (&) 
said: There were no horsemen 
among us on the day of Badr apart 
from al-Miqdad. I could not see any 
of us who was not asleep, apart 
from the Messenger of Allah (sfe) 
who remained praying beneath a 
tree and weeping until morning, 

Comments: [Its isnad is saheeh] 



1024. It was narrated that 'Ali 
said: If I carried out the hadd 
punishment on a man and he died, I 
would not feel upset, except in the 
case of khamr; if (such a man) died, 1 
would pay the diyah (to his family) 
because the Messenger of Allah 
did not prescribe it (did not specify 
a particular number of lashes). 

Comments: [Its isnad is saheeh, al- 
Bukhaari (6778) and Muslim 
(1707)] 



467 4* J ^ ' L 

J} J? & Ik V>^ 

iLi \ij iSi} jlSJ3 ^uiJi ^ jju 

.[\.Ai : >i] .Si; p ^Di 

.( w-v) 
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1025. It was narrated from 'Ali 
that the Messenger of Allah 
used to do wudoo' washing 

each part three times. 

Comments: [Its isnad is sahech] 



1 026. It was narrated that 'Ali (4>) 
said: I was a man who emitted a 
great deal of madhi and the 
daughter of the Messenger of Allah 
{m) was married to me, so I told a 
man to ask him [about that] and he 
said: "Do wudoo' and wash it off/' 

Comments: [Its isnad is saheeh, al- 
Bukhari (269)] 



1027. It was narrated that 'Abd 
Khair said: We prayed Fajr then 
we went to him ['Ali] and sat with 
him. He called for (water) for 
wudoo' and a small vessel of water 
and a large vessel were brought. 
He emptied the small vessel into 
his right hand and washed his 
hands three times, rinsed his 
mouth three times and rinsed his 
nose three times, using one 
handful of water each time. Then 
he washed his face three times and 
his forearms three times each. 
Then he put his hand in the small 
vessel and wiped his head with 
both hands together once. Then he 
washed his feet three times each. 
Then he said: This is the wudoo' of 
your Prophet so learn it. 



.u^s i>£ oii sfe jui 



^ l 0* 



■cjI ijr^ tiJlS'j iSlJift *^rj ^Jii 

iUi : -jji -wv 

olAjJl UlU^ :Jli ^I>- jlp tiLiilp 
L*^aj^ i^Xj L^j ^t.r,.<>j 5j5yi cJu 
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Comments: [Sflftec/i because of 

corroborating evidence] ^ - ^ 

1028. It was narrated that 'AH ^ ^ ■ j^-^ -V ^ ~ WA 
(^t) said: I was a man who 

emitted a great deal of madhi, so I c<Jx^ ^ ^ (1H J* 

asked the Prophet (*) and he ^ ^- .3^' ^ 

said; "If you see madhi then do # ^ *' ~ 

wudoo' and wash your private Liyi JjJwJt cJI^ 

part, and if you see water gushing ^ : : ,j„ ^„ * ■ r 

then do ghusl." 1 [the narrator] - " J V J 

mentioned that to Sufyan and he ji :Jlii OUllJ .'<J_i*U 

.[A1A : .JSj y 

.^vJ ail; — p] ! ^yi j^u 

1029. Mu'awiyah and Ibn Abi \ ^ ' Zj[ ^ ^ _ VY ^ 
Bukair told us; Za'idah told us; ar- * - w ^ 

Rukain bin ar-Rabec' bin 'Ameelah J* y. J^'J^ 1 '■' oX t ] J 



said: I heard that from Rukain. 
Comments: [Its isnad is sahech] 



al-Fazari told us... and he mentioned 
a similar report, and they said: water 



gushing. And Ibn Abu Bukair told iiMj ^ i? 1 ItjJ^-j? .^U-H 

us: Za'idah told us, and he also said, " ' - .* - . r - - . 

gushing. C/ J - C 

Comments: [Its isnad is 50/jcc/t] j&lj <^>^ «M -^y^ 



1030* It was narrated that 'Ali ^ Jj; J,^ & tijU- -W* 

(4°) said: Shall I not tell you of the t , " - , * ? 

best of this ummah after its Prophet ^ ^ - ^ ^ ^ U U ^ : ^ 

(^)? [It is] Abu Bakr, then the best s/t : Jli ^ ^ ,J^- jl^ y. _ ^jLiJl 

of it after Abu Bakr is 'Umar (4*)/ t - " ^. , /, „ ; 

then Allah puts goodness wherever y) **fe 44^ ^ ^ l ^ ^ r^V^ 
He wills. 

Comments: [A salneh hadeeth] 



^JiA^ j,^- j>j wlij L*^^ .+5 <■ ^T^J 



1031. It was narrated that 'Abd j^, : Jjl jl^ tijj* -\*r\ 

Khair said: 'Ali (4*=) said y when he " , ^ , £ 

finished with the people of J J* ™j* r! 1 ^ : 4^ 
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Basrah: The best of this ummah , - £ ,^ - 

after its Prophet {^) is Abu Bakr, ^ ^ ^ ^ : Jli ^ 0* 

and after Abu Bakr it is 'Umar, ^ ^ j£ -S/l .JLi ^ :s^Jl Lit 

then we got involved in matters s 5 /' \ - 

which Allah will judge as He ^ Lb " 1 ^1 jiilj t ^ #\ 

wills. 



Comments: [Its isnad is sa//fe/i] 



1032, It was narrated from a]- > . > . . . * <u , 

Musayyab bin 'Abd Khair, that ^ ^ J ^ ^ ^ ^ ~ WrT 

his father said: 'AH (&) stood up Jjl ^ jJU Ujii :^iu-i^M £i 

and said: The best of this ummah . , „, , a / , " 

after its Prophet is Abu Bakr, ^ "T^ 1 ^ ^ 

and T r mar, then we got involved ; Ji ^ :jui ^ ;ii *J 

in matters which Allah will judge s "\ ( "* r 

as He wills. ^ L li 1 ^3 ^ ^ ^ 

Comments: [Its isnarf is sfl/w(?//] .^li Li l^j iljl ^^jJ: UlJkJ-l jlL' LL*iU 

■l>n ^ij] 



1033- It was narrated that 'Ali 
said: 'Ammar came and asked 

permission to enter upon the ^ ^ jjU ^ ^ 

Prophet (jig) and he said: "Let him ^ V . r f . f. . ,. , , ^ , , * / 1 ^ 

in; welcome to the good one, the m ^ > J? ' ^ ^ : Jb > 

purified one." ^jLjL t lj 1^0! ti :JUi (Ul/O 

Comments: [Its isnad is Scihech] ^ vv< ^ -^i] 

1034. It was narrated from ^ *odi ^ & tilt -^ri 

Sa'eed bin Dhi Huddan: Someone tf " ' * r 

who heard 'Ali told me that ^ J> j£ tJULlj ^1 

he said: The Messenger of Allah \ ^ - - 'r i £ i - ^ - 

fe) called war deceit ^ ' ^ y ^ ^ 

Comments: [A Sa/vrc/* Hflrfwrfi; this i[ ^ V : Cf^ ] ^ J > J| ^ ^ l 



is a da'eef isnad] 
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1035. It was narrated from 
Hisham: My father told me that 
'Ali said to al-Miqdad: Ask 
the Messenger of Allah (jfe) about 
a man who gets close to a woman 
and emits madhi, for ] am too shy 
to ask him because his daughter is 
married to me. The Messenger of 
Allah fe) said: "Let him wash his 
private part and testicles, and do 
wudoo'." . 

Comments: [A sahcch hadceth] 

1036. It was narrated that 'Ali 
said: They distracted us on the day 
of al-Ahzab from 'Asr prayer, until 
I heard the Messenger of Allah (sfe) 
say: "They distracted us from the 
middle prayer, 'A$r prayer. May 
Allah fill their graves and houses 
or stomachs with fire/' 

Comments: [Its isnad is saheeh, 
Muslim (627)] 

1037. It was narrated that 'Ali 
{4o) said: We have nothing except 
the Book of Allah, may He be 
exalted, and this document from 
the Prophet (^): Madinah is a 
sanctuary from 'A'ir to Thawr; 
whoever commits an offence in it 
or gives refuge to an offender, 
may the curse of Allah, the angels 
and all the people be upon him 
and no obligatory or nafl act of 
worship will be accepted from 
him." And he said: "Protection 
given by any Muslim is binding 
upon all of them. Whoever 
transgresses protection given by a 
Muslim, upon him be the curse of 



y ^I; ^)\ j, m «w j^: 

.1^ .«l^.£3 

VjUJ c^^s ^„-^ : gtS** 

odi u^*^ & ^ - rv 
^ J! ^ ^ ^ f l > 
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Allah, the angels and all the s , . , • * , , 

people, and Allah will not accept *1JI ^ <J1^ 

from him any nafl or obligatory ^ Jy- ^ ^ 

act of worship. Whoever takes - ■ - - . 

people as mawla without the -t^ 0 : ^r l j] 

permission of the ones who set 

him free, upon him be the curse : f t(UV ' } t *C=~ ^ : £0* 
of Allah, the angels and all the -OrvO 
people, and Allah will not accept 
from him any nafl or obligatory 
act of worship/' 

Comments: [its isnad is saheeh, al^Bukhari (1870) and Muslim (1370)] 

1038. Jt was narrated that 'Ali ^ ^ yj^'^s & £JU -\TA 

said: 1 said: O Messenger of 

Allah, why do I see you marrying ^ s* 1 Jt ^ J* 

from Quraish and you do not U :jj V ^*Jl 

marry from among us? He said: <*r ^ s 



"Do you have someone?" I said: &J£j ^ji'J J> Sfi J U iJjl 

The daughter of Hamzah. He , v * .V* -™ h- cm ^, M 

said: She is the daughter of my - , ^ 

brother through breastfeeding." ^ o! L^l» :Jl5 L"' : Jjj 

Comments: [Its is«<irf is sahech, My. - i l rf - - « ^- - 1 , 

Muslim (1446)] ' L " ' CT^ * 



1039. It was narrated that Abu 
'Abdur-Rahman as-Sulami said: 



'Ali said: If I tell you a hadeeth from ^ J* ^/^r 1 ^1 ^sJiJj** 

the Monger of Allah (^) then ^ : ^ ". jj ^ii], \^ 

think of the Messenger of Allah ' ; ^ 

in the best, the most guided ^ Jj-^ fp^i ^■xi- 3fe> Jjl J^-j jl 

and the 1 most pious manner r „ , , ( ^ 

Comments: [Its miad is sahech] ^ ' v 3 

1040. It was narrated from 'Ali ^ ^ ^ ^ ^ -w 

that he said: Shall I not tell you of " / ^ ^ 

the best of this lunmah after its : J* K ^ ^ ^ 0^ — ^ 

Prophet (*)? [It is] Abu Bakr, ^ ^ ^, ^ ^ ^ ^ '.^ - 

then Umar. ' ; ' ' " - - ' • 
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Comments: [Its isnad is sahech] 



1041. It was narrated from Ali 
concerning the verse "You are only 
a warner, and to every people there aUj ^ 44^ £^ : 

is a guide" [ar-Ra'd 13:7]: The ' ; ■ o' • ' " 9 ' * * Mi 

Messenger of Allah (*) said: "The - y ^ & ^ ^ ^ ^ ^ J - Jl 

warner and the guide is a man (v M) j&j j^* ^ "&\f 

from Banu Hashim." « . s J 

1^3 il^Jl) t> LJ1» -JL3 1 J^i/, 

Comments: [Its isnad is da cc/, and ^ ' ^ 

there is something odd in its .«»^U ^ V 

text] - ' 

1042. It was narrated that 'Ali tj^>^! y> y^''^ ±* -WT 
said: When the fighting grew ¥ . , ♦ - ♦ ; = - 
intense on the day of Badr, we ^ ^ ^ ^ l ^ 
sought shelter by drawing dose to ^ ^ ^{ji UJ :jJ ^ ^ 
the Messenger of Allah (s^), who ; _" f ^ 3 ? ' ^ 
was one of the strongest of the ^ ^ ^ 
people, and no one was closer to +±\ _ ^ J . *f _ ^ u 

the mushrikeen than him. ' " ^ . r - 

Comments: [Its isnaii is Mi/i^efr] . Jrl r- ^ 

1043. It was narrated from 'Ali ^jj^ ^ :jl^*Ji JL^ cJy it 
bin Abi Talib (^) that the " ~ § ' p / ;i 
Messenger of Allah gfe) forbade ur 1 ^ S! 1 ^ - ^-^3 j* 
garments made from a blend of . - - - J^j _ 
linen and silk, or garments dyed . ' , * \ „ 'V 
with saf flower, wearing gold rings _ ^ j^- : ^^-i „ v 

and reciting Qufan whilst bowing. ^ ^ ?f J ^ ^ ^ 

Comments: [Its isntfd is sahech, t ^ , ^ * V* 

Muslim (2078)] ^ ^>^^j y 4 l ^ ^ 



Comments: [Saheeh] 
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1044. It was narrated from * s , ^ 
Ibraheem bin Fulan bin Hunain, ^' s*^ : ^ U1 *^ ^ ~ w * 
that his grandfather Hunain said: Q^i ;1pLLM £1^ : VLi Uii 
'Ali said: The Messenger of Allah > ' ' 

{^) forbade me to wear garments '-Jr*- ^ Ji '^^A 
dyed with safflower, or garments .j^ .-^ ^ 

made from a blend of linen and - " 

silk, or gold rings, and reciting j*s t >*« J l ^ -JLJl J 

Qur'an whilst bowing. '* ^ . 

1045. It was narrated from 'All 'J, ^ ^&)\ & l£U -\*io 
that he said: The Messenger of a r ; . 

Allah (afe) told me to sell two ^ 0* J. r^ 1 ^ 'J^-j 

slaves who were brothers, so I sold Jii ^ t ij J 1 

them and separated them. I t tf " ^ ^ s ~ ^ ^ y 

mentioned that to the Prophet (^) 0 ! (HV/\) ^ Jji J_^/, 

and he said: "Go and take them ^ > r »'.r T r 

back, and only sell them together; 1 ^ . ^ ^ 

do not separate them/' Li^jSii) :Jlii j^IiJ J^i J^ii 

Comments: [HflSflw because of ^ , UL^ \l U^Li Vj lU^li 
corroborating evidence; this is a " " ' - -v-^-j 

da'eefisnad] ^ 

-r^ 1 4^ ^Mj j-^ 

1046. It was narrated that Abu ^ ; Jjl jl£ £Jjl£ -W"l 
Hayyah said: I saw v AIi (4*) doing \ % . ' 

wudoo'. He washed his hands until ^' Ir* :^>Jl ^Ll* 

they were clean, then he rinsed his 1*1; * • T - V =s ' S • - ' i - * 

mouth three times, then he rinsed ^ " J ^ ^ ^ -1 

his nose three times; he washed .Lliujl ^ tlij? 
his face three times and his , . ^ ^ t \ f 

forearms three times; he wiped his <J-^3 J-^ 1 t ^ ^ 1^1 
head and washed his feet up to the 
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ankles. And he took the leftover % _ * „ t ^ , , _ , _ 

water and drank it whilst standing. K ™ ^ J " J ^ J 

Then he said; I wanted to show you j v- t , ^ ; <j | ^ j-^-i 

how the Messenger of Allah ; " ^ 1 

did uwdoo'. ^-r*^ s : *J^ j*j ^r^* ?J>f^ 

Comments: [Its /swarf is to™] ^ Jj, j^>- ^ 5^ 'J 

1047. 'Abd Khair narrated a - fil^ bil^ -Wv 
hadceth like that of Abu Hayyah " f ' , J s s 
from Ali, except that 'Abd Khair ^ ^ o^^ 1 *1 : f 1 -^ 
said: When he finished his wudoo', ^ ^ > - * ' ±J. sV 3 ' J'i «L^J 
he took some of the leftover water - ' ^ * ^ ^ 

in his hand and drank it. 01^ :J15 l>- xs- jl ^1 til>- 4*;^ 

Comments: [Its iswarf is sal welt] ^ ^ j^j 0J J^ ^ \l\ 

.[AVI ~. .wJ^^Ju tejj^U 

1048. It was narrated from Jurayy ^ -Ju ^U'jl GjJb* -WA 
bin Kulaib, that he heard 'AH "* \ . 

say: The Messenger of Allah {^) j* ^r^- J* ^ 

forbade sacrificing an animal that . .:i 

. , , , -ol ,^ J y b^j i <w~JD V l£ 'j* t &^u3 

has lost most of its horn or ear. w- y ; - y - j ^ 

t-f'^ * ' , ^ * * * - - 

Qatadah said; I mentioned that to .J^i 01 ^ 1 Jj-ij ^ : Jj^ ^ 

Sa'eed bin al-Musayyab and he ^ fit 0 -< - a * 

said: [That refers to] one that has Jb " LTfT : CT^ J 4 

lost half or more (of its horn or ear), ; Jui * ^ v '1 1 J, jl^lJ ilU o^'li : siilEs 

Comments: [Its f'snflrf is Jjasan] JjU^ ! ^ _^S"fc ^lajaljl * J^aJJl 



1049. It was narrated that 'Ali - ^ L|j 

said: The Messenger of Allah (^) ^ ; _ i ' ^ 

forbade me to wear gold rings, to : ^ 0^ t ^^ >t -'! 

wear garments made from a ^\ ^ M ^ 

blend of linen and silk, and to use - - I - # t 

red saddlecloths. .[VTY :^r\j] .} r ^\j ^\ ^ 
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Comments; [Its isnad is /ramn] 

1050. It was narrated that Abu 
Hayyali said: I saw 'Ali urinate in 
ar-Rahbah, (Then) he called for 
water and did wudoo'. He washed 
his hands three times, rinsed his 
mouth and nose three times, 
washed his face three times, 
washed his forearms three times 
each, wiped his head and washed 
his feet three times each. Then he 
stood up and drank from the 
leftover water, then he said: I saw 
the Messenger of Allah (^g) do 
what you have seen me do, and I 
wanted to show it to you. 

Comments: [Its isnad is hasan] 



1051. It was narrated that 
Ibraheem an-Nakha'i said: 
'Alqamah bin Qais struck this 
muibar and said: 'Ali addressed 
us from this minbar; he praised and 
glorified Allah, and said what 
Allah willed that he should say, 
and he said: The best of this ummah 
after the Messenger of Allah (^) is 
Abu Bakr, then 'Umar, may Allah 
be pleased with them both. Then 
we got involved in events and 
Allah will decide concerning that. 

Comments: [Its isnad is qawi] 



1052. It was narrated that 'Abd 
Khair said; I heard 'Ali (^) say: 
The best of this ummah after its 
Prophet is Abu Bakr, then 'Umar, 



-J^r^! ^ ijL ^ k*JL>- -I'fl' 

: J0!^ v*- J>\ U- 

< -v*'j^ J> v*- ^j>) 

^y skJ^ 'j 

t U 1 ^ ^plji J-li-j <-^^ 

^ciii Jj^j ^jjtf ^ ill J^/, 

jt iiji £ii u ^ jil} d)i 
r i ^ aLi j^jii; Si^ui : jiij 

: J^ V A Cf. 0? 
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may Allah be pleased with them > - , 8 v ^ • 

both. - : ^ ^ J* ^ 

Comments: [Its isfmtf is da'cef ^ <■ J*-! y) *4rr» 5^ ^! 

because of the weakness of ' ., . , , 

YoonusbinKhabbab] * LHn : (T ljJ (dJ1 ^ j** 

V^-^ 1 ^ Jk)* Jr* ^*y. 



1053. It was narrated that 'Ali 

said: The Messenger of Allah (^) # _ „ , 

was neither short not tall; he had a 1^ 'Jb^^ J? *^ ^ 

large head and beard, large hands ^ • J Ji ^ ■ 5^ - jp^tj 

and feet, large joints, a reddish t J / - ^ 

face, and a long line of hair from Jj-^j o\S ^ j* y. ^ 

his chest to his navel. When he -j^ . fj L ^ ^jf L — ^ ^ 

walked he walked energetically, as ^ v'r 1 t- - ; 

if lifting his feet from a rock. 1 fc j^iillj jt&t 'J^ 1 ^-^Jt 

have never seen anyone like him / - > >> * - ^>jl - : - 

before or since, may the blessings ^-r .-r*— ^° 

and peace of Allah be upon him. ^.Uo J^IiJ US: ^^li lal <.£^LJ1 



Comments: [Hasan because of 
corroborating evidence] 



.[in i^ij] 

1054, It was narrated that Abu ^JU? j!\ tijj. :M jli 

Juhaifah said: I thought that 'Ali * , a f ^ ^ 

(4b) was the best of the people after V 1 ^" : ^ 

the Messenger of Allah (^)... and ^ ^ ^ ^ - 

he quoted the hadeeth . I said: No by ' , * * ' f f 

Allah, O Ameer al-Mu'mineen; I ^3' ^ ^ ^^'^ 

did not think that any of the ^ J J1 j >^ ^ £j) ^ ^ 

Muslims after the Messenger of / ' " . .. 

Allah (5^) was better than you. He ^ ^ V : i^jjb^il ^Sii 
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said; Shall I not tell you of the best 
of the people after the Messenger 
of Allah? 1 said: Yes. He said: Abu 
Bakr (4*). Then he said: Shall I not 
tell you of the best of the people 
after the Messenger of Allah (^) 
and Abu Bakr? I said: Yes, He said: 
'U mar (■&■). 

Comments: [Its isnad is qawi] 



1055. 'Abdul-Malik bin Sal' told 
us: from 'Abd Khair: I heard him 
say: 'AK (4*) stood on the minbar 
and mentioned the Messenger of 
Allah He said: The Messenger 
of Allah died and Abu Bakr 

was appointed as his successor, 
and he did what he had done and 
followed in his footsteps, and 
persisted in doing so until Allah, 
may He be glorified and exalted, 
took his soul in death. Then 'Umar 
(4s) was appointed as his successor 
and he did what they had done and 
followed in their footsteps, and 
persisted in doing so until Allah, 
may He be glorified and exalted, 
took his soul in death. 

Comments: [Its isnad is hasan] 

1056. It was narrated that 'Ali 
bin Rabee'ah said: I rode behind 
'Ali (*&-). When he put his foot in 
the stirrup, he said: Bismillah (in 
the Name of Allah). When he got 
on his mount, he said: At-Hamdu 
Lillalu " Glory be to the One Who 
has placed this (transport) at our 
service and we ourselves would 



-u, j IS ^UJI jJaiL JJL^I ^il :Jli 

:JUi t Jt :Jll ^ Jbl J^j 

* (UA/^ J\j ^ ill Jj^j j£ 

■V- ^^-^^j 1 ^ 1 ^Vr : u~>ji 

4^±Z* :JL* jl^ ^iLUJl 

^ 4iil J^j J^J : jUi ^ Jul 



4 



' ' ' s £ % * ' s 



>3 &i 



: Jl* ^iS^Jl aL^j Uii 

ii i!s iju l£j >^ jjJi 5i>^> 
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not have been capable of that, and ^ji ' • *l> j'~ '{ 

to our Lord is our final destiny" - ^ <sf *~ * 

[az-Zukhruf 43:13, 14]. Abu h\±LL :JU p , lSu ^1 iLij t 
Sa'eed, the freed slave of Banu . > , * , - - s > ^ - ^ 

Hashim, said; Then he said al- cr' J ? N i *H N : Jli P ^ 
hamdu lillah three times and J, _ ^ j, 

Ailahu Akhar three times, then he ; ~ £ ' ^ V-"" 

said Subhan Allah three times. ^ ^ ^! 1 J 

Then he said: There is no god but . j j U : dii . ^ 

You. Then he [the narrator] went s ' , / 

back to the hadceth of Wakee' and jiJl* Jiij tsSf ^ J_>-^ u ^ ^ 
said: Glory be to You, 1 have - , . > ;> - * <^ 

wronged myself, so forgive me; " ' - 

no one forgives sins but You. il^Lj iLl Jli» :Jli Viii^JiJ U iJjl 
Then he smiled, and I said: What , v - , ^ .„ - 
made you smile? He said: I was ^ N ^ r^- '4*^ "r-** : J^J 
riding behind the Messenger of [ V or : -^Ij .« OjJjJ! 

Allah (s^), and he did what you 

have seen me do, then he smiled JU~- j ^1 te^JJ 

and I said: What made you smile, ^ ^ J* ^ /Jl^j -c* ^ii^i 

O Messenger of Allah? He said: - ^- . 

"Allah, may He be blessed and 

exalted, says: How remarkable is 

My slave; He knows that no one 

forgives sin except Me." 

Comments: [Hasan because of corroborating evidence] 

1057* It was narrated that 'Ali jJS ttJLi &jl>- -^**V 

said: I fell sick and the Prophet ^ = ^ , s> 

came to me when I was saying: O cA^**^ ji ^ If <>*^ 

Allah, if my time has come then ■ jj\ ^ ^ ^ : ju 

grant me relief; if it has not yet . , " ; // ( , _ „ ^ ^ 

come then heal me or grant me ^u^^r* & ^ ^\ r^ 1 

well being; and if this is a trial then ^ ^ _ . u - j _ ^ 
grant me patience. He said: "What t * - ' 

did you say?" I repeated it to him, ^il^" :g ^1 JL^ £ ^ 

then he touched me with his hand 
and said: "O Allah, heal him" or 

'grant him well being." And I Ui :Jli "4iU j\ _ ^4^ |N 
never suffered that sickness a 
after that. 

Comments: [Its isnad is hasan] 



never suffered that sickness again r ^ - . • 

afterthat. - [irv : <r^ ] ^ ^ 
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1058. It was narrated from 'Ali 
(^*) that the Prophet used to 



wake his family up during the ^ ; ^1 b\ : ^ y /t'Jl* y , 
last ten (nights of Ramadan). * , • > t , 

Comments: [Its isnad is /rason] u ' " 



1059. It was narrated that 'Abd ^ jZ jS liJU : Jji £i - 

Khair said: I heard 'AH (^) say: " > ^, ^ \. a „ , , 

Allah took His Prophet in the ^i 131 ^ ^ ^' ^ ^ 

best way any Prophet was ever :Jli > jl^ ^ b *L -J I 

taken, then Abu Bakr (4*) was , , *" p V #s t , , 

appointed as his successor and he ^ ^ ^ ^ ^1 : 

did what the Messenger of Allah ^ ^ , ^ 

(sfe) had done and followed the r ; ' \ . 

Sunnah of his Prophet; and 'Umar 3fe J>^3 J**» J*** ^ OliJLl 
(->) was appointed and did likewise. 
Comments; [Its isnad is Hasan] 



& t£] lij^ ;aL| 



1060* ft was narrated that 'Abd 
Khair said: I heard 'Ali (4*) saying 

on the minbar. The best of this J* ^r-^ if. s** : tiy^j Jf^t 

ummah after its Prophet are Abu 1*1; ' - V " " - "V ° 1 f 

Bakr and 'Umar, and if I wanted to ^ ^--^ ^ ^ 0* 

name the third one, I would name ^ ^> ^S'l oJl* : ^ijl 

him. A man said to Abu Ishaq: > ,\ - . „' , „ ,* 

They are saying that you say they ^ M ^ j^J A 

were the best in evil. He said: Are ,[*n iJLiJi 

youaHaroori(i.eKhariji)?! " " 

Comments: [Sahech because of ^! ■ j^j^ ^\ : jL^l J^j jUi 
corroborating evidence] > | *lu"< '.-i \ 2- 

1061, It was narrated that 'Ali J> ^ 3 *S'j -Ml 

(^■■) said: The Messenger of Allah " 



(m) instructed us to check the ^ £^ ^ iJlA^I ^1 ^ ^JU, 

eyes and ears, and not to sacrifice h ^\ . j|j ^ - 

any animal whose ears arc slit in , , . 

two lengthwise, any animal that ^jjVi} jUJI j! 
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has a round hole in its ear as a 
distinguishing mark, any animal 

that has the edge of its ears cut, or [a<M t v ^ .j^jiii 
any animal whose ears were slit 

from the back. ; <J JL>w-l <*j~->- '-gtj*^ 

Comments: [Hasan] .OLjcJI y. Qj-* y v^-jJ^JIAa 

1062- It was narrated that 'Ali (4*) ^ : - VI Y 

said: The Prophet (^) promised , - . ^ fl , : a 

me, no one would love me except a "^f* * ^ ^ ^ if. JjiA K o< 

believer and no one would hate me yj t^ji ill^ N 2f» ^lil ^ 

except a hypocrite, ' . " ' 

Comments: [Its isnad is saheeh, <- 



Muslim (78)] 



.(va) :* 



1063. It was narrated from 
Hanash al-Kinani that some people 
in Yemen dug a trap for a lion, and IA ^A Ji IA 

(the lion) fell into it. The people .^r ',,\ , 

gathered around, and one man fell ^ J ^ ^ L U ^ J 

in. He grabbed hold of another, jij l^j ^ ^-lil J^iSi t ijj 

then the other one grabbed hold of tf , , ^„ t * ... 

another, until four men had fallen ^ L > L ; >^ ^ r ^ 
in. They (their families) disputed j£f Jy- j t ^>] ^ ^ 

concerning that until they took up , \ 'A , 

arms against one another. 'Ali (4*) : t)A pf^ (*4~^v 
said: Would you kill two hundred <?^'M ■ .'-l, 5 J-M 

for four? Rather I shall judge ^ _ - J ^ , 

among you and if you accept it, all £j Jj^U : ay^Jfj jl JLxl^ 

well and good. For the first one, . . * > " 

one quarter of the diyah; for the "* ^ 
second one, one third of the diyah; l^li ^LiL l}J>^ jjS .^jlII ^I^JlJj 

for the third one, half of the diyah, " ^ - * - 
and for the fourth one, the (entire) :Jli r^' :JUi ^ 

fif'yff/i. They did not accept his .[ovr .SjUfU ^ ^Cii 

verdict, so they went to the : : 

Prophet (^) and he said: I shall -J-^- wi--^ ^L*^ »jt^.j : g;/^ 

judge among you. He was told 
about the verdict of 'AH (&) and he 
approved of it. 

Comments: [Its isnad is da'eef because of the weakness of Hanash] 
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1 064. It was narrated that Abul- ^ ^ _ x ^ < ( u ^ > 

Hayyaj said: 'Ali said to me - CP 

and 'Abdur-Rahman said: 'Ali (*&) ^) ^ o^P 1 

said to Abul-Hayyaj - : I am " i -ju £^1 | ■ \ ui" 

sending you on the same mission ~ ^ ^ s£ ^ ' J 

as the Messenger of Allah (-^) ^l^jl ^ J\i ftp oi Jl*j 

sent me: do not leave any raised % > ^ , / ^ , , , f 

grave without levelling it or any ^ J >^ ^ U ^ ^ j : - 

image without erasing it iS2£i ll ^ ^ joj N M :^ 

Comments: [Its isnad is saheeh, r ,,, t , t ^»-t v? v..-* 

Muslim (969)] ' [V ^ : CT ,j3 N l NLi ^ 

jCL* L;jl>- -Lp LJJb- * \a 



1065. It was narrated from 'Ali 
that the Prophet (&;) said: "There 
is no obedience to any human jlp ^1 ^ ^ 0* 

being if it involves disobedience 
to Allah/' 



Comments: [Its isnad is saheeh, al- -t^Y ^<v^j] **^JI ^ 
Bukhari (4340) and Muslim 



(1840)] : f i(iri'):^ ^£^w> dii^i 

1066, It was narrated that ^ . ^ >* ^ ^ ^ ^ _ ^ ^ 
Qatadah said: I heard Jurayy bin * ' - ' > 

Kulaib narrate that 'Ali (^*) said: Crt iyr : 3^ <>* 

The Messenger of Allah (^) 



i * - > 



forbade [for sacrifice] any animal ^ * ' J ^ J ^ £ " 

that was missing most of its ear .[1YT ; . o^l * 'a* 

or horn. I asked Sa'eed bin al- 



Musayyab: What does missing U \<Jt^\ <S? '^fr* *i^LLi :Jli 

most of its ear or horn mean? He * - * - - > , . , . . 

said: When half or more [of an ^> ^ : JUi 'V^ 1 
animal's ear or horn] is missing. 



Comments: [Its isnad is Hasan] 



1067. It was narrated that 'Ali (4^) 'J, ix/j l^JL^ : j^^il jlp Hijb^ - \ <\V 

said: We were at a funeral in Baqee' ^ f# ^ 

al-Gharqad, and the Messenger of ^ ^} * 5 -^ 0? ^ 1^ 

Allah {^) came to us. He sat down j - - ^/r^l 

and we sat down around him. He 'W t > ' \^ 

had a stick and he started to hit the ^§ >lS t dy^j VJ LrU t ^*jJl ^ 
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ground with it r then he lifted his s ; ^ > ^ ^ * „ 
gaze and said: "There is no one r ^ ^ ^> 

among you, no living soul, but ^ L> :Jli L ^ ^3 

Allah has decreed its place in * fi / tf . . , 0 . t 

Paradise or Hell and it has been ^! "j^J ^? ^ ^! 

decreed whether it is doomed or u .j ^ ^ 

blessed." The people said: O " ^ 7 s 

Messenger of Allah, shouldn't we £ij ^ <±£JL> ^il iJjl J>^j 
rely on our destiny and stop 
striving? Then whoever is one of the 
blessed, will end up blessed, and jit ^ l\s jaj tsSUUl Jl 

whoever is one of the doomed, will > - ^ 

end up doomed. The Messenger of : M Jj^j J^i .?5^iJjl Jl 
Allah (3s) said: "Rather you should • ^ - ^ t , f - t r;, 

strive, for everyone is helped (to do ; ' „ u s " ^ * 

their deeds): the doomed are o\S C\j cS^liJl Ji^J ^11, s^ILM 
helped to do the deeds of the t usSUUl i^j '^u^UUi * 
doomed and the blessed are helped ^ fc * v"^ * - lt^ ^ 
to do the deeds of the blessed." <3x^>j O 
Then he recited: "As for him who - , „ . „ , / 

gives (in charity) and keeps his 0 a j 

duty to Allah and fears Him, And 0 0 

believes in Al-Husna} * We will 

make smooth for him the path of -H^ \ '-0 : JJJl) 

ease (goodness). But he who is 

greedy miser and thinks himself : f ^ r_lT > c : ^-> J " 
self-sufficient. And belies Al-Husna .(t i £ v) 

We will make smooth for him the 
path for evil" [al-Lail 92:5-10]. 

Comments: [Its isnad is Saheeh, al-Bukhari (1362) and Muslim (2647)] 

1068. It was narrated that 'Ali ^ . ^£J, J,, ^ ^ ^ _ , . nA 

{.&) said: We were at a funeral in 

Baqee' al-Gharqad - and he ^ J> ol^ j^Jaii 

narrated a similar report t 'i^-i- . - 

Comments 1 [Its knarf is saheeh] - 

[ ^ AI-Hus?iq; The Best (i.e. either L<r i7rt/id illAUaah: none has the right to be w orshipped 
but Allah) or a reward from Allah (i.e. Allah will compensate him for what he will 
spend in Allah's way or bless him with Paradise) [Footnote from Hilali/Khan 
Translation of the Meanings] 
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1069. It was narrated from 'Ali 
that the Messenger of Allah (5^) 
used to fast on the day of 'Ashoora' 
and enjoined others to do so. 

Comments: [Hasan because of 
corroborating evidence; this is a 
da'eef isnad because of the weak- 
ness of Jabir al-Ju'fi] 

1070. It was narrated from Abu 
'Abdur- Rahman, from 'Ali that 
the Prophet (^g) said: " Whoever 
tells a lie about his eyes (i.e., claims 
to have seen something in his 
dream that he did not see) will be 
commanded to tie the two ends of 
a grain of barley on the Day of 
Resurrection/' 

Comments: [Hasan because of 
corroborating evidence; this is a 

da'eef isnad] 

1071. It was narrated from 'Ali 
that he said; I was a man who 

emitted a great deal of madhi but 1 
felt too shy to ask the Messenger 
of Allah (^) about it because his 
daughter was married to me, so I 
told a man to ask him and he 
said: ''For that, do wudoo'." 

Comments: [Its isnad is saheeh] 



1072. It was narrated that 'Ali 
said: The Messenger of Allah 
said: 'The key to prayer is 



If ilJ ~* Jt ^ if ^y^r if "iy^ 
> *t * ^ * f ' - 

iljJL^j : Jli M _up Ujl^ ~\ *V* 

A^lllJl ^ u iK t iy>» \ JtS 



jl£ I^jl^-j j if, 

if ^ *0r^ ^J} if M 
yJri Sis : J Li 25 1^ t^ifJl 
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wudoo', entering it is takbecr and 
exiting it is tasleem." 

Comments; [Its isnad is 77^s^m] 



1073. It was narrated from 'Ali 
(4*) from the Prophet (afe) that he 
said: "Do not pray after 'A$r 
unless you pray when the sun is 
still high/ 7 

Comments; [A Sahceh Hadeeth] 



1074, It was narrated that 'Ali 
said: When Abu Talib died, I 
came to the Prophet and said: 
Your paternal uncle, the old man, 
has died. He said: "Go and bury 
him, then do not do anything 
about his affairs until you come to 
me." So I went and buried him, 
then I came to him and he said: 
"Go and do ghusl, then do not do 
anything until you come to me." 
So I did ghusl, then 1 came to him 
and he offered du'a' for me, and I 
would not be happy if 1 had red 
and black camels instead of that. 
Ibn Bakkar said in his hadeeth: as- 
Suddi said: And 'Ali (^) used to 
do ghusl when he had washed a 
deceased person. 

Comments: [Its isnad is Saheeh, 
Ahmad Shakir said it] 



i^jj^kjj i.i o'^L^ajl ^l£L*» 

gJ Li» "\ ' ^^j^** 

j| L"/j tfi; jlp - wt 

111 Jur ! I jJ li ^ > ^jj ^> jAJUt y i ^J— ^ Lfc-j] 

4j^j-j Jiij J^JLlJl ^j^-j-'i : J Li _ J^i^ 
jIp ^1 ^ J?^* :JU 
j?t UJ : Jli ^ ^ 
ji ^SjliLlp :iiii t^^l oSf ^Jlt 
ojlA; tjjlji^jH* :JtfOr. / \) .oU 
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1075. It was narrated that 'AH f-VJi V; \*\- - aw V- <A' 
said: The Messenger of Allah 

said: "Whoever tells a lie 'J- ^> y\ t3l^ 9^ 

about me deliberately, let him 5 . t. . - 

take his place in Hell." : Jb />* S^ 1 ^ ^ 

Comments: [StffreW* because of ^ j> : ^ Jjl J^L^ Jlj 

corroborating evidence; this is a r . , , -. , ,^<.f,^*' 

1076. It was narrated from 'Ali t< J^y jU^l -\*V1 
(4b) from the Prophet (#r) that he t ^ t , * . 
said: ''Do not pray after 'Asr unless ^ <>* ni^J ^ ^ 

you pray when the sun is still ijLj'^ :JU S!l g§ ^ ^ 

high/' Sufyan said: I do not know 5 i , * " 

whether he meant in Makkah or I^^L*; jl ^1 t jF JaiJl Jul 

any where else. .f . V- * '..^ 

^ ^Uj iSjii Uj -JUj— Ju 

Comments: [Its fsw*rf is sff/n?c/i] " " *" / % 

1077. It was narrated from 'Ali yJL> '-\*VV 
that Ukaidir Doomah gave the /J , . f 
Prophet (as) a suit or a garment 01 ^ ^ 'i*^ 1 d U s* 1 ^ 

of silk. He ['Ali] said: He gave it ^» iii ^ ^ ^Jut UjS 3^f 
to me and said: Divide it among ' - 

the women for head covers. [ *M 4iiLil) fe^k ^> 

Comments: [Its isnad is salieeh, al- \ \ V X : ^l] j;j,',-Jl ^ 

Bukhari (2614) and Muslim 



(2071] 



1078. It was narrated that - ^ ^ _ WA 

'Abdullah bin Sabu' said: I heard , „ 6 > f 

'Ali say: Verily this (his beard) ''^^J.^^l* * ^ 

will be soaked from this (his , -t . - ^ v: . * \ , 

head, i.e., from blood flowing a I t \" 

from a wound to the head). What 3^* ^ : ^ 
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l_JUa Jx. 1 Till 1 4 



is this wretch waiting for? They : *,.^ ^ jjj * * 1/ 'ti 

said: O Ameer al-Mu'rnineen, tell ^ _ ^ . ^ ^ 

us who he is so that we can t >J JiiilMi il^Jli 

annihilate his family. He said: By ^ , 

Allah, then you would be killing ^ ^1 u J! b&J 

because of me people who are not jj* _ ^-f ^ JjJ-y j ^ ui : l^'li . 

involved in my killing. They said: 5 % " n \ / ' f ^ * 

Appoint a successor for us. He W :l s* £?J 

said: No, but I will leave you as ^ ^ *; ^ ^ u ♦ . ^ 

the Messenger of Allah left J /"'"^T f ' ^ - 

you. They said: What will you say cJj? jlj ^JLJiAJL^i cJLi 

to your Lord when you come to ri- , rf 

Him? - on one occasion, Wakee ^ ™ 

said: When you meet Him - He ^ ^ ^ ^ . 

said: I will say: O Allah, You left *u^L* "'i^J 

me with them as long as You ^ 1 

wanted, then You took me to 

Yourself and You are still with 

them; if You will You can cause 

their affairs to be sound and if 

You will You can cause their 

affairs to be corrupt. 

Comments: [Hasan because of corroborating evidence; this is a da'eef isnnd 
because Abdullah bin Sabu' is unknown] 

1079. It was narrated that 'Ali J{ — ^ : ^ -\'V* 
(4b) said: We were with the ~\ ^ ' 

Prophet (^) when 'Ammar came : J* 5 J* ^ ^ j± 4 

and asked for permission to enter. t ^ ^ ( L^Xr ^ 

He said: "Let him in, welcome to ^ - : ' ^ 
the good one and purified one. 

Comments: [Its tsrirtd is Saheeh, .[VV^ 

Ahmad Shakir said it] C ; - 

1080. It was narrated that 'Ali ^ £^ : & Gij^ -i«A« 
bin Abi Talib said: If I tell you , 5 n ^ , . 
a hadeeth from the Messenger of J* ^ Ji ^ ^ ^ 
Allah (^), then think of him in \ - t ^ ^ ^ - i^ili^l 
the best manner, the most guided ; ; - ' ( p 
manner and the most pious W ^JU* J, Qi. jc. ij ^lJl 



manner. 
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Comments: [Sa/iee/i because of 
corroborating evidence] 



1081* A similar report was 
narrated from Abu 'Abdur-Rahman 
as-Sulami from 'AH, 

Comments: [Its isnad is saheeh] 



1082. It was narrated from 'Ali 
fa) that he said: If you are told a 
hadeeth from the Messenger of 
Allah then think of him in 

the most guided manner, the most 
pious manner and the best 
manner. 

Comments: [Its isnad is hasan] 



1083. It was narrated that Abu 
'Abdur-Rahman as-Sulami said: I 
heard 'Ali (4fe) say: The Messenger 
of Allah sent Abu Marthad, az- 
Zubair bin al-'Awwam and me on a 
mission, and we were all horsemen. 
He said: "Go out until you come to 
Rawdat Khakh." This is how Ibn 
Abu Shaibah said it: "Khakh" Ibn 
Numair said in his hadeeth: "Rawdat 
such and such/' And Ibn Numair 
said: 'Affan told us: Khalid told us: 
from Husain.., a similar report. He 
said "Rawdat Khakh/' 



1/ j^ty ±* J} y ^£4^ 

Juil Gj^ - \ • AY 

iSO^p ^3 ^ ^p J* 

^ 'AY ,1^1 ^ 



:J^ JJ^ :ju ^iiJi 
o! 35^3 ^> L ^3 3fe 

l^iuJli : J US _ 053 _ f 1 ^ 1 

^ o?> ^ ^33 
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Comments: [Its isrtad is Hasati] 



1084. It was narrated that 'Umair 
bin Sa'eed said: 'Ali said: If I 
carried out the hadd punishment on 
a man and he died, I would not feel 
upset except in the case of one 
who drank khamr, if (such a man) 
died, I would pay the diyah (to his 
family) because the Messenger of 
Allah (Ug) did not prescribe it (did 
not specify a particular number of 
lashes). 

Comments: [Its isnad is saheeh, al- 
Bukhari (6778) and Muslim 
(1707)] 

1085. It was narrated from Abul- 
Khaleel that 'Ali said; I heard 
a man asking for forgiveness for 
his parents and they were 
mushrikeen. I said: Are you asking 
for forgiveness for your parents 
when they are mushrikeeti? He said: 
Didn't Ibraheem ask for forgive- 
ness for his father when he was a 
mushrik? I mentioned that to the 
Prophet (3^) and these verses 
were revealed: "It is not (proper) 
for the Prophet and those who 
believe to ask Allah's forgiveness 
for the Mushrikoon" [at-Tawbah 
9:113-114 j. 'Abdur-Rahman said: 
And Allah revealed [the words]: 
"And Ibraheem's (Abraham) 
invoking (of Allah) for his father's 
forgiveness was only because of a 
promise he [Ibraheem (Abraham)] 
had made to him (his father)". 

Comments: [Its isnad is hasan] 



t . 



l3ji -\«Ai 
^ J ^ 

ijl^ jij J* 1£ t : & 

^liJij :diCii ^'jj '^-i^j oU ^ii t j-*^Jl 
.[AT V :^r\j] JZL* jj ^ Jbl J A? M 

.<w.v) 

lliJL^j (^) jdLi ^ ^Sj - \ *Aa 

J^yJ j\%1T :2ul J> : U 

4^ U^j ji^S ^ V» ^ 



.[vv^ 
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1086. It was narrated that 
Suwaid bin Ghafalah said: 'Ali 
said: If I tell you a hadeeth 
from the Messenger of Allah (sg), 
then being thrown down from 
heaven is dearer to me than 
telling a lie about him. But if I tell 
you something that is between me 
and you, then war is deceit. I 
heard the Messenger of Allah 
say; ''Some people will emerge at 
the end of time who are young in 
age and foolish. They will speak 
the best of words, they will recite 
Qur'an but it will not go any 
further than their throats. 'Abdur- 
Rahman said: Their faith will not 
go any further than their throats. 
They will pass out of the faith as 
the arrow passes out of the prey. 
If you meet them then kill them, 
for in killing them there will be 
for the one who kills them reward 
with Allah, may He be glorified 
and exalted, on the Day of 
Resurrection/' ' Abdur-Rahman 
said: "If you meet them, then kill 
them, for killing them will bring 
to those who kill them reward on 
the Day of Resurrection," 

Comments: [Its isnad is saheeh, al-Bukhari (3611) and Muslim (1066)] 



J^i\ l£U - WAi 

^! : tsP' ^ ■ J ^ if *■ 

±£ ?y cy^ )J : ^y* ^ ^ i-*-*^ 
s^y f^S/i _ l\ju»\ :_jU~y>\ 

r>- t^-j 3* ^ ^ <y-! 

.[in .i^OJi 
.(WO 



1087. It was narrated from 'Ali 
that the Prophet (sfe) said: " 'And 
have ye made it your livelihood' i.e., 
your gratitude 'that you should 
declare it false?' [al-Waqi'ah 56:82]." 
Then he said; "(That is when) you 
say, 'We were given rain by such- 
and-such a star/' 7 



^ ^ c J^^ 1 ^ 6*- ^J^: 1 ^! 

:Jli 4'$$$ 'f^^ : J U " 

.tivv .lis} lis ; )L u_^Ui i 
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Comments: [Sa/ieeli because of 
corroborating evidence; this is a 
da'eefisnad] 

1088. It was narrated that 'Ali 
said - I think he attributed it to 
the Prophet (sft) -: "Whoever tells 
a lie about his dream will be 
ordered to tie a grain of barley on 
the Day of Resurrection/' 

Comments: [Saheeh because of 
corroborating evidence; this is a 
da'eefisnad] 



1089. It was narrated from 'Ali 
that the Prophet (#5) said: 
"Whoever lies about his dream 
deliberately, let him take his place 
in Hell" 

Comments: [Saheeh because of 
corroborating evidence; this is a 
da'eefisnad] 



1090. It was narrated that 'Ali (*) 
said: The Messenger of Allah 
sent me, az-Zubair and Abu 
Marthad on a mission, and we 
were all horsemen. He said: "Set 
out until you reach Rawdat 
Khakh" - this is how Abu 'Awanah 
said it - "and there you will find a 
woman who has a letter from 
Hatib bin Abi Balta'ah to the 
mushrikeen." And he quoted the 
hadeeth at length. 

Comments: [Its isnad is saheeh] 



'J, jijJ- :«JJI xi- ->«aa 

- & 'J^^ & J} 0* *J*^ 

:>L~J Ijjftj l a jr^-S ! ^yj*u 

£lj* jjt l£U :^udi fi^iiJi j^AJl 

^ ^ 'J* 

: ^l^p ^jI LJjl^ :0Up LIjl*- 



L^-i jli _ 4J I^p- Jli _ ^'Jj 
.[AY v 
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idi dji :^sj tfj^. 



1091. It was narrated that 'Ali 
said: The Prophet (jg) ruled 
that debts must be paid before :JLi £J£ 'j* ^jLAJi ^ iJU^-J 



carrying out bequests, and you 
recite the words, "after payment 
of legacies he (or she) may have ji X*. 

bequeathed or debts" [an-Nisa' ^* * f , c 

4:12]. Brothers from the same f Vl s£ t0Y : * LJ0 ^S^ S 

mother and father inherit from t [^ 0 :^|J.o&Jl ^ 6>i 5^1^ 
one another, but brothers from ' " 

different mothers do not. -jy-^ 1 ^jUJl ^UJlJ ^ j.,.^ 0 iL^i ; gjjtc 

Comments: [Its isnad is da'cefl 

1092. It was narrated that Abu £ : & & -\^y 

'Abdur-Rahman as-Sulami said: " * " 

'Ali said: If I narrate to you a J* t^tlt-S'l ^^r tfi^- : y \ 

hadeeth from the Messenger of * f t .' ^ , 

Allah then think of him in ±° ^ ^ ^ 

the best manner, the most guided Jj-^j fjlli bl : ^ Jl5 : JV* J^iiM 
manner, the most pious manner. 



Comments: [Its isnad is saheeh] 



1093. It was narrated that 'Ali J{ - ^ £<± ^ _ w ^ r 
said: When Abu Talib died, I came ~' r " 

to the Prophet (sgs) and said: Your ^ ^* ^T^ ^ ' J 1 ^! 

paternal uncle, the misguided old ^ , * .;f (1 r >f - i fi t V 

man, has died. He said: Go and ; ^ 

bury him, and do not do anything toU jj JLaJI ^pJl *iJui jl : oJUi 

until you come to me/ So I went - ^ lili " >J" r : 'iUJui -Jlii 

and buried him. Then he told me to L ^ > ' " w '' J 

do g/iwsf, then he prayed for me, J'JA* S&jV^ c siu'i; ;Jii 

offering supplications that I would *% ; ? ^ a , 

not like to have anything else 01 ^ U J ^ S r ^^-^ 

instead of them. _ tv ^ . ^ ^ ^ ^ ^ j 

Comments: [Its isnad is Saheeh] 

1094. It was narrated that 'Ali ^ ^ ^ tf^ : ^3 « 

(^0 said: The Messenger of Allah # c ^ 

(fe) stood up for funerals, so we ^^S>^\ J> 'j* tjO^LJl J,\ 
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stood up; then he sat down, so we . , > - > , 

sat down. * ^ l fU :Jli ^ 

Comments: [Its isnnd is stiheeh, .[11T :*srlj] . lllJL»J ^i^- j^J l lllii 

Muslim (962)] 

1095. It was narrated from 'Ali ^ Jjl ali ttJU- : Jjl jl^ -\ 
that the Prophet (*&) said: "There / \ " ^ / £ 
is no obedience to any created iS±£ if) >*Sjij\y^\ ^ 

being if it involves disobedience 
to Allah, may He be glorified and 
exalted," rf- ^ ^ Ly^)^ ±* ^ 



if t0 -^ <y if LjL 



J JjJ^J kit V« :JU j^Jl 



Comments: [Its isnad is saheeh, al~ 
Bukhari (7257) and Muslim 
(1840)] .[VYi i^lj] .ij^j ^ Jjl 



1096. It was narrated that Sa'eed 
bin al-Musayyab said; 'Ali (^) said: 

I said: O Messenger of Allah, shall I ^ 6? ^ ^ 



£j£ (\rr/\) -i-^ 



not tell you about the most beautiful 
girl of Quraish? He said: "Who is 
she?" I said: The daughter of fji'j J ;l=i J^-l iuS? ^1 : 



:JU £Jl : JJi J^y* :Jli 



Hamzah. He said: "Don't you know 

that she is the daughter of my 

brother through breastfeeding? 0j t^Li^Jl ja ^\ ol 14I1 Jullp Ul» 

Allah has forbidden (for marriage) , ^ I ^ * , /- 

through breastfeeding that which He '"r^ 1 ^ f> U ^ ^ 

has forbidden through blood ties/' 1" \ • r A ■ 1 

■ £f- 

Comments: [Saheeh because of 

corroborating evidence; this is a *M : 

da'eefisnad] y \ j*j j, J* 

1097. It was narrated that 'Ali 
said: The Messenger of Allah (^) 

said; "I have relieved you of zakah Jli : Jli ^^1* ^ tJ^UJl ^ L Ju^l 

on horses and slaves, but bring . , , L , ^ ,/ ' * * > ' 

one quarter of one tenth, for every ^ ^ 0 > ^" : ^ J >~^ 

forty dirfoims, one d\rhnm! f ^ £ \J\i, ^% jiJi 

Comments: [Stf/fcc/r because of [^M ■ I ] LLa*^ : "'j ^ 

corroborating evidence; this is a * J ^ ^ 

daeefisnad] ^jL>Jl . a! jU IJu_j t^jJO :^ j7 ^r 
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1098. It was narrated from 
'Abdullah bin Hunain: I heard 'AH 



say: The Messenger of Allah : JU : JU ^Juj ^ iUUi &jl>- 

Gfe) forbade me - but I do not say * * • - V:' V- ** ?„ 

that he forbade you - to wear - ^ j ^ <x , 

clothes dyed with safflower and Jjl JjJ/, Ul£ JJL^i : Jli- 

gold rings. . * . „ > , £ . 

Comments: [Its isnad is hasan, . - * 1 

Muslim (2078)] .[W : ^1 J .^ijuL piiilj 

1099. It was narrated from 'Ali: I ^ il^ jfa- ^ 

said: O Messenger of Allah, why do , "t ^ , * \\ 

you marry from Quraish and not ' ^ ' ^ ^ - 1 *^ 

from us? He said: "Do you have j1£ ^1 tiill* j5 jlL; ^ ^1pS?1 

anyone?" I said: The daughter of - > / ' j - : ' .... , 
Hamzah. He said: "She is the - '~ :J , 

daughter of my brother through Vlli-jJj ^JZ'^ JJ*; iil^l U 

breastfeeding. ; — £. ( .^ji .jj 

Comments: [Its isnad is saiweh, , ~ £ \ 

Muslim (1446)] : fHJ .^U-^l ^ Si 

1100. It was narrated from 'Ali - ^ ^ ^ , 
that when the Prophet (^) " /, , , 

slaughtered the sacrificial animals, : Ijf if J^) J 1 ) if Cf 0^ 

he ordered me to give their meat, , A : \ - *>\. |fi i „ 

skins and saddle blankets in chanty, - ^ 

Comments: [Its iswad is al- ^° Sr : -WJ^TJ ^>^i 

Bukhari (1717) and Muslim m V w\ • i. i ■ 

(1317)] r uww) -c oL -! 

.(\nv) 

1101. It was narrated that 'Ali ^ Slj :Jli esit - U ^ 
said: Tlie Messenger of Allah (^) ( , , 

ordered me not to give the butcher ^ ^ If- If 

any part of it for his work ^ t ^1 ^ .J^UJ 

Comments: [Its isnad is sato/il -.i-ii i • f \T ^ f ^ m 't ^ - .--f 
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1102, It was narrated that 'Ali 
said: The Messenger of Allah (^) 
forbade rne to wear rings of gold, 
to use red saddle pads, to wear 
garments made from a blend of 
linen and silk, and nabeedh made 
from barley. 

Comments: [Its isnad is hastrn] 

1103, It was narrated that 'Ali 
said: When the last ten days of 
Ramadan came, the Messenger of 
Allah would wake up his 
family and tighten his izar. It was 
said to Abu Bakr: What does 
tightening the izar mean? He said: 
Keeping away from women. 

Comments: [Its isnad is hasari] 

1104, It was narrated from 'Ali 
that the Prophet used to 
wake up his family during the 
last ten nights of Ramadan. 

Comments: [Its isnad is hasan] 



1105. It was narrated that 'Ali 
said: When the last ten nights of 
Ramadan came, the Messenger of 
Allah (jgg) used to tighten his izar 
and wake his wives up. 

Comments: [Its isnad is hasan] 



iliii iii ^Lji jis \i\ 5^ Jji jw; 

.[VI Y i^lj .^Uil Jj^l : Jli 



^ - - • * * " * * - ■! ' - 

^* iiii ikijj 5is ^ ^Iji Si : ^ > 

^jjl jiS lil ^ Jjl Jy:^ :Jli 

Jii .Ssuj ^)Lji II ^-rjVi 
.[w-r £ 
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1 106. It was narrated that 'Ali bin 
Abi Taiib said: The Messenger of 
Allah (^fe) instructed us to check 
the eyes and ears [of animals for 
sacrifice]. 

Comments: [Its isnad is hasan] 



1107. It was narrated that 'Ali 
{d$) said: The Messenger of Allah 
Gfe) came first, Abu Bakr came 
second and 'Umar came third. 
Then we got involved in turmoil, 
and it is up to Allah to judge. 
Comments: [Its isnad is hasan] 



1108* It was narrated that 'AH 
(4*) said: The Messenger of Allah 
forbade us to mate a donkey 
with a mare. 

Comments: [Saheeh because of 
corroborating evidence; this is a 
da'cef isnad] 



I li\A 



^ a? & If 'k* J ^ If 

[vrr .lipui olVi} 
& If ^j^ 1 ^ :^ y, r-t* 



t Li u 1 



^ M % $\ u^5 ^ 



1109, It was narrated that 'Ali 
(^r) said: The Messenger of Allah 
0^0 said: "The best woman of her 
time was Khadeejah and the best 
woman of her time was Maryam 
bint Jmran/' 

Comments: [Its isnad is saheeh, al- 
Bukhari (3432) and Muslim 
(2430)] 



1 YJ- y. f 1 ^** 

^ <.y^ J, Jji ^ ^ t;= j1 ^ 
L£Uj ^ii <dJl J^j Jli : ju 

. * j IjaP ^j-a l^J Llj jf J 1 ^^4^ 



.(Tiro 
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1110, It was narrated that 'Ali (*) - gfc ^ 

said: We were sitting with the w ; 
Prophet (ag) at a funeral - I [the u^v^ ^} J* ik ^ 

narrator] think he said in Bauee' al- M . „ ,s> - , .. r Jn 

Gharqad - and he struck the ^' £ ^ ^ :Jb f > 
ground (with a stick), then he lifted _ jiyJl :Jti J^ 1 _ I j^t J* ^ 
his head and said: "There is no one , %, /> * - - 

among you but Allah has decreed t0,J r t ^ jVl ^ :uU 
his place in Paradise or his place in ^5 j^j ^1 \^ : JUj 

Hell/' We said: O Messenger of ] '■. \ >> j M * 
Allah, shouldn't we rely on that? O^r/D "j^ 1 ?^ ^ 

He said: "No; rather strive, for each . ? V£ ^ , Jj, u . ^ 

will be enabled [to do the 
appropriate deeds]/' Then he 
recited: "As for him who gives (in 
charity) and keeps his duty to 
Allah and fears Him, And believes 
in Al-Husna}^ We will make 
smooth for him the path of ease 
(goodness). But he who is greedy 
miser and thinks himself self- 
sufficient. And belies Al-Husna (See : f Ut^tv) : 1 £f*-^ °M : fHj*" 
the footnote of the Verse No, 6), We . ( y u v ) 

will make smooth for him the path 
for evil" [a 1-Lail 92:5-10]. 

Comments: [Its isnad is saiiech, al-Bukhari (4947) and Muslim (2647)] 

1111- It was narrated from 'Ali r; jj^ tf*^ -WW 

that the Messenger of Allah . * / % 

(3fe) said: "Seek Lailatul-Qadr in 0? 

the last ten nights of Ramadan, • - — ' * - -1 - M f * - 1 it 
and it you miss anything, make - s " ' 

sure you do not miss the last :JU ^ ^ J>ij jl : ^ ^ 
seven nights." - . ^ . ^ ,„ 

Comments: [Sa/ieefr because of " / " / 

corroborating evidence; this is a ■ K L _v*'>r^ £r-^' ^>™~ ^ p-r^ 

da' eef isnad] 




Ai-Husna: The Best (i.e. either La iVa/ur Wallah : none has the right to be worshipped but 
Allah) or a reward from Allah (i.e. Allah will compensate him for what he will spend 
in Allah's way or bless him with Paradise) [Footnote from Htlali/Khan Translation of 
the Meanings] 
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1112. It was narrated that 'Ali (*) ^ ^ ^ ^ ^ 
said: The Messenger of Allah (sgj) 

said: "No one truly believes until ^ <>b 

he believes in four things: he ^ j^' .j^ ^ ^ * ^ 

believes in Allah, he believes that ' , - ^ ^ 

Allah sent me with the truth, he ■ gj\ J>- 1* j^' y» 

believes in the resurrection after -~ ,f. f., > 

death, and he believes in the divine ^ ^ ° h ^ ^ 

decree, both good and bad/' jJiJL j^jjj i^Jt 1^ ^JUL ^j^j 

Comments: [Its isnad includes a 



man who is not known] 



. ^LJ. _ul>-I iL^I i p-^. J I J>- J\ ik-lj j^j "^Lc- 

1113, It was narrated that 'Ali ^ ^ -WIT 
(4^) said: The Messenger of Allah ^ ^ 

forbade gold rings, wearing i>: : J^ L *^! 

garments made from a blend of : - -l-m *f f . » 
linen and silk, and red saddle ~' tf , ' * 

pads. pJU- ^ J)! Jj-lj ^ :JU 

Comments: [Its isnad is forsfm] .j^Ji ^ i^^iJl ^ 4 ^ii3l 

.[VTY ^Ij] 

1114. It was narrated that 'Ali jjl jIjJ- jl* -\\U 
(^) said: The Messenger of Allah 



Gft) used to wake his family up ^ ^ * l ^ ^ ^ 

during the last ten nights of ^ ^ ^ ^ ^ juj-l r 1 

Ramadan and tie up his izar. » > * > ' - 

Comments: [Its isnad is /«is*m] - - 

.[VI Y t^-ljVl 

1115. It was narrated from 'Ali - ^ ^ ^ _ nu 

{^) that the Messenger of Allah X'. > T , ^ /. , • ' 

(sfe) used to wake up his family V- 1 0^ *~r* Ji ^ 
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during the last ten nights of , < . . 

Ramadan. ^ »^ ^ ^ j* 'Je'Pb 

Comments: [Its tsnfld is hasan] o\$ 3ig ^ <J>-^ ^' : ii* ^ ^-y. 

.[\\\t <J fot ii^J 

1116, It was narrated that ^ ^ ^ ^ _ ^ \ \ % 
Hubairah bin Yareem said: We , * , ' ^ ' f £# 

were with 'Ali and he called a son ^ ^j-* : JiJ ^ 1 ftf^ 

of his who was called 'Uthman and — . - , * - m 

hehadalockofhair. ^ ^ ^ ^ ^ " 

Comments: [Its brad is da'eefl 2\ iuli : 3 j£ 2 & UJu 

1 1 17, It was narrated that' Abdur- ^ t j£J ^1 -J>\ J> -U W 
Rahman bin Abi Laila said: My ' € t - • 
father used to stay up at night with 4*1 1 ^ u*^ 1 0* L 0? t = ) ^' 1 
'Ali, and 'Ali used to wear summer ^ ^ - ^ ^? :Jli Ji 
clothes in winter and winter clothes " ' , " " ; 

in summer. It was said to me: Why v^J t*£^Jl ^ ^P * ^ ^ 

don't you ask him about that? So I . - ^f, ,j . . -y^r ): ^| 

asked him and he said: The ^ ' f /; J^/ 

Messenger of Allah (ig) sent for me iJu' ^ Jjl J^lj jl :Jlii tiijLi VlJu 

on the day of Khaibar and I had sore ^ 5*^r - ... , * , s ^ 

eyes, so I said: O Messenger of Allah, - * 4 ^ 4 J ^ <L / % 

1 have sore eyes. He spat in my eye ; J^j j^. j> jii <>±?j J>\ ! JLM Jj^j 

and said: "O Allah, take away from f „ , " * . , 4 " \ , jS 

him heat and cold." And I have ^ fli P l J >^ ^ 4^ ^* 

never felt heat or cold since then. : jj ^ ^ |^ 

And he said: "I shall send out a man * * , , 



who loves Allah and His Messenger, ^ v^-> ^^^jj ^ V~ 
and Allah and His Messenger love r i v«: : . V « - m * — 
him, and he is not one to run away. ' T . 

The people hoped to be the one, and .[WA : £rlj] ^-v : 

he sent 'Ali (4^)- 



Comments: [Its isnad is da'eef 



because of the weakness of Ibn • ^ ! ^ tj*^^ 1 - 1 ^ 0* 6^ 
Abu Laila the Shaikh of Wakee'] 

1118. It was narrated from 'Ali Jfe & ^ _> U A 

(4=) that he said - 'Ali bin Hakeem * ' ^ ' ^ , „ s ^ ,^ 

said in his hadeeth: Do you not ^ ^-^J 0? ^ 
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feel protective jealousy when your * . . 

womenfolk go out; and Hannad ^ & ^r 1 0? 1 
said in his hadeeth: Do you not 
feel ashamed when they go out? - 
I have heard that your womenfolk 
go out in the marketplaces, 
crowding with the rough men. 

Comments: [Its isnad is da'ccf\ 




1119. It was narrated from 
Shu ra ih bin Hani' that he asked 
' A'ishah (^) about wiping over the 
kJmffain (leather slippers). She said: ^ -.f „ >*{ 
Ask 'Ali fa) about that, for he used # ° ' ^ * C?^ & 
to go out on campaign with the c^liJl JLp ^Llil ^ Jjbl ^3 
Messenger of Allah (^). So he asked - , ,* / " . # , 

him and he said: "For the traveller, C ^ 015 ^ ^ ^ ^ : 
three d.iys and nights; for one who f jijj ; J\ii ; JjLl 

is not travelling, one day and * ' ' u- - ,»'','- 

night." it was said to Muhammad: ' [viA : <^ l J '^Jf'A^ij ^IfJ^j 
Did he attribute it to the Prophet . „ , s , ^ , , 

He said: He thought that it ^ i^J : JUi h\S :al^lJ JJ 

was marfoo* [attributed to the *v r it Vi- * 

Prophet] but he was afraid to say ' ' c 

Comments: [Its is/Hid is snheeh, Muslim (276)] 

1120. It was narrated that ash- ^| j, ^ J\ v ^ _ m , 
Sha'bi said: Muhammad (3k) ; *_ "/ "/ / „ s 

cursed the one who consumes J? 1 1^ : <J U cT""^ 1 ^ 

riha, the one who pays it, the one *i-lr 'ui^ 'Tc r*n 

who writes it down, the one who s 

witnesses it, the woman who does ^? : ^ - 0^ Jl5 _ _^llJlj 

tattoos and the woman who gets -. r - >■ -,f - *7, - s N-i.' • " M : « 

tattoos done. Ibn 'Awn said: c u > 

Except in the case of illness? He jjj ij-jlJl ^ ^ Stfj :Jli) .SikJi 

said: Yes. [And he continued:]... > . ; , ;i ^ ^ , , . , 

the one who marries a woman ^ UJ1 : Jb ^ : ^ ^ : *>' 

and divorces her so that she .[<u« : ^ij .^Ul*JI ^Vl 
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becomes permissible for her first 
husband, and the one for whom 



that is done, and the one who tJU ^ ^ ^ 

withholds zflA-fl^. And he forbade ^ ^j^^ ^~>^ y* ^ .CUO 

wailing [for the dead]. He did not .J* ^ ^jUJi 
say curse, I said: Who told you? 
He said: al-Harith al-A'war al- 
Hamdani. 

Comments: [Its isnad is da'eef because of the weakness of al-Harith al-A'war] 

1 121. It was narrated that 'Ali ^ JL*^! £1^- ±* -Y\ 
said: I heard the Messenger of « t % - j > 5, r m 
Allah fe) say: Whoever leaves a 61 >^ ^ ^ ^ <^T U ^ C. ■ ^ 
space the size of a hair when _ ^ : ^ J ^-1^1 
[doing g/zusf for /otmJhi/i] and does # ^ , ^ ^ a , * * ^ - 
not pour water on it, such and <j? ^ - ^ 0? ^ ^ 
such will be done to him in the ^ — ^i^- — 

Fire. 'Ali said: From that time I ' /' f f £ V 

hated my hair, as you can see, ir** #s ^ Jj-^j 

Comments: [Its isnad is nmrfoo' lis ^ fc £u3l jJ ^'^r ^ 

.[vtv .0i>- Ui 

1122. It was narrated that 'Ali : y \£ ^ y^j -WTY Ort/0 
(^) said: The Prophet had a 



large head, a reddish complexion, 



large hands and feet, a large ^ * \f\ \j 'Jj. : IJ 

beard, a long line of hair from his ^ \ ^ 

chest to his navel, and large joints. o\S ^ ^} ^ J^r J, ^ 

He walked as if eoine downhill, ,'-t' -',-1, -* *, ^ > -u 

energetically. He was neither t ^ s t 

short not tall. I have never seen 4jl-JXMj 

anyone like him before or since. , „ , - " ' 

Comments: [Hasaji because of . » 

corroborating evidence] j' (J 'J^^ 3 "^J ^ 4 a— j 

£ i^ij] . ^ 

.^jj Jk* ^A>*Jl ^ij^ 0 — ' ^-J*** 
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1123. It was narrated that 'Ali y fjl /5 „ , j£ ^ 

(^) said: The Messenger of Allah ^ ^ ^ bU^ ; ^L^l - U Yf 



used to teach us the Qur'an 'j> t ^ ^ Jjl Jl^ ^ <s> ^ ^ 
so long as he was not junub. >. ' * ' , , ' ' ' 

Comments: [Hasan because of - ' ^ ^ 

corroborating evidence] .[1TV : ^Ij] .lli -J^ jj 

1124, It was narrated that Abu > u ^ : u - ^ ^ _ uu 
Burdah bin Abi Moosa said: I was t I / * -' 

sitting with my father when 'Ali ^} J> ^ ^ O^ 1 
came and stood next to us and said ^ ^ t f ' ' UUL^- cJi ■ j'lj - ' 
salam . Then he discussed some - / ^ ^ / . 
issues of the people with Abu <>? 'J*\ p tjJLi £1* ^Ui 

Moosa. Then 'Ali said: The . \ / - - t ; - : s ^ 
Messenger of Allah ($5) said to me: ^ J ; ^ J \ r : Jb V ^ 
"Ask Ailah for guidance in the sense jJt cJij jijji id ; ^ Jji j ^ 
of directions when travelling and ~ _ ^ f ' * / . . . 

ask Allah for proper aim in the sense *UIJI -JJl JU.I} *^>J) CLu ^ 

of aiming an arrow/' And the ^ 4^ ^ ^ 

Messenger of Allah (^) forbade me ; , . / " " s 

to wear a ring on this or this - the : i l 5-^* i_£ J^r 1 Jl 3|g 

forefinger or the middle finger. He ^ ,^15 ilSS :JU . 
was standing and I did not know , ~ . 

which of the two fingers it was. sfe ^ J>^j <ji^HJ : <-^ ^ 
And the Messenger of Allah (^) . j ^ ■ Jj ^ — ' n - 

forbade me to use red saddle cloths ^ " " ^As- 
or to wear garments made from a ^ : J Li fs^LJl ^fj l^jlJI 

blend of linen and silk. We said to " £ £ , a „~ ' * 

him: O Ameer al-Mu'mineen, what :JU "^^V ^ Of^Al 
is the red saddle cloth? He said: jj ^ ^ ^^j! ^-j . ^ 
Something that women make for t l \ /\ f .i*~> ~ + * * 

their husbands to put on their JLi JLx * 1 ^ '^J^ fLil 

mounts. We said: What are 
garments made from a blend of 
linen and silk? He said: Cloth that .[ \ • \ * t "n i iOA-\ : ^1 J 

comes to us from Syria, with wide 
silken stripes in a twisted shape Xt^va) 
like citrons. Abu Burdah said: 
When I saw the garment that is 
called as-Sabani [from a place in 



1 
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North Africa], I realised that this is 
what it was. 

Comments: [Its isnad is qawi] 

1 1 25, It was narrated that Maisarah 4-*} J^jS- : 4J1 Jui Qj^ - \\ Y o 



and Zadhan said: 'Ali drank 
whilst standing, then he said: If I 
drink whilst standing, I saw the 0^3} ^^^Lll! ^ *LUp 

Messenger of Allah (^) drink whilst , ; « , , ^ > , / M - , - 

standing, and if I drink whilst V^ 1 4 : ^ P * 
sitting, 1 saw the Messenger of ^ Jjj Jjf* i£ , ^ 

Allah drink whilst sitting. / t t \^ *t < 

Comments: [Hasan because or ~ J • * 

corroborating evidence] .[v^o .LJU- 

.^y a& juy ^ S3 j J***\^ y. ^ u 0-^ 

1 1 26. It was narrated that 'Ali (4*) : 'j j u^l - \ \ Y 1 
said: The Messenger of Allah (sfe) !^ 

allowed three days and nights for jy^ ^ 

the traveller and one day and night - ^ - t ^ ^ ^ 

for one who is not travelling (i.e., - * i - V V " ^' 

with regard to wiping over the ^fe ^ ji- 0? ^j- 1 0* ^s^*^-* 

UutfUn or leather slippers) ^ ~# ^ ^ j,f ^ ^ .j.j 

Comments: [Its isnad is saheeh, * ' >( 

Muslim (276)] .[ V ^A i^lj .^Jj L^; p^sIUJ ^^i3^J 

,(^Vl) *iU-l ^gij^ 

1127. It was narrated from 'Awn ^ o*^ 1 ~^ TV 
bin Abi Juhaifah that his father " ' ~ 



said: J Ali (^) said: If I narrate to If ^ : ^ u Ji 

you a hadeeth from the Messenger : ^ jil : Jli *J ^ ^1 ^1 

of AHah (^), then being thrown t - ' ^ 7' ,,.7 

from heaven to earth is dearer to me jH* * ^fe Jj^i If ^^-^ 

than attributing to the Messenger of q . - ; q ..y, ^ . :| 

Allah (ft) something that he did ° * 

not say. However, war is deceit. tji U ^ jJJi Jj-^J 



Comments: [Its isnad is salieeh, al- 
Bukhari (6930) and Muslim 
(1066)] 



.[m .ipii ^>Jl 
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1128. It was narrated from >* * <■ . , 

Zadhan that 'Ali bin Abi Talib (*) ^ ^'4 ^ ' ^ ^ ^ " n ^ 

drank whilst standing and the ^ ?LU£ ^ ^* JtU- i£U- i^U^jl 

people looked at him and found ' r * , , s * - - . v 

that strange. 'Ali (^) said: Why are ^ 4** 01 :6bl ^ ^ 

you looking at me like that? If I ilJS t^U /V&l ^ i Lili ^ 

drink whilst standing, I saw the . -V 

Messenger of Allah drink tUj * U <H ^ : ^ 

whilst standing, and if I drink ^ iLLM j ^ ^ Jj, J - IS 

whilst sitting, I saw the Messenger " tf ^ e 

of Allah fe) drink whilst sitting. S§§ ?W ^ 

Comments: [Its isrwrf is /wkwh] .[ V^o : «-l J .ll^li 



1129* It was narrated from 'All 
(4«) that the Messenger of Allah 

te.) was treated with cupping y) : & 



and he gave the cupper his fee. 

Comments: \Hasan because of 

corroborating evidence; this is a J***-? ^ : 

rfflVt'/" rswad because of the weak- r a , 

ness of Abdul-A'la AuVTha'labi] X ^ : CT jJ ^ f 1 ^ 1 



corroborating evidence; this is a 
iia'ecf isfiad] 



1130. It was narrated that 'Ali : Ui^ J] ^ ^ _ m , 

said: The Messenger of Allah (^) * f ' ^ \ 

was treated with cupping and he ^f ^ .^UJl ^ili £l*- 

instructed me to give the cupper . f >> f lt . 

his fee. ''^ ^ ^ ' ^ ^ J 

Comments: [Hasan because of ^ If :u 3j ^ *JlS ^ ^ 

.-lLjU Ja^\j i^Ju^Jf ^L^| iJLfcj t»j**J ■ JjJjP*^ 

113L It was narrated that 'AH ^ OUjU jlp til^ -\\r\ 

(^) said: Khadeejah asked the ~. - *, D .i s „ - 

Prophet (afe) about two children ^ ^ A ^ : ^ s^ 1 

of her who had died during the : J15 .oilij ^ <6uii j?l 
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Jahitivyah. The Messenger of Allah . - „, L .- - - ;f . 

(3fe) said: They are m Hell. ^ <ji j ^ ■*==> l^t - 

When he saw that she was upset, j> Lli» Jjl JjJ,^ Jlli .i^UUJl 

he said: "If you saw where they a . _ . - ,~ - . £ 

are now, you would hate them/ ^ ^ ^ :JU < ^ Ljl 

She said: O Messenger of Allah, ^ , i; |: .y : ft f U^ISU ^jt} )J» :Jli 

about my child from you? He „ '1 ^ s 

said: "He is in Paradise" Then Jj^i L - < >ro 

the Messenger of Allah (ft) said: ^ 3 , . ^ . J)t . 

"The believers and their children ' s . - ' . " £ 

will be in Paradise and the j!j ti^Jl J> JUj>N)1j /^jil j|* 

mushrikeen and their children will ' , * c a > s. ■ • '-vrt' - <r ■ *li 

be in Hell/' Then the Messenger J ^ ^ r ^ 

of Allah (^) recited: "And those j^jSjj ^ ^'j^ ^J 1 

who believe and whose offspring . ... 

follow them in Faith, - to them [n : J> JI] ^rt"^ J r* ^ ^ 

shall We join their offspring..." X _^,^ 0J ^ (: > - 

[at-Toor 52:25], ' ^ 
Comments: [Its isnnd is da'cef because Muhammad bin Uthman is unknown] 

1132. It was narrated from 'Ah ^ l/*^^ ^ 
that the Prophet (^) was sitting at 



one of the crossing points of the 



ditch on the day of al-Khandaq and J[p JjI^JI ^ UpIS OIS ^31 01 : 

he said: "They distracted us from ^ ^ „ , . " 0 f 

the middle prayer until the sun set. J- ^J^ 1 : 4 0? 

May Allah fill their bellies and their ^ ,^JJji s^UJl 

houses with fire." ' * ^ 

Comments: [Its isnad is saheeh, (^^^' 

Muslim (627)] , . . 

1133. 'Abd Khair said: 'Ali sat *J> Jiij ^^^-^ il* -WTT 

after praying Fo/r in ar-Rahbah, „ n ^ t 

then he said to his slave: Bring me > ^ ^ ^ ^> 1^ ^ 

water for Woo'. The slave j ^\ ^ :JU 

brought him a vessel in which ~' (r ^ / , Z' , 

there was water and another, large, , ^-^ a l s*?' 

vessel 'Abd Khair said: We were B r , Jr . 

sitting and looking at rum. He took ^"^ * " 1 

the vessel in his right hand and ^1 _ ^Jj l^j^r .y^* 

tilted it over his left hand, then he s ; t ^ r ^ . - >y.>j- 

washed both hands. Then he took r ^ ^ r t ^^ J1 ^ ^ 
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the vessel in his right hand and , c:f; '-t 

poured water over his left hand, — ^ £/ U tjL X l *^ ^ 

then he washed both hands. He did _ ^ ^ ^ vi jj .^vJl 

that three times. 'Abd Khair said: , „ , , r , 

Throughout that, he did not put his J ^ J*^* ^ J 5 ^ 

hand in the vessel until he had i ' e i „ : .j* r r !. 

washed it three times. Then he put , , . . . / * 

his right hand in the vessel and j-i^lj <- + WJ Jt ^ 



washed his mouth, and rinsed his 
nose with his left hand. He did that 
three times* Then he put his right J—J*i JJii\ Ji; jiji p 

hand in the vessel and washed his . , t / . , * , , 

face three times. Then he washed flX * r ^> ^ 

his right arm up to the elbow three ^^di J I; p t j^J| Jj ^ 

times, then he washed his left arm >o ^ sf s > . , ' / 
up to the elbow three times. Then tS ± J^ 1 r v 11 ^ 
he put his right hand in the vessel <j ^ ^ ■ -j, 

until it was immersed, then he ^ ' / * 

lifted it with whatever water was S-^i ^ j^ 1 ^ ^SJ- LL, 

on it, and he wiped his left hand ja- ^ ^-fc >^ ^ vj 

with it then he wiped his head with - " J ^ 

both hands, once. Then he poured Jl^ ol^ S>yi Jll}\ tXj d-^ jU 

water with his right hand three * „ 3 ; „ - : 

times on his right foot, then he ^ r ^ ^ ^ 'i^ 1 

washed it with his left hand. Then l^ki ^^Ji ooi Juiil 
he poured water with his right „ . ; 

hand on his left foot, then he oJj - ^ r ^ tf>^1 ^ 

washed it with his left hand three lii :Jij li t ^ ^ 
times. Then he put his right hand in , f 4 t , _ * / . ; s 
the vessel and scooped up a Jj, ^' V-^ 1 Cr^* \V ^.4^ 
handful of water and drank. Then ravA - i i ' J *f i--- n, *f 
he said: This is the wudoo' of the ^ ^' jJ ^' ^ ^ 

Prophet of Allah (ag); whoever 
would like to see the wudoo' of the 
Prophet of Allah (^), this is his 

Comments: [Its isnad is sfl/f££/f] 

1134. It was narrated from 'Ali iJi^ ^li^Jl jL* ll*JU- -\^ri 

that on the day of al-Ahzab, the - , t , - , , ^ , . 

Prophet (^) said: "O Allah, fill °V oU ^ ^' ^ 

their houses and graves with fire ^ oi ^ ^ ^LlLUl 
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4- ^JUa ji jj i Vim* 



as they distracted us from the 
middle prayer until the sun set." 

Comments: [Its isnad is saheeh] 



1135- It was narrated that 
Mujahid said: 'Ali (4*) said: I got 
very hungry once in Madinah, so I 
went out to look for work in 'Awali 
al-Madinah. I saw a woman who 
had collected some mud and 1 
thought that she wanted to add 
water to it. So 1 made a deal with 
her, for each bucket one date. I 
brought sixteen buckets full, until it 
left marks on my hands, then 1 went 
to the water and drank some. Then I 
came to her and opened my hands 
in front of her like this - Isma'eel 
spread his hands and put them 
together - and she counted out 
sixteen dates for me. Then I came to 
the Prophet and told him, and 
he ate some of them with me. 



t Ij jji _r~^ c-o-U-9 * ^r"^- 5 
.[1AV i^lj 



Comments: [Its isnad is dfl'ce/ because it is interrupted] 



1136. It was narrated that Abu 
Jameelah at-Tuhawi said; I heard 
'Ali (&) say: The Messenger of Allah 
(^fe) was treated with cupping, then 
he said to the cupper when he was 
finished: How much do you pay to 
your masters? He said: Two set's. He 
ordered that one sa' be waived, and 
he told me to give him one sa\ 

Comments: {Hasan because of 
corroborating evidence; this is a 
da'eef isnad] 



L* 1 U*. 



&r .*\ jp ^ 



j Li , 



^ ^ ^i^Jj ju >£{ all 



^J.w^a.1 wL*-^ 1Jl*j ift^JJ ^ 
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1137. It was narrated from 'Ali 
(4^): A female servant of the 
Prophet (^) committed zina and (^) <jUii : J^^ 1 ! 

he ordered me to cany out the 
hadd punishment on her. I found 



that her (postpartum) bleeding ^ J^i ^ idl ^ 

had not yet stopped, so I went to . T „ - * t * 

him and told him about that, and ^ ^ ^ u Jl : If ^ 

he said: "When the bleeding ^ ^ -jf .-g t ^ 

stops, then carry out the hadd t ff £r 

punishment on her. Carry out the >■ l^o ^ l^i^y 

frflt/d punishment on those whom * -r r - . ■ ^ - ,: u 

your right hands possess. This is 1 . 

the version of Ishaq bin Isma'eel. oJULi U ^JLi- Ijljl <.I^J1 

Comments: [Sfl/iee/i because of - j^j J^J ^ .,^^5 

corroborating evidence; this is a ' ~ - 

da'eefisnad because Abdul- A'la is .[IV : «-IJ . Jjc-llil 

.^^31 (jic^i -u* ^i*-AJ jL^i ijuj * 0/ jJ ^>^> :^ij^J 

1138. It was narrated that 'AH (-#>) ^ ^! ll 1 !^ ~\>rA 
said: The Prophet (3^) was told s " - e 
about a slave woman of his who had i^P 1 0? u^^ l 3 o^ 1 
committed an immoral action..,, and f L T • Vj 1 : - „-'Sjt li^V 
he narrated the hudeeOu * ? , . ' 
Comments: [Satac/i because of ^ ^ ^ ^ l >^ : ^ ^ ^ ^'^r 

corroborating evidence; this is a .[urv : ..LoAJl ^li ...X*J 

da'eefisnad as above] 

1139. It was narrated from * { - , - ^. - 
Marwan bin Al-Hakam that he ' , 

said: I saw 'Ali and 'Uthman (40 ^ <>^J1 0? ZJf ^ 

between Makkah and Madinah. , . - & '< . - ; y 

'Uthman was telling people not to °V Ajl r^ 1 ^ ^J> 

do tamattu' or join them together & ^Ji 5ul^j 

{Hajj and 'Urn rfl/?, i.e., qiran). When . ^ . " > (J 

'Ali (4b) saw that, he entered ihram °^ t ^ JI ^ J& oUji 3 ^^J"j 

for both of them together and said: ^ Jaj- ^ 

Here I am for 'Umrah and Haj; . „ , , - ^ 

together. 'Uthman said: You see 4 ^ 

me telling the people not to do that ; ?}- *r . -tf ^ ^ 
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and you do it? He said: I will not * , ^ A , .< * 

give up a Sunnah of the Messenger ^' ^ j ^ ^ ^ H : Jli * ^ 
of Allah for the opinion of .[vrr i^lj .^fijl ^ J)iJ 

anyone among the people. 

Comments: [Its isnad is sa/zee/T *(^^> t l C^* iL l 

according to the conditions of al- 
Bukhari (1563)] 

1140- It was narrated from jl^j J ■ ^ _ n t , 

Maisarah: 1 saw 'Ali drinking 

whilst standing and I said: Do t^** J* ^ : ^ J^^! y. 
you drink whilst standing? He . jj, ^ ^ . . 

said: if I drink whilst standing, 1 ; f ^ : ' , „ 

saw the Messenger of Allah <Z± y ^'J** j? OUii 



drink whilst standing, and if I . - » . - - . 

drink whilst sitting, I saw the 



Messenger of Allah (^) drink cJlj V A 0* 

whilst sitting. 

Comments: [Its isnad is Ziasan] 



1141. It was narrated that Al- : lU ^ i^I ^ - \ \ i\ 

Hakam said: I heard Ibn Abu Laila , „ t * . , 6 

[say]; 'Ali told us that Fatimah (&) 6? 1 ^ 

complained about the marks of the ^ ^ - ^ . ^ ^ 

millstone on her hand. Some ' J ' 

captives were brought to the ^ Ir? ^ c-SCLil 

Prophet (a&), so she went but did ; . . rrr v ^ . 

not find him. She met ' A'ishah (*) fc sT* * ^ 

and told her (why she had come). tL^^ili t l^lp iljl 
When the Prophet (^) came, , , ~ f „ 

'A'ishah (4) told him that Fatimah ^> « ^ ^ 

(*) had come to her. The Prophet ^ t L^JI iLl il^U 

fe) came when we had gone to " " 



bed. We went to get up, but the & ^ tll^U^ Liit 

Prophet (^) said: "Stay where ^ - ^ ; ^ : ^ 

you are." He sat between us and I , y , ^ ~ 

felt the coolness of his feet on my USLa^l Vt» : JU* ^j-O ^ A^ii S^J 
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chest. He said: "Shall I not tell you 
of something that is better than 
what you asked for? When you go 
to your bed, magnify Allah thirty- 
four times, glorify Him thirty- 
three times and praise Him thirty- 
three times. This is better for you 
than a servant/' 

Comments: [Its isnad is saheeh, al- 
Bukhari (3705) and Muslim 
(2727)] 

1 142- It was narrated from 'Ali (^) 
that he said: The Messenger of Allah 
(fe) sent me to a black slave woman 
of his who had committed zirw, to 
carry out the hadd punishment of 
flogging on her. I found that she was 
still bleeding (postpartum) so 1 went 
to the Prophet and told him 
about that. He said to me: "When 
she recovers from her nifas 
(postpartum bleeding), give her 
fifty lashes, Abur-Rabee' said in his 
hadeeth:... I told the Prophet (^) 
and he said: "When her bleeding 
stops, then give her the hadd 
punishment/' Then he said: "Carry 
out the hadd punishments/' 

Comments: [Saheeh because of 
corroborating evidence and its 
isnad is da 'eef because Abdul-A'la 

is da'eef] 

1143. It was narrated from 
'Abdullah bin Muhammad bin 
'Umar bin 'Ali, from his father, 
from his grandfather, that 'Ali (4*) 
used to travel until the sun set, and 
when it got dark he would halt and 
pray Maghrib, then he would pray 
Isha straight after- wards. Then he 



: f Urv<o) 



.(TVTV) 



u 1 . 



1 Jr^ 



J I* <ul 



sis^ ij &\ J\ m% Jji j_^3 < jLj\ 

ji L^i^y :JU tlAJl UjJ^-V cJj 

jL-^J lJL*j • gtj*^ 



^1 Ljl*- 



bi ^--J jlS" tlU. jl : oJl>- 
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would say: This is what I saw the 
Messenger of Allah (^) do. 



Comments: [Its isnad is jayyid] *t~^ ^ Jj^-* 

,ju>- oL^l : j^jp+S 

1144, ALHakam said: I heard £ji : OlU t£U -Utt 
Ibn Abu Laila [say] that 'Ali (4*) s t t f , . f , , 
told them that Fatimah (&) ^ ^ ^ 0? 1 r 5 ^ 1 
complained to her father about jjj. ^ ^ ^ ^ . 

the marks she got on her hand " " , t * 

from the millstone... and he (j* ^ ^h>} J>\ 

mentioned a hadeeth similar to . - . ^* , - 

that of Muhammad bin Ja'far ^ V' ' ^ ' 

from Shu r bah. i^ljJ-vLi 

Comments: [Us fsnarf is saheeh, al- , 
Bukhari (3705) and Muslim : C * (rv ' s) ^'C^'^l "E^ 
(2727] .(tvYV) 

1 145, It was narrated that 'Amr 
bin Murrah said: I heard Abul- 



Bakhtari At-Ta'i say: Someone who ijipl iJU^ :Jli ^ J, 3 J** 

heard 'Ali told me that he said: ^ t , ^ * - ■ \ * 

When the Messenger of Allah (*fe) ^ : 4* ^ ^ : J li 

sent me to Yemen, I said: Are you jl£ : Jj£ t ^\ J\ ^ Jj| j ^ 

sending me when I am young and I " , jt ' . ^ , * , ~ 
do not know much about judging? ^ J, ir^J 'Ir^^ J=r-> ^3 

The Messenger of Allah struck ^ ^ .j^ * 

my chest and said: Go, for Allah, ' " * s * „ 

may He be glorified and exalted, ^44^- J^J ^ ^ l ^ J^j 

will make your tongue steadfast ^ ^ ^ . ^ ^ _ ^ u 
and guide your heart." He said: I ~ " 

never found it difficult to judge .[I'H tin i^^l.j^' j5 

between two people. 

Comments: [Sfl/tee/t because of " '"" >J ''^ ^tj^* 

corroborating evidence] J lij^ 1 ^ l Ui^jJ! *31^>J 

1146. It was narrated that Sa'eed l^j, Qjl^- ; J^. 'J, -\\ t\ 

bin Al-Musayyab said: 'Ali and >4 ' a 

'Uthman (4) met in 'Usfan. y^* 1 ^ 0? ^ ^ t5 > J 

'Uthman was telling the people not ^ ^ ^ — , . 

to do tamattu' or 'Umrah. 'Ali (-&) ( - ' > a - "7 

said: Why do you want to forbid Uilll oUi* 4 jU^r 
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something that the Messenger of ,z > , . t * ( 

Allah (3^) did? 'Uthman (^) said; ^ ^ V U : & JUi '^'V 

Leaveusalone. : SUii Jlii tip ^ #g ill 

Comments: [Its isnad is saheeh, al- ^! ] iiL. llio 

Bukhari (1569) and Muslim * ' " ; ' * 
( 1223 )1 .<mr) : f t (m<\) l^^oI^I 

1 1 47. It was narrated that Sa'd bin j-^ . r • 

Ibraheem said: I heard 'Abdullah \ ^ y ' ^ 

bin Shaddad say: 'Ali (^) said: I : p-r* 1 ^!^! ^ J* K*^ ^'Jr^ 

never saw the Messenger of Allah r , v' ; r n > . J 

(5^) mention both of his parents for - ' ^ " 

anyone except Sa'd bin Malik, On ^\ £y\ ^ ( \?V /) ) j£ Jul J ^ Jjl^ 

the day of Uhud he started saying: , * , - , . 

"Shoot, may my father and mother : J ^ ^' f ^ ^ > 

be sacrificed for you!" ,[ V ^ : ,« JY 3 \ ^Qi f > 



Comments; [Its isnad is salweh, al- 



Bukhari (4059) and Muslim ^ ^'^ : ^ 
(2411)] 

1148. It was narrated from Abu ^ ] ^ : Jjl i£ |£U -\ UA 

Harb bin Abil-Aswad, from Abul- " t \ ■ 

Aswad - Abu Khaithamah said in j^i ^ J>. li^jljiil y>* *J> dS\ 

his hadeeth: Ibn Abul-Aswad from , 1* - . v. •> * , t t 

his father - that 'Ali <*) said: The ^ ' ^ * 

Messenger of Allah (3^) said: The Js^J J?*^ : f^? itii 

urine of a nursing boy may be . r " \ " u , * ^ 

sprinkled with water and the & ^ } ±* r \ 

urine of a nursing girl is to be J, ^ ^\ ^ ^ t ^ 

washed." Qatadah said: This is if / . . P " £ . t - /, 

the infant is not yet eating solid ^ J ^ - ^} J* l 5>^ 

food; if the infant is eating solid t _ <J - ^S;; J • 

food, it is to be washed in both , ^ # " : ^ 

cases. J^' 11 : JI3 J_^3 ji : ^ 

Comments: [Its isnad is safeeeh] .1 Zj\^\ J£j ^lijl 

.[oir .UU^ ^Li 
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1 149- It was narrated from 'Ali bin ; 4^13] I ^ w %\ \ jli -Ui^ 

Abi Talib {&) that the Messenger of 9 # f ^ - . . 

Allah (a) said concerning the ^ 0? ^ ^' ^ lSilS 1^ ^ 

nursing infant: "Sprinkle water on ^ ^ - t[ J 

the urine of a boy and wash the " '\ ~ , * , 

urine of a girl/' Qatadah said: This : J ^ s 3fe Jj^j ^ : 

is so long as they are not eating ^ ^ V VJJ^ ^j, W ^ 

solid food; if they are eating solid / s ' ^ 

food, both are to be washed, lili 4*Lik]1 UiLJ U lJu} : siliU Jti 

Comments: [Its isnad is aa/ia?ff, it is _[ onr . tj ] ^ 
a repeat of the report above) 



1150. It was narrated that ' AH (^) hi tii^ : ^ ^ iUi Cil^ - Uo 



said: The Messenger of Allah 
said on the day of Al-Ahzab; "They ^ Ir* :JU 



distracted us from the middle 
prayer until the sun set. May Allah 

fill their graves with fire and their y&U H^lLi* : w^l^-Vl ^ ^ 



houses - or their stomachs 
Shu' bah was not sure whether it 



was houses or stomachs, ^ hi Jii " j\ _ 

ommer 

Buktu 
(627)3 



Comments: [Its i.W is sa/io*, al- , , ^ ^ r 

Bukhari (4533) and Muslim ^ J --^ 3 



1151. It was narrated from hi jljj* : ili^- llil^- -Ua^ 

'Abeedah, that 'Ali (i&>) said: The * *" 

Messenger of Allah {^) said on the 

day of Al-Ahzab: "They distracted fa .jy ^ 

us from the middle prayer until the \ K y 

sun set. May Allah fill their graves S^dJl ijii-t" :^t^-Vl ^ 
and houses - or stomachs - with 
fire." He (the narrator) was not 
sure whether it was houses or ^ Ci-i JlJt jljU _ ji _ JU^jei 

stomachs. As for graves, there is no * - ~ f s i- * 

doubt about that *^ - ^ ^ UU ^A- M J 



Comments: [Its isnad is swte/i] 
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1152. It was narrated that 'Ali 
said: The Messenger of Allah 

(gs) prayed Wifr at all times of 
the night, at the beginning, in the 
middle and at the end, but in the 
end his Witr was at the end of the 
night. 

Comments: [Its isnad is qawi] 

1153. It was narrated from 'Ali 
(#) that the Prophet (afe) used to 
wake his family during the last 
ten nights of Ramadan. 

Comments: [Its isnad is hasan] 



1154. It was narrated from 'Ali 
that the Prophet (5^) was given 

a (hullah) suit of silk, and he gave it 
to me ['AH], 'Ali (&) said: I went out 
wearing it, and the Prophet (gg) 
said: "I do not like for you what I 
do not like for myself/' And he told 
me to cut it up for my womenfolk, 
for head covers, between Fatimah 
and his paternal aunt. 

Comments: [Its isnad is Sahech, al- 
Bukhari (2614) and Muslim 
(2071)] 

1155. It was narrated that Buraid 
bin Asram said: I heard 'Ali (^) say: 
A man from among Ahlus-Suffah 
died and it was said: O Messenger 
of Allah, he has left behind a dinar 
and a dirham. He said: "Two brands. 
Offer the funeral prayer for your 
companion." 



If 0? rf ^ If * g^ 1 If 

.[V1Y i^lj] .JLi^ ^ 



^ : ^ cA^'Jz* J* 1 ljL^! If 

^ ^ : ^ 

.c^j *u-if Li ^1 ; 1^*>- ^LJJ jl l^lLi* 

.(T-V\) 



Jj>-j ; Jjij llLt- oaa^ :Jli t^^J^I 
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Comments; [Its isnad is da'eef ^ * \2» "J lib S TlL^ 

because Utaibah and Buraid bin **** * ■ riJ J 

Asram is unknown] ,[VAA i^lj] ."fJ^U> 

^llf>*J »— ft-lll^-J 1 £^I^*J 

1156. Habban bin Hilal told us: £ J;^ . ^ ^ _\\ a n 
Ja'far told us... and he narrated a _ ' ^ ' , 

similar report. 0? : 

Comments: [Its isnad is da'eef like ,[Uoo .J^AJ fc iiL- ^Ji 
the previous report] 

1157. It was narrated that - ^ ^ _ nov 
Qatadah said: I heard Jurayy bin , f ^ ^ 

Kulaib say: I heard 'Ali (4*) say: : J yk 6? oi-*-^ :JU SjI£s 

The Messenger of Allah («) t;^^- ^ - j £ ^ Jj^ 

forbade (sacrificing) an animal ^ ^ ^ „ ? . ». 

that had lost most of its horn or cJUi '.life JU .jiSlj oyJl > ^ 

ear. Qatadah said: I asked Sa'eed 



bin Al-Musayyab: What does lost ^ ■ ^* -J^ . - ^ ^ 



most of its ear mean? He said: If it ^ jl wLdlil Otf bj ; Jlii ?<j 
has lost half or more of it. 



Comments: [Its isnad is forsflrc] 



1158, It was narrated from Jurayy i^j^ 
bin Kulaib that he heard 'Ali 



.["LYT :^lj] 



say: The Messenger of Allah {^) ^ Cf. ^ tSj ^ 

forbade sacrificing an animal that ^ ' j/j ^ ■ £u — 
had lost most of its horn or ear. * * ^ ^ ' J ^ - ^ 



Qatadah said: I mentioned that to J IS .oiVlj jylil 

Sa'eed bin Al-Musayyab and he 
said: Yes, the one that has lost half 



or more of that. .jjui ^ ^51 jl :^JuJ! ^ 

Comments: [Its isnad is hnsan like [\\3V ■ \ ] 

the report above] ' ' CT J 

1159, It was narrated from 'Ali &!U : J^- y jlU^ lL*Jb^ 

(4^) that the Prophet forbade, ,\ " , / 

or forbade me ['Ali], red saddle 01 : ^ ^ c ^1 
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cloths, garments made from a ^ > , t z . , 

blend of linen and silk, and gold ^^ Jl ^-J^J 1 -^^^ 1 

rin S s - .[VTY .^ll r : Uj .^Ij 
Comments: [Its isnad is /wsfln] 



1160. It was narrated from' Ali(^) : y jCJS Gil^ -UVOrA /\) 
that 'Ammar asked for permission to 



enter upon the Prophet (sfe) and he 



said: "The good one, the purified J* ^lU 0? : ^ ^ ^li 

one, let him in." , , ; 

Comments: [Its isnad is Saheeh, ' ^ 

Ahmad Shakir said it] ,[VV<\ 

1161. It was narrated that 'Aii hi ^ : ^ y i^J ^ -mi 

(Jsfo) said: I remember us on the ^ / ^\ „ , t 

night of Badr; there was no one 0^ :JU <jU^I 

among us who was not sleeping, jft ^ ill : Jli ^ 

except the Messenger of Allah / s ~ ; 

{^ ; ) who prayed facing a tree and ^ ^1 oL-Jl \^ jju 
offered supplication until morning 
came, and there was no horseman 



among us on the day of Badr 'J* jju ^ ll- itf LV, i£L*L J*^ 
except Al-Miqdad bin Al-Aswad. r ' %•> „ , . 

Comments: [Its isnad is saheeh] u ' y- - - 



1 162. Malik bin 'Umair said: Zaid tkl 6^ : ^ iUJ - U AY 

bin Soohan came to 'Ali {&) and > ' 

said: Tell me what the Messenger ^ : J>. J^^l J* 

of Allah (3^) forbade to you. He t ,i; "u -, r > V- -r ■ V 

said: He forbade me to use green , % - 

glazed pitchers, gourds and *U\ J^j ^ U ^jJ- : J\ii 

hollowed out stumps, and nabcedh ^ ^ " ■ 'jlii 

made with barley, and gold rings, * - J * J ^ 

as well as silk, garments made :JU ji _ ^li /^j ^ii>Jlj 

from a blend of linen and silk, and ^ ' * ; „ ^ 

red saddle cloths. He said: The V-^J - T^^ 1 ^ 

Messenger of Allah was given in Jj^f^ : ju . ; i^UJ| 

a suit of silk and he gave it to me. I 
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went out wearing it, then he took it ; t , r ^ „ , ^ ^ „ ^ ^ 

and gave it to Fatimah or to his c ^ ^-^y^ 4 ^ ^dy*- 

paternal aunt Tsma'eel said that J^Ll^l .iili )l ili*U LiUapU l LiiiU 
Comments: [Its isnad is ^W7i] * I ] ^11 j "l^i 

1163. Yoonus told us, 'Abdul- ...ji^ljJl jl^ £:U itfji -mr 
Wahid told us, with the same ^ / ^ fi( s ^ 
isnad and meaning, except that he oi '^^> ^ : Jli ^1 N| aLiij *'Ji* 
said: Sa'sa'ah bin Soohan came to 
'Ali (.*), 

Comments: [Its tewrd is ijau?/] : £is^ 

1164. It was narrated that Husain ^ ^ ^ ^ -mi 
Al-Muzani said: 'Ali bin Abi Talib ^ ^ ^ ^ > - - 

said on the minbar: O people, 1 1 V 1 ^ j'^f 0* ^ ^ ^^r : y&> 

heard the Messenger of Allah (%) J^^UJli :Jl5^J>jl V 

say: "Nothing interrupts prayer *' - ^ - ^\ " 

except breaking xvudoo'." I will not Jj-^j ol*— ^1 Lfci ^ 

be embarrassed about that which * - ^, = t , >, ^ *, ^ ^ Tu 

the Messenger of Allah (^) was ' - ^ 

not embarrassed about He said: Jji Jj^j ^Aii: ^ ll^ ^J^l V 

"Breaking wiidci/ means breaking . , ? " ' . . ? , „ * , 

wind silently or loudly." .iJytf jl^l* jl ^-UJly :J13 

Comments: [Hason because of ^L^i iju_j tC; J 

corroborating evidence; this is a . _ t , , , 

da'ecf isnad because Hibban bin ^ J ^ ^ ' 
Ali is da'ecf and Husain al- 
Mazani is unknown] 

1165. Buraid bin Asram said: I JLcl ^ ^lai 

heard 'Ali say: A man from ^.^ ^ ; ^ > * a „ ^ 

among ahlus-sujfah died, and he left :CjU ^ >^ b ^ ^ -^^ 

behind a Jmar and a dirham. It was : jtj ^ £;U : e£i ^ 

said: O Messenger of Allah, he left t , # £ v ^ 

behind a dinar and a rffr/wm. He said: * J*' ^ J ^ ^ : ^ 

-Two brands; offer the funeral frt !^| u : j^i * L^^^ ^ 

prayer for your companion." ^ 

Comments: [Its isnad is dff'w/ ^ ^ l ^ : ^ J> 
because Utaibah and Buraid bin [VAA ■ 

Asram arc unknown] ^ 1 ; ' 
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1 166. It was narrated from a man 
among the Ansar, from 'Ali (,&), 
that the Prophet (^) said: 
"Whoever visits a sick person is 
walking amongst the fruits of 
Paradise. When he sits with him he 
is covered with mercy, and when 
he leaves him, seventy thousand 
angels are appointed to pray for 
forgiveness for him that day." 

Comments: [Hasan, and the saheeh 
version is mawqoof. This is a da'cef 
isnad because the Ansari man is 
unknown] 



1167. 'AH (&) said: I saw the 
Messenger of Allah stand for a 
funeral, so we stood, and I saw him 
remain seated, so we remained 
seated. 

Comments: [Its isnad is saheeh] 



1168* It was narrated that 'Asim 
bin Kulaib said: I heard Abu 
Burdah say: I heard 'Ali bin Abi 
Talib (<$<) say: The Messenger of 
Allah (jfe) said: "Say: O Allah, I ask 
You for guidance and proper aim. 
When you ask for guidance, think 
of directions when travelling, and 
when you ask for proper aim, think 
of aiming an arrow." And he 
forbade - or forbade me - to wear 
garments made from a blend of 
linen and silk, to use red saddle 
cloths, or to wear a ring on the 
forefinger or middle finger. 



ji 1UJ j&S- : J] I xJ> -mi 
i£iJl ^ilV ^ Lajj* : Jli 

iL^I Ijjtj iiij ^>wi)lj ^J— '. 



.•f-jui : yt*>* ^ -U->^ UjJL^ — \ ^1V 

^ : Jli Jli _ l!U 

tJ^rJ^M^ :Jli_^fe 
.[1V\ : .UjJ^ lii i^!33 



■j JUjt>> wJLp- — ^ ^ 1A 



Ut cJLo^- :Jli ^-'J5 ^ jw?L^ ^ 
Jli :Jii Uli ^! j: ^ ,UL^ :Jli 
JjjUl Jj ^Ll :Ji :ig Jjl jpi 

ilixL; ^liiJb t^jLii 



.[nu i^i^] .J^ f )\ 
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Comments: [Its isnad is qawi, 
Muslim (2078)] 

1169. It was narrated that Abu 
'Awn said: I heard Abu Salih say: 
'AH said: I mentioned the daughter 
of Hamzah (as a potential spouse) 
to the Messenger of Allah (*fe) and 
he said: "She is the daughter of my 
brother through breastfeeding." 

Comments: [Its isnad is saheeh] 

1 170. It was narrated that 'Ali (&) 
said: We were with the Messenger of 
Allah at a funeral, and he said: 
"Who will go to Madinah and not 
leave any grave without levelling 
it or any image without smearing 
it, or any idol without breaking it?" 
A man stood up and said: I will. 
Then he felt afraid of the people of 
Madinah, so he sat down. 'Ali 
said: So I went, then I came back 
and said: O Messenger of Allah, I 
did not leave any grave in Madinah 
but I levelled it, or any image but I 
smeared it, or any idol but I broke 
it. He said: "Whoever goes back to 
doing any of that has disbelieved 
in what Allah revealed to 
Muhammad. O 'Ali, do not be a 
cause of division - or he said: a 
show-off - or a merchant, except a 
good merchant, for they are the 
ones who procrastinate in doing 
good deeds." 

Comments: [Its isnad is dace} 
because Abul-Muwarri' is 
unknown] 



,(T*VA) :^ t.fjji ojl^-j : {Hj>" 
aIII Jj-^J I 'JS- ol J La 

ijiS ^ i2j 

ft I Jjif Ui ^ OV<\/\) iai ^ 
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1171. It was narrated that Abu 
Salih said: I heard 'Ali (4*) say; A 

suit of silk was given to the cJU^ :JU ^1 tjji ^1 

Messenger of Allah (afe) and he sent ** , u * ' V . 

it to me. I went out wearing it, and ^ m ^ ^ — :JLi ^ 

the Messenger of Allah (%) was so t Q§ <JJ| j^j ^ji 14, i^j K i\y^ 

angry that I could see anger on his ^ * * f 

face. He said: "I did not give it to ^ ^ J^j t l^j s^J->j 

you to wear it." Then he told me to rj Jji : j£ t ^ ^ ^ 

divide it among my womenfolk. , ^ \ , " \ > 

Comments: [Its i^rf is al- *> U ^ U ^ tUL ^ 



Bukhari (2614) and Muslim 
(2071)] 



1172. It was narrated from Ah 2-'* ; <v~ - , , 
(^) that the Messenger of Allah ^ ^ 

said: "The angels do not ^ '^Ji ^ L>* '•^/-^ Jt ^ J* 

enter a house in which there is an *J\\ - * 1; • - ' ■ , ' - - • 5 

image or a person who is junub or ^ ^ ^ ^ 0* ^ ^1 

a do g-" 4J £ jix V &^Ji* : JLi ^gg 

Comments: [Sa/iee/t because of 1 1 ] fl/Js" N' * ' * N' 

corroborating evidence] 1 * ^ J J J 

1173. It was narrated from an- > , - t , , ^ , 

Nazzal bin Sabrah that he saw 'Ali ^ : >«r ^ a*« U-to- - \ Wr 

0&) pray Zu/zr, then he sat in ar- J, Jij-ji ^ t ^ jxlji _^ ^ 

Rahbah to listen to people and see " ' ^ \ > t % (S , 

what they needed. When the time ^ 0-^ ^ ' Si^ 1 £l£ o^i 

for 'Asr came, a stone vessel was * • ;u _ - - i fi U , ,f ti ' m-- : 

brought to him. He took a scoop of ^ * . : u 

water and wiped his hands, ^hlJ H-k fc jjh 

forearms, face, head and feet, then >, ^; ^ 1 *i tA ^_ - * ' — 

he drank the leftover water whilst ( ^ ^ Jj 

standing. Then he said: Some jUj Jl 0 y^^S LiU 0! : JL» lJ^U 

people dislike drinking whilst > ... ^ ... _ * -.\ , * , 

standing, but the Messenger of J >^ J J l J 

Allah $g) did what I have done, .[oat ; ^Ij .ij^ ^ liij 
and this is the iwudoo' of one who 

has not broken his wudoo\ .(*>"m) :^ t^>^ ^L^i 
Comments: [Its rsnrtd is sia/jce/i, al-Bukhari (5616)] 
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1 1 74. An-Nazzal bin Sabrah said: 
I heard 'Ali (4*)— and he narrated a 
similar hadeeth, except that he said: 
An earthenware jar with a handle 
was brought to him. 

Comments: [Its imad is saheeh, like 
the report above] 

1175. It was narrated that 'Ali 
said that the Prophet (3^) sent 

him to Madinah and ordered him 
to level the graves, 

Comments: [Hasan because of 
corroborating evidence; this is a 
da'cefiwad because Abu Muhammad 
is unknown] 

1176. It was narrated from Abu 
Muhammad Al-Hudhali, from 'Ali 
bin Abi Talib (^) that the Messenger 
of Allah sent a man of the 
Ansar to level every grave and spoil 
every idol. He said: O Messenger of 
Allah, I do not like to enter the 
houses of my people. So he sent me, 
and when I came back he said: "O 
'Ali, do not be a cause of division, or 
a show-off, or a merchant, except a 
good merchant, for they are the ones 
who procrastinate - or who are 
lagging behind - in doing good 
deeds." 

Comments: [Its isnad is da'cej] 



1177. It was narrated from a man 
among the people of Basrah - whom 
the people of Basrah called Abu 
Muwarri' whilst the people of 
Koofah called him Abu Muhammad 



ir^M :vLi tiijL^ ~\\Vt 



I QjLi- -S Wo 



^L*^ iL^l ^sjr^ Cr~ *~ •^■J^ 



1^1 



U : JUi ^^1^ ^Lj^ jtj *■ jli JS" Jjj~^ 

k>l Jj^J 
^ l^li- U> : Jli iLr llfi i^jli : JU 

.<JLjL* ^i^ij iOjus sjL—l :^j^>*J 
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- said: The Messenger of Allah (j^) - , , . . , ? ^ ^ , , f 

was at a funeral,., and he ^ :JU - ^ c & J** 

mentioned a /wwfeeffe similar to that >0 ...sjl^ ^ ^ Jj| J .^3 

of Abu Dawood from Abu Shihab. ' " "* ' / ' , 

Comments: [Its isnad is ^ W ' ' <T ijJ ^ & J 

1178. 'Abd Khair said: I saw 'Ali Jl* ^ ^ JuAi -UVA 

when a chair was brought to r . - - 

him and he sat on it, then an ^> iJli^^iC. :Jli 

earthenware jug - Hajjaj said: A J ^ ^ ^ - 

stone vessel - of water was brought ; , ^ > " , ' , ' > 

to him. He washed his hands three ^ - 3^ i ! ^ L sf^)^ 

times; rinsed his mouth three times ,:^r; . v r . ^ - 

and his nose with one scoop of ~ ' - ; ^ ' 

water; he washed his face three jLJLi^l ^ 

times and washed his forearms . : + - - - . • - , , ^ 

three times -Hajjaj said: three times Jb - * " J ' ^ J ^ ^ 

each - and he placed his hands in ^ ^S-^r'j l5St5 : ri>S- 

the vessel, then he wiped his head - , „ ^ ^ + s , - - ' > t ^ * 

Hajjaj said: he gestured with his ^ ^ JU ^ ^ 

hands from the front of his head to ^ : t ^ ^ J, ^ ^ ^ 

the back. He said: I do not know * I „ , s , / / , ' "/^ ^ " e 

whether he brought them back to J^3_^ f 1 MS J\ 

the front of his head or not. And he # ^ . ^ jj ^ . ^ ^ 

washed his feet three times - Hajjaj t s s , , , 

said: three times each - then he '-4* ^ ^1 J] 

said: Whoever would like to seethe RaH - 1] ^JjlJ 1 ' 

wudoo' of the Messenger of Allah ' yj-j 

(fe), this is the wwdoo' of the ^\ i^jc 

Messenger of Allah (sfe). c " ' ^" 

Comments: [Its isnad is sflte/i] 

1179. It was narrated that Abul- 'J> Jjl j^Z ^jJ- :M xJ, Uia^ -\ 

Wadi' said; I saw 'Ali (4*) when ^ ( . f \ , ^ t ^ 

he killed the people of an- L ^ : ^j^ jL ^ ^ : ijiJ^ ! 

Nahrawan. He said: Look for the ■ j£ L ,^, ^{ - ^ - \ ^ 

deformed one. They looked for J , ,. , ' - ' ~\ 

him among the slain and said: We : tjlj^JUl jil Jii ^ 

cannot find him. He said: Go back : , jlS t Ml > J /JdJ ' iLiJl -J 

and look again, for by Allah I did > . , - *^ ^ ■ 

not lie and I was not told a lie. So ^ ?illy ^ I jJLJJli I ^rjl : JU* 
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they went back and looked for , , > . „ r > . ^ 

him. That happened several times, - r Jr ~ " ^ J ^ 
and each time he swore by Allah, 1^ : JjL ^JJUJ JiJi J5 vljlU 

saying; I did not lie and I was not >- - « - > , . * 

told a lie. Then they went out and J ^ ^ 

they found him beneath the slain, ^1 JiS ^ ^ ^^J^JLX* j± 
lying in the mud. They brought ( „ _ ' ; ~; , ti - 1 

him out, and brought him [to : V^ 31 

'Ali]. Abul-Wadi' said: It is as if I ^ ^ ^ £ ^ | ^ - 
can see him: an Abyssinian with " # ' ^ \ t 
one arm ending in something like -f\y'^ ^j**** ^j 3 ^ 

the breast of a woman, on which " [\\\\f ±\ \ AA * 

there are hairs like the hair on the i ' ^ 

tail of a jerboa. oM ; 

Comments: [Its isnad is saheeh] 

1180. It was narrated from 'Ali (\t* / \) : j£>- *Jt -^A- 
(&) that the Messenger of Allah aS ^ * 4 - , , . 
(&) forbade gourds and varnished J* C*^ 1 r^l 0* 1 0* ^ 
jars. g- Jjl M ^ y. 
Comments; [Its isnffd is saheeh, al- r n s j , 

Bukhari (5594) and Muslim .[^ ; .c^lj *Lx^ ^ 

(1994] 

1181. It was narrated from 'Ali ^ ^ . ^ ^ _ nM 
(4*) from the Prophet that he ' f ^ ^ 

was at a funeral. He started hitting ^\ AjZj> y> «. juii- ^ 

the ground with a stick and said: ,^ f .... , . 5| 

"There is no one among you but U : *® ^ { & & J* 'i^ 1 
Allah has decreed his place in Hell j jj£ ^ t ^ j 

or his place in Paradise/' They "It % > 0 * ^ ' ' 

said: O Messenger of Allah, a^-l :JU* ^^j"^ 

shouldn't we rely on that? He said: ' 'I dji > 

"No; rather strive, for each will be - * -r ^ - Of J ^ & °- oul * 
enabled [to do the appropriate \J^n :Jli S J Jio 4il !aL( Jj^j 

deeds]. Then he recited: "As for - * , ^ , if ^ ^ 

him who gives (in charity) and l5^*J 0 0^ 
keeps his duty to Allah and fears \- - * - n ' *A\ o - * ^ V 

Him, And believes in Al-HusnaJ 1[ J - 



Ai-HwSMff; The Best (i.e. either La ihlta Mullah : none has the right to be worshipped but Allah) 
or a reward from Allah (i.e. Allah will compensate him for what he will spend in Allah's way 
or bless him with Paradise) [Footnote from Hilati/ Khan Translation of the Meanings] 
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We will make smooth for him the 

path of ease (goodness). But he 0 J^-^^t ^jIj 0 J^lj 

who is .greedy 'miser and thinks ^ . UJl) ✓ ^ 

himself self-sufficient. And belies ' ^ _ ; 

Al-Husna, We will make smooth j£i jii c^.JJUjl ^ jjJo 4u uA^ : 

for him the path for evil" [al-Lail " , , \~ 

92:5-10]. Shu'bah said: Mansoor '^'^^^ : CT ,j] JLL ^ v**^ 

bin al-Mu'tamir narrated it to me , 

andldidnotobjecttothe/w^/iof =r t(V00 ^ C oL ^ 

Sulaimanatall. .(ntv) 

Comments: [Its /srtud is srt/ire/j, al-Bukhari (7552) and Muslim (2647)] 

1182. It was narrated that' Ali fe) . \* " ri a - 
said: I felt too shy to ask the Prophet # ; ^ 

fe) about fjwdfa because of Fatimah j-^-ll ^ OLlii JJU— :JL1 

(*), so I told Al-Miqdad bin Al- \ * 

Aswad and he asked the Prophet T t °* ^ ^ 

(afe) about that. He said: 'WuJoo' ^ ^JuJl ^i- #g jL( oS j 

should be done for that." , , / , : , " t£ 

Comments: [Its isnad is saheeh, al- ' , ' - 

Bukhari (132) and Muslim (303)] ^ ^1 iiJl ^ J Li jJl 

1183. It was narrated from Al- ; ^iu ^ iL^ -UAr 
Hasan that 'Umar bin AI-Khattab * Sf 

wanted to stone an insane woman, ^U*^ 1 y o\ -y-^\ y- 

but 'Ali said to him: You do not have JjT u . ^ 3 j£ ^ ; r j 

the right to do that. He said: I heard f , ; 5 ^ ^ 

the Messenger of Allah (ife) say: £fj* : Jj* 3JJ I JjA; c-i*^ :Jli VJAJj 

"The Pen has been lifted from three: — - 

from the sleeper until he wakes up, ^\ ' ^ ^ ' ^ ^ 

from the child until he reaches adole- jl <• J*- j t j^JiAl ^ JiLjl 

scence, and from the insane person f 

until he recovers, or comes to his 1 ^ ^ 1>U 

senses/' So 'Umar (^) pardoned her. ^ y-^h 



Comments: [Sd/iee/i because of 
corroborating evidence] 

1 184. It was narrated that Huzain 
said: Testimony was given against 
or Husain al-Waleed bin 'Uqbah J* &\ xJ. ji 
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4c JUc» fj\ ^^-C .1 nil 



before 'Uthman, that he drank 
alcohol. 'Ali spoke to 'Uthman 
about him and he said: Here is 
your cousin; flog him. He said: Get 
up, O Hasan (and flog him). He 
said: What do you have to do with 
this man? Let someone other than 
you do that. He said: Rather you 
felt incapable and weak. Get up, O 
'Abdullah bin Ja'far, and flog him. 
'AH started counting, and when 
he reached forty he said: That's 
enough - or: Stop - The Messenger of 
Allah gave forty lashes, and 
Abu Bakr gave forty lashes, and 
'Umar completed it, making it 
eighty. And all are Sunnah. 

Comments: [Its isimd is saheeh, Muslim 

1185. It was narrated from ash- 
Sha'bi that Sharahah al-Hamdaniyyah 
came to 'Ali (^) and said: I have 
committed zina. He said: Perhaps 
you are jealous, or perhaps you 
dreamt something, or perhaps you 
were forced? But each time she said: 
No. So he flogged her on Thursday 
and stoned her on Friday, and he 
said: I flogged her in accordance 
with the Book of Allah and 1 stoned 
her in accordance with the Sunnah 
of the Prophet of Allah {5^). 

Comments: [A saheeh hadceth] 

1186. It was narrated that 
'Ubaid, the freed slave of 'Abdur- 
Rahman bin 'Awf, said: I saw 'AH 
(40 say: I heard the Messenger of 
Allah forbid anyone to keep 
any of the meat of his sacrificial 
animal for more than three days. 



jUic- jlp iliP t^J^' M-" 1 

>> 1 j— ^ "0 1 

llli jJ>j La^i>t3 ! jjj&r Cf- ^ ^ 
.[ITS 

(1707)] 

J^J* lli : ^r^- v £j jl> - \ \ A 0 
oil ^jllljll I^VjJl jl : ^JLL'l \i- vSj'l^ 
4^3^ 4^ :JUi t^! 4!^ 



.[iVo : *jr^j] ^ J>» ^r- 1 t 1 ?— ' 1^ 
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Comments: [Its isnad is saheeh] 

1 187. It was narrated that Nu'aim 
bin Dijajah al-Asadi said: 1 was with 
'Ali (4*), and Abu Mas'ood entered 
upon him and he said to him: O 
Farrookh, are you the one who says 
that in one hundred years time there 
will be on earth no eye that blinks? 
You are mistaken. Rather the 
Messenger of Allah (a^) said: "In 
one hundred years time, there will 
be no eye that blinks left on earth of 
those who are alive today/' By 
Allah, the time of prosperity and 
ease for this ummah will be after 
one hundred years. 

Comments: [Its isnad is qawi] 



1 188. It was narrated that Abul- 
Wadi' said: I saw 'Ali when he 
killed the people of an-Nahrawan. 
He said: Look for the deformed 
one among the slain. They said: 
We did not find him. He said: 
Look for him, for by Allah I did 
not lie and I was not told a lie. 
And they brought him out from 
beneath the slain. Abul-Wadi' 
said: It is as if I can see him, an 
Abyssinian with one of his hands 
like the breast of a woman, on 
which were hairs like the tail of a 
jerboa. 

Comments: [Its isnad is saheeh] 



Jl£*Jl J> <. fcjb^ 

\ * 

<1jLL* y\ Ali* J^-JLi XS; SlS I JU 

jii idi Jiiii clii 

^ Ji. J: n» : ^ Jji 

^3 ^ f^Ji 
.[vw ,z\J>\ j£ 

y iL^ tfSA : jl* -UAA 

: Jii 4j^^3l ^* l£U- 

:Jli jlj^ 1 J*' SrT ^ 

,[nv^ ^ij] ^ 
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1189. Yazeed bin Abi Salih 
narrated that Abul-Wadi' 'Abbad 
told him: We were heading for 
Koofah with 'Ali bin Abi Talib 
(4°) and when we were two of 
three days away from Haroora', 
many people drifted away from 
us. We mentioned that to 'Ali 
and he said: Do not worry about 
them, for they will come back.,.. 
And he narrated the hadeeth at 
length. He said: 'Ali bin Abi Talib 

praised Allah and said: My 
close friend told me that the 
leader of these people would be a 
man with a deformed arm like a 
breast on which would be some 
hairs like the tail of a jerboa. They 
looked for him but they did not 
find him. We came to him and 
said: We did not find him t He 
said: Look for him, for by Allah I 
did not He and I was not told a lie 
- three times. We said: We did not 
find him. Then 'Ali came himself 
and started saying: Turn this one 
over, turn this one over, until a 
man of Koofah came and said: 
Here he is. 'Ali said: Allahu 
Akbar\ Is there anyone who could 
tell you who his father was? The 
people started saying: This is 
Malik, this is Malik, And 'Ali 
said: Whose son is he? 

Comments: [Its isnad is hasan] 

1190. It was narrated from ash- 
Sha'bi that 'Ali (<&) said to Sharahah: 
Perhaps you were forced? Perhaps 
your husband came to you? 
Perhaps... perhaps...? She said: No. 
He said: When she gave birth to 



JuP j> JtwaJl -LP : j*^^ ^-^Ji 

III ji >^U^ ^ J> -Jjjj : kl^jljJl 

jjjuli- is :Jli <>} : ii-U- jJS 

V iiJl : ^ JU .lj > : JUS 

J^lln J^>j ir* f-^ir*^ 

liE ;Jli ^ :cJU i^iLi ^IjI 
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what was in her womb, he flogged _ , , 3 > , „- ^ 

her then he stoned her. It was r * ^ ^ U 

said to him: You flogged her then ^jfc ; ju *j t £^ . # 

you stoned her? He said: I flogged . * _ r ' 3 

her in accordance with the Book ^ ^f^-jj ^ 

of Allah and I stoned her in [VU 1 ] 

accordance with the Sunnah of the ' ' ^ J 

Messenger of Allah (ife). . tf^AU) : ^ .yj , ; 

Comments: [A saheeh Iwdeeth] .aUJ! jj^ ^Ji ^ ^ 

1191. It was narrated that LL. tj> U^lj il-j ^ -m\ 
Habbah al-'Urani said: I heard 'Ali ft _ 

(^fo) say: I was the first man to pray ■ J Li ' <U- i Jup ^Jl 

with the Messenger of Allah ^ ^ ^ j., ,. f . ^ 

Comments: [Its isnffrf is da'eeft ' l 

1192. It was narrated that . , 

Habbah al-Urani said: I heard AH ^ ; * ^ ^ ^ m 

(^fe) say: I was the first who prayed y? ^ tiJLi ^ 

with the Messenger of Allah (5^). a * , „' - ; — 

wj-*^ :Jli /Jyol <u£- : Jli 

Comments: [Its isrwrf is da'cej] " 

1193. It was narrated that Abu ^JL; u^il :Jlj^l -mr 
'Ubaid, the freed slave of 'Abdur- # , ' ' £ " , 
Rahman bin 'Awf, said:... Then I ^ ^ 



was present with 'Ali. He prayed 
before delivering the khutbah, 



with no adiian or iqamah, then he ^ >ji Jli Jbai t^U 

delivered the khutbah. He said: O 



people, the Messenger of Allah 



forbade eating from your sacrificial \ Js\s 01 ^ jj ^ Jjt 01 

animals after three days, so do not . - - - , ^ ^ 

eat from them after today. U ^ L ' * ^ 

Comments: [Its isnad is saheeh] .[ i T" 0 : ^ 1 j] 
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1194. It was narrated from 'Ali * ■ * ,j - uit 
from the Prophet (^:) that he ; 

said: "Do not pray after f Asr, ^ JU* i 

unless you pray when the sun is >~\ (lL . *. t * . - « ^, 

st iii hi/h." y -\ * s & * y] 

Comments: [A Saheeli Hadeeih] x & ^[ ^' 

■*^^°r fl ir- 

1195. It was narrated from IjJjU -jClJ 1 ^f 
Muhammad bin 'Ali, from 'Ali ^ ' 4 / ( 

that the Prophet used to ^ ^ ^ i>* -k* i-* 

fast continually from pre-dawn to ^Ul^Stf^^lOl : ^ 

pre-dawn, - " v 

Comments: [Hasan because of ' ' -j^-^^ 

corroborating evidence; this is a . ^ ^ , 
da'cef isnnd because of the weak- . J ' 

ness of Abdul-A'la Ath-Tha'Iabi] -.jr^ 1 J*^ 1 -V- 

1196. It was narrated that ^ U^l : jljpl - mn 
Muhammad bin 'Ali said; Some ^ ^ a - 

people came to 'Ali and if ^ if <J- +^ J* 

complained about 'Uthrnan's tax - *^ ^ ^ . j^j ^ t j jlI^J 
collector. My father said to me: - 

Take this letter to 'Uthman and tell JJui:JlivjUiiiU^ .^liil 
him: The people are complaining - ^ ( ^ ^ ^ , f 
about your tax collector, and this is ^ ; ' > ' , 

the instruction of the Messenger of ^l! liij nii^ULi A* ^V-llJl o[ : 
Allah (%) about collecting zakah; 
tell them to follow it. So t went to 
'Uthman and told him about that Jj iij^ o^ii tt jUU cJjli 
He (the narrator) said: If he ['Ali] r - „ - 

had wanted to say anything about S^ri ^ 015 

'Uthman, he would have said it > 
on that occasion - i.e., saying * ; " 

something bad. Xr \ \ > ) : ^ , ^^x^ >_>l_i : g^*; 

Comments: [Its isnad is saheeli, al-Bukhari (3111)] 

1197. Yazeed bin Salih told us >• ■ Jj, ^ ^ v 
that Abul-Wadi' told him that he , ># " , " ^ 

said: We were heading towards ±* if- j-s- 



K * i : 
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Koofah with 'Ali bin Abi Talib 
(*&)... and he mentioned the 
hadeeth about the man with the 
deformity, 'Ali said: By Allah, I 
did not lie and I was not lied to - 
three times. Then 'Ali said: My 
close friend told me that there are 
three brothers of the jinn; this is 
the oldest of them, the second has 
a lot of followers around him and 
the third is somewhat weak. 

Comments: [Its isnad is Hasan] 

1198, It was narrated that 'Abd 
Khair said: We prayed Fajr, then 
we sat with 'Ali bin Abi Talib (*&»). 
He called for water for wudoo' ' , 
then he washed his hands three 
times, rinsed his mouth twice 
from one handful, then he washed 
his face three times, then he 
washed his forearms, then he 
washed his feet three times. Then 
he said: This is the wudoo' of your 
Prophet (^), so learn it. 

Comments: [Hasan] 

1199, It was narrated that 'Abd 
Khair said: We came to 'Ali (4*) 
when he had prayed. He called 
for a jug, then he rinsed his 
mouth three times, and rinsed his 
nose three times. He rinsed his 
mouth from the hand that held 
the water. And he washed his 
face three times, his right arm 
three times and his left arm three 
times. Then he said: Whoever 
would like to know how the 



£s : 3 La £i \ltl *^^J1 

L^j tfjU- :Jbl jl^ tii^ -mA 
/^i ^J^*" ^ ^L[j^ uIjl^ ; Cy^'j ^j2>lj 
liiljjj! :Jli Jj±- jit t iliii- 

^ wJU- c^j ol ^ J! 

J-1p t U^ : ^ 
I A* ;Jli ^ t C*>C J 1 --* j*J t ?j*"'j^ 

.[^YA i^lj] JjAii-li ij*^^ ^ y&*3 

: ^ y\ :M ill -MM 

^ t U-jj i t _ 5 Li Is j til : Jli ^ 

\ '1 * * * * * ' - ' * 1 . s * " ' 



Musnad Ali lbn Abi Talib 



551 



Messenger of Allah did 
wudoo'f this is it 

Comments: [Sate/i] 

1200, It was narrated that Abu 
Ma' mar said: We were with 'Ali 

when a funeral passed by him 
and some people stood up for it. 
'Ali (4*) said: Who told you to do 
this? They said: Abu Moosa. He 
said: The Messenger of Allah (^) 
only did that once, following the 
example of the People of the 
Book, but when he was forbidden 
to do it, he stopped. 

Comments: [Sahech] 

1201. It was narrated that 'Ali bin 
Abi Talib (4*) said: I got an old she- 
camel as booty on the day of Badr, 
and the Messenger of Allah (sg) 
gave me another she-camel. One 
day, I made them kneel at the door 
of a man from among the Ansar, 
intending to carry idhkhir [a kind of 
grass] on them to sell it - and there 
was a goldsmith of Banu Qainuqa' 
with me - so that I could use the 
money to give a wedding feast for 
my marriage to Fatimah. Hamzah 
bin 'Abdul-Muttalib was drinking 
in that house. Hamzah attacked 
them with his sword, cutting off 
their humps and cutting open their 
flanks, then he took out their livers. 
I said to lbn Shihab: Did he take 
out anything from their humps? 
He said: He cut off their humps 
and took them away. 'Ali said; I 
looked at a sight that shocked me. I 
went to the Prophet (jg), and Zaid 



jib £j£ jtio <.iy» s^g «ui Jj^j 

1^1 Ll^U J^f it Jbjl utj . jUiSli 
vl^ :Jli V r QJi j*j y JV 
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bin Harithah was with him, and I , - - _ - • ,> t . u 

told him what had happened. He ^ ^ U ^ l 

went out, accompanied by Zaid, ^ jiUu 

and 1 went with him. He entered * . w . „ - - , 

upon Hamzah and expressed his > ^ - U :JUi ^ ^ 

anger to him. Hamzah looked up J>- ^jJ £fe JJl J^ij !^/V 

and said: Are you anything more , >^ , > 

than the slaves of my father? The T^ 1 r-T* $ ^ 

Messenger of Allah (ft) backed off . f t(TrVc) . . t ^ ; 

until he departed from them. That * ^"T 

was before the prohibition on 

alcohol. 

Comments: [Its isnad is sahcch, al-Bukhari (2375) and Muslim (1979)] 

1202. It was narrated that 'Asim >. ,\ , * rl * , 

bin Damrah said: Some of the u- ^^j-.^ 

companions of 'Ali said: Why ^\ ^>'^\ jS : SLli ^\ 

don't you tell us about the voluntary . t , . , ^ 

prayers that the Messenger of Allah JLi :JL " 5 ^ ^ rf^ ^ 

(&) offered during the day? 'Ali ^ ^ w>Uuif ^ 

(4<) said; By Allah, you cannot do , ^ , _ " ^ ' ; 

it, They said to him: Tell us about it JUi -t>^J J^j 

and we will take whatever we are .3 ^ ^ ^ r ^ . iJL ^ 

able to do.„, then he quoted the ^ % \ f % r ' - 

hadceth at length. — HlL*T U 1^ l^J-t 

Comments: [Its fs/irtti is qawi] [lo * i^-lj] .*sj^ J^jlAJI 



1203, It was narrated from 'Ali 
( ^) that he was asked about the 
(voluntary) prayers of the ^ & ^! *J> Jl-ii 

Messenger of Allah (^) during - " f ,\ » " ' 

the day. He said: He used to pray <? ^ ^ ^ ^ 

sixteen rak'nhs. When the sun was ^ Jii £l ^Ji V ^ 
as high there as it is at the time of £ w a ' - * 

'^sf there, he would pray two 015 :JUi ^ ^' ^3 5*^ 

rak ahfi. When the sun was as high \l\ : ju t ^ 1^ 

there as it is at the time of Zuhr t > * 

there, he would pray two rak'ahs, 1ft i*t ^1^^ 

He would pray four rnk'ahs before ^ t -j- 

Zuhr and two rak'ahs after Zw/ir, ' " - - 
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and he would pray four nik'ahs 
before 'Asr. 

Comments: [Its isnad is qawi] 



1204. It was narrated from al- 
Hasan and 'Abdullah, the sons of 
Muhammad bin 'Ali, from their 
father Muhammad bin 1 Ali that he 
heard his father, 'Ali bin Abi Talib 
say to Ibn 'Abbas, when he 
heard that he had permitted mut'ah 
marriage with women - 'Ali bin 
Abi Talib (<&) said to him: The 
Messenger of Allah (afe) forbade it 
on the day of Khaibar and [he also 
forbade] the flesh of donkeys. 

Comments: [Its isnad is salweh, al- 
Bukhari (5115) and Muslim 
(1407] 

1205* It was narrated from 'Ali 
(4b) that he did wudoo' washing 
each part three times, then he 
wiped his head, then he drank the 
water left over from his wudoo F . 
Then he said: Whoever would like 
to see the wudoo' of the Messenger 
of Allah let him look at this. 

Comments: [Its isnad is Jiasan] 



1206. It was narrated that 
'Abdullah bin Mulail said: I heard 
'Ali (4*=) say: Each Prophet was 
given seven advisers from his 
nation and the Prophet (^) was 
given fourteen advisers from his 
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Musnad Ali Ibn Abi Talib ^ 



554 



ummah, among them Abu Bakr ^ . „ „ , . . 

and 'Umar fa). & ^ r& ^ l ^ >^ ^ 

Comments: [Its »s«orf is ftoW/] .[na : .Ujli iLl ^3 3^3 

1207. It was narrated that Qais — ^ : ^yu ^ ^ _ u . v 

bin 'Ubad said: We were with 'Ali # ^ . 

(4.) and when he saw any event or 0? ^ ^ ^ J^U V 

reached the top of a hill or went \ \ ,r, : , r \. .*t " 

down in a valley, he said: Glory be ^ ' °^ ^ C ^ :JU ^ 

to Allah; Allah and His Messenger l^lj kS j\ Jj> J^i 31 t ;i^Li 

spoke the truth. I said to a man of \, * - 

Banu Yashkur: Let us go to Ameer ^fSs M ^ -J^ 

al-Mu'mineenandaskhimwhy he jt £ ^ s • M£ 

says, Allah and His Messenger ; ' \ w - ' , 

spoke the truth. So we went to him : i!y ^ J^j^ ^ 

and we said: O Ameer al- r . i; r:r r ;rrv -.^ V., 

Mu mineen, when you see any \ " ' " JJ 

event or reach the top of a hill or go j 1 < r - oo^i lij I)Gi3 ! j^jlJ 




down into a valley, you say: Allah , - : ~, 

and His Messenger spoke the truth. ^ ^ cJ ^ 1 ^ 1 ^ 

Did the Messenger of Allah (jg) Jj| ^ j^j ^ 

instruct you exclusively to say fl '„ 

that? He turned away from us but ^ ^ ^ ^! *S 

we persisted in asking. When he h,- . v hr f* i s ( : «- • - if- 

realised that he said: By Allah, the , 

Messenger of Allah did not tell £i ^[ 1j4* £fe Jjt J^3 ^Jl 3^ li 

me anything exclusively that he M(r/ ^ * * 

did not tell to other people, but the < ur '^ ^ LJi ofb y Ul Jl *V 

people attacked 'Uthman bin ^ j> jj^ U 

'Affan (^) and killed him, and "/^ , i{ , ^ f ' 

there were people who were worse ^ ^! P ^3 '3^' 

than me in action and attitude ^5 ^ t ^1 lJu, U^i 

concerning him. Then I thought r " ' t ' 



that I was most deserving of this : ^1] .ulki? ^1 

position, so I accepted it. And 

Allah knows best whether we are Mj ^ ^ 

right or wrong. .JUjl»- ^1 

Comments: [Its isnad is da ee/because of the weakness of Ali bin Zaid bin Jud'an] 

1208, It was narrated that 'Asim - j^, ^ ^ ^ ^ Y ^A 

bin Damrah said: We asked 'AH ' _ ' 

about the voluntary prayers of the 0* ^'•^ *^>- y)j J^^l 
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Prophet (^5) during the day. 'Alt 
said: That was sixteen voluntary 
rak'ahs that the Messenger of Allah 
(afe) did during the day, and it is 
very rare for anyone to persist in 
doing that. Wakee' told us: And 
my father said: Habeeb bin Abi 
Thabit said: O Abu Ishaq, I would 
not like to have gold as much as 
would fill this mosque in return for 
this hadecth of yours. 

Comments: [Its isnad is qawi] 



1209. It was narrated that 'Ali 
said: The Messenger of Allah 

(Ssj) told me to take care of his 
sacrificial animals and to give 
their skins and blankets in charity. 

Comments: [Its isnad is saheeh, al- 
Bukhari (1717) and Muslim 
(1317)] 

.On 

1210. It was narrated that 'Amir 
said: Shurahah became pregnant 
and her husband was absent. Her 
former master took her to 'Ali, 
and 'Ali said to her: Perhaps 
your husband came to you or 
perhaps someone forced you 
against your will? She said: No. 
And she admitted zinc So 'Ali 
(4*) flogged her on Thursday and 
I was present, and he stoned her 
on Friday and 1 was present. He 
ordered that a hole be dug for her 
up to her navel then he said: 



^ <j* ^^3^1 -J 

lit : J l* i'ji-e Ji J* 

J 15 :Jli m & tP J* 

% M J^j £JL : tsj 'sJU iii 

jSjS- :M jl^ G5j^ 

<J o? 4^ ^ ^ : ^ 

i£ * J? J ^ ^ *^ ^ 

JU fjt M ail J^j :JL= 
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JU 41*>^1 ^ 
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Stoning is the way of the Messenger >~ . .. * 

of Allah (jfe). The verse of stoning ™ ^> ^ ^ ^ ^ 

was revealed but those who used ^ 1^3 Lij>; 015 ^ ilL^i 
to read it and other verses of the " ^ 1 



Quran died in al-Yamamah. .[VH .iiUJL jt^Jl 

Comments: [Its ;W is rf fl ' w / fcjJUfct (jL-J . 

because of the weakness of ' " ^ 

Mujalid] - <vn) ^ l 

1211. It was narrated that 'Ali (^) ^ - ^ - ^ ^ _ un 
said; The Messenger of Allah (^ ( ) , ^ ^ 

said: "If two men come to you for JL : : Jli ^ j* ^J^>- j± LiSUL- ^ 
judgement do not rule in favour of . v r > ■ - V, - L ;„ ' t > - 

the first one until you listen to what ' . t ' * ^ 

the other one says, then you will J yC U '^Jl JU- JjVj ^jJ: 

know how to judge/' He said: * a . „r : . -\* 

Since then I became a good judge. :Jli ^ 

Comments: [HffSfw because of .[IV : .ll^Vj 

corroborating evidence and its . r 
isrtad is da'cef because of the 1 lfcUj ^ ^ 

weakness of Hanash] 



1212. -Abdullah bin Ja'far ^ ^ : ^ J^j ^ 
narrated that he heard 'Ali (^) say: ^ „ * ^ - 

1 heard the Messenger of Allah (jfe) : Cr> ^ 1 V 1 ^ : ^ ' ^ 0?' 

say: "The best woman of her time ^ ^ - ; • - . \ 1 - iV - . >?f 

was Maryam bint Imran and the ' 

best woman of her time was 'J^-j *. jt}** ^ 

Khadeejah." r y n > 

Comments: [Its iswarf is sahech, al- u 

Bukhari (3432) and Muslim : f * (Ti TY > :^ ^i^i i-j^j 

(2430)] >(ur-) 

1213. It was narrated from 'Ali 'J> il*^ : Jji £l>- -mr 
that the Prophet said: \_ , , * . 

"Whoever would like his lifespan i 1 ^ 1 ^ - ^ ^ ^ : ?^ 

to be extended, his provision to ^ ^ - |^ 

be increased and a bad death to ' - ' , , ' * 

be warded off from him, let him J^ 15 : ^ ^T 1 ^ ^ 1^ tS^U» 

fear Allah and uphold his ties of -t . - * ^ .>r^^»f 

kinship/ 7 cf -*iJ ^jj ^ ^j^^*J^.jl 

Comments: [Its /sw/rd is qawi] J-^j ^ ^ 
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12 14. It was narrated that 'Ali (4*) 
said: The Messenger of Allah (sfe) 
said: "Allah, may He be glorified 
and exalted, is Gne and loves that 
which is odd-numbered, so pray 
Witr, O people of the Qur'an/' 

Comments: [Its istiad is qawi] 



1215. It was narrated that 'Ali 
said: The Messenger of Allah 
Ofe) prayed Witr at all times of 
the night, at the beginning, in the 
middle and at the end, then in the 
end he settled on praying Witr at 
the end of the night. 

Comments: [Its isnad is qawi] 



1216. It was narrated from 'Ali 
(4*) that the sun was eclipsed, and 
'Ali (4?) led the people in prayer. 
He recited Ya-Seen or something 
similar, then he bowed for as long 
as a soorah, then he raised his head 
and said: Allah hears the one who 
praises Him. Then he stood for as 
long as the soorah, calling upon 
Allah and magnifying Him. Then 
he bowed again, for as long as his 
recitation. Then he said: Allah 
hears the one who praises Him, 
and he stood up again for as long 
as the soorah. Then he bowed for a 
similar length of time again, until 
he had bowed four times. Then he 
said: Allah hears the one who 
praises Him, Then he prostrated. 
Then he stood up for the second 
rak'ah, in which he did the same as 



: l^i r 1 J;j^ : Jji jl* tfi- -mi 

Ji Jlbl J5 : Jli ^ d'jLj? 
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he had done in the first rak'ah. Then 
he sat calling upon Allah and 
beseeching Him, until the eclipse 
ended, then he told them that this 
is what the Messenger of Allah (gg) 
did. 

Comments: [Its isnad is da'ecf 
because of the weakness of 
Hanash ] 

1217. It was narrated that 'Ali 
said: The Prophet (^) did not 
offer any (obligatory) prayer but 
he prayed two rak'ahs after it. 

Comments: [Its isnad is qaivi] 



1218. It was narrated that 'Ali 
said: The Messenger of Allah (^) 
used to pray Witr at the beginning 
of the night, in the middle and at 
the end, then he settled on praying 
Witr at the end of the night. 

Comments: [Its isnad is qawi] 



1219. It was narrated that Abu 
'Abdur-Rahman said: I heard 'Ali 
say: The Messenger of Allah 
said: "When a person sits in 
the place where he prayed after 
praying, the angels send blessings 
upon him, and their blessings 
upon him are: O Allah, forgive 
him, O Allah have mercy on him. 
And if he sits waiting for the 
prayer, the angels send blessings 
upon him, and their blessings 



■ *i * • - i* '. * > * > -i * > - i* - - 

^ >jS m «fo &j h\s & I? 

ji-^-^Jl JuP ^1 ji- t, SUJi y *Ua* 

ijl JU : j^i; llii- :jLi 
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upon him are: O Allah, forgive 6 , f ^ ... 5 
him, O Allah have mercy on him. r^ 1 ^ ^ : ^ r+*^ 

Comments: [Hasan because of .[Ho\ : ^1] .« 

corroborating evidence] 

1220. It was narrated that 'Ali y *Jls. tiijb- - ^ Y Y * 
said: Mfr is not a must but it is a % \ , ^ , - ^ , * j : 
Swnnflh that was established by ^ ^ U ^ 

the Messenger of Allah ^ ^ t 5^i ^ ^ ,jU^| 

Comments: [Sg^cWj because of r ^ & , *s^, , , 

corroborating evidence] ^ ' j; ; s - r ^ r ^ 

1221. It was narrated that ' Ali (^) L £^> ^ U^il : !l£ G&-^YY\ 
said: The Messenger of Allah (%) * » , . , ( , J" _ 
said on the day of al-Khandaq: ^ *W J^j : ^ j£ 1^ 
"What is wrong with them? May & ft ^ u , 

Allah fill their houses and graves , , , ! " , , \, 

with fire as they distracted us from J 3 -"^ J* ^j^f ljU 

the middle prayer until the sun [o<u . i;] ^^-nl ^ 

set/' CT* ' 1 ^ 

Comments: [Its isf/arf is Saheeh, al- :* i<ioYT) :^ t^^a o^l^l 

Bukhari (4533) and Muslim (627] * ' (1TV) 

1222- It was narrated that 'Ali (&) J :^ ^ ^ ■ . ^ ^ -HYY 

said; You recite: "after the payment 



of legacies he may have bequeathed j± t^jUJi ji- ijb^j 

or debts" [an-Nisa' 4:12], The 



Messenger of Allah (^) ruled that 




debts must be paid before carrying ^jj :,LJ() jf tj^ 

out bequests. [And he ruled] that ^ / » ^ * s 

sons from the same father and "^f^ 0^-^ ^r-^ J M ^ l 

mother inherit from one another, , * * *. i* x ^ *V U - 

but sons from different mothers ' ^ ^ r ^ 

(but the same father) do not. A man y±) jjl f £\j J^^J' 

inherits from his brother through ' I 

his father and mother but not from ■ [oSo : CT lj " 1 

his brother through his father only. ^ ^ . ^ 

Comments: [Its isnad is t/rt'ce/ because of the weakness of al-Harith a]- A' war] 
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1223. It was narrated that an- 
Nazzal bin Sabrah said: A vessel of 
water was brought to 'Ali and he 
drank whilst standing, then he 
said: I have heard that some people 
dislike it if one of them drinks 
whilst standing. But 1 saw the 
Messenger of Allah do what 1 
have done. Then he took some of 
the water and wiped himself. Then 
he said: This is the wudoo' of one 
who has not broken his wudoo'. 

Comments: [Its isnad is Sahceh, al- 
Bukhari (5616)] 

1224. It was narrated that 
'Abeedah said: 'Ali said to the 
people of an-Nahrawan: Among 
them is a man with a defective arm 
- or an incomplete arm, or a 
deformed arm. If you could exercise 
restraint I would have told you 
what Allah promised on the lips of 
His Prophet (sg) to those who kill 
them. 'Abeedah said: I said to 'Ali 
(4t): Did you hear him? He said: 
Yes, by the Lord of the Ka'bah; and 
he swore this oath three times. 

Comments: [Its isnad is saheeh, 
Muslim (1066)] 

1225. It was narrated that 'Ali (^t) 
said: The Messenger of Allah (^) 
said: "Allah is One and loves that 
which is odd numbered, so pray 
Wiir, O people of the Qur'an." 

Comments: [Its isnad is qauri] 



jIp j* u;iil -mr 

"t > ' * o\- • - - „ * - • * * - * - - 1 - 
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1226, It was narrated that 'Ali 
said: The Messenger of Allah (3^) 
used to pray two rak'ahs following 
every prescribed prayer, except 
Fajr and 'Asr . 

Comments: [Its i$nad is qawi] 



1227, It was narrated that 'Ali 
said: The Messenger of Allah (jfe) 
did not offer any prayer after 
which (nafl) prayer may be 
offered, but he prayed two rak'ahs 
after it. 

Comments: [Its isnad is qawi] 



1228. It was narrated that 'Ali (4*) 
said: The Messenger of Allah {^) 
said: "Allah is One and loves that 
which is odd numbered, so pray 
Witr f O people of the Qur'an." 

Comments: [Its isnad is qawi] 



1229. It was narrated that 'Alt 
said: The Messenger of Allah (^) 
came to us one night and put his 
foot between me and Fatimah, and 
he taught us what to say when we 
went to bed: Thirty- three tasbeehah, 
thirty- three tnhmecdah and thirty- 
four takbeernh. 'Ali said: I never 



^ o*L^I £1^ &Jb- -HTV 

Ju; JL^ V afe Jji 

jUli J^^- : -iU l^Jb- - ^ Y Y A 

LjjJa^. lij^ :CJ, 

*L*i *)j ih\ 0»» Jjl J J 15 
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omitted it after that A man said to ,„ , 4 , ; , - 

him: Not even on the night of '^S^" 

Siffeen? He said: Not even on the Ui JU 

night of Siffeen. „ \_ , -T- * ^, 

Comments: [Tts iswarf is stf/ice/f, ^ ^ J ^ ^ '"^ ^> 

al-Bukhari (3705) and Muslim .[V* ♦ : .jXf $5 ij :JLj 

(2727)] 

1230. It was narrated from 1^ U^il : i^Li ^ Hiii - \ Yr . 

Hudain bin al-Mundhir bin al- s 



Harith bin Wa'lah that al-Waleed if *JJl ^ ^ £j> ^ o?l 

bin 'Uqbah led the people in Fajr % .& • ^ ^ * ^ ^ 
prayer and he prayed four rak'ahs. . ' - ^ ~ - y- 

Then he turned to them and said: tlijjl o -1 ^ V* 0? 

Shall I give you more?! The matter te .v f' - tl ^ . - . : . s * 

was referred to 'Uthman, who ^ ^ :JU < ^ ^ ! r 

ordered that he be flogged. 'Ali J tiUJ 01 ^ ^li „0Uip Jl 

said to al-Hasan bin 'Ali: Get up, O 

Hasan, and flog him. He said: ! ^ ^ r* : 4^ ^ >^ 

What does that have to do with J? JUi Sl\ } 3 :Jli 

you? 'Ali said: Rather you are * \ a e , . 

incapable and weak; get up, O L - P 

'Abdullah bin Ja'far and flog him. ^ - Jj, ^ - £ if ( u 0 

So 'Abdullah bin Ja'far got up and / _ /' ^ 

flogged him, and 'Ali kept count. ^ O^J 1 ^ iciUJ 
When he reached forty, he said to f,, , , , , "u- -s 

him: Stop. Then he said: The ' ^ ' ^ ~ 
Messenger of Allah (^) gave forty t-j&'J £\ >^'jJ>'j ^^y'j\ j^>\ J> 
lashes for drinking alcohol, Abu , - - , t I 

Bakr gave forty lashes, as did ^ ^ r 0* ^ ^3 

'Umar at the beginning of his i .£i JS^ * jJU; 

caliphate. Then 'Umar completed 
it, making it eighty. And all of it is .(\v*v) : 

Comments: [Its isnad is sn/icc/i, Muslim (1707)], 

1231. It was narrated from 'Ali bin ^ idi L r ^il : 1 j; L ; o>. - \ Yf ^ 

Abi Talib (^) that a slave woman of ^ , ; . „ ^1 •l' 
the Prophet (^) gave birth to an ^ & > Nl ^ 0* 

illegitimate child. r llie Prophet (5^) ^ i ^ 51 : ^JlL ^ 

sent me to carry out the hadd , t" , . ] a - \l 
punishment, but I found that her ^ i^ 1 J-'^ * tjJl ^ 
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postpartum bleeding had not 
stopped. So I went back to the 
Prophet and told him, and he 
said to me: "When her postpartum 
bleeding stops, give her the hadd 
punishment of flogging." Then he 
said: "Carry out the hadd punish- 
ment on those whom your right 
hands possess." 

Comments: [Hasan because of 
corroborating evidence; this is a 
dn'eef isnad] 

1232, It was narrated that 'Ali 
(^b) said: Witr is not a must, but it 
is a Sunnah that the Messenger of 
Allah (s^) established / so pray 
Witr, O people of the Qur'aru 

Comments: [Its isnad is qawi] 



1233. It was narrated that 'Ali 
said: The Messenger of Allah (^) 
said: "I have relieved you of zakah 
on horses and slaves, so pay zakah 
on silver, for every forty dirhams 
one dirham. There is nothing due 
on one hundred and ninety, but if 
it reaches two hundred, then five 
dirhams are due." 

Comments: [Saheeh] 

1234. It was narrated that 'Asim 
bin Damrah said: 'Ali was asked 
about the prayer of the Messenger 
of Allah (#§). He said: He used to 
pray sixteen rak'ahs at night. 
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Comments: [Its isnad is flflu;/] . ' > - ^ - n r. ?, T f , 

.<UM> j(ls-) 

1235. It was narrated that 'Ali bin y JJl^j iT^i I : i;; lli^U - ^ rro 

Abi Talib (^) said: Chosroes gave a t . , ^ a . ' - r , ( » , „ 

gift to the Messenger of Allah (#,) ^ & ^ 4 ^ ^ 4 ^ U ^} J. J* 

and he accepted it from him, and jJi ^ -Jj I 0 ^ ^ILl : Jli wJlL 

Caesar gave a gift to the Messenger ( ' j , £ ; \ 

of Allah and he accepted it ^ ^ ^ ^ ^0 ^ 

from him. The kings gave him gifts .[vf v : JJi fc OA ;i; 

and he accepted them from them. 

Comments: [Its isnad is da ^ ^ ^ 

because of the weakness of ^^Lji ^ ^_^J| J^u .o^u 



Thuwair bin Abu Fakhitah] 

1236* Jt was narrated from 'Ali 
that the Messenger of Allah (sfe) 



forbade visiting the graves, (some ^ L ^ 0^ J* "-f.j J> ?M 

types of) vessels, and keeping the _, r , . / * - ' 

sacrificial meat after three days. ^ ^ f J ^ : > 

Then he said: "I used to forbid you ^Li^l fj^J Jjjj 'd\j vil^jVl ji-j 

to visit the graves / but now visit . , " . , , v*,' >.> * - ' - 

them, for they remind you of the ^ ^ °* ^ :JU ? 

Hereafter. And I forbade you to d^'J'/x^ ^/jj? j$\ 

drink from (certain types of) vessels, 3 , / • - V* 

but now drink from them, but avoid ^ J* '-Kr^J 1 ^ ^J^ 1 ^ 

everything that causes intoxication. -,1 ^liVl f ^J U ,'<^5 

And I forbade you to keep the " \ ^ 

sacrificial meat after three days, but U \jL^\* <.*l^oAj' \^^Llc 

now keep it as long as you wish/' _ ■ _ ^ ^ ^ * 

Comments: [Saheeh because of corroborating evidence; this is a da'eef isnad 
because of the weakness of Ali bin Zaid and Rabee'ah bin an-Nabighah and 
his father are unknown] 

1237. It was narrated that 'Ali ^ :0Up -\rrv 

said: The Messenger of Allah , , ^ rt ^ , 

forbade visiting graves... and he ^ ^ J ^ ^ ^ 4^ " 
narrated a similar report, except 
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that he said: "and beware of j ^ , - , 4 t a , . 
every intoxicant/' J ^ ^ : JU > 0* ^1 

Comments: [Sa/?ec/i because of ^ ..,^1)1 ij^j 'j* 3fe 

corroborating evidence; this is a a *. , ' £ - ; *« 

da'eefisnad like the report above] r L -U* : Jb ^ 

1238. It was narrated that 'AH ^ ^ 
said: I was a man who emitted a " _ ' „ ' 

great deal of madhi, but I felt too J* J> J* 't^ 1 ^ 

shy to ask the Messenger of Allah -J \fc ^ ^ .'jj ^ 

(sfe) because of his daughter, so I f ~ ( , -\ 

told AI-Miqdad to ask the o>G ^1 Jii ^ J) I J^j 

Messenger of Allah (£) about a ^ ^ * ^ 3^3 3^ 

man who finds maahu He said: - " * ^ . ' - ^ 

"That is the water of the male, and jAi J£jj ^ *^ ^LUi» : JLii ^JuJl 

every male has water, so let him / > , ? , . r , . ^ „ 

wash his private part and testicles a ^J ^'A-J L ^-? J-^ - L 
and do wwrfoo' as for prayer" ,[ai A : ^l ; J .nyj^j 

Comments: [Hasan because of 

corroborating evidence] ^ s**^ 1 : ^i-r*" 

1239. It was narrated from Hanash ^ JjLil L^-l : ^ -Ur^ 
Abul-Mu'tamir that 'Ali (^) sent his Jm ft t e , 

chief of police on a mission and said: 01 : ^ ^ i£>ii 

I am sending you on a mission as u . ^ C^u, ^ UU 

the Messenger of Allah (^5) sent / _ " ; * 

me: Do not leave any grave ^! ^ ■ ^fe Jj-*; ^ ^jr*-t 



without levelling it or any statue 
without knocking it down. 



Comments: [Saheeh because of jL^i I-uj : 



corroborating evidence; this is a 
da'eef isnad] 



1240. It was narrated that ; Ali 'J, oul* ^J^- : -JJl jl* -\Yfc* 

said: The Messenger of Allah 
fe) said: "For [crops] that are y. y.fr ^ ^} 

irrigated by rainfall, one tenth is ^,1^ ^ ^ 
due [as zfffcj/r]; for [crops) that are ^ - ' * . 

irrigated by means of ropes and v-*-* : ^ Jj^j : 4^ 
buckets, one half of one tenth is - * >*>? t m-^u 

due. ; - - " 

* > . .r i 
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Comments: [A salieeh hadeeth] ^ £ . s ^ - - 

1241, It was narrated that 'Ali ^j.^ ^ & : Jjl dj^ -u M 
{^) said: The Messenger of Allah ' ' * 

(ife) used to pray sixteen rak'ahs at - <4^J^ J^- - ^r J^ : 3** ^ 

night apart from the prescribed ^ f ^ . ^ , 

prayers, * - : - * - ' - 

Comments: [Its timid is qawi, apart ( ^ n 1 0 ^ : ^ 15 ^ ^ 1 ^ ^ rf ^ 
the words 'at night', which are a J^* ^ W nj, - \^ ^ fa 'j * - 
mistake] ^ - ^ 

1242, It was narrated that 'Asim jJ» s J\&£\ : Jjl tiit-mY 
bin Damrah said: We came to 'Ali ' " , / , f * s 
bin Abi Talib and said: O > p-r^ 1 V L ^ : i* *W V 
Ameer al-Mu'mineen, why don't ^- J n • ^A\- \ * \- ?' 
you tell us about the voluntary - ; V , , ' * 
prayer of the Messenger of Allah 'J> ^ Hi! : JU J> ^ .JUJ-j 

do that? They said: We will take ^-r- jr: - ; - 

what we can do. He said: The ^5i} : Jlii ^j^" $fe ^JJl J^j V 

Messenger of Allah used to ' v :f f >t * , , r * ? : 

pray sixteen during the day JU tL ^ ^ : ! > U 

apart from the prescribed prayers. ^^.L^l^ JL^ ^ -OJl 

Comments: [Its isttad is £7mi7i like r%v * K , , i - >>>\, 

the report above] .[ m Wlo • : ^Ij .^l 

.4^1 — £ sjL^i : 

1243, It was narrated from 'Ali U^l LiJb- -\ur 
that the Prophet (^) said: "I have / a ' ' . " " ^ . 
relieved you of zakah on horses J* if j* ' J^j ^ 
and slaves, so give one quarter of ^ - - -Jj . ju ^ .^j, 
one tenth/' ^ ' , , ,/ , t 



Musnad Ali Ibn Abi Talib 

Comments: [Saheeh because of 
corroborating evidence; its isnad 
is da'eef] 

1244. It was narrated that 'Ali (&) 
said: The Messenger of Allah 
said to me: "O 'Ali, I love for you 
what I love for myself and I hate 
for you what I hate for myself. Do 
not recite Qur'an whilst bowing or 
whilst prostrating; do not pray 
with your hair twisted or braided 
and gathered up on the head, for 
that is the place where the Shaitan 
sits; do not sit like a dog between 
the two prostrations [putting the 
feet up and sitting on them]; do not 
play with the pebbles; do not lay 
your forearm along the ground; do 
not prompt the imam; do not wear 
gold rings; do not wear garments 
made from a blend of linen and 
silk; and do not ride on red saddle 
cloths/' 

Comments: [This is a da'eef isnnd] 

1245. It was narrated thatShuraih 
bin Hani' said: I came to 'A'ishah 
(&) to ask her about the khuffain 
(leather slippers). She said: Go to 
Ibn Abi Talib, for he used to travel 
with the Messenger of Allah (^). 
So I went to him and asked him, 
and he said: The Messenger of 
Allah (s^) set three days and nights 
for the traveller and one day and 
night for one who is not travelling. 

Comments: [Its isnad is saheeh, 
Muslim (276)] 



567 4c .-JILa ^ji Jjl jJtiln* 

y M jjl^l i/^ii l£L^ -mi 

-wL* ^rl ^Hj^ 1 jr** Si-z*** ^j 1 } 

,[V£A ^Ij] 
.(TV*0 ;^ t ol—j : ^ j>C 
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„y ^jjUa ji tjj (JLfr J ilk* 



1246. It was narrated that Shutair ^ :J| ?^, ^ t&u- -mi 
bin Shakal al-'Absi said: I heard " .' ' 

r Ali (4*) say: On the day of al- y- ^) y ^J^^\ y 

Ahzab, we prayed 'Asr between ^ > , , . ^ ' ^ 

Maghrib and 7s//fl'. The Prophet - '—■p- ^ «-r~ - ^ 

(^J said: "They distracted us from ^k^Jl iVl^ ^1)>-Nl ^ OlS LlJ : 

the middle prayer, 'Asr prayer, , - . • . * 

may Allah fill their graves and : «! jf 1 ' Jl5i - L ^ J, J *r\H l 1* 

stomachs with fire/' Ja-^l nLUl 

Comments: [Its /snffrf is saheeh, . . ^ . * -i. 

Muslim (627)] ""^ l** 4 '^ f*^ 

.[ViA i^Hj] 

1247. It was narrated from 'Ali : Jj t -\UY 
that the Prophet (#r) said: " # ^ " , \ % . ; 

"Jibrcel came to me but did : -h^ 1 ^j 1 ^ 4* ■ 

not enter upon me/' The Prophet ^ ^ . ^ ^ - >^J l 

said to him: "What prevented ^ - ^ ; r ^ ^ u 

you from entering?" He said: We <-*'J>-j> j5 ^i- ol 1 

do not enter a house in which * . . ; n - 

there is an image or urine. ■" ^ ^ r ^ 

Comments: [Its hnad is Ja'ee/ ^ J^l ^ 



jiddan] 



4J £ J^i : N UJ :Jli «?J>-i : jl^Uli Ui 



1248. It was narrated from 'Ali itfi^ : Jli Jjl UJjl^ -UiA 

bin Abi Talib (4*) that the Prophet . * , , . ■ *t , a , 

said: "Jibreel came to me 0^ ^ 4o l > M A : ^> j •> 

and greeted me." And he ^ - .jjli J ^ y J\ 

narrated a similar hadceth. w - ^ ( v 

Comments: [Its isnriJ is da'eef ^ to r*-^ ^ pf'* ^ '■V" C^ 1 
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1249, It was narrated that 'Ali ^; Jj| ^ ^A^- : JlJI Jup 1*5jU- - \ Y t ^ 
(4*) said: The Messenger of Allah " . "\ " >s , ^ , 

(^) said to me: "Do not let your o^4P l : d>jij r ^ 

thigh show, and do not look at " * - • >». i^v ■ j 



the thigh of another person, living 



or dead." : if * \* ]/> ^>^> ^ 

Comments: {Saheeh because of vjj \£ V» : ^ JjJ-S <J 

corroborating evidence; this is a ' ' ' ^ ^ , 

da'cef isnad because it is Jt r^ 
interrupted] 

1250. It was narrated that 'Ali ^ ^ ^ J-^f ^ _uo* 

said: I said to Fatimah: Why - ' ^ s ' - j ..a - - 

don't you go to the Prophet (^) ^} M V M : 3>^>,^ 

and ask him for a servant, for . "u; ji^ - - . * = :i m 

grinding corn and work have 4 , /" ^ " _ ; 

exhausted you. She said: Come *H v? 1 j£ ^» 



with me. So 1 went with her and 
we asked him, and the Prophet 

said: "Shall I not tell you of _ jlillj j^L)\ ilo^ Jii :^4^ 
something that is better for you , . - . - # - - , , , t ,t - * 

than that? When you go to your ^ r - - J 

bed, glorify Allah thirty-three l *J&\ jiii t itJui cJiL r li :Jli 

times, praise Him thirty-three - r 

times and magnify Him thirty- ^ > > ^ ^ 

four times. That is one hundred .HSLil^ J\ LlSj! iSl ?iAJi 

on the Hps and one thousand in J * - \ ' „ 1 

the Balance.'' 'Ali (^*) said: I never *-0=*^J U^C 
omitted that after I heard it from 



the Prophet A man said: Not 

even on the night of Siffeen? He jli ."Csl^ 1 ^5? ^iv/i) jLJJ! 

said; Not even on the night of 
Siffeen. 
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Comments: [A saheeh hadeeth; this 
is a hasati isnad] 



.^L, 



1251. 1 1 was narrated that 'Ata' 
bin as-Sa'ib said: I entered upon 
Abu 'Abdur-Rahman as-SuIami 
who had prayed Fajr and was 
sitting in the mosque. I said: Why 
don't you go to your bed, for it 
will be more comfortable for you? 
He said; I heard 'Ali say: I 
heard the Messenger of Allah (sgg) 
say: "Whoever pray Fajr, then sits 
in the place where he has prayed, 
the angels will send blessings 
upon him and their blessings 
upon him will be: 'O Allah, 
forgive him; O Allah, have mercy 
on him.' And whoever waits for 
the prayer, the angels will send 
blessings upon him and their 
blessings upon him will be: 'O 

Allah, forgive him; O Allah, have .Lh^i jj ^ui ^ ^ t *^JJ 
mercy on him/" 

Comments: [Hasan because of corroborating evidence] 

1252. It was narrated that 'Ali 
(4*) said: The Messenger of Allah 

prayed Duha when the sun 
was as high in the east as it is in 
the west at the time of 'Asr 
prayer. 

Comments: [Its isnad is qawi] 



: JLii t JL< \Lj\ h\S JjUl^i jt 
^ Jll J^j Cii 

^3 JU^m ^ ^ l 

jLfUl •. iJ j^Ll 

.hm i^lj] .ilUji 



1253. It was narrated that 'Ali 
said: The Messenger of Allah 
said: "Whoever asks people to give 



Musnad Ali Ibn AM Talib ^ 571 ^ w-Jlla ^ J-c 



him when he is independent of 
means is asking for more red hot 



stones of Hell." They said: What tX'JJ^ J± ic^li ^\ *J, 

does independent of means mean? " ^ , 

He said: "Having sufficient food 0^' : ^ ^ l Jli :Jli 4^ > 

for the evening (dinner)/' ^ ^ ^ ^ ^ V u 

Comments: [Its isnad is da'cef jiddan / : ? : , , - * - . 

because Hasan bin Dhakwan is ' ^ ^ " ^ -^r-*^ 

1254. It was narrated from 'Ali -J, ju^J jl* Uii^ -U*t 

(40 that the Prophet fe) forbade <t , i t * , . _ 

every wild animal that has fangs : ^ l : ^ u - kil ^ 

and every bird that has talons, the j ^ ^ \^ ^ 

price of dead meat, the flesh of V ~t ' \ \~\ 

donkeys, the wages of a prostitute, Zsp^ ^ : ^ a* j* J* 

the stud fee of the stallion and -j- ^ . ^ . ^' ^ J m 

purple saddle cloths. S- ; - s w 

Comments: [Its iswnd is da'cef jiddan ^ t ^ J1 ^ ^ ^ 

like the previous report] — t ^j, ^ — ^vj, ^ ^JJ 



1255* It was narrated that Tariq ^ J^JS-M : p4~ ^ 

bin Ziyad said: 'Ali marched to t = • > 

an-Nahrawan and killed the ^ J 1 - S>> J* 'J**** ^ ^ r*^l 

Khawarij. Then he said: Look, for ^jl^Jl jEai jlV^llI J\ jU : Jli 

the Prophet said: "There will ^ / , / ; \ ; ^ ^ 

come a people who will speak the f> £ u^ H : Ju 3fe 4~ 1 ^ i -^ iJsti ; ^ 

word of truth but it will not go ^ ^ ^ ^ ^ £>y 

any further than their throats; ™ t ' \ ' 

they will pass out of Islam as the ^ pf^' ^ 

arrow passes out of the prey, *^ > . >^ . > ^ ^ s . 

Their sign - or among them - will < -^ rj ' ^ J ~ " '^-^ 

be a black man with a deformed Oli 01 ol^li s jj J> t jjl ^jjJ 

arm, on which there are black t s . * 

hairs. If he is among them, then 'rt? ^ H J ^ ^ rS=? 
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you will have killed the worst of - a _ * 6 > 5 , 

people; if he is not among them, ^ J 4 ^ : Jli V Ul > 
then you will have killed the best *^ ^3 : 
of people." Then we found the " , 

one with the deformity, and we -t A * A l J ^ u 

fell down in prostration and 'AH ■ ■ l-1 IJla jj 
fell down in prostration with us. ~ ' J 1 C^"" 

Comments: [Hasan because of corroborating evidence; this is a da'eef isnad) 

1256. It was narrated that 'Amr ^ ^ £^ :^ ^ 
bin Sufyan said: A man gave a * 

speech when 'Ali (4^) prevailed on ^ J Li jLti ^ ji- J jj^Vl 

the day of Basrah, and 'Ali said: - - > a. v - - t j 

This speaker does not know what s f - ^ / '/ ' 

he is talking about. Hie Messenger M jl^ t ^-L>Jjl II* : ^ 

of Allah came first Abu Bakr s * ^ * „ 

came second and 'Umar came ^ J * >J**3 

third. Then we got involved in --^L] £t.t H \\) I- y; , 

turmoil after they were gone, and j 

Allah will judge concerning it as >.. * .* iL-l n^jj '-{Hj*» 

He wills. oUu- ^ ^ 4,^ 

Comments: [Hasan because of corroborating evidence; this is a da'eef isnad] 

1257. It was narrated from Abu - ^ ^ : - ■ ^ „ UoV 
Salih al-Hanafi that it was said to " ^ . * ' * £ £ 
'Ali and Abu Bakr on the day of "a* <^ ^ ^} 
Badr: Jibreel is with one of you ^ - y; & V <JW \i -Jli 
and Mika'eel is with the other, \ > ' y ^ '* <f ' ^ 
and Israfeel, a mighty angel, is 'Jri^r? ; Jo?^ ' 
present at the fight - or he said: is '..-j. 

present in the ranks. : Jb ;l , JUl ^ ^ ^ 

Comments: [Its isrtad is sn/iec/i] .^-i^Jl 

1258* It was narrated from 'Ali ^ : ^£ J?\ -\\o\ 

(<&) that the Prophet (%) prayed s ^ 

four [raJt'o/is] before Zw/rr. ^ 4^ 1 01 : & ^ 4 r^ U ^ 
Comments: [Its fsnad is qawi] .[^ o : ^1 j] ,^4^ J?* ^Vj' 
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1259. It was narrated that Qais 
al-Kharifi said: I heard 'Ali 
say on this minbar: The Messenger 
of Allah came first, Abu Bakr 
(i&>) came second and 'Umar came 
third; then we got involved in 
turmoil, and it was what Allah 
willed. 

Comments: [Its isnad is hasnn] 



1260. It was narrated that 'Ali 
said: The Messenger of Allah 
(2fe) prayed Witr at all times of 
the night, at the beginning, in the 
middle and at the end. Then in 
the end his Witr was at the end of 
the night. 

Comments: [Its isnad is hnsan\ 



1261 • It was narrated that 'Ali 
said: The Prophet (^) used to 
pray eight rak'ohs of voluntary 
prayer and during the day twelve 
rak 'ahs. 



y Olii £Ai j$ liki- -Slot, 

.[w* : .ill I ;Li U 



y t jlp l£U -m- 

.[oa i^ij.jii >ri Jl 



jL^i : 



Comments: [Sa eed bin Khuthaim 
and Fudail bin Marzooq both are 
reliable and mistaken] 



^Ui j* Jul ^ ^Ji 015 
.[^*a : ^r'J s^-ii- ^ 

1262. It was narrated that 'Asim ^ ^ ■ Jj| ^ -^T^Y 

bin Damrah as~Salooli said: 'AH / ^ ' 

(^b) said: Verily, Witr is not a must ^ ^ u? ^t^r £a 

like your prescribed prayers, but - & ^ . - t j 

the Messenger of Allah (jfe) prayed - - " , ' - 

Witr, then he said: "Pray Witr, O ^! rf ^ <.Js^i y 
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people of the Qu/an. Pray Witr, for ^ * * ^ , „ - , ^ „ t . 

Allah is One and loves that which ^ °P l : Ju : JU 5 ^ 
is odd numbered." ^ ^ ^ 

Comments: [A qawi hadecth] , -J * 

iIaJ .«> ! jJI d^J ill l^jf ! 

U-alliij ij_ujf Jjl JL^ CjJ>- Jail 

.[AW ;^t ; ] 

1263. It was narrated that Katheer ^ -j, *U ^ . -J >-j ^ _ u ^ r 
bin Nafi' an-Nawwa' said: I heard -" , s ' ' , , 

'Abdullah bin Mulail say: I heard ' j£ ?Ul V- : Jli ^1 
'AH (4 ) say: The Messenger of : ^| ju : du ^ : JU 

Allah (&) said: There is no ^ , 

Prophet who came before me but ^Uij iili ^kpl jj ^ r ^ jj Jj|» 
he was given seven chiefs, advisors , * .* 7," > 

and nobles, but I have been given - 1 *>P t£ '^ ^ 

fourteen: Hamzah, Ja'far, 'Ali, , 

Hasan, Husain, Abu Bakr, 'Umar, ,~ m . ^ , , 4 * ' " ^ , j£ 

al-Miqdad, Hudhaifah, Salman, oliiJlj i £ y\} 

'Am mar and Bilal/' 
Comments: [Its isnad is da'eefl 

-Jr^* ^ <Ul_L^j frljUl *wUlua3 s-i^j aiL-J I ^jj>»j 

1264- It was narrated that 'Abd ^j^ ^ £\ fij^. -mi 

Khair said: I saw 'Ali doing s * 

wudoo' and wiping over his shoes. ^ : ^ ^ ^ 1 J 1 ^! <^ 

Then he said: "If I had not seen the ^ t -j^ ^ 

Messenger of Allah (3^) doing ti „ ^ 

what you have seen me do, I would Jij+^ih ^ J** ^ J j^'j cJl} 

have thought that the bottoms of K-\ , Lr *f ' ^ r-r 

the feet were more deserving of y 

being wiped than their tops. .[vrv ,U^^*li ^UJl 

Comments: [Saheeh because of ^ yry) ^ 1 ^ 

corroborating evidence] ^ J C^* - * 

1265. It was narrated that 'AH ^* OUii : Jji ju^ l^JLi- -\Tlo 

(*fe>) said: No za/ch/i is due on ^ c ~* • , + - , t 

wealth until one year has passed. n3^[ ^ ^.i 



.[iic r^i^l jJXj tjtUj odLj 
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Comments: [A stf/iee/i hadeetli] „ *\ . v *i- ■ i- ■ ' 

«J^J1 aIJl£ J_pJ ^y^* slij JLJ* ^ 

1266. It was narrated that 'Asim ^ oUii ^J^- ^ 

bin Damrah said: I said to al- . * £ ( * „ ^ 5 , „ % 

Hasan bin 'Ali: The Shi' ah claim ^ ^r* ^ 



^ ^>^>tJJ cJi :Jli i'jLj? p^U- ^ 



that 'Ali will return! He said: 

Those liars are lying. If we knew ^ s f ? s 

that, his wives would not have '£T^ ^ ^ ^J^S- 4 -*t^ ^! ■ 

got married and we would not ^ ^ ^ ( 

have divided his estate. ' ' 

Comments: [Hasan because of ^ ^ £^> - U 

corroborating evidence and its . 

isnad is da'eef because of the jLji ^ : 2^" 

weakness of Shareek] 

1267. It was narrated from 'Ali ^ i^t £lc :«1J1 jlp -MHV 



(4s) that the Messenger of Allah 
fe) said; "I have exempted you 
with regard to horses and slaves; ^ ^ t JlA^t ^ ,J^^\ J. 

no zfl/Vfl/i is due on them/' - " " ' " y 



Comments: [Its isnad is jayyid] 



J^Ji y |Jj ii Ju ! :JLi 

1268. It was narrated that 'Ali ^ ^fe- :<Ll jlp -mA 

te) said: The Messenger of Allah , s .> 

(Ss) said: Whoever reads Qur an sT ^ ^ 

and learns it by heart, he will be tO^O ^ ^ ji- ^1 ^ r ,^^ 1*5 jU- 

granted intercession for ten of his , , 

family for whom Hell was due." JU :JL * ^ ^ 0? 

Comments: [Its ^nwrf is da'eef jiddan ^^iii^U olyJl ly j> <Ul Jj^3 

because of the weakness of 'Amr f t * 0 , „ ,f # ^ , r - > 

bin Uthrnan and Hafs bin Abu ^t^^ ^ ^ ^ J, ^ 

Umar al-Qari and Katheer bin [^YVA * Ji;l] ^'lIJi 
Zadhan is unknown] 
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slaves from zakah/' 
Comments: [Its isnad is qawi] 



1269. It was narrated that 'Ali 
said: The Messenger of Allah (^) 
said: "I have exempted horses and ^ *J> -JU^J £^ 

.[vu : ^Ij] .(iil^l ^ 

1270. It was narrated from 'Ali £ ^ & fcAi -UV* 
that Jibreel came to the - ' , 

Prophet (%) and said: "We do J- -V ^ : ^ J-U 

not enter a house in which there .n-. t 'vr , „ • 

is an image or a dog. And the " - " - - 

dog belonging to al-Hasan was in J> p-f\* ^ iCjL : ^1 ^ ^ 

the house. 5 ' -f - . l f " ^ 

Comments: [Its isnad is tfa ee/ £ \ 

jiddan] j\ ijj^> <J l£ J^i" N Cl* :Jli5 

.[mv ,nrx i^ij] 



1271. [t was narrated that Qais 
bin 'Ubad said: I said to 'AH: Do 
you think that this decision of if ^ir^Ji ™- ^ l : JJJ> y\ 

yours to leave [Madinah] is some- .j^ ^ , ' . 

thing that the Messenger of Allah 

recommended to you to do, or ^! ^4* 4 ^-i'^ : 

is it something that you decided r . : , .{ r 

yourself? He said: Why are you U " b ^ J f 1 ^ ^ J ^ 

asking this question? I said: For the U : J li . 1^1.^ l^Lo : iii ?Ui L) 
sake of our religion. He said: The * > / 

Messenger of Allah (^) did not ^ 1 ^ ^ ^ J -^^ i 5 ! V 
recommend me to do anything .[^*V : .JSl *-f" 

with regard to this; rather it is 
something I decided myself. 

Comments: [Its /snffrf is sahech] 
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1272. It was narrated that 'Ali (*) - ^ ^ ^ ^ _ uvt 
said: al~Mugheerah bin Shu' bah had * ^ f 
a spear, and when we went out with ^ *J4*^' ^ ^J^^J ^ 
the Messenger of Allah fe) on a - s*,r *.> ^. i . 
campaign, he would take it with - ^ y- - 

him and stick it in the ground. And £^ ^ #g ^ J>^j ^ ^-y^ 

the people would pass by him and ', : fa*s ^ > ^ **k"i 

give him a ride. I said: When 1 go to 4 ~ 

the Prophet I will tell him. He : ju; ^ ^3 

said: If you do that, no one will ' ^ „ ~\ t , . . f . * 

pick up a lost item. P ^ ^! ^ 

Comments: [Its isnad is Hasan] j— ^ : p/^* 

1273. It was narrated that Abu ^ iuL^ £!U y\ -HVT 

Hayyah bin Qais said: 'Ali " : . ' £^ f *' t *UJ,1 I 

did wudoo', each part three times, '"/^ ^ ^ s£ tL? s ■ ^ 

then he drank the left over water. j \\ p 4 u : X l5S£ ^ li> : 

Then he said: This is how I saw t £ ' ^ , . 5 i » ^ 

the Messenger of Allah do OM ^ } ^ :JU r 



Comments: [Its isnad is tow] 



.[W .U}S -JUi J^j 



1274* It was narrated that Salim g*± : -ti* ijUJ ^ -UVt 

bin Abi Hafsah said: A man * f 

narrated to me from 'Abdullah bin ±* : ^ J} y. ^ J* 

Mulail that he said: 1 heard J Ali (*) . ^ t ■£ ' . fa 

say: Each Prophet was given seven ~ „ / " ' „ ;^ " . " / 

nobles, but your Prophet was J, fa xS y> cji5 ^j^r 

given fourteen nobles, including L, * - . .} \ .s r > « , 

Abu Bakr, 'Umar, 'Abdullah bin ^ J 5 ^ °T* , 

Mas'ood and 'Ammar bin Yasir. : j^JL t l^J ij*, l *^L1 i j U ^ 

Comments: [Its isnad is d fl '«/ >^ >. fa ^ ^ fc ^ jf 

because it is defected] J J ^ ' ' J ^ J 

1275, It was narrated that 'AH ^ - ^ g*^ MtVfl 

said: The Messenger of Allah " ^ _ ti 

(%) commanded us to check the Jt J^'i ^ l ^3^' : jr* j 
eyes and ears (of sacrificial 



Musnad AH Ibn Abi Talib 578 ^ ^Ua ^ <Jbc 



animals), and told us not to ^ _. ^ . ^ . , #: 

sacrifice any that is one-eyed, or ^ 0* - J^J ^ u -jUEM 

any muqabalah, mudabarali, sharqa' — j, J t^r ^ j L :-| . jy 

or kharqa'. Zuhair said: I said to \ \ ' ' , \\ c 

Abu Ishaq: Did he mention the tiL'Lii ^ ^'j tiiVlj 

one with its nose [or ear or lip] v 'i <; f , . 

cut off? He said: No. I said: What JU Vjf ^ Vj V J 

is al-muqabalah? He said: One that ^1 J% ciii 

has the edge of its ears cut. I said: " : 



What is al-mudabarah? He said: s^ 1 ^ :<ii* *V :Jli 

One whose ears are slit from the J, . : iil .L^i Ji> iU' 

back, I said: What is ash-sharqa? ^ f p * ^ C^ 1 

He said: One whose ears are slit : Jl* Vili^Jl U ^ ^Jj 

in two lengthwise. I said: What is * . *- -, : - : . /;> w fi ? 

rf-Jrfm rqa'l He said: One that has a ^ -J^-*^ 1 * 1 
round hole in its ear as a .h .\ : \^ j^jji \£\ j^J 

distinguishing mark. 

Comments: [Hasan; this is a da'eef j^j M*j "gij^ 

Rahman bin 'Awf, said: I heard 'Ali £J> ^ ^ 

say: The Messenger of Allah > . '/ - s /, „ .* " 

(S3) forbade keeping the meat of :JU ^> ^ ^ 

sacrificial animals after three days. t^LA; if ^ jji ^ :J^i 

Comments: [Saheeh because of r< ^ rt . . 1 t - , >; 

corroborating evidence] ~ [iT ' CT^ ] ^ u^ Vl ^ 

1277- It was narrated that Shuraih j^-f >• tf^f . ^ _ mv 

bin Hani' said: I asked 'A'ishah (^) V / - 

about wiping over the khuffain. She ^ ^ pr*^ 0* ^^^Jl ^ 

said: Ask 'Ali, for he knows more ^ :-. r ' /;f, -'t . 

about that than me; he used to ^ ^ : JU ^ ^ 

travel with the Messenger of Allah :cJl£ t^SiJt JL^ ^ijl ^ 

(&)- So I asked 'Ali (4b) and he _ , r - ^ , \,i 

said: The Messenger of Allah (afe) C" ^ - ^ 1-^ ^1 ^ LU 

said: "For one who is not J^j ju : JUi l!U JJLi . Jjl 
travelling, one day and night; and - . iv. * ^ = 

for the traveller, three days and r^fe <Ul 

nights -" .f v ^ :^]j^jd^i;i 



i'swao 1 ] 

1276. It was narrated that Abu 
'Ubaid, the freed slave of 'Abdur- 



Musnad Ali Ibn Abi Talib * 



579 



Comments: [SflfteeJi] . ■ ^ 

juj l^Jju ^UroJl UTVT) :^ ^£r" 

1278. It was narrated that 'AH bin ^ : Jji &Jb- - ^ TV A 
Abi Talib (4*) said: The Messenger * t - . , \ m > . _ ^ * 
of Allah said: "Whoever learns ^ - 0* 

the Qui^m and learns it by heart, — ^ ^ ^ _ ^jlijl ^ 

Allah will admit him to Paradise ^ a 

and will grant him intercession for t)f fc5 j*-* ^ f-f^ 

ten of his family, all of whom were ^.« ( ^ ; ' _ ^ , ^ ; j^j 

due for Hell/' ^ » 7s.*, 

Comments: [Its isnad is da'eef ^ ^ ^ M 

.[\riA r^ij .jGi 

1279. It was narrated that 'Ali ^1 jfc j?t CiJ^ : «U1 jlp ^ " ^ m 
(^b) said: The Messenger of Allah * „ ; ^ J# ># , : ; 
(&0 instructed me to sacrifice two ^ y. ^ 
rams on his behalf, and I like to ^ t j^j, * t ,tLl^Ji ^{ ^ II^ 
do that Muhammad bin 'Ubaid >f ^ , * 

al-Muharibi said in his hadeeth: He jt 38& ^! Jj^O • ^ 0* i cr*^ 

sacrificed two rams, one on behalf ^ * ^ llti t ■ * ' 4> '* ' " ' 



of the Prophet {^) and one on 
behalf of himself. Something was 
said to him (concerning that) and 
he said: He ordered me to do it iJgfe ^IJI Jt> o^-lj :JtJ~& ili- ^j>^ 



and I will never omit to do it. 

Comments: [Its isnad is da'eef 

because Abu 1-Hasna is unknown) .[Ait : ^r^I .LCI 

^UJtj *L_^J1 ^1 iJLgj-J aiL^] 

1280. It was narrated that 'Ali ^ \^ Jfc. ^1,. -^ta* 

(^b) said: The Messenger of Allah % , ~ ^* ^ t 

sent me as a judge and said: If ^-s* ^ ' ^ ^ J 

"If two disputants come to you, jL^ .j^ ^ - t ^L^ 

do not pass judgement against ; ' „ ^ ^ . , * 

one of them until you hear what ^J 1 -J 1 ^ ^ ^ j 

the other has to say, then the right ^ U ^ ^ jL^JJl 

verdict will become clear to you." ^ " - 
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Comments: [Hasan because of 



corroborating evidence] ^ ^ * ? yt 

1281. It was narrated that 'Ali -j, ;{ Jfc ^ _ UM 

(^b) said: The Prophet (&) sent ^7 

me to Yemen as a judge. I said: 0? u^" &^>\j 

Are you sending me to people ^ ,..^t ( 

when 1 am young and have no - \ * 

knowledge of judging? He placed J> jA* ^ M ±± J^t *J>} 

his hand on my chest and said: . - ,.>> rr ;*>. y 

"May Allah make you steadfast & Jjb ^ J -atj^^hb) 

and help you to get it right. If two ^ t jl± ^ ^ iL S tijj- : 1 

disputants come to you, do not \ ■ / tf ' , , , 

pass judgement in favour of the <J^ ] J\ ^ ^ : ^ 

first one until you listen to what ^ ^ ^ tfj r ^ J! ^ : JJLii 

the other one has to say. That is # .. ^, 

more helpful and will enable you <><£j^ J£ <%LAa3L ^ jj* 

to reach the correct verdict/' Since \r ■ ■ n *Vr i;i .V s , - - * 6 \u . 'u-' 

then I have become a (good) , - ' 

judge. ii» * If* J>- Jjbij 

Comments: [flasaH because of Jjj Hi : Jli ituiiil ilJ j-J M ^1 

corroborating evidence] - - , 

,[\TA> 

.*L*U J*>\j i-»^JiJ j— ^ ! jjml 

1282. It was narrated that 'Ali bin ^ lU^i tfjbL :a\}\ ±J. -HAY 
Abi Talib (&) said: The Prophet t \ . = . ' - 
(Site) sent me as a judge to Yemen... If Ji J *^ ja ^^4^ 
and he narrated the hadeeth. He ^ - t ^ - tliL1 ^ 
said: "Allah will make your heart " ; : : . ' / ' 
steadfast and guide your mind and 5*-^ •■•O^' J! ^ ^ ir^ 1 : ^ 
heart/'... and he mentioned the 



hadeeth . 

Comments: [Hasan because of : .^oAJrioi 

corroborating evidence] 



OJU Kjjj 
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1283. A similar report was .* ^ ^ ^ _ UAr 
narrated from 'AH 

Comments: {Hasan because of 1^ & & If ^ If 

corroborating evidence] [ u Ar . (j] ^ ^ 

,<JLiU La j^ J — ^ ■ 

1284. It was narrated from 'Ali ^ <Ll Ali ^iaA : Jjl Jl^ l£U -UAt 
that he sent his chief of police and " ~ ^ > ^ 
said: Do you know what mission : r^ l M ^ 0^-^ 

I am sending you on? It is the ^ *^ - j^vJl <5j£ 

same mission as the Messenger of ^- " * 

Allah (-^) sent me: To erase every CJy *ol : ^,1* j* i^- 1 ^ 

image and level every grave. p - > *7 - * 

Comments: [Stf/teW? because of ^ * 

corroborating evidence; this is a _ o! - 3e§ ^1)1 tJ^-j ^i* 

1285. It was narrated that 'Ali : aAJ) jlp £JU- -HAo 
(^&) said: The Messenger of Allah ,7 " , , , , * ^ ^ , , ^ 
ftfe) said: "If two men come to ^ ^ ^ It A j* 1 J?-^J 
you for judgement, do not judge - - - ^ - 

in favour of the first one until you , / 

listen to what the other one says, ^ <^ ^ ^ ^ 

then you will know how to ^ ^ ^ ^ / ^ 

jud s e " > K / /; ss / 

Comments: [Hasart because of ^ Jj* ^ ^ ^ $5% 

corroborating evidence] f ^ , . ^ ^ ^ ^ 

*^J-±- >. j - ^ jL^l iJutj ^^jf^> ■ 

1286. It was narrated that Hanash ^ -\yai 
said: I saw 'Ali sacrificing two , " £ ^ ^ , 

rams and I said to him: What is ^yl 0^ 

this? He said: The Messenger of ^ cJ?3 :Jli ^ U . J^Jl ^ 

Allah (^) told me to offer a _ " / ^ ^ 

sacrifice on his behalf . ; J^* ^ : ^ i_r^-^ 

Comments: [Its isnad is ^ ^ ^ ^j, J - u y; 

because Abul-Hasna' is un- ^ ^ J ' ^ ^ J 
known and Shareek is dfl 'eq/] . [ ^ T v ^ ; ^ I j] 



Musnad Ali Ibn Abi Talib & 



582 



1287, It was narrated from 'AH 
(4*) that when the Prophet (^) 
sent him with Bara'ah (Soorat at- 
Tawbah), he said: O Prophet of 
Allah, I am not eloquent or a 
good speaker He said: "I have no 
choice but to go myself or send 
you with it." 'Ali said: If that is 
the case, I have no choice but to 
go. He said: "Go, and Allah will 
make your tongue steadfast and 
guide your heart/' Then he placed 
his hand over his mouth. 

Comments: [Hasan because of 
corroborating evidence] 

1288* It was narrated from 'Ali 
(40 from the Prophet (^) that he 
said on the day of Uhud: "They 
distracted us from the middle 
prayer until the sun set. May 
Allah fill their graves, houses and 
stomachs with fire/' 

Comments: [Sahceh because of 
corroborating evidence, al- 
Bukhari (4533) and Muslim (627)] 



1289. It was narrated from 'Ali 
(4°) that he said: The Messenger of 
Allah (.^jg) cursed the one who 
consumes riba, the one who pays it, 
the two who witness it, the one 
who writes it down, the woman 
who does tattoos, the woman who 
has tattoos done, the one who 
marries a woman and divorces her 
so that she becomes permissible for 



j ^1 iJl#>J ^Lj w> ftjL-*! :££j*u 

o^i :Jli Lf. j\ i Ul L£j 
:Jl# «irii iil : U J-2 3h Jji 

-J ^U^M tojjJ jrf- 

.[^w 



oa^: cJLi :JU ^ 'J. 

[iro i^ij 
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4. <-JUa l>j 



iL-ij l-Uj ta^jJ „>-*" ■ 



her first husband, and the one for 
whom that is done, and the one 
who withholds zakah. And he 
forbade wailing [for the dead]. 

Comments: [Hasan because of corroborating evidence; this is a da'eef isnad 
because of the weakness of Jabir al-Ju'h' and al-Harith al-A' war] 



1290, It was narrated that 'AH (^) 
said: I used to spend a little time 
with the Messenger of Allah at 
night, during which Allah, may He 
be glorified and exalted, benefited 
me as He willed. The Messenger of 
Allah (s£) said; "The angels do not 
enter a house in which there is an 
image or a dog or a person who is 
juttufc." He said: "I looked and 
found a puppy belonging to al- 
Hasan bin ' Ali beneath the bed, so I 
took it out/' 

Comments: [Its isnad is da'eef] 



1291. It was narrated that 'Ali 
said; The Messenger of Allah 
(3k) forbade me to put the ring on 
the middle finger. 

Comments: [Hasan because of 
corroborating evidence; this is a 
da'eef isnad] 



M ;u fa's y> J^H 
jii- N» &\ JjJ.j Jlii :Jli ili 

V'j lis Yj ij^> aj i£ fc-iJi 

5^ J^UJ 7sr :Jli 



0* 



Li 



: Jli 



1292. It was narrated from Rib'i 
bin Hirash that he heard 'Ali (4*) 
deliver a khutbah, saying: The 
Messenger of Allah (3^) said: "Do 
not tell lies about me, for the one 
who tells lies about me will enter 
Hell/' 

Comments: [Its isnad is sahech, at- 
Bukhari (106)] 



.[uia .J^$\ J j^wi 

j> ji^i iJuj — ; 

: ^ JlJI J^J-j Jli ;Jji; v>lJJ< 

.(\) :Ci.jLUl^) : f ,(\-*0 :£ 
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1293, It was narrated from 
Qatadah that he heard Jurayy bin 

Kulaib narrate that he heard 'Ali ^ oJU- l£U :^y_jl>i3l 

(4v) say: The Messenger of Allah , ^ ^ , , / ' ' ^ " \ 

(4k) forbade (sacrificing an animal CT* ^ J* ^ ^ 

that) had lost most of its horn or ^ $ ^ 'j; 



ear 



Comments: [Its isnad is hasan] ^ ^ ^ * ^ J* : <U 

.hrr 



1294. It was narrated that 'AH . c-;.^ ^ = . . . 
(*) said: The Messenger of Allah ^ * ^ ' ^ ^ 

forbade sacrificing any j£ iuii ^ iiU I-JjU. 

animal that had lost most of its , r , .*„ 

horn or car, ^ 0* ^ ^ l>> > 

Comments: [Its isnad is Hra™] c**^ ^' ^ ^ l <3^j J& : Jl5 

.^nr i^ij] .jfti; j^ji 

1295. It was narrated from 'Ali ^ l£b- ^TU 
(4*) that the Prophet (Ss) used to ? , . *, , ^ 7* 

say at the end of his Witr: "O ^ C 1 ^ 1 

Allah, I seek refuge in Your ^ ^ ^ /. ^ 

pleasure from Your wrath, I seek ^7 " ' ^ 

refuge in Your forgiveness from ^ & i** ^Ll* ^ ^jU-Jl ^1 

Your punishment I seek refuge in 'j ^ \^ ^ % > *{ . nL 

You from You. I cannot praise ^ J> ^ J * *f ^ Jl " T> 

You enough; You are as You have ^ hu>^ 1^1 J\ ^ 



praised Yourself." 
Comments: [Its isnad is ^wi] 



.[V^ i^ij .iiL»i JU 

1296. It was narrated from 'Ali ^; ^jl^ : Jjl & Qjb- -mi 

that the Messenger of Allah a f \ / ^ #£4 

{^), when he wanted to travel, ^ ^ ^j^ 1 : <J}fi } ^ 
would say: "O Allah, by Your 
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power I charge at the enemy, by 
Your power I ward off the plot of 
the enemy and by Your power I 
march to the enemy/' 

Comments: [Tts isnad is da'eef 
because of the weakness of 
Imran bin Zabyan] 



1297* It was narrated that 'Ali (4*} 
said: When ten verses of Bara'ah 
(Soorat at-Tawhah) were revealed to 
the Prophet he called Abu 

Bakr and sent him to recite 
them to the people of Makkah. 
Then the Prophet (& f ) called me 
and said to me: "Catch up with 
Abu Bakr and wherever you 
meet him, take the document from 
him and take it to the people of 
Makkah and read it to them." I 
caught up with him at al-Juhfah 
and took the letter from him. Abu 
Bakr went back to the Prophet 
(^) and said: O Messenger of Allah, 
has something been revealed 
concerning me? He said: "No, but 
Jibreel came to me and said: No one 
should do this for you except you or 
a man of your [family]/' 

Comments: [Its isnad is da'eef 
because of the weakness of 
Muhammad bin Jabir] 

1298. It was narrated that al- 
Harith bin Suwaid said: It was said 
to 'Ali Did your Messenger 
say anything to you only that was 
not for the people in general? He 
said: The Messenger of Allah (^) 



t( oL j; (\oyf\) r ul J 4UJ1 j^. 
313! bi b\S &\ Jj^j !>f : ^ IJ- 
:^r\j] j'jyJ JjLj 

. jL-is ^A^tuJ} (OL^j '. £y_j?%J 



l*i ^ ^1 J* ;;i>: ^ ^.U ^ 
ijiii : j jui ^ji p iik; 

"j^Ili- Jtyli t aIU jil ^Jj ^ 

ji 4cJ! ^ ill* jl> 

fc £ :g^lj] . (t ^ J^i 
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erf ^ ^ 

jV c£ ^ ^i^ 1 

i&^uij 4^ ^ ?^ ^AAi 



did not say anything to us only that 
he did not say to the people, except 
something in the sheath of this 
sword of mine. He took out a 
document on which there was 
something about the ages of camels 
[for zakah] and in it was said: 
"Madman is sacred, the area 
between Thawr and 'A'ir. Whoever 
commits an offence or gives refuge 
to an offender, upon him will be 
the curse of Allah, the angels and 
all the people, and on the Day of 
Resurrection Allah will not accept 
any nafl or obligatory act of worship 
from him. Protection given by any 
Muslim is binding upon all of them. 
Whoever transgresses protection 
given by a Muslim, upon him be 
the curse of Allah, the angels and 
all the people, and on the Day of 
Resurrection Allah will not accept 
any nafl or obligatory act of worship 
from him. Whoever takes people as 
mawla^ without the permission of 
the ones who set him free, upon him 
be the curse of Allah, the angels and 
all the people, and on the Day of 
Resurrection Allah will not accept 
any nafl or obligatory act of worship 
from him." 

Comments: [Its isnad is saheeh, al-Bukhari (3172) and Muslim (1370)] 
1299, It was narrated from 'Ali * r ;- , u, ^ , tw __ 



(&) from the Prophet {%) that he 
said on the day of al-Ahzab: 
"They distracted us from the 



n * The word rnrnvla refers to the one who manumits a slave, who has the right to inherit 
from the ex-slave. Changing one's mawla means giving the right of inheritance to the 
new maivla. 
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middle prayer, 'Asr prayer, until 
the sun set; may Allah fill their 
graves and houses - or their 
graves and bellies - with fire." 
Shu'bah said: "May Allah fill their 
graves and houses - or their 
graves and bellies - with fire": I 
do not know whether this is part 
of the hadeeth or is not part of the 
hadeeth; I am not certain about it. 

Comments: [Its isnad is saheeh, 
Muslim (627)] 



1300. It was narrated from 
Yoosuf bin Mazin that a man asked 
'AH O Ameer al-Mu'mineen, 
describe the Messenger of Allah 

to us. He said: He was not very 
tall, a little above average height. 
When he came with people he 
would stand out among them. He 
was very white, with a large head, 
a bright face, long eyelashes and 
large hands and feet. When he 
walked, he walked with energy, as 
if going downhill. It was as if the 
sweat on his face was pearls; I have 
never seen anyone like him before 
or since, may my father and 
mother be sacrificed for him (^). 
Comments: [Its isnad is da'cef 
because it is interrupted] 

1301, It was narrated from 'Ali 
that it was said to him: 

Describe the Prophet (jg) to us. He 
said: He was not very tall... and he 
mentioned a similar report. 



587 4, t-JUa ^1 Jc j^Li 

^ jJ> tfi^ £y ^ 

0 o^l !^)iJl 'jJ : Jlii lii* 

ulfc £iiL; ^ lit t j^i5ii3 
t & V} &s ^ p 

0? C> & J} 

G c^l :JJ $ ^ 'J- 



cJ-i tlgiLji C-ii>ii ^jJ^Ai t^jaiil 
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Comments: [Its isnad is Wa'ee/ like , : - s, 

the report above] 7 ^ jl5 ^ ^' 

1302- It was narrated that 'Ali (*) . ^ - : Jbl jlp - » y 

said: There were idols on top of the ' - t ' ' s 

Ka'bah, and I wanted to lift up the J* ^^S^ J> ^ j» *JJ' 

Prophet so he could reach them, — P-if »- V *i- f 

but] could not do it. So he lifted me ^ ^ J * ^ ^ f ^ ^ 
up, and I started smashing them, jJS 1 1^1 J*^-N ^ti^l 

and if T had wanted to I could have 
touched the sky. 

Comments: [Its isnad is da'eef .lit I ; j^-lj] ^JJ 

because Abu Maryam is unknown 

and Nu'aim bin Hakeem is da'eef] f-j* ^ y W : 

1303. 'AU bin Abi Talib :<Ll tijb* -ir-r 
narrated that the Messenger of , , ^ 
Allah said: "Some people will ^ <>' ^ ^ 
pass out of Islam as the arrow - ^ ^ — . <^ 
passes out of the prey. They will "'\ ' £ ' ' _ £ " s . * , 
recite the Qur' an but it will go no ^ ^ 5^1 Jj^j ot 
further than their collarbones. Glad - ***u r > *r. J, - c 
tidings to the one who kills them * ^ \ ^ ' * ^ 
and they kill him. Their sign will be V jl^i jj^ij ^£.}J1 
a man with a deformed arm. 
Comments: [A Saheeh Hadeeth, 

Muslim (1066); this is a da'eef ,[A£ A : £JiJ 

tSHtfd like the previous report] 

,4wLl — ^ w-ij^ jlw^^ i jjhj * O * ^i) : (. t T^r**^ : 

1304. It was narrated from 'Ali ^ ^jj ^il^ ;4lJl tijJ- -\r*t 
that the wife of al-Waleed bin ^ " , , * , , 

'Uqbah came to the Prophet (35) ^ ^ ^ 0? ^ l -£*J 4^ 

and said: O Messenger of Allah, al- J ^ ^ j ^ ^ Jj, 

Waleed hits me. - Nasr bin 'Ali said ;^ t • . y 

in his hadeeth: she complained V* Ji ^ ] o*\ : j£ 
about him. - He said: "Tell him: He 
[the Prophet (3^)] has given me 



o\ \M J^j U :cJlii ^ ^Jl cii 
protection." 'Ali said: It was not J> ^ Jlij _ ^j^i iJjJ' 
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long before she came back and 
said: He only hit me more. He took 



a piece of his garment and gave it ^\ J^i; j^j ; ^ J\j ( \ a Y f\ ) t "^3^1 

to her and said: "Tell him: The / ^ r \* ^ „ 

Messenger of Allah (^) has given C :cJUi '^tj ^ 

me protection." It was not long t ^jj ^< ^ ^ ^ t ^ 

before she came back and said: He ^ " *" tf w / ^ ; 

only hit me more. He raised his * £g *U\ d[ :*J Jy» : 

hands and said: "O Allah, punish t - f ' *ii a ' U-I 

al-Waleed; he has wronged me ' '-^J a* 5 " ^rri ^ • 

twice/' ^j^j 1 ^1 ^i 3 ^ ^ ^viJLi* 

Comments: [Its isnad is da'eef like ^ tU^Jl id* LjLl» : Jlij 

the report above] " ; ^ " ^\ ^ 

1305. It was narrated from 'Ali ^ ^£ ^ : &\ -^r*o 

that the wife of al-Waleed bin i * ^ , >£ , f 

'Uqbah came to the Messenger of :NU ^Jlj ^ 

Allah (2g), complaining about al- J . * <^ >j <-J ^( : - J ';i 
Waleed and saying that he hit 

hen... and he narrated the same *^ ^ : 0^ ^p-e^ 

Sf ^ ^ m & ^ ji 

Comments: [Its isnad is da'ee/ like " , . > , 

the report above] [\r*t : ^| ; ] .^ h j^J| ^ii ...^.^ 



1306, It was narrated from 'Ali zXl £1^ : J^- -J, xL^ GJjU- 

from the Prophet (^) that on / . 

the day of al-Ahzab he was at one ^ J* ^ 1 ^ JI 5* J* 

of the crossing points of the ditch Jj. ^\^\ 2l ^ 

and he said: "They distracted us , ; " ; y > 

from the middle prayer until the : JUi (.jxjJl j* a^?/ 

sun set; may Allah fill their graves > ^; T # *u - 

and their houses - or their bellies ' ^ ^ " ^ " 

and their houses - with fire." '^J^ j\ _ J^j^J ^ ^ 

Comments; [Its iswarf is sahcch, [WTV **^l 3 ] «r,U Ui^j 

Muslim (627)] ' ' ^ " ~^ 
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1307. It was narrated that Abut- \ - . - >* ^ > , t- Kt 
Tufail said: AH (-&) was asked: Did * ^ 

the Messenger of Allah (fe) say :^1^ Sj? ^ iIh f^^ 1 cJU-i 
anything to you exclusively? He . ; . " .4 f t , 

said: The Messenger of Allah (&;) J* ■ s*^ J?- . Ji* j-^i j* 
did not say anything to us Li : jvii *Ul Jj-^j jj^ai- 

exclusively that he did not say to * s * 

all the people, except what is in the ^ bJl * H ? *yTi ^ ^ l ^ 
sheath of this sword of mine. He ■ jj ^ ^ J otf U 
took out a document on which was ^ ; 

written: "May Allah curse the one ^ J^ 1 * : V-P^ 1 ^ £>k 

who offers a sacrifice to anyone ^ ^ ^ iLl f£ 
other than Allah; may Allah curse 3 . 

the one who steals the boundary j^j *»jJlj ^ lit j^j 
markers; may Allah curse the one rfl t , . - > , , T , 

who curses his father; may Allah C ' J - ^ J *r 
curse the one who gives refuge to ( ^ ^ VA) . t . - 

an offender/' r ^" * 

Comments: [Its isnorf is sahceh, Muslim (1978)] 

1308. It was narrated from ' Ali bin 1^ ^ - ^ J^j ^ _ ^ r t A 
Abi Talib (^i) that the Messenger of " 

Allah (^) said on the day of al- J* oCJ- <j} 0* iiilii ^ 

Ahzab: "O Allah, fill their houses ?u 'l - f . in f *«!'•- " - 

and their graves with fire, as they ^ *' ^ v ^ ^ 

distracted us from the middle p+jri 

prayer until the sun set" * - * : >; ^ - , , ^ ^ 

Comments: [Its isnaa is saneeh, al- 

Bukhari (4533) and Muslim : /^J ^^Ull oJl 

(627)] 

.<iyv) : r *(torr) :^ .^i :£>>; 

1309. It was narrated that til ^ : ^ ^ -\r>\ 
Salamah bin Kuhail said: I heard 

Hujayyah bin 'Adiyy say: I heard 0^ : J 1 ^ J>. 'j* 

'Ali bin Abi Talib (^$), when a man ,^ t * ■ !U ' i2 

asked him about a cow. He said: [It i' ^ ^ ^ - "7^" " *f/ 

may be sacrificed] on behalf of .Ul^ ^ :Jlii tS^iJl 

seven. He asked him about the r. « . . 

animal that is lame. He said: If it ^ 4 ^ 

can reach the place of sacrifice J^i; V :JUi J^j .iulllt 
[then sacrifice it]. He was asked 
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about the horn. He said: It doesn't * * ' ^ tf * - \ 
matter. And 'Ali said: The 01 * - 1 J ^ ^ J ^ 
Messenger of Allah (jfc) instructed .[ \. y T : ylj .ift lj j^Jl 

us to check the eye and ear, 

Comments: [Its imad is /wsn/i] : 

1 3 1 0. It was narrated from Hanash : V J J£j t J, u£ j ^ - \ r W 

bin al-Mu'tamir that 'Ali (^) was in , , * . ^ f ^ " , , , * . , 

Yemen and they dug a trap for a ^ ^ 0* J ^ ^ 

lion. One man came and fell into it; t^^JL h\S ifl* Si : j^iliJl J 

he grabbed onto another who / s ^ , - %• f ^ a - 

grabbed onto another, who grabbed ^ C? J ^ ^ ^ 

onto another, until there were four jLi:} fc y.L jJJjj t J^3 
of them. The lion wounded them, 



j\ \/j\^> j£* t^-L jii:3 



and some of them died in the pi t and 

some of them were taken out and t L*-i oU 'J* jU&ly t L$J JL^*^ 



then died. They disputed about that 
until they took up arms (against one 



another)/Ali (4*) came to them and ^ (Ulft :Jl* t^^JJl ijiit dUi 
said: Woe to you! Would you kill .V. . . n ^ 
two hundred people for four men? ' ; , 

Come and I will judge between you; t*Lii ^^aJl I^JU: 

if you accept it (all well and good), # ^ ... 

otherwise refer the matter to the / - ' * ' ; 1 " " 

Prophet (S^). He ruled that one ^ c^^J £j <JjVJ Lf -i5* :JU 
quarter of the diyah should be " ,^ ^ ^ ^ 

given for the first one, one third of ^ - 

the diyah for the second one, half of fi^V Jrf> :Jt* 

the diyah for the third one and the jjrj ill 

complete dn/aft for the fourth one, ^ , „ " '" s * , ^ r ° 
Some of them accepted it and some : >■ Jli " ^ Cr 5 * Ji s _>^> : 
of them did not like it. And he lldi 3L? : Jli i^f Jli 

imposed the dtya/i on the tribes of , ^ „\ * * .* J 
the people who had crowded one ^ U :M 'i 1 ^ r^? : Jli - 

another in that place. So they : Jli cii53 llSL, ^ l\ 

referred the matter to the Prophet t > ^ > * ' , , \ 

(ft). Bahz said: Hammad said: I '"r^ s^^" Jli 
think he said: He was reclining, .[avfc ^tj] 

then he sat up and said: "I shall 

judge between you/' Then he was Jt ^gi>^ 
told that y Ali (^) had issued such ,>xJi 
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and such a verdict, and he approved 
of it, 'Affan said; 'I shall judge 
between you. 

Comments: [Its isnad is da F eef because of the weakness of Hanash bin al-Mu'tamir] 

1311. It was narrated from 'Ali ^ J;^ & ^ _^ ru 
that the Prophet (sfe) said on the ^ t ^, ^ / , 5 t 
day of Ghadeer Khumm: "If lama y. p£ 

person's maz^/a (friend and supporter) 

then 'Ali is also his maw\a! T And the ^ 
people added after that: "So take as f£ ^ i§8 ^ * ^ ^ 

friends those who take him as a a*^*- t\£ Jjj- ' - fl . * * 

friend and take as enemies those * ^ ■>• * 

who take him as an enemy/' «. Wij y* ur*^' 

Comments: [SaJiee/i because of rAfl , . , i 

corroborating evidence and its ^ 
isnfli/ is rftf'fie/ because of the jM ^ ^ . 

weakness of Nu'aim bin Hakeem " ' - t,** 

and Abu Maryam is unknown] r-^ ^' r 5 ^ ^ r~ 

1312. It was narrated from - ^ - ^ ^ _^ nT 
Hujayyah bin 'Adiyy that 'Ali (*) . 0- , _ # \ , , , , 6 

was asked about a cow and he y. y l^- 1 

said: [It may be sacrificed] on . ^ t -,,;r , . ^? * , 

behalf of seven people. He was - ^ - 

asked about the cow with a broken M :Jl5i DjjjJUJl ■ j* Jiij 

horn and he said: It does not 5 > /i, : *; M ^Ji u Jlii 'JJ! ' 
matter. He was asked about a lame f ■ 

animal, and he said: If it can reach J%i\ l\ ^ J]t J^j 1^1 : Jli 

the place of sacrifice [then sacrifice ' 

it]. Then he said: The Messenger of [vr Y : J lj 0 or / \ ) 

Allah fe) instructed us to check 

the eyes and ears. u " ' 

Comments; [Its isnad is Imsan] 

1313. It was narrated that Ibn >j ^t^] & -\r\T 
A'bud said: 'Ali bin Abi Talib s 

said to me: O son of A'bud, do 0? ^ ^ ^^H 1 

you know what the rights of the ^ f - * 1_ ^ 

food are? I said: What are its ^\ r . ' _ "' , 

rights, O son of Abu Talib? He J} y & J ^ = J ^ ,Zp1 ^1 
said: To say: In the Name of 3 ^ . *. ,^ tl r 

Allah; O Allah, bless for us what ^ ' , w ' ; ' 

You have provided for us. Do you ^1 ^Jl U ii^- Uj :cJJ :JU ^ULlI 
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know how to express gratitude 
when you have finished eating? I 
said: What is gratitude for it? He 
said: To say: Praise be to Allah 
Who has fed us and given us to 
drink. Then he said: Shall 1 not 
tell you about me and Fatimah 
(^)? She was the daughter of the 
Messenger of Allah ($^) and she 
was one of the dearest of his 
family to him, and she was my 
wife. She worked with the 
millstone until the millstone left 
marks on her hand, and she 
brought water with a bucket until 
the bucket left marks on her chest. 
She took care of the house until 
her garment became dusty and 
she lit a fire under the pot until 
her garment became dirty / and 
she suffered hardship because of 
that. Some female captives - or 
servants - were brought to the 
Messenger of Allah and I 

said to her: Go to the Messenger 
of Allah and ask him for a 
servant to relieve you of the 
hardship you are in. So she went 
to the Messenger of Allah (jfe) 
and she found some servants with 
him, then she came back and did 
not ask him for one.... and he 
narrated the hadeeth.... and he [the 
Messenger of Allah said: 
"Shall 1 not tell you of something 
that is better for you than a 
servant? When you go to your 
bed, glorify Allah thirty-three 
times, praise Him thirty-three 
times, and magnify Him thirty- 
four times. She stuck her head out 
and said: I am content with Allah 



ijjC ^11! * -tilt ^ ;J>£ :Jli <\JlL 
:Jli S > a j7 5Li Uj : cJi :JU 

,*--> • i * - » « * f , 

Jjl JJ,j Jl ^.aLii :L^J ci£ :Jli _ 

ji cjjf tii ^ ^ ^ :^ u 

:Jli Lijjt l^^j ^I^^J 

aJj i ii^ij c^>-^U 

t-Lpl ^L^>J eJ^i • fy^j^C 
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and His Messenger, twice. And he 
narrated a Iwdeeth like that of Ibn 
'Ulayyah from al-Jurairi or similar 
to it 

Comments: [Its isnad is da'eef because Ibn A'bud is unknown and his name is 
AH] 

1314. It was narrated that lS £ - ^ ^ ^ _^ rU 

'Abeedah said: We used to think „ f sJ * _ _ 

that the middle prayer was Fo/'r ^ ; \£s ^ ^ iJULi- ^1 

prayer. Then 'Ali (4s.) told us that - . v • * , , ; t ^ ; . ,* " - - , 

on the day of al-Ahzab they fought V # , 

and were distracted from f Asr ^ tl^l ^J^ 1 f£ ^ : £J* 

prayer. The Prophet (^) said: "O tf _ ^ ' V ; . , 

Allah, fill their graves with fire -or r 4 ^ ■« ^ l ^ ^ 

fill their bellies with fire - as they U5 J^tf '^J^ &i j\ j'u &l 

kept us from the middle prayer/' „ : ^ : . . . . 

Then on that day we realised that : Ju "c^) 11 

the middle prayer was 'Asr prayer. ^ ^ ^ ^ 

Comments: [Its z'snarf is saheeh, al- 

Bukhari (4533) and Muslim (627] * L ^ ^ : 

1315. It was narrated from 'Ali * - 

<*) that the Prophet (*) sent him ^ ■ ^ ^ - >. - in • 

a suit of silk, and he put it on and : <y* t ^-ij ^ j ^ *J> ,^10 



went out to the people, then he 
recognised anger on his [the 



Prophet's] face, and he [the J ^iji t ^ 

Prophet (3k)] instructed him to r - E > 

cut it up and divide it among his : 6* J1 

WOmenf0lk * Xr^): r UUH): c ^. M : ff> ; 

Comments: [Its isrcad is saheeh, al-Bukhari (2614) and Muslim (2071)] 

1316* It was narrated that ^ £^ -\X^ 

'Abdul-Malik bin Maisarah said: I - * 

heard an-Nazzal bin Sabrah say: I ^ j! 

saw 'Ali (^) praying Zuhr, then jtf *T ^ U ^ ^ ^ 

he sat to listen to the people's , 1 

needs. When the time for 'Asr ^ _^laJI U-U ^£51 

came, a stone vessel of water was ^ « - , " ' : f : / 

brought to him. He took a * J C - * ' W ^ ' ^ ^ 
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handful from it and wiped his >j ^ ^* . > ^ , ^^.^ 
face, forearms, head and feet. ^ ' ^ J JJ " J " 

Then he took the leftover water jli 0>*3& Llli 01 :J^ij -r^—* 
and drank it whilst standing, and ^ ,> . * \ >~ 

he said: Some people dislike this, * ^ J -?^ ^ 

but I saw the Messenger of Allah ^ 0A y i-^ij ..Ljl^J jj ^ *jJ>j 

(*fe) do it. And this is the wudoo' 

of one who has not broken his ,<;n\*0 :^ oL^J • g^r*" 

wudoo'. 

Comments: [Its isnad is sahech, al-Bukhari (5616)] 

1317. It was narrated from ash- ^ ^j^. _\r\V 

Sha'bi that y Ali (.*>) said to -s # ^ 

Sharahah: Perhaps you were ^ ^ ^ l : ^Ir^ 1 " J ^ 
forced? Perhaps your husband came ^y, Vj t ^ , ' j^J ■ ^ i^j 
to you? Perhaps...? She said: No. J ' ^ \ ' K , _ J 
When she gave birth, he flogged her iJLij UAi *N 
then he stoned her. It was said to ,-:*T' -1 't r -a- 

him: Why did you flog her then C 1 ^ ?■ ' J ^ r ' U ^ 

stone her? He said: I flogged her in ^f^rjj J]l : JLi 

accordance with the Book of Allah ' ' ^ 4I31 j ^ 

and I stoned her in accordance with L ' P J - - ^ J ^ 

the Sunnah of the Messenger of 

Allah (ft). : C^ J C^" 



Comments: [Saheeh] 



1318. It was narrated that 'Ali J^tf y\ :Jj1 &jS- -\T\\ 



(4,) said: The Messenger of Allah 

said: "The best of you are ^ 

those who learn Qur' an and teach ^ jlp-1)3i jIp liJU- w>L1^ vl 

it." °" ' ^ - v 



Comments: [Hasfltt because of 

corroborating evidence; this is a Jj-^j jUJdJl 
da' eef isnad] 



1319, It was narrated that Abu jS :M l£U -\r\\ 

Wa'il said: A man came to 'Ali , & , , » s . 

{*) and said: O Ameer al- ^ * { ^ 1 >^ ^ ^ ^ 

Mu'mineen, I am unable to pay ^\ ^ ^ ,^^1 JLA^j ^}Jl jl^ 
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off my contract of manumission; <■ , * 

help me. 'Ali (&) said: Shall I not ^ : Jli ^ J* 'r^ 1 



^j^>-^ ^1 ! t ^jXll 'jJ\ U :Jlii 



tell you some words that the 
Messenger of Allah (3k) taught 
me, then if you owe debts as great ^uX^\ S\ : ^ JUi . J^li 

as Mount Seer in dinars, Allah £ ^ ^ .? ^ ^ / ; f, 

will pay it off for you? He said: , ' ^ w 

Yes indeed. He said: Say: O Allah, * J? : ^ ill I » : a ^ j£ 
suffice me with what You have r . . , iMvi . . t , * ' ' 

permitted so that 1 have no need ' ^ ^ ' ; ^' ^ : J* : Jb 
of what You have forbidden, and -^'j? <ilLli ^jJ-I) 

make me independent of anyone 

other than You by Your grace. "L-J : 

Comments: [Its isuad is da'eef 'J*~* [ y [ J^i 

because of the weakness of 
Abdur-Rahman bin Ishaq al- 
Wasiti] 

1320, U was narrated that 'Ali *\ i^Ic : Jji £;U -\w 

(^) said: The Messenger of Allah e 

said: "O Allah, bless my £JJJ ^ ^ y. jJUJj 



M,nw,fl * in its earl y ™mings." - ^ ^ ^ ^ ^ 

Comments: [Hrtsan because of ; 3 '*„f/' 

corroborating evidence; this is a ti^; 1 ^ 1 ^ ^ l ^r ,L ^r ^ 

daeefisnad] \> : - . r . , . . 

J^ 1 ^ 1 J^~j ^ .>**-yU_* , j, *\ ^.....^ iL^I ljuj tDx iJ -gij** 



^ £i> jj'i uiU -Nry N 



1321. It was narrated from 'Asim 
bin Kulaib: Abu f3urdah bin Abi 
Moosa told me: I was sitting with ^ J> *V : J> ^ 

Abu Moosa when 'Ali (&) came . > ..^ ' ^ , 

to us and stood over Abu Moosa ^ r & C ' ; " Jb ^ 
and told him to do something ^iU ^1 JL* ^li ^ IL"U 

concerning the people. 'Ali (.&) m V ' V 

said: Tlie Messenger of Allah (^) & ^ JLi :JU> V 111 ^ l 1^ 
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said to me: "Say: y O Allah, guide 
me and correct my aim/ When 
you ask for guidance, think of 
directions when travelling, and 
when you think of proper aim, 
think of aiming an arrow." And 
he forbade me to put my ring on 
this - and Abu Burdah pointed to 
his forefinger or middle finger. 
'Asim said: 1 am the one who got 
confused as to which of them he 
meant - and he forbade me to use 
red saddle cloths and garments 
made from a blend of linen and 
silk. Abu Burdah said: 1 said to 
Ameer al-Mu'mineen: What are 
red saddle cloths and what are 
garments made from a blend of 
linen and silk? He said: As for red 
saddle cloths, that is something 
that women used to make for 
their husbands to put on their 
mounts. And as for garments 
made from a blend of linen and 
silk, they were garments that 
came to us from Syria or Yemen - 
'Asim was not sure - which 
contained silk in a twisted shape 
like citrons. Abu Burdah said: 
When I saw the garment that is 
called as-Sabani [from a place in 
North Africa], I realised that this 
is what it was. 
Comments: [Its isnad is qawi] 

1322. It was narrated that an- 
Nu'man bin Sa'd said: A man 
said to ' Ali : O Ameer al- 
Mu'mineen, what month do you 
advise me to fast after Ramadan? 
He said: I have never heard 
anyone ask about this after a man 
asked the Messenger of Allah 
O Messenger of Allah, what 



^jjs] j^JUl aLi J^j 
i^JkLi\ ^jjl^JL j^^j *• ^jt? J 

j I j>Qj ,i p4~-' 1 ^liuij 

Ul : Jli villi] 1 Ay~J\ U : j-^Uil 

jfljQ il^Jl ^ 

:^lih l5tj -J jLu 

Jli Jli I ^> LgJ* _ 



i: Jli :Jli jii J jlUll! 

jli cJL^i U :Jlii VjUi^ 
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month do you advise me to fast = - , 

after Ramadan? He said: "If you ^ ^ >j ^ ^ 

want to fast any month after ^ J$ ^ j\ \M U : JUi 

Ramadan, then fast al-Muharram, . . , f 

for it is the month of Allah and in ^ : ^ ^ p-*' 

it is a day on which Allah foreave -^-'n >■ -.i'-- v r*'* 

people and will forgive (more) ' ^ : 

people/' fc fj* ("^ 

Comments: [Its isnad is drt'ee/] ,[ \yy 0 : Jj. 

y. jU-*J1 '^l^rj Ji^V 1 ^ y^ J>\J^ ^wbJ ojU -g-ij*^ 

-Y^^vJi «JJi ^ jUj ("L-aJi J-^W Sjjyb ^1 i(uir) ' ,1... 

1323. It was narrated that 'Ali ^* : aLS 1 il£ lili- - WYT 
bin Abi Talib said: The • , . 
Messenger of Allah (ft) said: "O ^ " * ^ 

Allah, bless my ummah in its early y iUJ lli-U- : iiiljl j^U jSj^-j 
mornings/' , t ' t 

Comments: [Hasan because of - * - " - 

corroborating evidence; this is a kJli J> & J* J>. jUill! 

da'eef isnad] t '1 * ' * , ' 

^L; j^illB : ^ M Jli :Jii 

1324. It was narrated that 'Abd ^ J - ^ ^ Mm 
Khair said: I came to 'Ali and 

he had prayed. He called for ^ .J> ^U- j* 

water for wudoo'. We said: What . rfz »\ r -r > 

, . , - ^ Jj-t-^ S -^J Lie 

is he going to do with water ( ; tf 3 

when he has just prayed? He can <M ^! ^ V^Ii? iij jj*LJLj ^I^j 

only want to teach us something. ^ ^ ^, _ ^* , 

A large vessel and a small vessel ^ * * fc * - J * ; ^ ' 

were brought to him. He lifted the ^ t l5SVJ l^LjJ ^ii 

small vessel and poured water s > - . ; , _ ( ^ 

over his hand and washed it three P tLj&% ' o^*-^ 

times. Then he dipped his hand in p t ^ lZi ^ ^ 

the vessel and rinsed his mouth , ^ \ t . \\ , , 

and nose three times, and he did ' ^ <_r^ ! J-^J 4^3 
that from the same handful of rii ; 'v V* ** "ir'ii 
water that he had taken. Then he - ^ r 
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washed his face three times, his 
right arm three times and his left 
arm three times. Then he put his 
hand in the water and wiped his 
head once. Then he washed his 
right foot three times and his left 
foot three times. Then he said: 
Whoever would like to learn the 
wudoo' of the Messenger of Allah 

this is it. 
Comments: [Its isnad is saheeh] 

1325* It was narrated that 'Ali 
said: The Messenger of Allah (^.) 
instructed me to take care of his 
sacrificial animals and to give their 
meat, skins and blankets in charity, 
and not to give the butcher any- 
thing from them. He said: "We will 
give him something ourselves." 

Comments: (Its isnad is saiieeh, al- 
Bukhari (1717) and Muslim 
(1317)] 

.(\n 

1326. It was narrated that 'AH 
(4*) said: The Messenger of Allah 
(#,) instructed me... a similar 
report, except that he did not say, 
"We will give him something 
ourselves." 

Comments: [Its isnad is saheeh] 



1327. It was narrated from 'Ali 
that the Messenger of Allah 
said on the day of al-Ahzab: 
''May Allah fill their houses and 
graves with fire, as they kept us 
from the middle prayer until the 
sun set." 



:JU p ilSE JUijI &r/j ^U% : 
LjUi & >3 li^f :iUi ^ ->TTfl 

Is 'J? J Jt 'J- 

l^^jib JJU^i O^J 

.[o^r :^r\j] 
^ ^» : i3T VI dAi ... 

.[\rro t nM 
rflli iSijJ- :ilU fcU -WTV 

\y. J* si jii Ojij M -'j^-'j- 
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Comments: [Its isnad is saheeh, al~ , ,r ^ % , * 

Bukhari (4533) and Muslim "^^^ ^ ^ D :Jb J1 ^ Jl 



<3l ^Hj 



1328. It was narrated that a ^ ^ *lU : ^ 
woman who had committed zxna ^ . . 

was brought to 'Umar bin al- ^ 'ir^ 1 s*' ^ ^ L ^ i yi l 

Khattab and he ordered that --ft ; ■•: ;j -h, ,t : T, - ' 

she be stoned. They took her to „ - - ; 

stone her, and were met by 'Ali I)* t U j^r^J ^ 1 ^ 

who said: What is this? They said: * * - • 1 jii v " v. ■ 

She committed zina, and 'Umar ^ ^ ^"~~ JJ * '° 
ordered that she be stoned. 'Ali *j^33 p-fc^ yt , 
took her from them and sent them j - / tf- . / , - , r 

back. They went back to 'Umar (4,) : ^ U U :JUi >^ J\ ^? 

who said: Why have you come back? VI ^ lii U : Jli 

They said: 'Ali (^) sent us back. He */ ' /' ~ \ * - - *' 

said: 'Ali has only done this because ^ 3* J ^ ^ ^! 
of something he knows. So he sent u .j^ 

for 'Ali who was somewhat angry, ' s 
He said: Why did you send these 0"/0 ^ J^3 
people back? He said: Didn't you H - n - -:.r: * - * r^, 

hear the Messenger of Allah (Sfc) ^ F ' ^ ' ^ ^ C? J 
say: "The Pen has been lifted from j±j ijZfc J>- jr?-*^ Cr^J * 
three: from the sleeper until he ' *r V r V t ■* * ' ^ 
wakes up, from the minor until he ■ & 0\* .J* Ji* ^ J^Jl 

grows up and from the insane until Ul:f ikli j; i-fcZ s ii 

he comes to his senses/' 'Umar . ^ , , \r * > * <•"- ' 
said: Yes I did. 'Ali (^) said: This is V :Jli N JL ^ ^ 

the insane woman of the tribe of _ [KlY . 

Banu So and so. Perhaps he came " 
to her when she was in that state. .^kai* iJL* :^ty^ 
'Umar said: I do not know. He ^ J * t 

['Ali] said: And I do not know. And J " * 

he did not stone her. 

Comments: [Saheeh because of corroborating evidence and its isnad is interrupted] 

1329. It was narrated that 'Ali (*) - £ J] ^ ^ _^ rY ^ 
said: The Messenger of Allah (^) \- s . . r 
said: "O Allah, bless my ummah in ^ ^ ^\ 




its early mornings/' - ^ ^ ^ 
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Comments: [Hasan because of - . ^ - ^ 

corroborating evidence; this is a ^ \ J ' " ^ * - ' 

da' ecf isnad] J>^j 0* V -J*~* oi^^ 

OUxJl ^l^j j^^^j- ^ O-^ 



1330. It was narrated from 'Ali fa\ ^ ; Jji ^ Giji -\VT' 

bin Abi Talib and attributed to the ^ . ^ , ... . , , 

Prophet that the Prophet (&) J? A* ^ ^ 

forbade reciting Qur'an whilst ^ ^ jl^Jl jl£ 1^1- 

bowing and said: "When you bow, ^ f ' T' ' . ^ . . ^ 

then proclaim the might of Allah, ^ ^ ^ ^ ^ ^ 0? ^ U ^ jl 

and when you prostrate, offer \ . ^ ^ ^ ^ ^ ft . ^ 

supplication, for it is more likely C/ ^ ^ 

that you will receive an answer/' lilj ^1 l^iii -J-^j 

Comments: [Hasan because of ^? j^ii JjiSli jji?*^ 

corroborating evidence; this is a v ■ ' - 

weak isnad like the one above] V * ^ \ VT V : ^1 ] 

..oLL-S wi-A-i jL^I l-iubj : gis*" 



1331. It was narrated that 'Ali : ^JS j\ :M jl^ liil^ -\m 

said: The Messenger of Allah 
said: "O Allah, bless my 



ummah in its early mornings/' \^ t J, jUJ£)l ^ tJlA^I J^r^ 

Comments: [Has** because of . ^ . ^ j ^ ^ 

corroborating evidence; this is a l - ~ — , . 

da'eef isnad] ,[\mi\n- 

.<OiL_5 ^L<w* ^U-i <- 0 -^ ^r-^" 

1332. It was narrated that , ^ ^ ^1 -Am 

Muhammad said: 'Abeedah said: * . - ^ . - £ . - 

I only narrated what I heard from ^ : 5 V JU : Jb ^~ ^ 

him, Muhammad said: 'Abeedah ft ^jj^j : J L t > j; j\s .iL J_L^ U 

swore to us three times and 'Ali ,\ „ , ^; 

swore to hinv saying: If you could :Jli :Jli ^ J -^j ^/V 

show restraint, I would have told - jj, li| i^j U l&fcj M M")J 

you what Allah has promised on * 
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the lips of Muhammad (^) to , •* ^ s , , - ^ 

those who kill them. He said: :cUi :JU ^ ^ f*-^ 

Then I said: Did you hear that ^1 : Jij ?o iJH 

from him? He said: Yes, by the ■> \ , , *'* 

Lord of the Ka'bah; yes, by the CT* VJJ 4oj 

Lord of the Ka'bah; yes, by the j\ :Jli .Ji "i 

Lord of the Ka'bah. Among them \ \ ^ 

was a man with a deformed arm t| - nn 

or a defective arm. I think he said: m . n\ * i i - 

or an incomplete arm. ^ t - 

Comments: [Its rs/Jrtrf is sflto/?, Muslim (1066)] 

1333. An-Nu'man bin Sa'd ^ ^ ^ _^ rTT 
narrated: We were sitting with 'Ali , . £ 

(^) and he recited this verse: '"The ^ 0? 

Day We shall gather the Muftaqroii ^ - ^ :^l y 

(the pious) unto the Most Gracious \j' t ; - r 

(Allah), like a delegation (presented *i* 'S^ ^ ^j^r ^ : J li 

before a king for honour)" [Maryam . , 1t ^ c v * 

19:85]. He said: No, by Allah they ^ Uj ^ ^ ^ 

will not be gathered on their feet, jniij? JU i; jwj *V : Jli (Ao 

the delegation will never be \ - , r ,« , , , , ^ - ,. (> 

gathered on their feet. Rather (they t ( 1 i^ rjl ^ ^ ^ 

will be gathered) on she-camels the ^ £SuJl - -j ^ ^J- 

like of which mankind has never ^ . - ' " - " ' : 

seen, on which are saddles of gold. J** ^J^s* ' V-*^ & J^J 

They will ride them until they knock ( - \-*\ \ > "■ <■ 

at the gates of Paradise. ' ' ^ y ' 

Comments: [Its isnad is if a'eefl o^^ 1 -^ oL^J 

1334. It was narrated that'Ikrimah ji^i ^ ^1 Ju^J t£U -irn 
said: I stood with al-Husain and I ' . ; ^ . /_ ; / t * ^ 

kept hearing him say, Labbaika, : JU 0^ d 1 ^ ^ ^ : ^^| 

iufctalu, until he stoned the Jamrah, I id : J^i; A Jjl ^ , jlJJi - ^3 

said: O Abu 'Abdullah, what is this £ t , >*>^ . 

talbhjah? He said: I heard 'Ali bin ^ L _ *i^Jl^3j> 

Abi Talib {*) reciting the Mbiyah ^J-^^:J^ ? J^'l lli U 

until he reached the jamrah, and he ; ^ ' f - 

told me that the Messenger of Allah J j^j o\ : J?&j 1 5^L>Jl J] ^1 J^' 

(^?) recited the talbiyah until he ra , " , „ f f 

reached it • ^' 
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Comments: [Its isnad is hasan] .j— ^- oLJ : 

1335. It was narrated that 'Aii (*) ^ ^Jfc ^ Uio^ -\TTo 
said: A man came to the Prophet ^ ^ . 

and said: O Messenger of ^ :*dj^* ^ ^ 

Allah, tell me of a month that I can ^ . ^ - 

fast after Ramadan. The Messenger ' - ^ ' ^ ; % ^ - 

of Allah (a) said: "If you want to : Jlii * jij g£g ^ J' : JU ^ > 

fast a month after Ramadan, then -„ » ,{ *-f i jn 'i * - r 

fast al-Muharram, for it is the ■ j~ ; - ^ 

month of Allah and in it is a day on ^Ji 0j» Jjl Jj^3 JUi S'jUi^ 

which Allah forgave people and ^ OLi^' 1" L^Lii 

will forgive more people." 'S "fs^ J ■ 

Comments: [Its isnad is da'ecf Jlp «.* Ji; ^ aJj t 

because of the weakness of _ , y ^ 

Abdur-Rahman and An-Nu'man .hVTY -"i^ J* 5=? 
bin Sa'd is unknown] 

^ JU*J1 ^W-Jj iJU^J ^ j^^Ll* ,^aJ wL*-^ »jM -Qij^ 

1336. It was narrated that' Ali(4*) ly^if ^ S>^5 ^ -\rm 
said: Some people of Quraish came , 4 „ ^ , # „ * - 
to the Prophet (&) and said: O > W ^ ^ 
Muhammad, we are your ^J^} h* [r 1 ^ ^ «jr^ ^ 
neighbours and allies, and some of \ v , , v * 11 ^ ;, c: 
our slaves have come to you who ^ J -^T - -r 
have no interest in religion or in ^ jj u_L-p ^ C-L : Jlj 
learning; rather they have fled d , - v/ v '^ . 
from our farms and property, so 0* ^> ^1 ^ ^ ^ ^ V- ^ 
give them back to us. He said to ^iJi'ii tllM^U IIp'l^ 
Abu Bakr "What do you say?" "V > ^ - „ 
He said: They are telling the truth; f4^ U " ' f^- 
they are your neighbours. And the t ^ ^.j ; J\i ,iiJl>r 
Prophet's expression changed. s ^ * .1 
Then he said to 'Urnar: What do ^! ^'Jj*" Ul1 

you say? 'Urnar said: They are ^J]\ .iljuiii 

telling the truth; tliey are your ' — 

neighbours and your allies. And .^^^Jl ^IL^ ^J*-^ ^L-[ : 

the Prophet's expression changed. 

Comments: [Its isnad is tto'a^because of the weakness of Shareek An-Nakha'i] 

1337. It was narrated from 'Ali ^* : Jji & ->rrv 
that a man asked him: Can I „ ^ f ^ . ^ s 

recite Qur'an when bowing and ^Se -1 Jtj^ZJ ^ 
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prostrating? 'Ali said: The Messenger 

of Allah (gfe) said: "I have been 0? ^ jf^ J & 

forbidden to recite Qur'an when : JU ^ ^ ^ 

bowing and prostrating. When you * , ^ y 

bow, then proclaim the might of ^ : ^j^^'j %j£~J\ J* ly" : 

Allah, and when you prostrate, ■ Hf r f ; * : " ; > _ 

offer supplication, for it is more ^ '^\f [ ^ ^ ' J ^ J 

likely that you will receive an ^ \ /J^i Ijli ^^JJLJl) ^}Jl 

answer/' ^ * ^ „ 

Comments: [Hasan because of ' * 

corroborating evidence; this is a -t >TT • : .i^jj OU.£jJ 01 

weak iSHfld] 1 

0U*JI iH^jj t JU-[ ^ ^^JLlp ^i«J '{Hf* 

1338. It was narrated that 'Ali - & ^ & ^ _^ rr 

M said; The Messenger of Allah ^ ' ^ ^ / : / 

said: "In Paradise there are : J>\ ^^Sfi C > ^ 1 / > ) 

chambers the inside of which can v m ' 1 - . - ' ' - J = * 

be seen from the outside and the \ } ? ^ 
outside can be seen from the J£ ^ ,jJ^ J jUJ&i ^ 

inside." A Bedouin said: O . - \ • / ' % , " 

Messenger of Allah, who are they ^ - ^ l ^ j|* :^ ^Ul 
for? He said: "For the one who J, li^ij , ^ ^ 

speaks kind words, feeds people - : t ^ * , ' W r . J 
and prays to Allah at night when ^ 0*i J>^S ^ JL^ 
people are asleep/' tfU Lj, ^t, ^lU ^J, 

Comments: [ Hasan because of r . * s 

corroborating evidence; this is a : ^ 1J ■ 4 

weak rs/ifld like the report above] 



1339. Jt was narrated that 'Ali 
said: The Messenger of Allah (sfc) 
said: "O Allah, bless my ummah in l>* -^r 1 ^ ^ : b ^wi 

its early mornings," 

omments: 

corroborate 
weak i$nad\ 



Comments: [Hasan because of " 0 „ ^ 
corroborating evidence; this is a ^ if 



ii^L; : ^ T Jui J^3 Ju : Jli 

.[\rT< i^ij] j j& 
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1340. It was narrated that ^ . ^ u >j ^ _ ^ r x . 
'Abdullah bin Sabu' said: 'AH (^) % ' % „ . 
addressed us and said: By the *Ul ^ t ^ ^ 

One Who split the seed and ^ ^ :Jl> ^ v» 

created the soul, this (his beard) - " ; V / o 

will be soaked from this (his .oJi ^ ^v-^^ I J>'j v*Jl 

head, i.e., his beard would be jjj- - ' ULUli ■* &l JLi \JLs 

soaked with blood from a wound - J *-^* ^ - 

in his head). He said: Tell us who j[ JjL ^iiiil ; Jlj £"p> 5 j'i _ 

he is. By Allah, we will eliminate , . " ^ >s - 

him - or we will eliminate his ^ ^ Ji u[ : IjiLi . JjL- ^ 

family. He said: I adjure you by ^ J; ^ . i£j l^L^I 

Allah not to kill anyone except the ' * f 

one who kills me. They said: If ^ * VA ■ <B «Ul Jj^j 

you know that, then appoint a ^ „ M : ^ 

successor. He said: No, rather 1 c ' v ' ^"-N 

shall leave you as the Messenger 'CT* ^ ■ ^ ^ ^ ^ J 
of Allah fcjfe) left you. 

Comments: [Its ismid is rfffV^/" because Abdullah bin Sabu' is unknown and 
between Salamah bin Kuhail and Abdullah bin Sabu' is interrupted] 

1341. It was narrated that Abu Jj^ ^| ^ judi -Mffc\ 
'Abdur-Rahmanas-Sulamisaid: 'Ali a f# e & _ 

(^:) addressed us and said: O ^ J* " iJ ^ J ^ J* J* 

people, carry out the hadd punish- U : JU ^ Gii : Jli ^iiJl v^'Jl 
ments on your slaves, both those " , ^ ^ -r 

who have been married and those J^ tSjA>Jl ^lijl |_^J1 ^ 
who have not been married, for a ■ * 

slave woman of the Messenger of / f ^ " , 

Allah (sfe) committed zin/? and the #g ^JUt J ji/j 
Messenger of Allah ordered me > ^ ^ ,y^-: 

to carry out the hadd punishment uj^ ^ 

on her. I went to her and found that L^JdU Ul 0| 

she was still bleeding following , . % ' ; . ^ , 

childbirth, and I was afraid that if I ^> ^ ^ ^ 1 ° 

flogged her she would die. So I .["Wl .ol^-t :Jlii 

went to the Messenger of Allah 

fe) and told him about that, and .(w*o> :* *jL-J : 

he said: "You have done well." 

Comments: [Its ismni is sahceh, Muslim (1705)] 
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1342. It was narrated that 'Ali Vr-i - . -t ri* - i~ t v 
(*) said: The Messenger of Allah ^ ^ ^ ^ ^ ~\ m 
(^) sent me to Yemen. I said: ^ ^ t j>U^I ^1 ^ 
You are sending me to people ^ j ^ j. > - . /-V 
who are older than me for me to ^ ■ - u 4^ 
judge between them. He said: ^\ ^ ^ J\ Jjj 
"Go, for Allah will guide your 

heart and make your tongue 4^ ^ l °^ 4-* i,p : Jui 
steadfast." ; j,^UJ ^ t JliS 

Comments: [Its isnarf is sahcch] 

1343. It was narrated that 'Ali ^; J^; J>\ : &\ & - \r ir 
said: The Messenger of Allah (jfe) / 

said: "In Paradise there is a market ^ J* y) : ^ 

in which nothing is bought or sold ^ ^ ^ ■ oU ^, - 

except images of men and women. ;\ * ' ' ' * ; . 

If a man likes an image he will ^ : ^ ^ Jj-^j Jli :Jti 

enter into it (i.e. it will become his). ^ Jr. , ., . , 

And in [Paradise] there is a ^ ^ X ' ^^ U ^ 

gathering of al-hoorul-'Een who Sj^i ji^Jl ^4iil bli tJU-^Jl) 

raise their voices; no created being • - 1 1 * - - m ^ 

has ever seen the like of it. They ^ ^ ^ °U > J 

say: 'We are the eternal ones who rjx 4 ^SuJl >; fct^i 

will never die; we are the ones who , c . 

are content and will never be ^ ^ ^ S~ 

discontent; we are the joyful ones jjj ^ g ^ ^ft, -J; t jj^r 

who will never be wretched. 

Fortunate is he who is for us and £ : J^\] ,iJ fcj IjJ jli 

we are for him/" 

'r*->- jr^^-L-C- ^-i^waj ^L*c^ 6jL_-l ] «j y*»J 

Comments: [Its isnad is daee/ ' * ^ 

because of the weakness of Abdur ^ ^ JUaJ1 ^ 

Rahinan bin Ishaq and An- 
Nu'man bin Sa'd is unknown] 

1344. It was narrated that 'Ali 
(4*) said: The Messenger of Allah 

said: "In Paradise there is a -V- ^'i & 

market..." and he narrated the 
same hadeeth, except that he said: 



is a gathering 'ofal-hoorurEen ^ : ^ ^ ? N l ^ 



"If a man desires an image he will «,..LijJ- i^jl ^ 5l» : ^ -111 J 
enter it" And he said: "In it there r 1 
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who raise their voices".,, and he 
narrated a similar report 



Comments: [Its hnaci is da'ecf Kke K..£\y^\ j^Jl 

the report above] [ ^ r £ r ^ \ .] 



j j*j»-jJ1JU- ^ j wJai-* fJ Ji ^*>- <mJz} 6iL^I :^y_jP*j 

1345. It was narrated from 'AH ^ ilAi ^1^- ^ -MTto 

(*■) that he did wudoo' washing , . ; / , , v , - . : j 

each part three times, then he ^ ^ - 



wiped his head, then he drank the 
leftover water. Then he said: 



- _ - .- - - - 1 .. > * , r r i Z * <t»i 

Whoever would like to see the ^> ^ ? U% ' ^ ^ : <^ 

wurfoo' of the Messenger of Allah # V£ : jj *j t&> i* JjJ ^ 

let him look at this. " ' ' 



Comments: [Its isnad is hasan] 



1346. It was narrated that 'Ali J^l>l tfjU- : ftf ^ ^ ^ -MTtn 
said: The Messenger of Allah {^) , „ > ^ , t , \\^\ ] * - 
said: 'At the end of time, there will ^ * * ^ ^ t(J ^ ^ 
be people who recite Qur'an but it j> ^1 Jl* : J I* 
will go no further than their / rf - *~ 9 >* - , , s - 
collarbones; they will pass out of ^ N f> ^ 
Islam as the arrow passes out of the ^ ^5 r^W 1 

prey. Fighting them is a duty upon r > " , ^ % 

every Muslim." * J 5 J* ^ r^ 11 

Comments: [Saheeh because of .[WA*l i-^-U.K-ijJ 

corroborating evidence] ^ J < 

1347. It was narrated that 'Ali ^3 : ^ J>\ LliiU -\Tiv 
(^) said: When the fighting \ , . 
intensified and the two sides met ^ ^ Lj - l - 
in battle, we sought shelter with ^ ^ ^ 
the Messenger of Allah (2^) and ' / , ^ ^ ^ , ' , , 
no one was closer to the enemy 0^ ^1 ^lij ^J^- 
than him. 
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Comments: [Its isnad is saheeh] ,r t - - , , . - , - . 

1348. It was narrated that 'Ali (*) : p ^ ^ Oav/\) ^ru 
said: The Messenger of Allah % 

stood at 'Arafah and said: "This is <-J*%* 0? Cr^^ J* 

the place of standing and all of j& ^ ^ ^ ^ _ . : . 

'Arafah is a place of standing." ^ ^ '; / ^ ^ 

Then he put Usamah behind him ^1 J^13 U6j : jU ^ ^ ^! 

(on his mount) and moved on at a ,-f> - ~ T - -* " 

measured pace on his camel and ^ ^ ^ : JUi l *> & 

the people were urging their J± j£ J^J Ji^f L ; 

camels on, right and left. He did * „ ^ „ , . „ f , 
not turn to them, but he said: ^ ^ 

"Calmly, O people/' Then he came \£\ £jfjj\» i^jj ^ nj 

to Jam' and offered two prayers , € „ ' \ , ~ ^ 

there - Maghrib and 7s/ki'. Then ^ ^> ^ 

he stayed there all night, and when 
morning came he stood at Quzah, 
and said: "This is Quzah. This is ^P*' ^ ^ ol? _ ^ti-Jlj 

the place of standing and all of „*- > ' 'n" 

Jam' is a place of standing/' Then + l-U " JUf > 

he moved on and when he came to p : Jtf « Jii^ ^U- j t Jii^Ji 

Muhassir, he struck his she-camel s , .. rr ( ,^ : _ , , f . 

and she trotted until he crossed the ^ ^1 LUi l^U 

valley, then he reined her in and p t jAlji ^ ^ -^ 

put al-Fadl behind him (on his - 5 > 

mount). He carried on until he <J ] T fc °^ Jl ^ J*~ ^ 

came to the Jawralu He stoned it, ^ ^ ,>^J1 0^ : jui L ^ 
then he came to the place of ^ ' , ^ 

sacrifice and said: "This is the place sljil li'l 

of sacrifice and all of Mina is a ';^-f r : i f ■ 

place of sacrifice. Then a young ^ ; 

woman of Khath'am came to him £^1 o\ J4i t^Jl j> Jj| Li I 

and said; My father is an old man -. = (i £ ' • - ^- ■ ^ - " 
and has become senile; he has lived ^ ^ 'r^* :jLi 
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until Allah made Hajj obligatory. 
Will it be acceptable if 1 perform 
Hajj on his behalf? He said: "Yes; 
perform Hajj on behalf of your 
rather." And he turned al-Fadl's 
neck. A]-' Abbas said to him: O 
Messenger of Allah, why did you 
turn the neck of your cousin? He 
said: "1 saw a young man and a 
young woman and I was afraid 
that the Shaitan [might tempt] 
them/' A man came to him and 
said: O Messenger of Allah, I did 
tawaful-ifadah before shaving my 
head. He said: "Go ahead and 
shave your head or cut your hair, 
there is no problem/' And he came 
to Zamzam and said: "O Banu 
'Abdul-Muttalib, it is your right to 
draw water for pilgrims. Were it 
not that the people would 
overwhelm you, I wouid have 
drawn water myself/' 

Comments: [Its isnad is hasan.] 

1349. It was narrated that Abu 
'Abdur-Rahman as-SuIami said: 'Ali 
(4*) took me by the hand and we set 
out walking until we sat down on 
the banks of the Euphrates. 'Ali 
said: The Messenger of Allah 
said: "There is no living soul but 
Allah has already decreed whether 
it is doomed or blessed.' A man 
stood up and said: O Messenger of 
Allah, why should we strive? He 
said: "Strive, for each person will 
be helped to do that for which he 
was created/' Then he recited this 
verse: "As for him who gives (in 
charity) and keeps his duty to 
Allah and fears Him, And believes 



c-in :Jl5 Ilfc : JU .«L^ 

.[oTT ."vii>J L^U ^Ql 



jLiU ^ iUJ 

J} j* i*^* J* 

^ ^ ^ lit :J'i 
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in Al-Husna, We will make smooth , , rf , ^ ^ 

for him the path of ease (goodness). ^ J ° J>J lil j o 

But he who is greedy miser and _ 0 i^^jS} i yS-i o JjJJl 

thinks himself self-sufficient, and : 
belies Al-Husna, We will make * 
smooth for him the path for evil" 

[al-Lail 92:5-10]. '^ ,jL! 
Comments: [Its iswfld is gnaw] 

1350. It was narrated that Abu j^j ^ ;4 jj, ^ ^ -\Tf 

Hayyah al-Wadi'i said: I saw 'AH ^ f ' 

(4t>) urinate in ar-Rahbah, then he J* : j^^l 

called for water and did wudoo\ . v « ^- f '-i - ; 

He washed his hands three times, - " - ; v - ; 

rinsed his mouth and nose three ^ L£i p ^ ^ 4^ ^-i'j 



times, washed his face three 
times, washed his forearms three 

times each, wiped his head and J^j <• J/.^j t cSii j^H^lj 

washed his feet three times each. t „*t , % „ „ * * - * - 

Then he said: I saw the Messenger ^ ^ J 6^ 1 ™ ^ 

of Allah do as you have seen Jj| Jji} : Jli 1? 

me do. fl ^ j f * 

Comments: [Its iSHrtd is hasan] . Uj ^j^Ij J* 6 



135L Tt was narrated from 'Ali 
that the Prophet (^) did 
wudoo' washing each part three j* t jUil ji j**-^ A* 
times. 

Comments: [Its isnad is /rasfln] 



1352* It was narrated that Abu ^ ^ ^ -\r*Y 

Hayyah said: I saw 'Ali do V ' ' " ' , . 

wudoo' . He washed his hands ^ a* >^ ^ l 

thoroughly, then he washed his .si; ; 4- . v - tf \ *- 'i-m 

race three times and his forearms ^ v 

three times; then he wiped his J^- p ^5^5 h Li}; 

head, then he washed his feet up - - ^ t ; - 

to the ankles. Then he stood up ^ r ^ ^ lj?J 

and drank the leftover wudoo' JJii O^ii p J! 
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water. Then he said; I wanted to 
show you the wudoo' of the 

Messenger of Allah (2*$). .[ \ , n : ^\ J Jji J ^ ' Jy £> 

Comments: [Its isnad is hasnn] 



1353. Abu Matar al-Basri - who ^ ; xJ, -^r*r 

met 'Ali - narrated that 'Ali ( >fl t ^. > ^ 

bought a garment for three ^ i£ ^ aJi ^ 

dir/wms and when he put it on he ^ _ j\ J;'^ ■ : L ' ^ 

said: Praise be to Allah Who has ^ \ \ i t " , V' 

provided me with a garment with ^.y iSj^^ ^* ^ l : ~ ^ ^ 

which to beautify myself before ^ J, ^ LJ ill; 

the people and cover my 'aw rah. - - - - ; 

Then he said: This is what! heard ^ ^ J-*^ ^ l/"^ 1 1^ 
the Messenger of Allah (^) say. 



J, 



Comments: [Its isnad is da'eef , \ ; " ; 

because of the weakness of Al- .hroo : ,6yC ^ M JjJ-j 
Mukhtar bin Nafi' and Abu 

Matar is unknown] y. j^*^ : £iy*» 

1354. It was narrated that Abu ^ : M jup -^ofc 

Hayyah al-Hamdani said; 'Ali bin ^ ^ ? ^ . , 

Abi Talib said: Whoever would ^ ^ : dr?^ 1 ^ 0? ^ 

like to see the wudoo' of the -lil^Ji ^ ^ ^\^,\ J L\±, 

Messenger of Allah let him " , e ,i - - 

look at me. He did wudoo' washing "J^l ^ ^ y* y : 

each part three times, then he 4 ^ ^ ^ j ^ > J, 

wiped his head, then he drank the " " * 

leftover water. ^ ^^y, p L^3^i 

Comments: [Its isrwrf is hasan] : ^] .£^3 jJii 



1355. It was narrated from Abu jlii t£U ^ lUJ 

Matar that he saw 'Ali go to a 



young boy and buy a chemise ^ ^ ^ : s* 1 ^ £ U ^ 

from him for three dirhams. He ^ ^ tL '^ jf 

put it on, and when it reached his \ ' * , * 

wrists and ankles he said: Praise J I Jt^y^ 0^ ^ ^1 4 -^J ^'^j* 



be to Allah Who has provided me 
with a garment with which to 
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beautify myself before the people 
and cover my 'awraJi. It was said: 
Is this something you say yourself 
or are you narrating it from the 
Prophet of Allah (^)? He said: 
This is something that I heard the 
Messenger of Allah say when 
putting on a garment: "Praise be 
to Allah Who has provided me 
with a garment with which to 
beautify myself before the people 
and cover my 'awrahf 

Comments: fits isnad is da'eef like 
the report above] 

1356. It was narrated that Abu 
Matar said: Whilst we were sitting 
with Ameer al-Mu'mineen 'Ali in 
the mosque, at Babur-Rahbah, a 
man came and said: Show me the 
wudoo' of the Messenger of Allah 
This was at the time of the 
meridian. ['Ali] called Qanbar and 
said: Bring me an earthenware jug 
of water. He washed his hands and 
face three times, and rinsed his 
mouth three times, putting one of 
his fingers in his mouth. He rinsed 
his nose three times, washed his 
forearms three times, and wiped 
his head once. - [The narrator] said: 
moving his hands from the sides of 
his face to the back of his head. 
And [he washed] his feet up to the 
ankles three times, and his beard 
was dripping onto his chest. Then 
he took a sip of water after doing 
wudoo', and said: Where is the one 
who was asking about the wudoo' 
of the Messenger of Allah fe)? 
This is how the wudoo' of the 
Prophet of Allah was. 

Comments: [Its isnad is da'eef, like the 



1 u v ^JJ 



lji :JU -Ujl ^ ji. j\ 

[\ror t ro .«^3> 
^> jL>v*Ji wt^jJ wjlj-J- oL*wi : ^ 

cUVo ^-iji J-li-j 1j">^j Jj^i^tj ^ 
^ L^kfb :Jli i &jlp- 1 j i^ij £-1^3* 

,JjI^J1 \ jLs t^j^JJt jJL &3^->" L-^- 

.[AVI tiro .^Jjl > : 



report above] 
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^ y)j -Ci ^ JlL^ tijii- -MToV 



1357. It was narrated that Ibn 
Shad dad said; I heard 'Ali 
say: I never heard the Messenger ,y\ ^ ^ 



of Allah (ag) mention his father 
and mother together for anyone 



lilt- ; 



except Sa'd. Abu Nu'aim said: .jJLJ j^-V i^U J CI ^LiJ JUi Jj 
mention his parents together. 

Comments: [Its isnad is sflhec/? 



according to the conditions of al- ■ , 0A ) ■ ^ t Bi l^i : 

Bukhari and Muslim! ^ O * C^- 

1358. It was narrated that 'Ali £^ ^ ^ -^roA 

said: I said: O Messenger of Allah, , ■ ° 

why do you marry from Quraish ^ ^} J* o> J* J^ s ^ 

and you do not marry from among j c . jjj .jj ^ ^ t .^j, 
us? He said: ''Do you have any- / * f _ y \ 

one?" I said: Yes, the daughter of ?£J! ^ji J, C-U U 

Hamzah. He said: ''She is the 
daughter of my brother through 



1 :Jli (f?S^ : Jli 



breastfeeding/' .«ULi^jl dUc* :J15 

omments: [Its isnad is saheeh v , 

according to the conditions of al- 

Bukhari and Muslim] .( \ U 1) : , , ol^-l 



1359. It was narrated that 'Ali y A}\ jIZ HijU : JI &Jb- -\ro^ 
bin Abi Talib (4s) said: A mule t ^ z >. > ^ - 
was given to the Prophet as a ^ l ^ "pT ^ ^ :^*J 
gift. Some of his Companions J{ ^ *j£ - t ^ ^ i Jl ^ - , ^jj 
said: Why don't we get animals ' */^ # _ " tf y ' s " V _ ' " „ 
like this? He said: "Do you want ^ ^> ^ $6 iAl 

to mate a donkey with a mare? . ^ v ^ t ^ 

That is only done by those who . ; - w 

do not know," UJl ^J^Jl 3?*^ h}^ ^ ^j^^" 1 ' 1 

Comments: [Sfl/iee/j because of t [ VAo : ^] jt^^j^ s/ Jjj^ 

corroborating evidence]. " ' " 

1360. It was narrated that Abu - . Jj, ^ ^ _^ r ^ t 
Hayyah said: 'Ali (&) said: Shall I . \, ■ / 

not show you how the Prophet of J"^* Cs. ^ •^^ ) 

Allah (^) used to do wudoo'l We . ^ • - *w , . , - Ml 
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said: Yes indeed. He said: Bring • jrj ^ j • - ''\^\ f • ' ^* : ( ( 

me a large vessel and a small ' ^ ^ s£ l ^ t( ^^H^ ^ 

vessel of water. He washed his ^ Jji ^ itf ^ vt : ^ J Li 

hands three times; took water into 7 . ; % " # a 

his nose three times and blew it SfJ i/ir^ : JLi L J". : ^ 

out three times; and he washed i £yt ^ ^ ^ ^ * 

his face three times; he washed 

his arms up to the elbows three ^ J-^j 4 ^ J^j 

times; he wiped his head three , : - 

times; and he washed his feet u ^tr^ 7 yr-^r 

three times. T<W\ : .ihl 1 a^-j 



Comments: [Its isn/ni is hasan] 



1361. It was narrated fj, jlO llili- ^1 
Muhammad bin Ali al-Akbar that , , s ^ tf v , . ( a ,^ 
he heard his father Ali bin Abi ut ^ ^ ^ ; { kL ^ Ji ^ ^ ^ 
Talib say: The Messenger of Allah : ffi ^ j; ^ -j, k j 

(^) said: "I have been given four , ] ' „ t ' t f ' >ic 

thing that which was not given to ^ : 4>*! ^ ^ ^ 

any of the other Prophets." I have «j ^ ^j^f, . ^ ^ ^ 

been given the keys of the Earth, I \, \ t " , * ' \ t . 

have been named Ahmad, the dust ^^j^ 1 ^-^^ : ^ 

has been made a means of t f Ji J ^rill W-^ jSJA * 

purification for me and my umtnah J - ■ ^^7^ ' , 

has been made the best of nations." .[v*\V ^^Ijl ^ ^J^j 

Comments: [Its isund is /ii7s^?n] 

1362. [t was narrated from Abu r; tfli : y\ Liju- -iriY 
Zabyan that 'Ali (<&) said to 'Umar: s tf / „ ^ , # / ^ , 

O Ameer al-Mu'mineen, did you ^ ^ l^ 1 0^ sLUl J \£ 

not hear the Messenger of Allah u | !^>Jl ^1 L' Jli 

fe) say: "The Pen has been lifted ^ \ ^ \ ' * 

from three: from the sleeper until j£ : ^ : Jja ^ <Ul 

he wakes up, from the minor until ^ ^ . 5 h 

he grows up and from the insane - ^ ^ - 

until he comes to his senses"? .[^^TA : j?J^ J£ j£lJl 

Comments: [Sfl/ifW; because of 
corroborating evidence and its 



rsNflrf is interrupted] ^r*^ (*J 
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1363. It was narrated that 'Ali {&) 
said: Hie Messenger of Allah (%,) 
said: "Shall I not teach you some 
words which, if you say them you 
will be forgiven, even though you 
are already forgiven: There is no 
god but Allah, Most High, the 
Almighty; there is no god but Him, 
the most Forbearing, the Most 
Generous; glory be to Allah, Lord 
of the Mighty Throne; praise be to 
Allah, Lord of the Worlds." 

Comments: [A Hasan Hadeeth] 

1364. It was narrated from 'Ali 
(*#>) that the Messenger of Allah 
Gfe) cursed the one who consumes 
riba, the one who pays it, the two 
who witness it, the one who writes 
it down, the one who marries a 
woman and divorces her so that 
she becomes permissible for her 
first husband, and the one for 
whom that is done, the woman 
who does tattoos and the woman 
who has tattoos done, and the one 
who withholds zakah. And he 



: 3Sg ^ Jj^j : JV5 £U ^ t JU 
^5 1 ill I N| yj V :iiJ 21 Jli 

y> V\ ^! S' 

[V \ Y v3 

ftji : ju-^ llii^- -\rni 

y$ jil Jj^3 V\ : ^ ,0;UJ1 

^L^l Ijjbj : 

t ;jfi>t\ ^jUJl 



forbade wailing (for the deceased) 
Comments: [Hasan because of corroborating evidence; this is a daecf hnad] 
1365. It was narrated that 'Ali 



(4k>) said: The Messenger of Allah 
said: "Whoever commits a 
sin in this world and is punished 
for it, Allah is too just to repeat 
His punishment for His slave. 
And whoever commits a sin in 
this world and Allah conceals it 
for him and pardons him, Allah is 
too kind to retract any pardon 
that He has granted/' 



j I ^^£1 nci- Ut-j -JUl y-li UJjJl 
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Comments: [Its tsnad is hasaji] '^yj 

1366. It was narrated that an- £ J^%^ ^ ^ -\m 

Nazzal bin Sabrah said: We prayed " , £ " , ^ , ^ 

Zw/ir with 'Ali (*&), then he went to i>r : ^ J^ 1 ^! o? i 1 *^! 



a gathering that he used to hold in *" - * ^UUuJl .jl* 

ar-Rahbah. He sat and we sat ^ , ' * ~ 




around him, then the time for 'Asr <-ji^ QZ. * s^L. *_3 T jSJ I 

came. A vessel (of water) was ... . jjj^ j^-j ^ iliJij 

brought to him. He took a handful 1 ^ ' 1 - ^ 

from it and rinsed his mouth and t^U^ ^li t^JaiJl ^^Ji^ ^ Ljuij 
nose, and he wiped his face and 
forearms, and he wiped his head, 
and he wiped his feet. Then he 
stood up and drank what was left 
over in the vessel. Then he said: I 
have been told that some men * M - -t- \f \ * mV *,f I 'A ' 
dislike anyone to drink whilst 1 \ \ 

standing, but I saw the Messenger ^ ^j^-j 
of Allah (■**;) do what I have done. r***- , -, 

Comments; [Its isnad is saheeh, al- ^ 
Bukhari (5616)] -Cnn) :£ ! *^>^ 

1367. It was narrated from : r^" 
Muhammad bin Ka'b al-Qurazi ,/ ^ ^> 

that 'Ali (4,) said: I remember : ^ Ji J* ' 0? f-f u 

when 1 was with the Messenger of ^ Jji - ^ JuJ : J li Ji 



Allah (%) and I tied a rock to my 



stomach because of hunger, and o\j ^^ijl ^ ^ }^Jl J=JyV ^jj 

now my zflfrflft is forty thousand. r/v-^ . i.-n t *U : - 

^ J ,L 1 via : JijIJ .Uil Jjj^jN jjl 

Comments: [Its iso/irf is da'ecf * - 

because it is interrupted] 

1368. It was narrated from 'Ali ^ Jl p £a^--\r"\A 
(*&)... and he mentioned the same 



hadeeth, and said in it: The zakali u*^'^ ^ 0? ^ ^ ^ l 

of my wealth is forty thousand jj- : ^ j^; .J^jbJi ^ ...^ 

dinars. ' " 

Comments: [Its i5Hfla js ^ff^/like C v i - ^* 
the report above] 
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^— JUa i/ ] Or* 1 * '■ * 



^jS- : 



1369. It was narrated that 'Ali 
said; The Messenger of Allah 
said to me: "Do not follow 

one glance with another; you may 

be allowed the first but not the 

second." 

Comments; [Hasan because of 
corroborating evidence] 



1370. It was narrated that 'Ali 
said: When al-Hasan was born, I 
named him Hamzah. When al- 
Husain was born/ 1 named him after 
his paternal uncle Ja'far. Then the 
Messenger of Allah (sjk ) called me 
and said: "I have been commanded 
to change the names of these two." 
I said: Allah and His Messenger 
know best. And he named them 
Hasan and Husain. 

Comments: [Its isnad is hnsan] 



1371, It was narrated that 'Ali 
said: The Messenger of Allah 
(^g) gathered - or the Messenger 
of Allah (j^) called - Banu 
'Abdul-Muttalib, among whom 
were some people all of whom 
liked to eat lamb and drink large 
amounts of water. He made a 
mudd of food for them, and they 
ate until they were full. And the 
food remained as it was, as if it 
had not been touched. Then he 
called for a vessel, and they drank 
until their thirst was quenched, 
and the drink remained as it was, 
as if it had not been drunk from. 



ill J^j J Jli :Jli jZ ^PJI 

0? ^ ±* Jr^ i? ^ 

^Lpii :JL* i ^A*^ $^*-> 

.[VH .lll-ij lll^- LlilU 

y\ Giji 

Jj^3 :JL* ^ tl^-U jl 4jL5 

t ii-J->Jl JSLJ j*4^ -J^j t^aiilJl 
^ t*X* £^2* ! Jli fcj^^Jl ^ j^ij j 



:JL* 



IJ5U 



» Lit 
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Then he said: "O Banu 'Abdul- - * s , , * - , - , * * 
Muttalib, I have been sent to you crb ^ ^ ^! -r^l 

in particular and to all the people U £Vl ? Jii ^ {£15 Aij ( ^ 
in general. You have seen this t , > , r , , . . 

sign. Which of you will swear ^ ^J^i ^ J^ri 'r? 1 ^ 
allegiance to me, pledging to be :JU li; lii :Jli "V^L^ 

my brother and companion?" Not ^ , " s , , , - ' ' \ 

one of them stood up for him, but : j*-*' <.4lll ^iJ-Si 

I ['Alii stood up, and I was the >> ' ^ ^ ^ ^ 

youngest of the people. He said: , 
"Sit down." He said that three J± «^4>-^ : J pit iuS 

times, and each time I stood up Si Si- £j ' ' ' ' ' \£ 

for him and he said to me, "Sit ^ 5 ^ ^ 0 

down." Then the third time he : - -n 1 .. , . 

put his hand on mine. " 

Comments: [Its i'snarf is da 'rc/ because Rabee'ah bin Najiz is unknown] 

1372- It was narrated from 'Ali J>\ £1^ : Jj| 'SS £^ ~\tvr 

that he drank whilst standing, ^ > , s ^ s , 

then he said: This is how I saw S? 1 ^ Si *W V- C^P 1 

the Messenger of Allah («). ^ ^ ^ ^ - ^ 

Comments: [Its isnad is saiieeh, al- > , , - ^f , , , - / 4 U 
Bukhari (5616)] >J ^> ^ : ^ 0* tS S^ ^ 

Jji jj^j oJ?: ij& :ju ^ * jLsii 

.[OAT l^lj 

1373, It was narrated from 'Ali *• ^ . ^ ^ -irvr 

bin Abi Talib (4*) that the Prophet ^ , 

(sfe) said to him: O 'AH, you have <ji>*^ ^ Uj-b- : 

a treasure in Paradise and you are { , • - - t , . ^ 

with two hams of this ummah. Do ^ ^ , ^^^^ ^' 

not follow one glance with another; j^l 01 : J> ^* l ( JlilaJ; 

you may be allowed the first but j*,t ( , ^% ^ -,1: 

not the second." ^ * l f ^ L ; 

Comments: [Hasan because of ^S^ 1 ^ 1 ^> ^ 

corroborating evidence and its • .^r, * -m- \ Vn * 1 t i-?.' 

. t yc*p Jj j ^pJj-* J1U1— -j ^ lulu jL— -I iJutj t sjfjJ j ^ : 
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1374. It was narrated that 'Ali (*) ^ . ^ <• &± Mm 

said: When the Messenger of Allah ' s 

slaughtered his sacrificial ^ ^ alp JLA^J /Ji 

animals, he slaughtered thirty with " ui * . 

his own hand and told me to ^ ^ ^ ^ ^ ^ ' 

slaughter the rest Then he said: *,jl> ^gg ^JJI Jj^j LU :Jli ^ 

"Share out their meat, skins and * „^ , s ; , y 

blankets among the people, but do — ; O W > > 

not give the butcher any of it." ^ l^^J jUJl" :JUj <.l*^Ll 

Comments: [Its isnad is da'cef ... ,r * i-Kr - 1" 1''- 
because it is interrupted] ^ - ^ - ^ 

.h^U cU* ^^kpl oXj U^j* " : ybr ^„-^ 

L375. It was narrated that Abu ; - . - . , 

Ishaq said; I heard Asim bin * , 

Damrah say: We asked 'Ali (^t) i^Lj> y> ji-^U c^g.^ : J\i jU^I ^1 ^ 

about the prayer of the Messenger , * , , , ;f ■ 

of Allah (ft) during the day and he & * -*"' ^ J j y* U : 

said: You cannot do that. We said: ■y ; Q; t ijjj OjiiaJ N jL^Jj : Jlii 

Whoever among us is able to do it e b s - - r - - - - * — ; 

[will do it]. He said: When the sun ^ <>^ jl H :JU *^ ^ ^ 

was as high there as it is there the Jj, 2p liiU ^ 1^5 HiU 

time of 'Asr, he prayed two rak'ahs. ' f ' 3 

When the sun was as high there as ^-iJJl bjj 

it is there at the time of Zuhr, he (JLiJj t UjM ( JL? JUii Alp lliU ! ^ 

prayed four rak'ahs. He prayed ; ' 7 

four rak'ahs before Z«/ir and two ■ r ^\ Jliij ^ J~^3 UiiJj UjjI ^U^ 1 
afterwards, and [he prayed] four - t .^ ^ .^j,. ^ y^^ . r ,.£ 

rak'ahs before 'As^ separating each ^ ^ " - V- J ^ ^ lH 1 ^^ l 

two rak'ahs with the greeting ^ j^JjL; jJij <-'j^p\j l^y^^ i^^UJI 
(tasleem) upon the angels who are ' ^* 

close to Allah, the Prophets, and ' : <^ lj] , ^ 1J1 ^> JI 

those who follow them of the - . t , 

believers and the Muslims. * * 

Comments: [Its ?snaJ is ^r^i] 

1376. It was narrated that 'Ali («#) ^ jjt JlS -^rv\ 



said: The Prophet (^) said to me: 
"You are like 'Eesa (in some way); 
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the Jews hated him so much that 
they made false accusations against 
his mother, and the Christians loved 
him so much that they raised him to 
a status that is not appropriate for 
him." Then he said: Two types of 
men will be doomed because of me: 
one who loves me and goes to 
extremes and praises me for that 
which I do not have, and one who 
hates me and his hatred of me 
makes him tell lies a gins t me. 
Comments: [Its isnad is da'eef 
because of the weakness of Al- 
Hakam bin Abdul-Malik al- 
Qurashi and Rabee'ah bin Najiz 
is unknown] 

1377. It was narrated that 'AH bin 
Abi Talib (4*) said: The Messenger 
of Allah (3%) called me and said: 
''You are like 'Eesa (in some way); 
the Jews hated him so much that 
they made false accusations 
against his mother, and the 
Christians loved him so much that 
they raised him to a status that is 
not appropriate for him/' Two 
types of men will be doomed 
because of me: one who loves me 
and praises me and exaggerates 
about me, saying things that 1 do 
not have; and the one who hates 
me and his hatred of me makes 
him tell lies against me. Verily, I 
am not a prophet and I do not 
receive revelation; rather I act in 
accordance with the Book of Allah 
and the Sutinah of His Prophet (3^) 
as much as I can. Whatever I 
command you to do of obedience 
to Allah, it is your duty to obey me 
whether you like it or not. 



J * > S * ' * * ' i * 

.[>rvv :>IJ .J& l\J* 



:<0Jt ja -\rvv 



^j^l 'S^ 1 -? i ' ui1 1 .f^ 



Comments: [Its i"sn/id is rffl>c/like the report above] 
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1378. It was narrated from 'Asim 
bin Kuiaib, that his father said: I 
was sitting with 'Ali and he 
said: 1 entered upon the Messenger 
of Allah and there was no one 
with him except "A'ishah (4 ), and 
he said: "O son of Abu Talib, how 
would you be with people of such 
and such a type? ' I said: Allah and 
His Messenger know best. He said: 
''Some people will emerge from the 
East who recite the Qur'an but it 
will go no further than their 
collarbones. They will pass out of 
the faith as the arrow passes out of 
the prey. Among them will be a 
man with a deformed arm, as if his 
arm is the breast of an Abyssinian 
woman." 

Comments: [Its isnad is ja y y id] 

1379. Asim bin Kuiaib narrated 
that his father said: 1 was sitting 
with 'Ali (4 ) when a man wearing 
travelling clothes entered upon 
him. He asked for permission to 
enter upon 'Ali (^) when he was 
speaking to the people, so he was 
distracted from him. J Ali said: I 
entered upon the Messenger of 
Allah (^) and 'A'ishah {^) was 
with him. He said to me: "How 
will you be with people of such 
and such a type?" I said: Allah and 
His Messenger know best. Then he 
repeated it and 1 said: Allah and 
His Messenger know best. He said: 
"Some people will emerge from the 
east who will recite the Qur'an but 
it will go no further than their 
collarbones. They will pass out of 
the faith as the arrow passes out of 



k£± £\ jIjJ- :M llili- -\rvA 

Ji jIp UJU lit :Jli 

'J>\ L> :Jiii ut^li. ilJl ^j>j VI 

*<i\j£j \JS iJl ^ !^Jli J\ 

yj* :J ! i .jUi-l 2s\ :cJi :Jli 

,prv^ : ^t] ^1; jl5 

t^'j t " i ^ p r '! fy.j** 

UJU- :Jii <jl ^ jL. f 

^£ 4u1a ^IjU jij jl ^^,1^ 

^JU oiil^ii 4. jiui 

jJL^i : ^ii Jli* Jiub ^ (V'^J^ 

4JI tJC^j ^ <JW J_^j 
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the prey. Among them will be a 
man with a deformed arm, as if his 
arm is the breast of an Abyssinian 
woman." 

Comments: [Its isnad is jayyid] 

1380. It was narrated that Abu 
Hayyah al-Wadi'i and 'Amr Dhu 
Murr said: We saw 'Ali (4*) doing 
wudoo*. He washed his hands and 
rinsed his mouth and nose - he 
said: I am not sure about rinsing 
the mouth and nose three times, 
and whether he mentioned it or 
not - and he washed his face three 
times, and his arms three times, 
washing each one three times, 
and he wiped his head and his 
ears. Then he took a handful of 
water and wiped his head with it, 
then he stood up straight and 
drank the leftover water. Then he 
said: This is how the Prophet (^) 
used to do wudoo\ 

Comments: [Hasan because of 
corroborating evidence; its isnad 
is da'eef because of the weakness 
of Sufyan bin Wakee'] 



i£2 J^J^?^ 1 ^ ^JU^J 
JU ^ aIj^Ij ^f^ji (^*^°-? t Lj*^C U^Jj 
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End of the Musnad of Ameer al-Mu'mineen 'Ali bin Abi Talib 4* 
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Musnad of Abu Muhammad Talhah bin 'Ubaidullah 4* 

1381. It was narrated that IbnAbi yj, ^ ^ tfi^ : ^5} -\VA\ 

Mulaikah said: Talhah bin . , _ , t % , „ ^ j 

'Ubaidullah (*) said; I heard the : JG ^ u"S ! ^' - JJ ^ i - 1 ^ J 

Messenger of Allah (^) say: "How J J| : Jj| ^ ^ i^ii J'i 

good are the family: 'Abdullah, the ^ a ^ " / , , 

father of ' Abdullah and the mother y ] j ^ ^ ^ l J* 1 

of 'Abdullah/' [ WAY : if} 4<JUl 
Comments: [Its isnad is da'cef 
because it is interrupted] 



1382. It was narrated that Ibn - ^ jl£ £jU - WAY 

Abi Mulaikah said: Talhah bin s , ^ 

'Ubaidullah said: I do not usually ^1 J>} 0? -V-J 

narrate anything from the Messenger ^' -^j, £i ^; ^ jli -Jli 2i 
of Allah but I heard him say: " J \ ' " w * s ^ ' , 

'Amr bin al-'As is one of the Jf \[ £i ^ J^ 1 Jj^-j 6* 
righteous of Quraish." 'Abdul- 
/abbar bin Ward added, narrating 



from Ibn Abi Mulaikah, that ^ j^J* ^jj : 3 L» 

Talhah said: "How good are the \ ; ... „ * * e / a ^ 

family: 'Abdullah, the father of :Jli aAUp ^ ^ ^ ^ ^ 

'Abdullah and the mother of ± fa ^ >y fa & ^ Ai* ^ 

'Abdullah." r " ' ' ' ; 1 ' 

f( , , . , , . ... [WA) : j] jM 
Comments: [Its isnad is da ee} like 

the previous report 1 . . , . 

1383. It was narrated from tfl^ : ^ fisii- -WAT 

Mu'adh bin 'Abdur-Rahman bin } e . *,> 

'Uthman at-Taimi that his father ^ 0* J^ 31 ^ : e> 

'Abdur-Rahman bin 'Uthman ^5 ^ ^ ^ j, 

said: We were with Talhah bin "/ ^ \ ~ _ ' . 

'Ubaidullah (4*) and we were in ^> ^ ^5 : JLi ol^- ^ 

z/irflm. We were given a bird as a ^ ^ ^^(j *^ ^, _^ 

gift whilst Talhah was sleeping. " " ' r - ' 
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Some of us ate and some of us , ^ - ,„ 5 --^ * - * ^ 

refrained and did not eat. When ^ ^ ^ ^ ^ 

Talhah woke u P/ he approved of ^ jij i&^l li£ vjfL Ui 

those who had eaten it and said; * d ^ f , . ^ 

We ate it with the Messenger of *^ ^ J-^J ^ 

Comments: [Its isnad is saheeh, Muslim (1197)] 

1384, It was narrated from Yahya . , * ^ . * * , , , , 

bin Talhah that his father said; ^ 

'Umar saw Talhah bin 'Ubaidullah :Jli a^I t^Ui? ^ ^ 
looking upset and said: What is the 



matter with you, O Father of So 



:Jlij t alii ^ i^Ji ^li ^13 



and so? Perhaps your cousin's ^\ J&Li ilft t j^i rf U JjLJ U 
being appointed as caliph has ^ # ^ * - / „/ **" 

upset you, O Father of So and so? ^[ 1 V : Jli Ut IT 

Ho said; No, but I heard a fenteft fof M ^ U ^ 4L1 ^ 
from the Messenger of Allah - ^ ' ' = 

and nothing prevented me from <ci*^ toU J>- aIIp 5j_UJt ci- 
asking him about it except the fear -/ r j v t * T- vT \ i- 

of not being able to comply with it s " ; ' . 

[and I did not ask him about it] ^ iLl L^J j^ij VI <c_Ji 

until he died. I heard him say: "I * >^ ^ ^ 

know a word which no one says at ^^(^^l^J^iuli 
the time of death but his colour will ^ jj^l las jjjj ; J vi ?^ ^ :Jl* 
brighten and Allah will relieve him ^ ^ . * _ - 

of his distress." 'Umar fa) said: I V l ^ ^ ^ ^ > l ^ 

know what it is. Talhah said: What _ _ ^ t . ^ 

is it? 'Umar said; Do you know any 

word that is greater than the word H AV 
he enjoined his uncle to say when 
he was dying, La ilaha Wallah? 
Talhah said: You are right. By 
Allah, that is what it is. 

Comments: [Its isnad is saheeh] 

1385. it was narrated that j^^j - *^ ^ _^ rAo 

Isma'eel said: I saw Talhah with his tf „ ' 7"^ ^ , 

hand paralysed; he had protected ^ sjJ ^AIJ? cJl^ 

the Messenger of Allah fefe) with it f. 
onthedayofUhud. ^' ^ * ^ J -^ J 
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Comments; [Its isnad is sa/ieeft, al- 
Bukhan (4063)] 

1386. It was narrated from Yahya 
bin Talhah bin 'Ubaidullah, from 
his father, that 'Umar saw 
him looking sad and said: What is 
the matter with you, O Abu 
Muhammad? Perhaps you are 
upset about your cousin being 
appointed caliph? - referring to 
Abu Bakr. He said: No. And he 
spoke highly of Abu Bakr 
[then he said:] But I heard the 
Prophet say; "[There is] a 

word which no one says when he is 
dying but Allah will relieve him of 
distress and his colour will 
brighten." Nothing prevented me 
from asking him about it except the 
fear of not being able to comply 
with it [and I did not ask him about 
it] until he died. 'Umar said to him: 
I know what it is. Talhah said to 
him: What is it? 'Umar said: Do 
you know any word that is greater 
than the word he enjoined his 
uncle to say when he was dying, La 
ihha illallah? Talhah said: You are 
right. By Allah, that is what it is. 

Comments: [Its isnad is saheeh] 

1387. Dawood bin Khalid bin 
Dinar narrated that he and a man 
called Abu Yoosuf, who was from 
(the tribe of) Banu Taim, passed 
by Rabee'ah bin Abi 'Abdur- 
Rahman (4*) and Abu Yoosuf said 
to him: We find that you have a 
hadeeth that we did not find with 
anyone else. He said: I have a lot 
of hadeeths, but Rabee'ah bin al- 
Hudair - who used to stay close to 



'^ }{ o* h* ^ ^ u 

h* i^u* h? 

JU iLl £y ^ *y j£p ^jk V 
Jiii .oii ifci* 

[\AV 

^ ^3 hi r- ] 

t i^S iLjl^- ^jIp Jl lit :JU* ^ii^e 
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Talhah bin 'Ubaidullah - said that 
he did not hear Talhah narrate any 
hadeeth from the Messenger of 
Allah (m) except one. Rabee'ah bin 
Abi 'Abdur-Rahman said: I said to 
him: What is it? He said: Talhah 
said to me: We went out with the 
Messenger of Allah (jfe) until we 
approached Harrat Waqim. When 
we drew close to it, we saw some 
graves at a turn in the valley and 
we said: O Messenger of Allah, are 
these the graves of our brothers? 
He said: "The graves of our 
companions/' Then he left and 
when we came to the graves of the 
martyrs, the Messenger of Allah 
(%) said: ''These are the graves of 
our brothers/' 

Comments: [Its isnad is hasan] 
1388. It was narrated from Moosa 
bin Talhah that his father said: We 
used to pray with animals passing 
in front of us. We mentioned that 
to the Prophet (^) and he said: "If 
you put something the height of 
the back of a saddle in front of you, 
then it will not matter what passes 
beyond it." 

Comments: [Its isnad is hasan, 
Muslim (499)] 

1389* It was narrated that Abu 
Salamah said: Two men from 
Yemen came to stay with Talhah 
bin 'Ubaidullah, One of them was 
killed with the Messenger of 
Allah and the other remained 
for a year after that, then he died 
in his bed. Talhah bin 'Ubaidullah 
was shown [in a dream] that the 



10 alii Jju£^j 2bt3^ Jam ,ji jJuIjJi 

JLJ 4jJ :_ <Ui j^J, 'J> Uli 

J J 15 :Jli ?>i Uj :S cJi 

t LfU l^-Ls :Jl* a^i. Ui^ii 

J^ fl ^ ^ ^ i^si 

.(^x JjXT) Jlij ^ U 

J*f 0? J> r :JU iiL 

jiii jli ^ Js j3\ 

- - u ' ^ - ' - - - & ' .» ' • 
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one who died in his bed entered * : , - . r 

Paradise some time before the ^ - - ^ ^ - ' , " , 

other. Talhah mentioned that to iWi ^li t ^ Jli CAJl 

£ ssss * jk ux ? ;« * wis :« * 

"How long did he live after (the Jj| j^,- , JJ^ 
one who died first)?" He said: , . , „ f tf 

One year. The Messenger of Allah f^j tfUi^J ^ ^ w 

(*SSe) said: "He offered eighteen [u >r , U ^ : .« JU^ 

hundred (extra) prayers and 

fasted Ramadan/' <,^^j iL— ) IAj*j to^jJ Lj -^ ' ^tj^ 

Comments: [Hasan because of ^ ( ^_, jj, t^Loiil iij-L, ^ iJ-oi ON 
corroborating evidence; this is a .i>JLU 

1390* Malik narrated from his OXZ- : g;J^ ^ ^S 11 ^ ^JU- -\rv 

paternal uncle, from his father, that , . ^ - *«" ( > - * - ■ - ^ ir 

he heard Talhah bin 'Ubaidullah ^ ^ CT 1 ^ ^ ^ ' 

say: A Bedouin came to the Prophet Jjj t^yj,) : J ^ Jji jli 

and said: O Messenger of Allah, \ / ^ , / " ' £ . ... 

what is Islam? He said: "Five ^ ?f*^J U ^ ^ ^ : ^ 
prayers every day and night" He \i : ju f - j ol}L> 

said: Do I have to do anything other - ^~ * ' \ , „ > > , 

than that? He said: "No." He asked t f >SJl ^ «V» :JU 

him about fasting and he said: ^ ^ ^ . ^ ^ 
"Fasting (the month of) Ramadan/' ' _ / ; ' . 

He said: Do I have to do anything fa Ji :JU a\S^\ 'jlj : JU «V* : JU 

other than that? He said: "No." He ; t . * . . f - = r>) -r 



mentioned zakah and said: Do I have 
to do anything other than that? He : ^ 4L1 J^J> J Li ^ J 1 0*^* 

said: "No/' He said: By Allah, I will ' ' ' ^ . , 

do no more and no less than that. A ^ ^ 

The Messenger of Allah (jfe) said: . 
He will prosper, if he means what \ ^ ^ 

he says." 

Comments: [Its isnad is sa/ieeh, al-Bukhari (46) and Muslim (11)] 

1391. It was narrated from Malik ^ '•j^-p ^ (.OLlH 
bin Aws: I heard J Umar (^fe) say .f • iMr * , * 

to 'Abdur-Rahman, Talhah, az- ^ ^ V jl ^ ^> ^ ^^^ J1 
Zubair and Sa'd: I adjure you by ^jJ'j u^-^l 

Allah, by Whose power heaven \ v ' ^ f >/ * ^ > >, _ 

_ ^jVlj £HSJl?i f^i" ^JJ» ^ 
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ill Jjic ^ 2bJla Jam J JLiii 



and earth exist - Sufyan said on 
one occasion: by Whose leave 
heaven and earth exist - do you 
know that the Messenger of Allah 
(fe) said; "We [Prophets] are not 
to be inherited from; what we 
leave behind is charity"? They 
said: By Allah, yes, 



Jl pS*Xf>\ _ ^yb JJlJI .'S^O^iiJlij 
l^> : U V L-U : Jli £g 4L1 



Comments: [Its isnad is sa/iedt, al-Bukhari (3094) and Muslim (1757)] 

1392. It was narrated from 
Mu'adh bin 'Abdur-Rahman bin 
'Uthman at-Taimi that his father 
said: We were with Talhah bin 
'Ubaidullah and we were in ihram. 
A bird was given to him as a gift 
when Talhah was sleeping. Some 
of us ate and some of us refrained. 
When Talhah woke up, he approved 
of those who had eaten and said: 
We ate it with the Messenger of 
Allah 

Comments: [Its isnad is saheeh, 
Muslim (1197)] 



^ If J^^- 11 U> it^i 
*4 If <^ ^ ^L^j! 4^ ^| 

.36 iji ^ :ei*f :ji;) 

.0 \<\v) 



1393. It was narrated from 
Moosa bin Talhah that his father 
said: The Messenger of Allah 
was asked: What will serve as a 
screen (sutrah) for one who is 
praying? He said: "[Something] 
the height of the back of a 
saddle." 



ju ^ tiAiL ^; ^ tL _,_^ 

[ \T AA ; ^ |j] ,« J^L^jl sj^-T jL» 
Comments: [Its isnad is hasan, (Muslim 499)] 

If ^'Ai ^ e?i ^ 



1394. A similar report was narrated 
from Moosa bin Talhah, from his 
father, from the Prophet 

Comments: [Its isnad is hasan, 
Muslim (499)] 



hrAA /^L^^3\ ^ t «J 



r -v> 
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^ 41)1 JjUUT. d.^lU Jl JUiLj 



1395. It was narrated from *f ^ ^ ^ ^ 
Moosa bin Talhah that his father 

said: The Messenger of Allah (^) t^UUi* J[ -J- cilU-< ^ 

passed by some people who were * ^ ^ ^ j ^ j 

at the top of the palm trees. He ^ [ r ^ ^ ' . 
said: "What are these people Ui :Jlii jiiJ 1 . 

doing?" They said: They are . r > , , ' 

pollinating (the trees), putting the ^ ^ * ^ U 

male with the female. He said: "I <'£i jil dUj ^1 U» : Jli 

do not think this can help in any /„„ * % « f , ^ , , 

way/' They were told about that : ^ ^ J -^3 >^ ^"H 
and they stopped doing it. News ^ ^ J(± A^.yu j\s ju 

of that reached the Messenger of ^ /' " " * " * > " - /' 

Allah (^) and he said: "If it will 1^ J&j J.^ v $ ^ ^ 

benefit them, then let them do it. > \* - , i V - V \w z ' < t< " * t 
It was only a passing thought. Do * ~ / * 

not blame me for a mere thought, : J^\] J\~> JJl ^ J*^f 

but if I tell you anything about [M* . t \r^ 

Allah (may He be glorified and 

exalted) then accept it from me, : r:r > 

for 1 will never tell a lie about ' ^" 

Allah." 

Comments: [Its isnad is hasan, (Muslim (2361)] 

1396, It was narrated from Moosa V^J £^ : ^ ^ ftj^ -mt^ 
bin Talhah, that his father said: I , e> 3 ^ s 
said: O Messenger of Allah, how 0? jLIip ^ J~ 



do we send blessings upon you? : j^ J ^ ^ 

He said: "Say: O Allah, send Your / - \ r * 

salah (grace, honour and mercy) ?JJ1U s^UiJl ^JCS 4 JJl J^j IJ : cJj 

upon Muhammad and upon the j.. ^ ^ ^ . 

family of Muhammad, as You sent ^ J - . ^ , 

Your saifl/z upon the family of ^ ^ 

Ibraheem, You are indeed Praise- 



worthy, Most Glorious. And send 



Jl Ji-j -^j^J <-*V">* 



Your blessings upon Muhammad Jjq t^lyj Jl cJ^C US' ijlAi 

and the family of Muhammad, as " ' ' + * * * 

You sent Your blessings upon the [ \ V \ £ : ^ 
family of Ibraheem, You are indeed 



Praiseworthy, Most Glorious)." 
Comments: [Its isnad is qawi\ 
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1397. Bilal bin Yahya bin Talhah 
bin 'Ubaidullah narrated, from his 



father, from his grandfather that Lj ^J ^ ^JU- idj, 

when the Prophet (ag) saw the new * f * . f . % ". , = " , t , 

moon, he would say: "O Allah, ° l ^ ^ ^ ^ ^ ^ ^ 

bring it over us with blessing and ^Ll» : J Li J^Ji ^3 £j l\s ^ 

faith, and with soundness and /. ^ #> .' „ - ' ^ * 

Islam. My Lord and your Lord is ^LLVlj 

AIIaK " ^33 J3 ^^<3 

Comments: [Has^n because of 

corroborating evidence; this is a m.u1j-LJ Qtj^ 

da'eefisnad] oU j_ 

1398, It was narrated from Moosa ^ ^,3 - — ^ ^ ^ r *A 
bin Talhah, from his father, that the " - 
Prophet (3^) said: ''Let one of you 0* ^ 0! 

put something in front of him the 
height of the back of a saddle, then 



> f „ i * 



pray/' HTAA : ^IJ .iJLil p ^ a J\iy>.^ jL 

Comments: [Its isnc/i is Hasan, , 

Muslim (499)] ' UH } : f « J M : 

1399. It was narrated from . - : ... . . t f . . 

Simak that he heard Moosa bin ^ £ ^ ..' ^ ^ 

Talhah narrate that his father said; ^ 1 ^ jb^J ^ Z\ t llU- 

I was with the Prophet (^) and ^ - . * , 

he passed by some palm trees of 1 ^ » ir 31 C °^ :JG 

Madinah, and he saw some t Jilil O^IL; jiBl J 1:1351 J'J 

people at the top of the palm trees ^ : ^1 \ f > /" 

who were pollinating them. He ^ :JU <i?*V>* U» : Jlii 

said: "What are these people : jui ^ ,J&\ J Zj^d t f±S\ 

doing?" [Talhah] said: They are ' ~ * ' 



taking (pollen) from the male and t0 ^^ l f4^? 1 ^ ^4 U» 

putting it in the female, to fertilise ^ (ur/ ^ & \Ji -J- t ^ , j£ 

it. He said; "I do not think this _ ' ^ _ ryj 

can help in any way." News of j& y> Llip : JU* ^ ^Jl JjUi ^ tllli 

that reached them, so they -r r ? - \ . S. 

stopped doing that and came 11 ' ^ ^ jl5 j! ^ 



down from the trees, which did U ^3 ^4^3 U^i 'f^* ^ 

not bear any fruit that year as a , - ^ _ ^ ^ - . t , ' , ^ 

result. News of that reached the ^ ^ 1 J^J ^ M Jli ^ 

Prophet (^) and he said: "It was [^0 .^3 ^ Ju, 
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only a thought that crossed my (m0 ^ ^ M ^ 

mind. If it helps in any way, then K ' ^ 

do it. I am only human, just like 

you, and thoughts may be right 

or wrong. But if I tell you that 

Allah, may He be glorified and 

exalted, said something, 1 will 

never tell a lie about Allah, may 

He be glorified and exalted/' 

Comments: [Its isnad is hasan, Muslim (2361)] 

1400. It was narrated from Moosa . ^ . ^ j\ ^ _ u .. 
bin Talhah... and he narrated a ' ~" - t 
similar report. J> ^ ^ 

Comments: [Its isnad is hasan - see [^V^o : .o^SUi ...L^ils 
the previous report] 

1401. It was narrated from ^ . ^ ^ _ uo 
'Abdullah bin Shaddad that three ^ - - - . . 
people from Banu 'Udhrah came J, x^i ^ r^^-l ^ 0"* 

to the Prophet tefe) and became 1 v *f * 0 * e . ;,rr 

Muslim, The Prophet (3fe) said: „ * - . 

''Who will take care of them?" ^^Il^ti ^ ^iJ! 1_J;1 'Hi : c; Ai ^ 



jii O^jjfc 'J** ir 1 ^ 



Talhah said: I will. So they stayed 
with Talhah. The Prophet (#5) 

sent out an expedition and one of : t ; i^ui 

(these three men) went on that \ f . ^ p 5 

expedition and was martyred. ^x^i^U <J £>J ^ ^p>\ 

Then he sent out an expedition, ^ ^ ^ ^ p .jj 



and another of them went on that 



expedition and was martyred. ij* ^ : <J^ - ^ 1* 

Then the third one died in his - - g ^ ^ ^ Jij 

bed. Talhah said: I dreamt that * <r - r ^ 

these three people who had ^Vj* ^Jl ^d'y ^jjU^ Jt 

stayed with me were in Paradise, 0 1 , = . 9 t . , ; 

and I saw the one who had died ^ ^ 

in his bed was ahead of them. I : Jii jL+Jj' ijiiil ^JlJI Jjjj) 
saw the one who was martyred 



last next to him, and I saw the M i^ 1 ^ U 

one who was martyred first at the jjj .j^ t jj ^ J^jj 

back, I was confused about that ^ ^ _ ^ 

so I went to the Prophet (#5) and 1^-1 ^ ^ o^&l U> : 
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told him about that. The Messenger 
of Allah (ag) said: "What did you 
find so strange about that? No 
one is better before Allah then a 
believer who lives longer as a 
Muslim, because of his tasbeeh, 
takbcer and tahlccl," 

Comments: [Hasan because of 
corroborating evidence; this is a 
da'eef isnad] 

1402. Muhammad bin 'Abdur- 
Rahman bin Mujabbar narrated 
from his father, from his grand- 
father, that 'Uthman looked 
out at those who were besieging 
him. He greeted them with salam 
but they did not respond to him. 
'Uthman said; Is Talhah among 
the people? Talhah said: Yes. He 
said: Verily, to Allah we belong and 
unto Him is our return! I greet 
people among whom you are and 
they do not return the greeting! 
Talhah said: I returned the greeting. 
'Uthman said: This is not the way to 
return the greeting. I made you hear 
me but you did not make me hear 
you. O Talhah, I adjure you by 
Allah, did you hear the Prophet (^) 
say: "The blood of a Muslim is not 
permissible except in one of three 
cases: if he disbelieves after 
believing, or he commits zirta after 
having been married, or he kills a 
soul and may be killed in return/' 
Talhah said: Yes, by Allah. 'Uthman 
said takbeer, then he said: By Allah, I 
have never denied Allah since I 
came to know Him. I never 
committed zina during the Jahiliyyah 
or in Islam. I abstained during the 



hrA<\ i^j] *jj£ 3 ^3 

i ^Lv^p j^>- g j>£ 

LO M l> y y ^' 

jU* ^^f^ ^3r^ y^ J* 
^aAU? fjiJ! ^1 JlA* 

''ft r- »£ ' - | 

U : Jlii iuli ^ ^JW : ju 

Jj>J LliJ cJL^ t Ua*J ji^i^/l 

[*rv 

h-jL^ iL^j ig^jj^; 
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jahiliyyah because I hated it and in 
Islam so as to maintain my chastity. 
And I have never killed anyone in 
return for which killing me would 
become permissible. 

Comments: [Hasan because of corroborating evidence; this is a da'eefisnad] 



1 403. It was narrated from Talhah 
bin 'Ubaidullah that two men came 
to the Messenger of Allah (# ) and 
they both became Muslim, but one 
of them strove harder in worship 
than his companion. The one who 
strove hard in worship went out on a 
military campaign and was 
martyred. The other one remained 
for a year after that, then he died. 
Talhah said: I saw in a dream that 1 
was at the gate of Paradise, and I 
saw them both. Someone had come 
out from Paradise and he gave 
permission to the one who died last 
(to enter); then he came out and gave 
permission to the one who had been 
martyred. Then they both came back 
to me and said to me; Go back, for 
your time has not yet come. The next 
morning, Talhah told the people 
about that and they were amazed by 
it. News of that reached the 
Messenger of Allah {^fr) and he said: 
"Why are you amazed?'' They said: 
O Messenger of Allah, this one 
strove harder in worship then was 
martyred for the sake of Allah, but 
the other one entered Paradise 
before him? He said: "Did he not 
remain for a year after {the other 
one) died?" They said: Yes. He said: 
"Did he not live until Ramadan 
came and fast it?" They said: Yes. 
He said: "Did he not pray this many 
rak'ahs during that year?" They said: 



*y % £1^ : Jl^ ^ ess £1- -u -r 

J> ^ii ]f J, ilU ^1 If 

Jjl J^3 Jlp Uoi JlJrj 01 : Jjl -Ci 

Ig'-LLlI Or? 

Asj U^j Ji lii ^11 ^li 

^1 o/u ^ £jU 

jL5 iJ^li^^ ^iii jili P L ^4-? 

ill jl; jj ^ c^rjl : J ^'lii ^[ 

t aJJI J~-^ ^ ig-ilil p tlSl^-l A-M 015 

di^ As O-^' 1 ' ; ' ^ J^j 

^ 5 L^?3 fl : t (- flj MjJU «V<uUz3 OL^aJa^ 

Jli ; JL; : lyii ^ VjJ^ lis 
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4* Alii JgjtiL ^ iJu&l* (jl t ■ " * 



Yes, The Messenger of Allah (^) 

said: "Verily, the distance between £- " 1 J t - r ~^ -gts*" 

them is the distance between -y r 1 - 9 ^ ,J <*U U oS' 

heaven and earth/' .i*JU» 
Comments: [Hasa/i because of corroborating evidence; and its isnad 'is interrupted] 

1404. Salim bin Abi Umayyah . j ^ . >^ gi^ -u*i 

Abun-Nadr said: I sat with an old " - -\ y 

man of Banu Tameem in the ^uaJI ^1 ^1 ^ ^JL* lllo^- :,jU^) 
mosque of Basrah who had a - , , - * 

document in his hand. That was at ^ CT ^ ^ :Jb 

the time of al-Hajjaj. He said to me: ^ lJ iL*^ iUj 

0 slave of Allah, do you think that ^ fl „. ^ 
this document could help me in any L - : ^ ^ 1 > >JI ^ 
way with this governor? I said: iLi 11^ lii s 'j>\ ,<Li 
What is this document? He said: , , „^ \ „ 

This is a document from the ijLi U 3 :JU Ui 

Messenger of Allah («) which he m ^ ^ ^ . OKJI 
wrote for us to say that no trans- , , 1 

gression should be committed t UjUjJ? ^ LIU ^-Lo N 01 uJ 43 
against us with regard to our zakah, v ; f J f . f , - fi.- \T * J- 't,- 

1 said: No, by Allah, I do not think ^ ' J 

that this document will help you at :JL5 ?^L~£Jl \jl jLi 615 O'i^ <. Vlli 
all But what is the story about this s . ^ ^ , ^ ^ ♦ - 

document? He said: I came to ^ U ^ ^ V; 1 C ^ ^ 
Madinah with my father when I ^ LdliiJ 'd\Sj t L^jLJ G JjL, 

was a young boy, with some ' * , , , ^ /' . , ' s 
camels of ours to sell My father : <J JUi ^ 6>i 4JI alp 

was a friend of Talhah bin ^ . . oJL ^ j-j^ 
'Ubaidullah at-Taimi, so we stayed ' ~, \ ^ ^ 

with hirn. My father said to him; /^) j-f^ ^5 #£"^1 J^j 

Come out with me and sell these > , * fr " • f - • <rr n 

camels of mine for me. Talhah said: ^ ' ^- ^' 

The Messenger of Allah (sg) has ^Lij Jrj ^-rfj ^l* tk -^! a^^'j 
forbidden townsmen to sell for 



Bedouins. But I will go out with ^ ^ ^ U ^ 

you and sit with you. Offer your ^S^-j li^i llisji tJjlJl JJ 

camels for sale and if a man comes r tf ^ * , ^ . / . > - 

and makes you an offer and I think l H ^ £*J^ * 

he is honest and sincere, I will tell : ij JU U ji^ UlkpV 

you to sell to him. So we went out " f ' , ~ f \ ^ > 

to the marketplace and showed the * £li J ^ °rfj ^ 
mounts that we had for sale, and 
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Talhah sat nearby. People made 
offers to us, then when a man 
offered what we wanted, my father 
said to (Talhah): Shall I sell to him? 
He said; Yes, I am sure he is honest, 
so sell to him. So we sold to him, 
then when we took our money and 
ended our business, my father said 
to Talhah: Ask the Messenger of 
Allah (^) for a document for us, 
stating that no one should 
transgress against us with regard to 
our zakah, (Talhah) said: This is your 
right and it is the right of every 
Muslim. He said: Nevertheless, I 
would like to have a document from 
the Messenger of Allah So he 
took us out and brought us to the 
Messenger of Allah {0) and said: 
0 Messenger of Allah, this man is a 
man of the desert and is a friend of 
ours. He would like you to write a 
document for him, stating that no 
one should transgress against him 
with regard to his zakah. The 
Messenger of Allah (%) said: "That 
is his right and it is the right of 
every Muslim." He said: O 
Messenger of Allah, he would like 
to have something from you in 
writing concerning that. So the 
Messenger of Allah (^) wrote this 
document for us. 

Comments: [Its isnad is hasan] 



ly> Ji^Jt !li l\ J_^j l; :jul 

6 :Jli JiJi JL^ dL* IZ± 

.^1^1 lli 3gg Jjl J 



End of the hadeeths of Talhah bin 'Ubaidullah 4> 
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The Musnad of az-Zubair bin al-'Awwam ^ 



1405. It was narrated that az- t j JJ, ^ SL>^ Ollli &Jb- 

Zubair said: When the verse "Then, / ' ( ^ ( 

on the Day of Resurrection, you will tk r4*^ C^y 1 ±f u 1 . J^i If 

be disputing before your Lord" [az- : Jj^ \% : ju ^ ^ t ^jt 
Zumar 39:31] was revealed, az- ^ ^ ^ ^ '""^ ^ ^ 
Zubair said: O Messenger of Allah, i&fi p3» 

(is this) in addition to our disputes t J J1 j , * ^ .-^ j,j (n ^> 
in this world? He said: "Yes." When \ ^ ""^ 

the verse "Then on that Day you &j : JU ^ ki^J^- ^ 

shall be asked about the delights 
(you indulged in, in this world )" [at- 
Takathur 102:8] was revealed, az- * ^IJ I ^\ JU (a : 

Zubair said: O Messenger of Allah, 
what delights will we be asked 



about? All we have is the two black iiJi S) :jU^UJlj^l)! 
ones - dates and water. He said: ' ' , t 

"This will certainly take place/' [ Ur i ' 

Comments: [Its isnad is Imsan] -0-^ ' JJj^ 

1406. It was narrated from Malik t j^jJ' ^ 4 ^ 0^1^ - \ t * *i 

bin Aws: I heard 'Umar (4k) say ' * > ' , , . 

to 'Abdur-Rahman, Talhah, az- ^ ^ ^ ^ 

Zubair and Sa'd: I adjure you by Jj L 15^11: :jJ^j JZ% JLL'J\ 

Allah, by Whose power heaven , s „ , * ' * 

and earth exist - Sufyan said on _ ^ 

one occasion: by Whose leave m i ^ - t f - ; - 1 -f ' -» m ;m . 

heaven and earth exist - do you ' 1 A -° " 

know that the Messenger of Allah : ^-C* u5"y ^ c ^Jr * 4* : ^ $M 

(«] I said: "We [Prophets] are not .j^. 

to be inherited from; what we <L ^ r ~ ^ 

leave behind is charity"? They . t < r ><U) , h * bJ Ll-I 

said: By Allah, yes. r ^ 

Comments: [Its isnad is saheeh, al-Bukhari (3094) and Muslim (1757) without 
mentioning Talhah] 
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1407. It was narrated that az- 
Zubair bin al-'Awwam said: The 
Messenger of Allah (^5) said: 
"Verily, for a man to carry a rope 
and gather firewood, then come 
and sell it in the marketplace and 
make himself independent of 
means thereby, so that he can 
spend on his (needs), is better 
than him asking people, whether 
they give him anything or not/' 

Comments: [Its isnad is saheeh, al- 
Bukhari (1471)] 

1408. It was narrated that az- 
Zubair said: The Messenger of 
Allah (#:) mentioned both of his 
parents together for me on the Day 
of 'Uhud [i.e., in the phrase "may 
my father and mother be sacrificed 
for you".] 

Comments: [Its isnad is saheeh 
according to the conditions of al- 
Bukhari and Muslim] 

1409. It was narrated that 
'Abdullah bin az-Zubair said: On 
the day of al-Khandaq, 'Umar bin 
Abi Salamah and I were in the fort 
where the wives of the Messenger 
of Allah (jg) were, the fort of 
Hassan, He would lift me up and I 
would lift him up. When he lifted 
me up, I saw my father go past on 
his way to Quraizah, as he was 
fighting alongside the Messenger 
of Allah on the day of al- 
Khandaq. He said: "Who will go to 
Banu Quraizah and fight them?" I 
said to him when he came back: O 
my father, I recognized you when 
you were going to Banu Quraizah. 
He said; O my son, by Allah, the 



i ^ LIa J£- i^j lit ^j" ly^- - ^ t * V 

(. J-P i ^JC—j i, 4a*-J 

.0£v\) : ^ ejL_wi : Qj>v 

jljjJ! ^ ^ ij? <lr^ 

[U*<\ : ^1] , Jiif 

^ ^1_La L^if :iiLif r 1 Gijb- -H^ 
jlS" Ll) :JU ^jJl jill jLi- t<^l 

OlSj ^ JJ ^! 
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Messenger of Allah (j^) mentioned | * ^ ^ ^ 

both his parents together for me, - ' ^1 ^ - - --^ 

when he said: "May my father and [ \i * a : ^0 

mother be sacrificed for you/' 

Comments: [Its isnad is saheeh, al- :* fc (rvTO ! : {Hj*» 

Bukhari (3720) and Muslim (T*\*0 
(2416] 

1410. It was narrated from az- >° \ .- 

Zubair bin al-'Awwam that a man ' ■ 

gave a mare called Ghamrah or tjL^- ^1 » t!^ 1 _ J^lli 

Ghamra' [for /zVifld], then he found , . . = ^ . „ 

a horse or a colt for sale which V- ~ r y i' - - ^ 

was said to be from that mare, ; Lgj Jlij ( JU Jl^ "Aij ji 



but he was told not to buy it. 
Comments: [Its isnad is saheeh] 



1411. It was narrated that az- ^ ^ ^ ; 1^ _ U H 
Zubair bin al-'Awwam (^) said: ; \ ' 

We used to pray Jumu'ah with the f 1 ^ 1 ^ j^y 1 ^ ^ 

Prophet (ft), then we would U t ^J 1 - JUJ \li : J Li 

leave and seek the shade of the r s J j , , 

fortress, but we would not find 3-^ -i^ tpkr^l ^ ^-^j 
any shade except (an area) the > ^ "n- r --f 

width of our feet. - * ^ - CT^ 

Comments: [Sa/?ee/7, because of [Un :^aJ'] .plU^M 

corroborating evidence; this is a 

da'eef isnad because it is : 
interrupted] ^ ^ ^ ^ 

1412. It was narrated that az- 
Zubair bin al-'Awwam (4&) said: 

The Messenger of Allah (jg) said: y_ J 1 -^ J* L jt£ y} a? 0** f 



'There has come to you the disease 
of the nations before you, jealousy 

and hatred. Hatred is the 'shaver' J> jjjjl ^ t ^! ^ 

(destroyer) that shaves (destroys) " " ^ , / , 

religious commitment; it does not (Uo ^ } : JU f 1 ^ 31 ^ ^ l 0* 
shave hair. By the One in Whose -ty ^» : ^ Jjl Jli 

Hand is the soul of Muhammad, - > 
you will not believe until you love ^ ^UkOlj ^LliJlj xlAJl : ^SXi 
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one another. Shall I not tell you of 
something which, if you do it, 
you will love one another? Spread 
(the greeting of) salam amongst 
yourselves." 

Comments: [All Hadeeth is Hasan 
because of corroborating evidence 
and its isnad is interrupted] 

1413. It was narrated from 'Amir 
bin 'Abdullah bin az-Zubair that 
his father said: I said to az-Zubair 
(4*): Why don't I hear you 
narrating from the Messenger of 
Allah fat) as I hear Ibn Mas'ood 
and So and so, and So and so? He 
said: 1 never left him since I became 
Muslim, but I heard something 
from him: "Whoever tells a lie 
about me deliberately, let him take 
his place in Hell." 

Comments: [Its isnad is saheeh] 



1414. It was narrated that Mutarrif 
said: We said to az-Zubair: O Abu 
'Abdullah, what brought you here? 
You let the caliph down until he was 
killed, then you came seeking 
vengeance for him? Az-Zubair 
said: At the time of the Prophet (jg), 
Abu Bakr, 'Umar and 'Uthman 
we read the verse: "And fear the 
Fitnah (affliction and trial) which 
affects not in particular (only) those 
of you who do wrong (but it may 
afflict all the good and the bad 
people)..." [al-Anfal 8:25]. But we 
never knew that it referred to us 
until the turmoil befell us. 



OjJL-J te^jJ ^ — 31 \^J>u 
.^j^Jl j_b ^JLaj t ^kij JiL^I \jJ*j .e jJJ ^— J- 

0? 0? ^ 6 5'^ J If 

LIS" 4JJI J ^jjbij JLi-wl 
jj Jl Ul :JLi ?U^j U^ij iSjlS y\ 

.0'V> 

^1 p (To :JU*V0 ^ 
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Comments: [Its isnad isjayyid] 

1415. It was narrated that az- 
Zubair said; The Messenger of 
Allah said: "Change grey hair, 
and do not resemble the Jews," 
Comments; [Hasan because of 

corroborating evidence and its 

isnad is da'eef] 



1416* It was narrated that az- 
Zubair (<&.) said: We came from 
Liyyah with the Messenger of 
Allah (sfe), and when we reached 
Sidrah, the Messenger of Allah 
stood at one side of Qarnul-Aswad, 
facing it, then he turned his gaze 
towards Nakhibah - i.e., a valley - 
and he waited until all the people 
had stopped too. Then he said: 
"Hunting in Wajj and cutting 
down its plants is haram; it is sacred 
to Allah/' That was before he came 
to at-Ta'if and besieged Thaqeef . 

Comments: [Its isnad is da'eef] 



1417. It was narrated that az- 
Zubair said: I heard the Messenger 
of Allah (^) say one day: "Paradise 
is due to Talhah/' when he did what 
he did for the Messenger of Allah 
(s&O, i.e., when Talhah leaned down 
and the Messenger of Allah 
climbed on his back. 

Comments: [Its isnad is Hasan] 



: lulls' juAi liijL^ 

if y. ^ ] ^* if if, f^"* 

J** ^ _ ^ & - ^ t n 

& iM J>- *2j ^ |g 5L1 J^j U l±K 

i^i^i? ^ 4Ul iSjJuUl JLp 

^p4^ „ ^0 



0^ ^ ^$?) Cj* $ 
f*^* ir^r ^^-^ ^^rj^ 11 -4^*^ 
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1418. It was narrated that 'Urwah 
said: My father az-Zubair (4*) told 
me that on the day of Uhud, a 
woman came running, and when 
she was about to reach where the 
slain were, the Prophet (^) did not 
want her to see them, and he said, 
"The woman, the woman!" az- 
Zubair (4b) said: I thought that she 
was my mother Safiyyah, so I went 
running towards her and caught 
up with her before she reached the 
slain. She shoved me in the chest, 
and she was a tough woman. She 
said: Stay away from me / may you 
have no land! I said: The 
Messenger of Allah (jg) is urging 
you (not to go and see them). She 
stopped and took out two pieces of 
cloth that she had with her and 
said: These are two pieces of cloth 
that I have brought for my brother 
Hamzah. I have heard that he has 
been killed; shroud him with them. 
We brought the two pieces of cloth 
to shroud Hamzah with them, but 
we saw beside him one of the 
Ansar who had been killed, and 
the same had been done to him as 
to Hamzah. We did not feel it was 
appropriate to shroud Hamzah in 
two pieces of cloth and to leave the 
Ansari with no shroud, so we said: 
One piece for Hamzah and one 
piece for the Ansari. We measured 
(the pieces of cloth) and found that 
one of them was larger, so we drew 
lots between them and shrouded 
each of them in the piece of cloth 
that was selected for him. 

Comments: [Its isnad is hasan] 



:£~iL«Ji SjlS ouii IL 1 !^ -\i\A 

- >ty is) Is) j*l _ & 
t'^'J of 5gg :jii ;Jxi3i 

:Jli t^dU J^j 01 

ju* tflj^- t y>-'j LLgj c-ij" jlJus 

ti-jjj ^jLij^j t ^ ajXjJ : LJU3 i aJ 

t ^ISI LIajl^I Olio LliJjJU* 
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1419. It was narrated that az- * ^| ^ ^ 

Zuhri said: 'Urwah bin az-Zubair ^ * " j ' ^ " " 
told me that az-Zubair used to Z>l ^ ~*j'J< : <J U 

narrate that he referred to the „ -j. > , . -; ^ . * * ^ 
Prophet (gg) a dispute with an ^ ^ 

Ansari man who had been present ^I^J, 0> ^Jl\ Ji\ Iji l^X jL^S 1 ! 
at Badr about the streams of the ; tf / , r 7 r r . _ s • 

Harrah, with which they both used ^J^'^V ; o^,^c 
to irrigate their palm trees. The niljlf J>\ t : ^jXJ 3g 

Prophet (3^) said to az-Zubair , / * / , ^ 

"Water (your trees), then let the ^ l ^ l - :JL ^ ^j^ 1 -r-f^ 

water flow to your neighbour." ^ ^ ^ ^ j Jj^ ot* 
The Ansari got angry and said: O ' t ' _ , , 

Messenger of Allah, it is because he ,_rf^ (m/O ^ Jp1 ,J '< J?/A ^ ^ 
is your cousin! The face of the ^ ^ J - - 

Messenger of Allah (sg) changed ^ ^ ' s ^ 

colour, then he said to az-Zubair; j!* J8§ ^IM jtfj ^i^- ^>U ^5 
" Water (your trees), then block the *^ j . t 

water until it backs up to the a ; ; - 

bottom of the wall/' So the Prophet ^uftl ^ ^J^fe 

(«;) told az-Zubair (-*) to take all ^ " ' , > , ~ V /hi 
of his rights in full. Before that, the ^ ^ « ^ J ^ '* ^ l 

Prophet had suggested to az- j£ \y£ <( J^ji ^ j 

Zubair (-&) something that would „ tf o „ 0 > , - ^ „'r \ s \ 
be good for both him and the J ^i^ 1 ^ ^ U 

Ansari, but when the Ansari ^ ^ ^ 

annoyed the Messenger of Allah *' " ^ ^ ^ 

(^)/ he told az-Zubair to take his p ^ ^ ^4^. j^^* 

rights in full in a clear ruling. { ^ ^ ^ 

'Urwah said: az-Zubair (4*) said: ~' ^ "■*'" - - v 

By Allah, I think that this verse {\\\ \\ 

was revealed concerning that: 

"But no, by your Lord, they can f ^Ctv-A):^ : gi>^ 

have no Faith, until they make .(TV^v) 
you (O Muhammad jg) judge in 
all disputes between them, and 
find in themselves no resistance 
against your decisions, and accept 
(them) with full submission" [an- 
Nisa' 4:65], 

Comments: [Its isnad is sahceh, al-Bukhari (2708) and Muslim (2357)] 
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1420. It was narrated that az- ^ £^ . *~ ^ > . ^ - 
Zubair bin al-'Awwam said: ^ ^ ^ J " ^ ^ 

The Messenger of Allah (gg) said: : JlJ>M ^1 
"This land is the land of Allah „\ „ | ' . j -y * . 

and the people are the slaves of ^ ^ ^ *l 

Allah, so wherever you find ^ £}\ J> tf l^Ji ^ ji J- 

something good, stay there/' ' * - , ' ,1 / 

Comments: [Its isnad is dfl'eefl - ' a ^ J u _ J J ^ 

J/^i ^ ^Jt* 1 ^ v : 

1421, It was narrated that az- . . imi r iv i^V ■ i^V wr\ 
Zubair bin al- Awwam (&>) said: I £ - 

heard the Messenger of Allah (j^) ^ ^ 0? l^^ 1 

recite this verse when he was in . ,t ... P " ; 

'Arafah; "Allah bears witness that ^ ^ ' Jr ^ ^ ^ 

La f'/a/ia i/to Huu^a (none has the cJUj. : J L* ^\yi\ J, 

right to be worshipped but He), ^ . .. t ^ - / * ' 

and the angels, and those having : - 1 ^ ^ >-> « ^ J ^ 

knowledge (also give this witness); &1j ji ^ ^ V £f 

(He always) maintains His creation A ^ ^ * jr E 

in justice. L? ita/ra i7/a Huwa (none -^r^ J* ^1 v ^ ^ 

has the right to be worshipped but Jjj- U J [;„ ( ^ A . ^ j } 4U=Ci\ 

He), the All-Mighty, the All-Wise" ' ^ ^ u 

[Al 'Imran 3:18]. And I am one of -*40 L - i^ 1 ^ 1 

the witnesses to that, O Lord. 

Comments: [Its isnad is da'ce/like the previous report] 
1422- Abdullah bin 'Ala', the son 



of Ibraheem the freed slave of az- 



Zubair narrated that his mother *JJi ^ ;JU^J ^ ^l^j 

and his grandmother Umm 'Ata' *\ « „ A . / - , ' " . 

said: By Allah, it is as if we can f 1 J M ' f f J] ^ ^4 ^ 

see az-Zubair bin al-'Awwam (4b) ^ Jl >L r ll f LSJ Jblj : 3U 
when he came to us on a white 



mule of his and said: O Umm ;JUi ^ J J* OrT r 1 ^ 1 

'Ata' # the Messenger of Allah (ft) ^ ^ ^ u 

has forbidden the Muslims to eat - . > ^ *w . 

from the meat of their sacrifices ^ fj$^> ul ^ ^i'^ - 1 1 
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> it' 



after three days. I said: May my , : ^.,^r ; ?j ^ - v^JLii * JLi 

father be sacrificed for you! What CT^ - 4 ^ ; * 

should we do with that which has t ^£j ^aaI Li lil : JL^ ^ji! IL 

been given to us? He said: As for " ~ ; > : *^ 

what has been given to you, it is L° AV . ^Ij] ^SoLii 



Comments: [Its isnad is 



,fl jhAJ i^J^Vj 



1423. It was narrated that & tfji ^ -Utr 
'Abdullah bin az-Zubair said: f , „ .s* ,* 0 , * 
On the day of al-Ahzab 'Umar bin i? ^ 1 o?' 5^ 
Abi Salamah and I were put with . ^ Jji p ^ ^ ij'J- 
the women. I looked out and saw £ ''^ ^ 
az-Zubair on his horse, coming and 0"! ^} ^ vLr*-*^ 1 fji 
going from Banu Quraizah two or j, ^ ^ ^ ^ ^ 
three times. When he came back I -"* - J 

said: O my father, 1 saw you iAl^jl^^ '^3*^ Jl^P^^y 

coming and going. He said: Did > r?; >s a r * « ... 

my son? 1 said: Yes. ' - J L. J 

He said: The Messenger of Allah t ^ ; C Jij : Jli 

(^) said: "Who would like to go to t t „ , " ^ f s . . , 

Banu Quraizah and bring me news J>> ir** : Jli ^ ^ J AS op : Jli 

of them?" So I set out and when I ^ , t |ju.'u »VJL» ^ 

came back, the Messenger of Allah ^ . ^ ; ' ; " ^ 

(^) mentioned both his father and : J 1 ^ £y) M ^ J A J ' 

his mother for me and said: "May { u ^ . g _„ jjfj r ^ 

my father and mother be sacrificed ^ - - ; 

foryou/' :( . t (rvx0 :^ ^\^\ : g>_j±i 

Comments: [Its isnad is saheeh] .{ T £ \ " ) 

1424. Sufyan bin Wahb al- -jj & ^ ^ _ UTt 
Khawlani said: When we conquered ^ 3 , ft tf , ( , 
Egypt without a peace deal (i.e., by Oi ^ l 4* >*J _ V* 0? ^ 4^ ^ ! 
force), az-Zubair bin al-' Aw warn ^ | , • 

(^b) stood up and said: O 'Amr bin J" ^ ^ tf ~ * ^ / 

al-'As, divide the land. 'Amr said: I d Ji Sj^ 1 0? 4^ Ir*^ 

shall not divide it az-Zubair (^) s-\*JJt " r ^ i * ' ' J ! " 

said: By Allah, you will divide it as ^ "T^^ ^ J - ■ ^ 



the Messenger of Allah {^) divided ^^Jl 
Khaibar! 'Amr said: By Allah, I 
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shall not divide it until I write to 
Ameer al-Mu'mineen. So he wrote 
to 'Umar and 'Umar wrote 
back to him (saying): Leave it so 
that the third generation (lit. the 
offspring of the foetuses currently 
in their mothers' wombs) may use 
the income from it to go out on 
campaign for the sake of Allah. 

Comments: [Its isnad is da'eef] 

1425. It was narrated from al- 
ly! undhir bin az-Zubair from 
his father that the Prophet 
gave a share to az-Zubair, a share 
to his mother, and two shares to 
his hor.se. 

Comments: [Hasan because of 
corroborating evidence and this is 
a da'eef isnad, Fulaih is unknown] 

1426* Al -Hasan narrated: A man 
came to az-Zubair bin al-'Awwam 
and said: Shall I kill 'Ali for you? 
He said: No; how can you kill him 
when he has the troops with him? 
He said: I will catch up with him 
and assassinate him. He said: No. 
The Messenger of Allah said: 
"Faith prohibits assassination; no 
believer should resort to that/' 

Comments: [Saheeh] 

1427. Al-Hasan said: A man 
came to az-Zubair bin al-'Awwam 
and said: Shall I not kill 'Ali for 
you? He said: How can you kill 
him when he has people with 
him?... and he narrated a similar 
report. 

Comments: [Saheeh] 



JU» iLfL-il V : j^L* J lis .Lj^L-il 

'JJ. Jj jJ\ Jl C£\ 

L$L jyj r j^- U^il jl : 'Jj. k}\ 

..... 

;IijClil tfjU- tii^ ~MY-^ 

^ Ji ji3 ;u : jl; ^\ 

&Z<JlS} ,i :Jli ?6£ilJ jSWf : JUi 
\ : JU .4, JjbiS ^ j^l : i^j 
iuWl 0l» : JlS #| Jil 6[ 

[urr , mv : 

Jl :Jli ^^Jl :^JU^ J' li^Ci 

^^llll ilxi ^jas/-" JilTj :Jli 
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1428. It was narrated from 'Amir . ^ ^ ^ ^ _ UYA 

bin 'Abdullah bin az-Zubair that - ' - t 

his father said: I said to my father, 0*W /\) ^ ^ 

az-Zubair bin al-'Awwam fe): s ^,. . . . r i s , - 

Why don't you narrate from the ^ j*^ - - ^ ^ ^ , 

Messenger of Allah He said: 1 U ^ J\ ci* :J\5 ^ 

never left him since I became . *' t , t , ; vf ;,i 

u i , t i . , . _ U :Jli dill Jj^j ^j^" N 

Muslim, but I heard him say J - ^ 

something. He said: "Whoever tells cJU^ J[£Jj tcjiii ili i^jli 

a lie about me, let him take his ^ , , * - 

place in Hell." ^ ' 

Comments: [Its asrwd is saheeh] [\t\V : £>-lj] ^ =^ l^Ji 



1429. Hisham bin 'Urwah 
narrated from his father, that his 
grandfather - Ibn Numair said: 
from az-Zubair - said: The 
Messenger of Allah (jg) said: "For 
one of you to take a rope and go to 
the mountains, then bring a bundle 
of firewood on his back and sell it, 
and make himself independent of 
means thereby, is better for him 
than to ask of people, whether they 
give him something or not/' 

Comments: [Its isnad is saheehM- (\tv» > 1t?tM 

Bukhari (1471)] * c ' e 

1430. Ya'eesh bin al-Waleed : j^*J\ ^ _ur * 
narrated that a freed slave of the 




family of az-Zubair told him that az- 



Zubair bin al-'Awwam narrated ; ^\ ; jj^jl 

to him that the Messenger of Allah * ^ n * „ * . * ? 

(jfe) said: There has come to you - J - ^ J ^ j, ^ -"^ 
the disease of the nations before i^Jl SIj fJ^Jl 4^ 

you, jealousy and hatred. Hatred is , ;? . ; ;. , , ♦ . ... 

the shaver (destroyer). I do not say f ^ 
that it shaves hair; rather its shaves ^JJlj t^JJl l^j c^iiJ l jl>4 

(destroys) religious commitment. By 
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the One in Whose Hand is the soul 
of Muhammad, you will not enter 
Paradise until you believe, and you 
will not believe until you love one 
another. Shall I not tell you of 
something that will help you to 
achieve that? Spread (the greeting 
of) salam amongst yourselves," 
Comments: [Its imad is da'eef] 

1431* It was narrated from 
Ya'eesh bin al-Waleed that a freed 
slave of the family of az-Zubair 
told him that az-Zubair (4*) told 
him: The Prophet said: 
"There has come to you../' and he 
narrated it. 

Comments: [See the previous 
report] 

1432. It was narrated from a freed 
slave of the family of az-Zubair 
that az-Zubair bin al-' Awwam told 
him: The Messenger of Allah (sg) 
said: "There has come to you../' 
and he narrated it. 

Comments: [See the previous 
report] 

1433. It was narrated that al-Hasan 
said: A man said to az-Zubair: Shall I 
kill 'Ali for you? He said: How 
would you kill him? He said: I will 
assassinate him. He said: No; the 
Messenger of Allah (jjg) said: "Faith 
prohibits assassination; no believer 
should resort to that." 

Comments: [Saheeh] 

1434. It was narrated that az- 
Zubair bin al- Awwam said: When 
this soorah was revealed to the 



oyUj t*jJJ f ">LjI j, — i :gj>i; 

[wr« i^ij .i^Ju 
^ ^ gjjU- -urr 

[ur< .IjSii : Jii 

IJa Hil^ :J^^! -\trr 
iiJ J^l VI : ^JJ Ji3 Jli : JU 
: Jli ^Jb! : v^i- ^5 : 

Mm ^i,] ili V *ilU)t 
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Messenger of Allah "Verily, . ,^ 



you (O Muhammad ^) will die, 



and verily, they (too) will die. j^; s^^iJl oli cJ^ : JU ^1^1 

Then, on the Day of Resurrection, t ,^ „ * , H 9 >tf , ^ . * . ^ s 

you will be disputing before your r ° r^P ^ ^i? ^ 

Lord" [az-Zumar 39:30,31], az- ^ - 

Zubair said: O Messenger of Allah, ^ t t „ 5 ^ 

will we face again the disputes we i l : J?.^ d\* \ «T * 

had among us in this world in ~ ^ j e; ^ U ^ 



addition to other sins? He said: 



"Yes, you will face these disputes J>- j^^J ^JU^ :Jli ^V^^ 1 

again until everyone who has a * JB ,* - ^ » , . - s ^ 

right has been given his right." Az- - J : ^ ''^ ^ ^ J 5 ^ 

Zubair said: By Allah, the matter is [ U * 0 : .j^jIS UN I OJ 
very serious. 

Comments: [Its isnad is /wsgh] 03 * ■ B-r*** 

1435, 'Urwah said: I heard 'Ikrimah IX^j Jli t^jui -\tro 
[recite]: "And (remember) when We ^ , ^ x „ . 
sent towards you (Muhammad J* it J J i^l ?J & ■ ^ 
and it was recited to Sufyan from <^ ^ ^ . ^ . ^ 
az-Zubair: "a group (three to ten \ " V , ' 

persons) of the jinn, (quietly) tiU^ :Jli (Y^ :,jU*-Sh) 4^0-^ 
listening to the QurW [al-Ahqaf ■ W , ^ ^ 3 

46:29]. He said: [That was] in J r ^ - ^ ^ J - Jj ^^ 
Nakhlak The Messenger of Allah .01 : ^1) ^ 

(SEfe) was praying 7s/ia', and "they 

(the jinn) just made round him a t ^J^C ^ \ \ -] : jQJl : jcii. Jii 

dense crowd as if sticking one over * e ^ , , ^ , 

the other (in order to listen to the ^ ^ ^ 

Prophet's recitation)" [al-Jinn _ jLw( ^ e ^ 
72:19]. Sufyan said: They were one * ' Ci - 

above the other, like thick masses ^ ^ 

of clouds one above the other. 

Comments: [Hasan because of corroborating evidence and its isnad is da'eef 
because it is interrupted between Ikriman and Az-Zubiar] 

1436. Muslim bin Jundub j . ,.y -Uri 
narrated: someone who heard ^ ^ ' (° ^ 

him told me that az-Zubair bin al- ^ ' 0? ' '—^ 

'Awwam said: We used to pray _ t t ' 

Jumu'ah with the Prophet (*£), C 15 :J >- C 1 ^ 1 ^ ^> jl CT - 

then we would leave and seek the ^ ^ ^ ^ /j^j, ^ Jj^ 
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shade of the fortress, but we 
would not find any shade except 
(an area) the width of our feet. 

Comments: [Saheeh because of 
corroborating evidence; this is a 
da'eef isnad because the chain 
between Muslim bin Jundab and 
Az-Zubair is unknown] 

1437. It was narrated that 'AH or 
az-Zubair said: The Messenger of 
Allah used to address us and 
remind us of the annals of Allah (cf . 
14:5), until we could see that on his 
face (because of alarm). It was as if 
he was warning people against an 
enemy that would attack them in 
the morning. If he had just recently 
met with Jibreel, he would not 
smile until Jibreel had departed 
from him. 

Comments: [Its isnad is hasan] 

1438, Az-Zubair bin al-'Awwam 
said: This verse was revealed when 
we were present with the 
Messenger of Allah "And fear 
the Fitnah (affliction and trial) 
which affects not in particular 
(only) those of you who do wrong 
(but it may afflict all the good and 
the bad people)" [al-Anfal 8:25], 
We started saying, What is this 
fitnali? And we never thought that 
it would happen as it did. 

Comments: [A Hadeeth Jayyid] 



[UW jiiJ I 

— e> jL~-J l_Lfcj ^r htjJ? ' ^Hj^ 



fLi* : f Li* ^ ^5 ttJU -UW 

j l _ ^ Jt *U\ ^\ If 

j^i i-ji^ 6 is iii ji5j .sjjLp ^Vi 



jtA ^-^ J 



[UU i^rlj] .J^Jj 



End of the hadeeths of az-Zubair bin al-'Awwam gfc 
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1439. Ibn Abi Najeeh said: I :^jl}Jl :Oll* -Ur^ 
asked Tawoos about a man who , t t£ , , „ £ ^ 
stoned the ]amrah with six pebbles : ^ ^ ^ 

and he said: Let him donate a . J^- 1 1 t i' J i^J>\ Ur3 

handful of food. Then I met ^ "* _ ' ^ - 

Mujahid and I asked him and told ^iii : Jli .pUk ^ i^ilS ^LJ 

him what Tawoos had said: He -,.;t >,r > ,if. 

said: May Allah have mercy on r . s 

Abu 'Abdur-Rahman. Did he not J_Ji iiAT Ui jIp Lj( UJt 

hear the words of Sa'd bin Malik? j ' U^J I CJo" Jli ^JJU * 
He said: We stoned the jimar - or ^? - J ; - ^ * - - 

the jamrah - when we did Hajj ^ L ^ Jj| ^ ^ _ s^J! 

with the Messenger of Allah (sg), , , a ' , , # ^ tf . ^, „ . 
then we sat and talked, and :JU ^ iLlU 

among us were those who said: I . - ^ t *^ . - ^ 

threw six pebbles; and among us f ' 

were those who said: I threw ^CT^i °^* J ^* 
seven; and among us were those ' [n , r . ^ 0 ^ ^ ^ <^ 
who said, 1 threw eight; and ' ■' " r 

among us were those who said: I : g>« 

threw nine. And they did not see r i L t 

anything wrong with that. - ^ 

Comments: [Its jswid is da'eef because it is interrupted] 

1440. It was narrated from Sa'd ^ tifc tilt -m « 
that the Messenger of Allah (^) 

entered upon him to visit him J> Jul?- ^-J^- j J** If- 

when he was sick, when he was ' * v . „-< - * n " 

in Makkah. He said: O Messenger ^ ^ ^ ^ ^ l ^ 

of Allah, 1 am afraid that I will jil ^ Jjl jt ^ t jJL^ 

die in the land from which I - , , * ^ , , ^ ^ irj 

migrated as Sa'd bin Khawlah :JUi 4 ^ >J >-> ^ 

died. Pray to Allah to heal me. He j>^° L, ^ M J^jJ- jj , 4L1 C 
said: "O Allah, heal Sa'd, O Allah, 

heal Sa'd, O Allah, heal Sa'd." He ^> 0? -U^ oU Ui ^ i>U ^1 
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said: O Messenger of Allah, I have 
a great deal of wealth, and I have 
no heir except one daughter Can 
I bequeath all my wealth [to 
charity]? He said: "No," He said: 
Can I bequeath two thirds of it? 
He said: "No/' He said: Can I 
bequeath half of it? He said: "No/' 
He said: Can I bequeath one third? 
He said: "One third, and one third 
is a lot. If you spend from your 
wealth it is a charity for you; if 
you spend from your wealth on 
your dependents, it is a charity for 
you; if you spend from your 
wealth on your family, it is a 
charity for you. If you leave your 
family something that is enough 
for them to live on, that is better 
than leaving them to ask people 
for help/' 

Comments: [Its isnad is saiiceh, al- 
Bukhari (56) and Muslim (1628)] 

1441. It was narrated from 'Amir 
bin Sa'd that his brother 'Umar 
went to Sa'd on the outskirts of 
Madman, where he was living with 
some sheep of his. When Sa'd saw 
him he said: I seek refuge with 
Allah from the evil of this rider. 
When he came to him, he said: O 
my father, are you happy to live 
like a Bedouin with your sheep 
when the people are disputing 
over power in Madinah? Sa'd 
struck 'Ulnar's chest and said: Be 
quiet! I heard the Messenger of 
Allah (^) say: "Allah loves the 
slave who is pious, independent of 
means and reclusive." 



jL$H : Jii 01 Ull £ib 

tljJL- i^iil jLjil i IjlS-^ 

>fa j 01 ,h l; .mil- 

W» : Jl* S<k^> ^jfil ; Jtf W» : M 

t^JJUd JjJ ^JLp Jizlii 0[j tA*JUi> 

.<hva) 

^ jlkl yil Jlii jl :jJL- ^ ^-Ip 

^3 llii tijJuJl l^-^jU- Jj j*1p ^ jJL^ 
t^l^Jl \i* jJ, JJL :JU 
0>J 01 o^ji t :JU Jul LiLi 

J 0>jl2 ^llll) *iui J 
i^ip jjui> jJL- klj^ii VsIjuJI ^lUJl 

^aJl JLiii J^-j UJl 0j» :J^i 
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Comments: [Its zsnarf is (jdifi, 
Muslim (2965)] 

1442. 'Amir bin Sa'd told 'Umar 
bin 'AbduI-'Azeez, when he was 
the governor of Madinah, that Sa'd 
said: The Messenger of Allah (^) 
said: "Whoever eats seven 'ajwah 
dates from between the two lava 
fields of Madinah on an empty 
stomach in the morning, nothing 
will harm him that day until evening 
comes." Fulaih said; And I think he 
said: "And if he eats them in the 
evening, nothing will harm him 
until morning comes." 'Umar said: 
Think, O 'Amir, about what you are 
narrating from the Messenger of 
Allah He said: I bear witness 
that I have never told lies about 
Sa'd and Sa'd never told lies about 
the Messenger of Allah (^), 

Comments: [A saheeh iiadeeth] 



1443* It was narrated from 'Amir 
bin Sa'd that Sa'd went to his 
fortress in al-'Aqeeq, where he 
found a slave hitting a tree to 
make its leaves fall or cutting it 
down, so he stripped him of his 
belongings. When Sa'd returned, 
the owners of the slave came and 
asked him to return what he had 
taken from their slave. He said: 
Allah forbid that I should return 
something that the Messenger of 
Allah (sfe) granted me of booty. 
And he refused to return it to Or"ii) : 

them. 

Comments: [Its isnad is saheeh, Muslim (1364)] 



» -- ^ ■ .- ■■ * a , J * > . v " " I I - 

IjlL^ ol :«L*uJl Ji- yi>j ^j^>*Jt 
J5i 'J** J >l-3 <3^ 

t ij^-i ^iJi ^-J <st*^ 

\£s\ ijji :JLi 2fcfj Jtf «^~L' 

Jjjtf U J±if ;jUi ill 
Jjl ^ v-^ 



j\ 1 -i*^ jS- t Jti^JU 
t ^>UJl jii a*L>- jlIL^ tilL-i 



Musnad Sa'd bin Abi Waqqas 4, 



38 



1444* It was narrated from 
Isma'eel bin Muhammad bin Sa'd 
bin Abi Waqqas, from his father, 
that his grandfather Sa'd bin Abi 
Waqqas said: The Messenger of 
Allah (£5) said: "One of the signs 
that the son of Adam is blessed is 
that he prays istikharah, asking 
Allah for guidance in making a 
decision. And of the signs that the 
son of Adam is blessed is his 
being content with what Allah 
decrees. And one of the signs that 
the son of Adam is wretched is 
that he does not pray istikharah, 
asking Allah for guidance in 
making a decision. And one of the 
signs that the son of Adam is 
wretched is his being discontent 
with what Allah decrees/' 

Comments; [Its isnad is da'eef\ 

1445. Isma'eel bin Muhammad 
bin Sa'd bin Abi Waqqas narrated, 
from his father, that his grand- 
father said: The Messenger of Allah 
(^) said: The signs that the son of 
Adam is blessed are three: a good 
wife, a good house and a good 
mount. And the signs that the son of 
Adam is wretched are three: a bad 
wife, a bad house and a bad mount." 

Comments: [A saheeh hadeeth; this 
is a da'eef isnad because Ibn Abu 
Humaid is da'eefl 

Jx 

1446, Bukair bin 'Abdullah bin al- 
Ashajj narrated that he heard 
' Abdur-Rahman bin Husain 
narrate that he heard Sa'd bin Abi 
Waqqas say: I heard the Messenger 
of Allah (£§) say: "There will be 



: _ SlJiil eU _ jyj liiJb- - Mil 
^ {/. ^ h* t^t 

S^JLi jsj tiill Uj 

•\>fv J* J* 
J* 3^ 



* , 5 ' J * * '[ l * 1 i'» C " " f 

^ X*^* LjpLwI LjJL>- 1 JL-aJ~ 

ji jSuu. ^ Jj; j^j jii 

t^iliJi t ^UJlj ii^LSJl si>Ji 
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turmoil (fitnah) in which the one * *, r ' >, _ j. > „ > ♦ , > > 

who is sitting will be better than ; ^ ^ J ^ 

the one who is standing, the one i^liJl ^ ^ 4t! 

who is standing will be better than ( . - - > , ^, 

the one who is walking, the one ^ lt?^ 1 <^-> ^ > 

who is walking will be better than ^ > : Jii : Ju .« ^LLJl 

the one who is running." He said: * * ^ 

And I think he said: "And the one [U • * : >l] ,u*UJ1 ^ > 

who is lying down will be better . . „ 

than the one who is sitting." V Oi' -ff^" 

l£ *jjJ -laijJl 

Comments: [Salieeh because of corroborating evidence] 

1447. It was narrated from Sa'd ^ : .i ^'i -UiV 
that the Messenger of Allah (^) ^ 4 - 

said of Banu Najiyah: "1 am of 4 ^ C 1 ^' <J* ^ 

them and they are of me." ^ l\ 

Comments: [Its rsttad is da'eef] , * . . ,;f 

,oJL_* ^jl^^la^^j iJl**- ^1 ^1 Jjw? oL-.[ '. ^y^H 

1448. The nephew of Sa'd bin ^ >. ^ ^ _^ {A 

Malik said: They mentioned Banu * ^ \ 

Najiyah in the presence of the Jl ^\ y m \ JUi ^jAJI 
Messenger of Allah and he i - - r - L ^- *- .in- 

said: They are a tribe who - ' ^ 

belong to me." «j ^jtf ^ jU :JUi» 

Comments: [Its isnad is dfl'ee/ like ^ ^ ^ ^ y . ^ j 

the previous report] ' J 

1449. It was narrated from .j^j ^ ^ ^ 

Da wood bin 'Amir bin Sa'd bin t , ^ 

Abi Waqqas, from his father, from j*S* (Jt J* ^ l Jj ->- 

his grandfather, that the Prophet , , t ° ' ' U' f c jl^ "I 

(jft) said: "If less than a fingernail- ^ ^\ f ^ ^/ ^ ^ ' f 

sized piece of what is in Paradise ^ L» jl )J>i ^J^^^ 1 ^ 

could appear, it would adom every- ^ ^ ; r, * ^ ^ -^J^ . ^ 

thing in all directions between ^ ^-^^ ^ . . . ^ , 

heaven and Earth. And if a man ^\ ^jj ^^j^lj olji-Ul Jiiy- 

from among the people of Paradise ^ ^ , ^ tf ^. / E 

were to look out and his bracelets Cr^ 1 t^ 1 > ! 
were to appear, their light would 
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outshine the light of the sun as the ■ * - n - 

light of the sun outshines the light of *J"** ^ ^v^ 1 

the stars/' 

Comments: [Hasan] 



[uiv i^ij] .^jiUt fjj, 



1450. It was narrated from 'Amir :^l>Jt ^ j?f GSa^ 

bin Sa'd, that Sa'd said: Make a ' \ s 

lahd (niche) for me and block it up J^r^l If- <• y^r <Ul jIp 

with bricks as was done for the 



Messenger of Allah (jg). 



Comments: [Its isnad is sfl/irc/i, lQ; jijl ^ l^l} tiAJ 



Muslim (966)) 



1451. It was narrated from 
Sa'd... and he mentioned a similar 



report. iol ^ v-ilAJ ^ J^U^j ^ t yiJU- 

C °rT P ™rt] ntS! ^ * he previous $ ^ •••^ 

1452. It was narrated from Abu :^^Jl SjlS ^ ouii ESji - N t oY 
Salamah bin ' Abdur-Rahman, ' ^ , 

from Sa'd bin Abi Waqqas, that : ~ 0? 1 _ J^r^l 

the Prophet (#;) said concerning j^' ( ■ - - > 

wiping over the khuffain (leather J~ ^ ^ ^ 

slippers): "There is nothing wrong <j) If- < ^JLJ^ ^li 

with it." "* . I t * , #tff , 

^ ji . j . t ? 1 ^ ^ ^ t o^y 1 0; ^ 

Comments: [Its zsnffrf is saheeit] Z ' „ ' 

1453. It was narrated that 'Amir jfc . - - j^, ^ _ u , r 
bin Sa'd bin Abi Waqqas said: I 



heard my father say: I never heard 4 l?) - ^ J^t - 

the Messenger of Allah (^) say 
concerning any living person who 



the Messenger of Allah (3k) say * . „ -..s f . » . , - 



Musnad Sa'd bin Abi Waqqas 4» 41 & ^0^3 j}^ -li^b**) ji J^U 

was walking on the face of the > ^ ^ * - , , * . ^ r . ' f 
earth, that he would be in Paradise, J ^ * f\ J ^ U J ^ ^ 

except 'Abdullah binSalam. jl^J t£j^\ j> Jjjii ; 4 _ r ^; ^tlll ^ ^ 

Comments: [Its isnad is saheeh, al- [>orr * ,Sb v M 

Bukhari (3812) and Muslim ' ^ \ ^' 

(2483)1 

1454, It was narrated that Abu f ^ ^ ^ (Si - Wot 
'Uthman said: When a claim was — ' v * 

made concerning the father of Ul fl .^j LIJ :JU jU^ 

Ziyad, I met Abu Bakrah, and * * . * rjr . ->.= 

said: What have you done? I >A ^ ^ ^ ^ 

heard Sa'd bin Abi Waqqas say: ^\ ^j, : ^1 -u^ c-^- 

My ears heard the Messenger of \ t s ^ , * ^ . 

Allah (saj) say, "Whoever claims ^ l CS* : >J « ^ ^ 
to belong to a father in Islam who t «J ^ ^ ^ * *J > ^ 
is not his father, knowing that he ^ - , > ■ - 

is not his father, Paradise will be &j ^ -'f'^ ^ b 

forbidden for him." Abu Bakrah t mv ■ .^g Jj| jp; ^ 
said: And I (also) heard it from ' ' " 

the Messenger of Allah (ft). [ wn ^ oor 1 1 o . * t \ 

Comments: [Its isnad is sa/w/i, ai- - r : ms*» 

Bukhari (4326) and Muslim (63)] r c c ' ^ r 

1455, It was narrated from 'Amir ^ ^ j^v^ ^ 

bin Sa'd, from his father, that the o ' a * ^ £ , , 

Prophet {m,) said: "Hie hand is to <>° ^> *^ ^ ^ J* ' v^J 

be cuf off for the price of a * Jyi ^ ^ : ^ uuU 

shield/' ~ , „ , : V- 

Comments: [Sfl/r^/i because of -"j^* ^ ^ ^ 
corroborating evidence] 

1456, Isma'eel bin Muhammad | juAi £!U- ■ * " Lii>- -Mot 
bin Sa'd bin Abi Waqqas narrated, ^ ^ J 

from his father, that his grand- juj^ ^ J^^! : <ji- 1 ^ 1 

father said: The Messenger of Allah f f . * t 

(^) instructed me to call out ^ ^ ^ ^ ^ ^ * *~ ^ 

during the days of Mina: "These ^ Jli : Jli 

are days of eating and drinking, so , ~ ^ . \, > s "-a 

no one should fast during them" - ^* * t r'-r i -' J^ 1 ^1 

i.e., the days of at-taslireeq. [\o** : ^;|] JtJ^\ ful ^ 
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Comments: [SaJieefc because of Qa, i.^jj : 

corroborating evidence] . 



1 457, It was narrated that Sa'd bin 
Abi Waqqas said; What is between 
the two lava fields of Madinah is a J>. -a**^ : jUlLi ^ J?-^ 1 



sanctuary. It was made a sanctuary 
by the Messenger of Allah (^) just 



as Makkah was made a sanctuary U ; Jli J> ^ J I 

by Ibraheem. O Allah, make the - . . * . - 

blessing in it twofold and bless *"f * ^ ^ ] ^ ^ 

them in their sa's and tvudds ^1 '(^ ^ ^ JlJI 

(weights and measures). t ^ * . 

Comments: [Saheek, because of ^ ^ ^ ' J ^ ^ ^ ^ 

corroborating evidence, Muslim [>Mr , \ovr : JiJl] 1^U> 

(1362,1387) and its isnad is Hasan] ' 

1458. It was narrated from * *, 

Mus'ab bin Sa'd, from his father, ^ b ^ :oU * ^ ~ UeA 

that a platter was brought to the ^ t jJL^ ^i^i ^ 3^ ^ Lf Ip L r ^-t 

Prophet and he ate from it, but ' , , t ' \ t , t .,1 ' *' *s ' t 

there was some left over. The J 5 ^ 'i"*! ^ S§ 4r l ^ 

Messenger of Allah fe) said: "A ^ Jj, ^ j£ ^ ^ 

man will come from this direction " fft , 

who is one of the people of Paradise, J*^ J* 1 <>? ^ J>*j 

and he will eat these leftovers/' Sa'd . f > . v ^r*. 

said: I had left my brother 'Umair ' , _ _ ^ 

doing wudoo' and I said: It will be £l>o : Jli t^lU :JjLu :Jli <uV£ 

'Umair. Then 'Abdullah bin Salam r _ fly . AK ,.r^: ; 

came and ate it. [^T^oM :>1].L^b^^ 

Comments: [Its isnad is hasan] '.^ mJ ?*j 

1459. It was narrated from Abu 1:;*. - /, Vl i n iui 
Salarnah, from Sa d bin Abi 

Waqqas, in a hadeeth attributed to ^ cJ^> : J 15 ^ 0? ,_r-^ • 44* J 

the Prophet {^5) about wudoo' and f • .... :,r 

(wiping) over the khuffain, that ^ V; ^ ^ ^^^^> 

there is nothing wrong with it. J* ^ J! ^J^- 

Comments: [Its isnmf is saheeh] [\t*l %{ :^J1 
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1460* It was narrated that - ^ ^ _ uv 

Sulaiman bin Abi 'Abdullah said: I 

saw Sa'd bin Abi Waqqas who had OUlLi- ^ t r _f^ ^ J** ' ^j^ 

caught a man hunting in the < ^ V.j- : Jii Jji J ^1 
sanctuary (haram) of Madinah, - ; , " I " % 

which the Messenger of Allah ^LxUl ^ ^ -L-^ "A>-3 

declared to be a sanctuary, and he > : * > , , - ' in 

stripped him of his garments. His ""*"*., '„ * " 

masters came and he [Sa'd] said: ^ <gg Jj\ J^ij Si ;Jlii 
The Messenger of Allah (&§) . , /, * , v „ 

declared this to be a sanctuary and ^ ^ ^ B -^J 

said: "Whoever you see hunting ^ *jf 15 

anything in it, you may strip him of t ~ ^ tf , D , 

his belongings/' I will not return a ^ ^ ^ fel^ 

gift that the Messenger of Allah y ^ ^ ^ 3^ -J*^] 
gave to me, but if you wish I " - , - , t 

shall give you its price. And on one [MiT : ^ I j] I aiL' 1 

occasion 'Affan said: If you want 

me to give you its price, I will give .Ovii) : ^-^>^ - gtj^ 

it to you. 

Comments: [A salieeh hadeeth, Muslim (1364)] 

1461. Muhammad bin 'Abdur- J,\ ^ ^\ £1^. : ^ J^t ->£^ 
Rahman bin 'Abdullah bin al- \ \ 1* * '- r „. 
Husain narrated from Sa'd bin Abi Ji ^ ^ Jm ^ '^1 
Waqqas that he would pray 'Isha' jj^ ^ J-j : 0 ^jJl J Jll ±* 
in the mosque of the Messenger of \ , * f , ^ & / £ 
Allah then he would pray ^ ^ ^ ^ 
Witr with one rflfc'flh and no more. ». . *! ^ J Ji j^* ^ 

He was asked: Do you pray Witr ^ f \ 

with one rak'ah and no more, O JLSii :Jli tl^i* JjJj N £Jj^I>. 

Abu Ishaq? He said: Yes; I heard . * ^ ^ u ^ ^ ; ^ 

the Messenger of Allah (m) say: S \ ~ / \ 

/y One who does not sleep until he ; jyb ^ J^-L^ t>! *• 

has prayed Witr is a man of 

resolve." 'V^ ^ 

Comments: [HflSfltt because of ^ I ^ j~>- '.gtj^ 

corroborating evidence] ' .j^^ 

1462. Ibraheem bin Muhammad ^ ^ -U^Y 
bin Sa'd told us: My father s . . • "7, ' 
Muhammad told me, that his ^ 0? 
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father Sa'd said: I passed by 
'Uthman bin 'Affan in the mosque 
and greeted him with salam. He 
looked straight at me but did not 
return my greeting. I went to 
Ameer al-Mu'mineen 'Umar bin al- 
Khattab and said twice: O Ameer 
al-Mu'mineen, has something new 
been introduced into Islam? He 
said: What has happened? I said: I 
passed by 'Uthman just now in the 
mosque, and I greeted him with 
salam, and he looked straight at me 
but did not return my greeting. 
'Umar sent for 'Uthman and 
summoned him, and he said: What 
prevented you from returning your 
brother's greeting? 'Uthman said: I 
did not do that. I said: Yes you did. 
And he swore an oath and so did L 
Then 'Uthman remembered 
something and said: Yes [I did 
that]; I ask Allah for forgiveness 
and repent to Him. You passed by 
me just now when I was thinking 
to myself of something I heard 
from the Messenger of Allah 
By Allah, I never remember it but 
my heart and my eyes are 
overwhelmed. Sa'd said: I will tell 
you what it is. The Messenger of 
Allah (jfc) was about to tell us the 
first du 'a then a Bedouin came and 
distracted him until the Messenger 
of Allah got up and followed 
him. When I got worried that he 
would reach his house before I 
could catch up with him, 1 stamped 
my foot on the ground. The 
Messenger of Allah (^) turned to 
me and said: "Who is this? Abu 
Ishaq?" I said: Yes, O Messenger of 
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Allah, He said: "What is the 
matter?" I said: Nothing, by Allah, 
except that you started to tell us 
about the first du'a', then this 
Bedouin came and distracted you. 
He said: Yes, the du'a' of Dhun- 
Noon when he was in the belly of 
the fish: "La ilaha ilia Ania [none has 
the right to be worshipped but You 
(O Allah)], Glorified (and Exalted) 
be You [above all that (evil) they 
associate with You]! Truly, I have 
been of the wrongdoers" [al- 
Anbiya' 21:87]. No Muslim calls 
upon his Lord with it for anything 
but he will receive a response/' 

Comments: [Its isnad is hasart] 

1463* It was narrated from 
'A'ishah bint Sa'd, from her father, 
that 'Ali went out with the Prophet 
(3fe) to Thaniyyat al-Wada', and 
'Ali was weeping and saying: Are 
you leaving me behind with those 
who stay behind (i.e., the woman, 
who do not go out on campaign)? 
[The Prophet said: "Does it 

not please you to be to me as 
Haroon was to Moosa, except with 
regard to Prophethood?" 

Comments: [Its isnad is saheeh, al- 
Bukhari (3706) and Muslim 
(2404)] 

1464. It was narrated from Sa'd 
bin Abi Waqqas, from the Prophet 
(Sgs) that he used to say: "My 
ummah is not going to be impatient 
before my Lord when they are 
delayed for half a day." I asked 
Rashid: Did you hear anything 
about what this half a day is? He 
said: Five hundred years. 
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Comments: [Hasan because of 
corroborating evidence] 



1465. It was narrated from Sa'd 
bin Abi Waqqas, from the Prophet 

that he said: "I hope that my 
ummah will not be impatient 
before my Lord when they are 
delayed for half a day/' It was 
said to Sa'd: How much is half a 
day? He said: Five hundred years. 

Comments: [Hasan because of 
corroborating evidence. This is a 
da'eef isnad] 

1466. It was narrated that Sa'd bin 
Abi Waqqas said: The Messenger of 
Allah (^) was asked about this 
verse: "He has power to send 
torment on you from above or 
from under your feet" [al-An'am 
6: 65]. The Messenger of Allah (^) 
said: "Verily it is going to happen, 
but its fulfilment is not yet due/' 

Comments: [Its isnad is da'eef 
because Abu Bakr bin Abdullah is 
da'eef ^nd its isnad is interrupted] 



1467* It was narrated from 
Dawood bin 'Amir bin Sa'd bin 
Abi Waqqas, from his father, from 
his grandfather, that the Prophet 
said: "If less than a fingernail 
sized piece of what is in Paradise 
could appear, it would adorn 
everything in all directions 
between heaven and Earth, And if 
a man from among the people of 
Paradise were to look out and his 
bracelets were to appear, their 
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light would outshine the light of 
the sun as the light of the sun 
outshines the light of the stars." 

Comments: [Its isrtad is hasan] 



1468* It was narrated that Sa'd 
bin Abi Waqqas said: On the day of 
Uhud, 1 saw on the right of the 
Messenger of Allah (3^) and on his 
left, two men in white garments 
who were fighting to defend him in 
the fiercest manner. I have never 
seen them before or since. 

Comments: [Its isrtad is snhcefi] 

1469. Ibraheem - i.e., bin Sa'd - 
narrated that Mu'adh at-Taimi 
said: I heard Sa'd bin Abi Waqqas 
say: I heard the Prophet (*g) say: 
"There are two prayers after 
which no nafl prayer is to be 
offered: Fajr, until the sun rises 
and 'Asr until the sun sets/' 

Comments: [Saheeh because of 
corroborating evidence] 

1470. It was narrated that Sa'd 
bin Abi Waqqas said: I heard the 
Messenger of Allah (^) say... and 
he narrated a similar report. 

Comments: [A repeat of the 
previous report] 
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1471, Ibraheem bin 'Abdur- 
Rahman bin Sa'd bin Abi Waqqas 
said: On the day of Uhud, I saw 
on the right of the Messenger of 
Allah (sg) and on his left, two 
men in white garments who were 
fighting to defend him in the 
fiercest manner. I have never seen 
them before or since. 

Comments: [Its isnad is saheeh] 

■Orr 

1472. It was narrated from 
Muhammad bin Sa'd bin Abi 
Waqqas that his father Sa'd bin Abi 
Waqqas said: 'Umar asked for 
permission to enter upon the 
Messenger of Allah (^), and there 
were some women of Quraish with 
him who were talking to him and 
asking too much of him and raising 
their voices. When 'Umar asked 
permission to enter,, they got up 
and hastened to conceal them- 
selves. The Messenger of Allah (^) 
gave him permission to enter, so he 
entered and the Messenger of 
Allah (3^) was smiling. 'Umar said: 
May Allah make you happy all 
your life, O Messenger of Allah. 
The Messenger of Allah (^) said: 
"I wonder at these women who 
were with me. When they heard 
your voice they hastened to 
conceal themselves." 'Umar said: 
O Messenger of Allah, you are 
more deserving of being feared. 
Then y Umar said: O enemies of 
your souls, do you fear me and you 
do not fear the Messenger of Allah 
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They said: Yes, for you are 
harsher and tougher than the 
Messenger of Allah (_&). The 
Messenger of Allah (#r) said: "By 
the One in Whose hand is my soul 
the Shaitan never meets you on a 
road but he takes a different road/' 

Comments: [Its isnad is saheeh, al- 
Bukhari (3294) and Muslim 
(2396)3 

1473. Yoosuf bin al-Hakam Abul- 
Hajjaj narrated that Sa'd bin Abi 
Waqqas said: I heard the Messenger 
of Allah (a&) say: "Whoever wants 
to humiliate Quraish, Allah will 
humiliate him." 

Comments: [Its isnad is Hasan] 



1474, 'A'ishah bint Sa'd said: 
Sa'd said: I fell sick in Makkah 
and the Messenger of Allah 
entered upon me to visit me. I 
said: O Messenger of Allah, I am 
leaving behind wealth and I have 
no one except one daughter. 
Should I bequeath two thirds of 
my wealth (to charity) and leave 
her one third? He said: "No," I 
said: Shall I bequeath one half 
and leave her one half? He said: 
"No," I said: Shall I bequeath one 
third and leave her two thirds? 
He said: ''One third, but one third 
is a lot" three times. Then he laid 
his hand on my forehead and 
wiped my forehead, chest and 
stomach, and said: "O Allah, heal 
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Sa'd and make his migration *i \ •* . - >- » > - t 

complete/' I still imagine that I ^\ &l S^i ^ ^ J f^J 

can feel the coolness of his hand .ULUl ^xS *x S'J 1*4 
on my heart until today. 

Comments: [Its ismd is saheeh, al- [U£ .^Ij 



Bukhari (56) and Muslim (1628)1 .< nYA) ; - - : , 



1475. It was narrated from y\ JJ^ tijS- (WY/I) -Wvo 
'Abdullah bin Abi Salamah that 



Sa'd heard a man saying Labbaika 



Dhul-Ma'arij (here I am at Your .^UUJl li id ij^i ^ ^ ll^ 
service, Lord of the ways of 



ascent). He said: He is indeed the s?>-3 £ ^ ^3 ^j 1 ^ ^! : <J^ii 
Lord of the ways of ascent, but '^j s/ ^ 

we were with the Messenger of 

Allah and we did not say .^_J> : 

that - " ' .iL^x 

Comments: [Its t'sttflrf is d^'ee/] 

1476* It was narrated that Sa'd jlli ^ jl^- ■ £?j -MV^ 

bin Abi Waqqas said: The * , t . * , , >* . 

Messenger of Allah (m) said: "He - - ^ L - ^ l ^ ^ ^J^ 1 

is not one of us who does not ^Uj ^ juL^ ^ 4 4^ ^) 

recite the Qur'an in a nice voice/' \ / ' ~ * >' „ "/ :\ 

Wakee' said: Le„ feeling content ? If ^ ^ : ^ ^ J ^ Jli :JL > 

withit ■* ^ ^ JV5 .«oT^3L ^ 

Comments: [Sa/zeeh because of 

corroborating evidence] n ° M 

1477. It was narrated that Sa'd alj -Uvv 

bin Malik said: The Messenger of , . u \ \ . .... .. ■ * , * . . 

Allah (#5) said: "The best of dhikr ^ 7 ^ ^ ^ ^ 

is that which is silent, and the Jjl J ^ Jli ;Jli ^jJOU ^ jJL- 

best of provision is that which is - • * *' , . 

just enough." ■ ( u^ U >^ 

Comments: [Its isnad is ifa'eefl [nxr *Ws* t \iVA : ^l] 

^U^U JiiUlj t (^«oo) (in*) :^j\J^J\ 4^^\ 4 «L"y jl*^ Jl 
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1478. It was narrated that Usamah ^ - ^UJ*I ^* ^Z* QjJ- --HVA 
said: Muhammad bin 'Abdur- ^ ^ /' > 

Rahman bin Labeebah said... j> J-^* ufO^~' 0^ '^j^ 1 

Comments: [Its isnad is da Ve/ like ^ ^ :0Uii ^ Jjr U <JW -Li- 
the previous report] , . , : \ ; " " ' _ ^ 

iti:! Lj ;_ iiLOi ^ _ ^ 
[uvv i^ij] ,'sQ J jJi 

1479. Hisham narrated, from his t <J ^ ftli. -UY<\ 
father, from Sa'd, that the Prophet ^ f " s m 

(fis) entered upon him to visit "*yi i ^ ^ : ^ ^ 

him when he was sick. He said: O { ^ t ^ L ; : jlS ^ 

Messenger of Allah, shall I - ' o ^ f /; 

bequeath all of my wealth (to :M ?>LJU W» :JLS <?4< 

charity)? He said: "No." He said: ^ ' ±£ ^ ^ ' ^ 

Half? He said: "No/' He said: J ° ' > ° . 

One third? He said: "One third, [Wi • : gr\jl ^ _ *jj 
and one third is a lot." 

Comments: [Saheeh, because of 'f - C ' 

corroborating evidence al- J> hj* ^ J M .O^fA) 

Bukhari (56) and Muslim (1628) ._u^ ^ 

and its isnad is da'ee/] ^ 

1480. It was narrated from 'Amir jJL^ oCl^ l^-^ : - \ iA« 
bin Sa'd, from his father, that the a t , „ , . . . . . 
Prophet (m,) said to him: "What- 01 : I? ^ & ^ 'j* l r* l >S y^ 1 
ever you spend on your family of ^ ^p, : ij Jli ^ ^Jl 
maintenance, you will be rewarded 



maintenance, you win ue re waiueu ^ #i fl , , „ „ ^ „ . 

for, even the morsel that you lift to ^ ; 1 ^ ,>? 1 

>ur wife's mouth." [Uil : J 
omments: [Tts isnad is saheeh, al- 

Bukhari (56) and Muslim (1628)] -CntA) ^ i(fli) r^.^jw^U-l :^>w # 



1481. Tt was narrated from 
Mus'ab bin Sa'd that his father 
said: I said: O Messenger of Allah, 
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which people are most severely 
tested? He said: "The Prophets, 
then the righteous, then the next 
best and the next best. A man will 
be tested according to his level of 
religious commitment: if his 
religious commitment is solid, his 
test will be greater and if there is 
some weakness in his religious 
commitment his test will be 
lighter, A slave [of Allah] will be 
tested until he walks upon the 
face of the earth with not a single 
sin on him/' 

Comments: [Its isnad is hasnn] 

1482. It was narrated from Sa'd 
that the Prophet (^*) entered upon 
him to visit him when he was sick in 
Makkah. I [Sa'd] said: O Messenger 
of Allah, should I bequeath all of my 
wealth (in charity)? He said: "No." I 
said: One half? He said: "No." I 
said: One third? He said: "One 
third, and one third is a lot. If you 
leave your heir independent of 
means, that is better than leaving 
him poor and having to ask people 
[for help]. Whatever you spend on 
your family of maintenance you will 
be rewarded for, even the morsel 
that you lift to your wife's mouth." 
On that day he only had one 
daughter. And Sa'd mentioned 
migration (Hijrah) and he [the 
Prophet (Sij)] said: "May Allah 
have mercy on the son of 'Afra'. 
Perhaps Allah will extend your life 
so that He may benefit some 
people through you and harm 
others through you." 

Comments: [Its isnad is saheeh, al-Bukhari 
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1483. It was narrated that Ziyad - ^ ^ _ UAf 
bin Mikhraq said: I heard Abu y 

'A bay ah narrate from a freed slave Jjly^ ^Uj «~^< 

of Sa'd that Sa'd heard a son of his :f . ' ' c . ^ *° 

making rfu a and saying: O Allah, I ^ * ' ^ ' 11 

ask You for Paradise and its ^ji' ^ 

delights and brocade... and I seek ~ m t ^ ^ - 'f * 

refuge in You from the Fire and its & ^ 1 ^ l 
chains and fetters. He said: You L^U^L-j j&t ^ ijL i^ptj jii 
have asked Allah for a great deal of ^ ^ \ ./ . _ 

good and you have sought refuge ^ ^ ^ : -^^3 

with Allah from a great deal of evil. . j 1 *|j ^ * Jjl oi^ij 

But I heard the Messenger of Allah _/ > ^ ^ ' ; 

say: "There will be people who {j* ^j^r' ^ Jj^-j 

will overstep the mark in du'a'' f f^-rv ~c r , - v-- „ ,-* u : '-^ 
And he recited this verse: "Call on ^ 7 ' " ^ , \ 

your Lord with humility and in ^£t£tt ^ V A^L £^ 
private: for Allah loves not those - •£ U*j^ * y ( 00 ( \\\\ 
who trespass beyond bounds" [al- ^ ; 0 

A'raf 7:55). It is sufficient to say; O ^ £jj ^ Uj tJUJl iJUbl J[ JL^JU! 
Allah, I ask You for Paradise and ' s > > £ ' V 

the words and deeds that will ^ ^ 0* ^ >J* V J ^ ^ 

bring me close to it and I seek hoM . ^ ^ -| ^ ^ ^ 
refuge in You from the Fire and the * 
words and deeds that will bring <Ju*-J> jI^-J IJl*j >■ 
me dose to it. ^ ^ 

Comments: [Hasan because of corroborating evidence] 

1484, It was narrated from 'Amir * ^ >« , , s ^ , 

bin Sa'd, that his father said: The ^ ^ ^ ^ " UA£ 

Messenger of Allah used to - ^ ^^iU- ^ Jill Jlp l^jb- : ^li jljl^ 

Abu Sa'eed said: I saw the * * *t - * s , > , > 

Messenger of Allah (^r) - say :JU ^ _ ^ ^ J^^! 

salam to his right (turning so ^ - _ - j^l^II lij^ 

much) that the whiteness of his *, f ; ' tf / % 

cheek could be seen, and to his $ d\S : JU ^ 

left (turning so much) that the t ^ ^Lj _ jgj Jji ^3 : jl^ 

whiteness of his cheek could be " 

seen. ^ j'J. Lj ^- 

Comments: [Its isnad is suheeft, [uHt^n : Jil] .oli 

Muslim (582)] ^ " 
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1485. It was narrated from 
Muhammad bin Sa'd, from his 
father, that the Prophet 
entered upon him in Makkah when 
he was sick. He said: I have only 
one daughter; should I bequeath all 
of my wealth (to charity)? The 
Prophet (m) said: "No." He said: 
Should I bequeath half of it? The 
Prophet (jfe) said: "No/' He said: 
Should I bequeath one third of it? 
He said; "One third, and one third 
is a lot" 

Comments: [Its isnad is saheeh, al- 
Bukhari (56) and Muslim (1628)] 

1486. It was narrated from 
Muhammad bin Sa'd bin Malik, 
from his father, that the Prophet 
entered upon him... and he narrated 
a similar report. And 'Abdus-Samad 
said: "A lot/' meaning one third. 

Comments: [See the previous 
report] 



1487. It was narrated from 
'Umar bin Sa'd that his father 
said: The Messenger of Allah (gz) 
said: "I am amazed at the decree 
of Allah, may He be glorified and 
exalted, for the believer: if 
something good befalls him, he 
praises his Lord and gives thanks, 
and if calamity strikes him, he 
praises his Lord and bears it with 
patience. The believer will be 
rewarded for everything, even the 
morsel he lifts to his wife's 
mouth." 
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^ J**-* ^ t l_j >tv Siba 

^ IJlLjaJl Alp J tij iJIL ^ii 

hf AY .iiiJl 
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Comments: [Sa/iet?/j, because of ( 

corroborating evidence] ' C?*^ Er 

1488. It was narrated from 'Amir tjLl^ ^ 0*^^' ^ 

bin Sa'd, that his father said that ^ , ^ * ' 

the Prophet (^) came to visit him ^ ^ ^ , ^ ^ ^ L ^ 

when he was sick in Makkah, and ^ ^ t ^l, y»j ^ ^-Jl IzU- 
he did not want to die in the land „ t \ * t£ * ' " f at 

from which he had migrated. The J Uit ^>^^ 1 ^ 
Prophet (Ss) said: "May Allah have ^ ^ 

mercy on Sa'd bin 'Afra', may * ^ / ~ . J ' ; 
Allah have mercy on Sa'd bin ^1 ^ ifit p-Jj (( ^^ ^ l 
'Afra'." He [Sa'd] only had one f r . ^ 

daughter, and he said: U Messenger , 

of Allah, should I bequeath all of my :Jti .n'lU :JU «N» :JLS JUj 
wealth (to charity)? He said: "No/' * >4 ,„ * ^ u ~ lC ft * - 
He said: Half of it? He said: No. J 

He said: One third? He said: "One ji ^ ji^ii ^i" 5i 

third, and one third is a lot Leaving e >£ 5 c , r . , , ^ 

your heirs independent of means is t rt^ 1 ^ dy^i ^ (*4^ 

better than leaving them in need t £j^ ^ ^ cJUIl IL^* imj 

and asking of people by stretching ti , - \ % * - >- ~ / 
out their hands. Whatever you ^YjA ^ J\ \^*'J wdJl jJ- 

spend on maintenance is charity, ^ , L : ^ ^ ^ 

even the morsel you lift to your ; " ; ^ 

wife's mouth. Perhaps Allah will [UAY :^r\j] .«jj^>-l 

extend your life and benefit some 

people through you and harm : r : C 'C^ 3 8iL ^* 

others through you." { \ ~iY A) 

Comments: [Its isnad is saheeh, al-Bukhari (56) and Muslim (1628)] 

1489. It was narrated that Sa'd ^ ^ ^ ^ ^ „ UM 
said: Make a /a/id (niche) for me and ^ ' ' 

block it up with bricks as was done ^) If ^-f^ y J^^! If S*^ J*) 



for the Messenger of Allah (^}. 



Comments: [Its isnad is saheeh, 

(Muslim (966)] . [ U 0 \ : ^JJl J^i 

1490. It was narrated that Sa'eed ^| jX _ jlLi- lil^ ; OUp -U^ 

bin al-Musayyab said: I said to Sa'd t _ ^ >( ^ , #r , , 

bin Malik: I want to ask you about 0? ^ 1^ ^'j ^ ^ U ^ : - ^ 
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a hadeeth, but I feel too shy to ask > t * .... 

you about it. He said: Do not feel V s*l : - & — °^ :JU 

like that, O son of my brother. If i^'i 01 J^Ul Llj ijuLl M 

you know that I have some *f . » „ r ' . - - ^ 

knowledge then ask me about it ^ li J ^e^ 1 i? 1 ^ ^ *^ 

and do not feel too shy of me. T . ^5 ^ t & JL* 

said: What did the Messenger of 5 - 

Allah (^) say to 'Ali when he left ^ j~>r i^l 3§g ^' Jjij 

him in charge of Madinah during , -.fi ^ ... 

the campaign to Tabook? Sa d said: - ^ " JJ ^ - - - i 

The Prophet (afe) left 'Ali in charge U : JlS tiJj2 ^ oJuJl llU ^ 

of Madinah during the campaign * *\"\ 

to Tabook, and he ['Ali] said: O ' ^ - UJl ^ ^ J ^ 

Messenger of Allah, are you J* bji h\ Ul» :JlS ?u£iJlj 

leaving me behind with those who ' % „ , 

are staying behind, the women and L - ^ : ^ * ir- ^j 1 * 

children? He said: "Does it not J £f Jfe ^ ^ ^ : Ju t Jui 

please you to be to me as Haroon ' . , 

was to Moosa?" He said: Yes, O ii* jjry ::>U-i- Jli Jij 

Messenger of Allah. Then he ' h 0 J v t ^ orY ^ ^ : J*l] 

turned and rushed back, and it is as - 

if I can see the dust kicked up by : f t (rv^> :^ '.^t^c 

his feet And Hammad said: And ' " ( t s * i ) 
'Ali went back quickly. 

Comments: [A saheeh hadeeth] 

1491, Yahya bin Sa'd said: JU^ lliji :C>lU \£U - \ i ^ \ 



Mention of the plague was made in 
the presence of the Messenger of 



.OjU- j> 



Allah (2^) and he said: "That is a o^UJl :JU ^ jj^ ^ ^ 

punishment that was sent against ^ * „ , , I? \ 

those who came before you. If it is * "rrrf 1 : JUi ^ ^ ^3 A 

in some land, do not enter it, and if t ^y L ^ ^ t rJ^ OK v 

it is in a land where you are, do not _ " ; w „ . " * f , 

leave it." ^ j^j ^ otf Olj tU^U.!; 

Comments: [A soteeb hadeeth] [\oyv^cma i^lj] 

1492. It was narrated from 'Umar ^ ^. 

bin Sa'd bin Abi Waqqas that his ^ ^ ^ " U ^ t 

father said: The Messenger of Allah <^J- ^ ^ <-^\J} 
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^b^ttj OiiajSlstwl ji Villi 4 



it: 



[uav .i^i j ji L^uiiJi 



LJj^ 



(3^) said; "I am amazed at the 
decree of Allah, may He be 
glorified and exalted, for the 
believer: if something good befalls 
him, he praises his Lord and gives 
thanks, and if calamity strikes him, 
he praises his Lord and bears it 
with patience. The believer will be 
rewarded for everything, even the 
morsel he lifts to his wife's mouth." ^ ^ : 

Comments: [Saheeh because of corroborating evidence and its isnad is Hazan]. 

1493. It was narrated that Sa'd 
bin Malik said: I said: O Messenger 
of Allah, the courageous man who 
shields others in battle, will his 
share and that of others be the 
same? He said: "May your mother 
be bereft of you, O son of Umm 
Sa'd! Are you given provision 
except by virtue of your weak 
ones?" 

Comments: [Saheeh because of 
corroborating evidence; this is a 
weak isnad because it is 
interrupted] 

1494, Mus'ab bin Sa'd narrated 
that Sa'd said: I asked the 
Messenger of Allah (3^5): Which 
people are most severely tested? 
He said: "The Prophets, then the 
next best then the next best. A man 
will be tested according to his level 
of religious commitment: if his 
religious commitment is weak, he 
will be tested according to that; if 
his religious commitment is solid, 
he will be tested in accordance 
with that" He said: "A man will be 
tested until he walks upon the face 
of the earth with not a single sin on 
him." 



^ 0^: j^i «4ji 

*\i\y^> oJLi- Jh-^j <u-5-^ ^j^} i f^' 
Jij pi J\ .iJ&p* :JU 



■MM 



Ji> : ui» <.*h\i 
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Comments: [Its isnad is /wsflrr] 

1495. It was narrated that Sa'eed 
bin al-Musayyab said: Sa'd bin 
Malik said: The Messenger of 
Allah mentioned his father 
and mother together for me on 
the day of Uhud. 

Comments: [Its isnad is saheeh, al- 
Bukhari (3725) and Muslim 
(2412)] 

1496. Mus'ab bin Sa'd narrated 
from Sa'd that the Messenger of 
Allah (^5) said: "Will one of you be 
incapable of earning one thousand 
hasanah in one day?" He said: Who 
is able to do that? He said: "He 
says tasbeeh one hundred times, 
and it will be recorded as one 
thousand hasanahs [good deeds] 
and will erase one thousand 
sayyiahs [bad deeds]/' 

Comments: [Its isnad is saheeh, 
Muslim (2698)] 

1497. It was narrated that 'Asim 
al-Ahwal said: I heard Abu 
'Uthman say: I heard Sa'd - who 
was the first one to shoot an 
arrow for the sake of Allah - and 
Abu Bakrah - who climbed the 
wall of the fortress of at-Ta'if with 
other people then came to the 
Prophet (£&) - say; We heard the 
Prophet (jfe) say: "Whoever 
claims to belong to a father other 
than his father, knowing that he is 
not his father, Paradise will be 
forbidden to him." 



[WlY ; Jail] .j^l Jui 



Jtf i&ji 5^)1 ^ Ij* 



^ if 'Az yij aJ j± J\ jj 

[Mot :^r\j] & JLyu 



Comments: [Its fsnfld is saheeh, al-Bukhari (4326) and Muslim (63)] 
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1498. It was narrated that > # , . * m HA 

Isma'eel said: I heard Qais bin Abi * rM ~" ' ^ 

Hazim say; Sa'd said; I was one of ^\ oiiw rjli J-pU-^I 

the first seven to embrace Islam " ' , £ , ^ , „ , . 

with the Messenger of Allah (jg), £ u urt l J ^ ^ JLi :Jli 

and we had no food except the ^ ft ^ &\ J^; ^ ^ 

leaves of al-hublah (a desert tree), , ^ t '/ ^ 

and one of us would produce ^ ^! ^^£>^ ijjj 

stools like a sheep, so dry that *- l : — «j S J t * ( * Jjj^j ^ tiUJI 

nothing stuck to it. And now Banu ^/ ^ ^ 

Asad are teaching me about my lil ^^r^- ^ ^jj^t ^ l 

religion, in which case I must have fl tl ' „ tl . * - „ 

been doomed and my efforts ^ s*T ^ J 

Comments: [Its isnad is sn/iee/z, al-Bukhari (5412) and Muslim (2966)] 

1499- Abu 'Uthman an-Nahdi .r^rf . v- i:^. - v<aa 

said: I heard Ibn Malik say: The v - 

Messenger of Allah (3g) said: "Who- :Jlj ^jjl£J1 jUL*p ^1 ^i>. 

ever claims to belong to a father * > , - ; , , ~ ^ , 

other than his father, knowingly, ^ J ^ JL * 4^ If} 

Paradise will be forbidden to him/' ^ ^ ^\ £ J> ^ ^„ 

Comments: [Its isruuf is sateeA, al- [mv , j + r * ^ 

Bukhari (4326) and Muslim 63)] <^ J f ^ ~ 



father said: The Messenger of Allah 
(M) sai d to me: "O Sa'd, get up and 



1500. Isma'eel bin Muhammad 
bin Sa'd bin Abi Waqqas narrated, 

from his father, that his grand- _uA* ^ J^U^j ^J+l lj^ i>P 

if if ^ J>. ^ 

proclaim in Mina: 'These are days tjJL^ : g£ 4L1 J J\i : J!i 

of eating and drinking, so do not - > .* , * - 
fast at this time/" N J C^ 1 *1 

Comments: [Saheeh lighairihi and its I ^ & ^ ■ j^r^] 
?"sttfl(J is daVe/ because of the 

weakness of Muhammad bin ■••jr^ - {Hj** 

Abu Hurnaid] . y^.- ^,1 ^ ^i^iJ 

1501. It was narrated that Abu t ^ ^ ^ - ^ 
'Abdur-Rahman as-Sulami said: ' - * % 

Sa'd said; It was concerning me ^f ^} if J>. if 



Musnad Sa'd bin Abi Waqqas 

that the Messenger of Allah (%) 
established the principle of 
(bequeathing) one-third. He came 
to visit me when I was sick and 
said to me: "Did you make a 
bequest?" I said: Yes, I bequeathed 
all my wealth to the poor, needy 
and wayfarers. He said: "Do not do 
that." I said: My heirs are 
independent of means. [Can I 
bequeath] two thirds? He said: 
"No." I said: Half? He said: "No." I 
said: One third? He said: "One 
third, and one third is a lot." 

Comments: [Its isnad is Hasan] 

1502. It was narrated from Sa'd 
bin Malik that the Messenger of 
Allah (^) said: "There is no hamah 
[refers to a fahili Arab tradition 
described variously as: a worm 
which infests the grave of a murder 
victim until he is avenged; an owl; 
or the bones of a dead person 
turned into a bird that could fly], 
no 'adwa [contagion, transmission 
of infectious disease without the 
permission of Allah] and no Hyarah 
[superstitious belief in bird omens]. 
If there were any (omen), it would 
be in a woman, a horse or a house." 
Comments: [Its isnad is jayyid] 

1503. Malik bin Anas narrated, 
from Ibn Shihab, from 
Muhammad bin 'Abdullah bin al- 
Harith bin Nawfal bin Abdul- 
Muttalib, that he told him that he 
heard Sa'd bin Abi Waqqas and 
ad-Dahhak bin O ais, the year 
Mu'awiyah bin Abi Sufyan 
performed Hajj and they were 
talking about continuing 'L/mra/i 



60 ^^a^^l^ oJu*(3L^i^l 

M J^j ^ ^ :jJL- J Li :JU ^JJJ\ 
:J Jlii :Jli ijpyi ^tf : lift I % 
JLi JjlU :c3 :JLi 

Jjj l\ :1SS sj^; >/■ : J Li 
[Mi ■ :^r\j] .i^S 

* t * 
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on to the Hajj \tamattu' or qiran]. 
Ad-Dahhak said: No one does 
that except one who is ignorant of 
the command of Allah. Sa'd said: 
What a bad thing you have said, 
O son of my brother! Ad-Dahhak 
said: 'Umar bin al-Khattab has 
forbidden that, Sa'd said: The 
Messenger of Allah (^) did it and 
we did it with him. 

Comments: [Its isnad is hasan] 



1504. It was narrated that Abu 
'Uthman an-Nahdi said: Sa'd said 
- and on one occasion he said: I 
heard Sa'd say -: My ears heard 
and my heart understood from 
Muhammad (jg) that "whoever 
claims to belong to a father other 
than his father, knowing that he is 
not his father, Paradise will be 
forbidden to him/' He said: I met 
Abu Bakrah and told it to him, 
and he said: And my ears also 
heard it and my heart understood 
it from Muhammad fe). 

Comments: [Its isnad is saheeh, al- 
Bukhari (4326) and Muslim (63)] 

1505. It was narrated that Sa'd bin 
Ibraheem said: I heard Ibraheem bin 
Sa'd narrate, from Sa'd, that the 
Prophet (^) said to 'Ali: "Does it 
not please you to be to me as 
Haroon was to Moosa?" 

Comments: [Its isnad is saheeh, al- 
Bukhari (3706) and Muslim 
(2404)] 

.(Yi. 



[W<W .jiAi ^ Ju" llijj 

.(ir) 

- ^ t fl t ^ j 4 * ^ ^ 
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1506. It was narrated from 
Muhammad bin Sa'd, from Sa'd, 



that the Prophet (jg) said: "If the ^ tsSlS ^ JJLi ' £U^-j 

belly of one of you were to be 



filled with pus that corrodes it, ^ ^ - - ^ ^ ^ 

that would be better than filling Jj^f. ^ji : J L5 £g ^ 

[his mind] with poetry." ./ , /^.iT.^f 

Comments: [Its isnad is saheeh, - * 

Muslim (2258)] t uri ^o<v :^Jl] 



^UU- liji- :;-!>- o£jb* 



1507. It was narrated from 'Umar 
bin Sa'd bin Malik, from Sa'd, that 
the Messenger of Allah (igg) said: "If Jt ^ J> 'j** 
the belly of one of you were to be . V * 'im 1 > - ■ ' • - . - t ,u> 
filled with pus that corrodes it that .j--' . 

would be better than filling [his J£ IAj ^>j>- z J^i <V^ B 

mind] with poetry/' ... , . » s 

[ ^°^ ^ ^ > 

Comments: [A Saheeh Hadeeth its 

isnad is /iasan, see the previous ^1 tJUj .w-p 

re P or t] ' C " Y 



1508. It was narrated from Sa'd, J- \ tf* - . - > * ^ . . A . 
from the Prophet that he - „ . 

said concerning the plague: "If it ji- t-J^ Ji\ JZ. *iS^ <. iSl£S 

occurs in a land, do not enter it, . , * , \ ' * , . 

and if you are in (that land), do ^ * C^ 1 ^ ^ 

not flee from it" ^ lilj <uJJ-X ^ ISU 

Comments: [A a*** fowfecf/i] [UM ^ ^ £ 

1509. It was narrated that 'Ali bin . * • - ^ 0 * ^ 
Zaid said: I heard Sa'eed bin al- - ' ^ 

Musayyab say: I said to Sa'd bin c^*- ; J Li ^Jj ^ ^ C^j- 
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^ jJLJ cJi :Jli ^ 



Malik: You are a hot-tempered 
man, but I want to ask you 

something. He said: What is it? I t JjUlil 01 Jbjt Ulj <sl>. JjLi OLJl jjL r 1 

said: The hadeeth of 'Ali. He said: > ' , . „ f ^ ' „ ^ 

TheProphet(S) said to 'Ali: "Does '4^ :JLi U :JU 

it not please you to be to me as ^ : *^ jtf o| : jui :Jli 

Haroon was to Moosa?" He said: I ' ^ . « 

am pleased, I am pleased. Then he <>? jjj^* ^ ^' 

said: Indeed, indeed. . *i ; ; . - .'i,; ,p . > 

Comments: [A saheeh hadeeth] 

1510. Bahz said: I heard Jabir bin hi \£U : >JU- ^ ilAi UJj^ - > o > - 

Samurah say: 'Umar said to Sa'd: j t ' .. 

You are causing people to j&J Ji if ^^j* 

complain about you in everything, ^ ^-tf . ^ £^ 



even your prayer. He said: As far 

as I am concerned, this is what I do: if, s}*r c-**-i : J I* : J I* <. 

1 make the first two rak'ahs long >^ : jJUJ ^ : J li ^ 

and I make the last two rak'ahs * t rt * * ' , * - * > 

brief. I do my best to follow the ^ ^ : J u -5^1 ^ ^Cr 1 J* ^ 

example of the Messenger of Allah ^ & JiG 

(^) in my prayer. 'Umar said: That a - , / t ^ , 

is what one would think of you - ^ J>^3 ^ % cJ^il U Jl ^ 

or: That is what I thought of you. ^ j£ -{ ^ ^ ^ .jg 



Comments: [Its isnad is saJieeh, al- 
Bukhari (770) and Muslim (453)] 



[\oov ,\otA t uu : jlail] 

1511. It was narrated that ^j, ^ £!U -\o\\* 

'Abdullah bm ar-Ruqaim al-Kinani g \ ^ . # 5 

said: We went out to Madinah at the p*^ 1 ■>! ^ ^ ^ 0? ^ l 

time of the Battle of the Camel, and ^ J, ^ ^ ^ 
we met Sa'd bin Malik there, who - ' 

said: The Messenger of Allah : JUi ^ 4JJU ^ jJL* llii* t J^Jl 

instructed us to shut the gates that . # ' ,f * . ^ > , , 

led from the houses into the mosque, ^ ^ ^ « J >" J ^ 

but to leave the gate of 'Ali .4^ ^ t^k^LJl 

Comments: [Its isnod is da'eef ... . 

because Abdullah bin Ar-Ruqaim ^ - * C^-^ 

is unknown] -V -^kj^ ^ , ' ( *^^ , 
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1512. It was narrated from Sa'd bin r *\ - * 
Abi Waqqas, from the Messenger of ; ^ ho^ -^U 
Allah that he said; "He is not J\ ^ aLi jup ^ili : 13 £1^ : 
one of us who does not recite the ' \ *. . , ^ - * ' , - 
Qur'aninanicevoice." ^ l 0* ? 

Comments: [Sa/iee/i because of ^ u^-? Jt J* 

corroborating evidence and its >i ,1 * * ' 

isnad is da'cefl ^ ^ L, :Jb 01 « <JJl J^5 

[\m r^ij jjrjju ^ 
.^iyu N Ji-^i ^,1 ^ ^ 

1513. It was narrated from Sa'd ^ : ^ -^Mr 
bin Abi Waqqas that he said: The ' £ - . ^ • 
Messenger of Allah (s^) forbade a i^ 1 ^ 0* ^ l J^* 
man to knock at his family's door ;{ - f w , * ? . /« * 
after W prayer. J ' ^ * ^ ^ J [; ^ ^ 

Comments: [Saheeh, because of & J>-^ 

corroborating evidence and its i • . ^ jL-I IJl* « 
rsnaJ is rfa'etf/ beccause it is J ° Cs*"* ' 

interrupted] ^ ^ ^Lk^ 

1514. Sa'eed bin al-Musayyab J;^. : £i^ lli^Mou 



narrated that he heard Sa'd bin Abi 



Waqqas say: 'Uthman bin Maz'oon 0? ^Sr* 11 J? 1 

wanted to be celibate, but the 



Messenger of Allah (0) told him 



not to. If he had allowed him to do ^ * 0* o <v* OLlU il^! : J L5 

that, we would have gotten our- *v ?, * , 

selvescastrated. ^ ^ J ^ ^ * ^ l ^ 

Comments: [Its isnad is saheeh, (al- M *AA t loYo 
Bukhari (5073) and Muslim 

(1402)] : f ^ 2tV l"> : c-C=~ 

.0 £ • Y) 

15 15, It was narrated that Sa'd bin - ^ : i~ <y I - 1 M o 

Abi Waqqas said: The Messenger of * " , " - £ 

Allah (*g) was asked about selling Jy ^ fJJl jJi : ^ji 

fresh dates for dried dates. He said: { . . , . . M ^ 

"Doesn't the fresh date shrink ^ ^ ^ ^ ^S 1 ^ oL ^ ^ 

when it becomes dry?" They said: ^ ^ Jit J^-j : J Li ^llj 

Yes it does. And he disapproved of 'i;j„ , , 1( - _ ' TJl 

that ^ l ^ M :JUi ^ 1 
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Comments: fits isrifld is qawi] in ^ >; , n , ; 

L 1 1 : ^i] ^JL ;ljJU b| 

l\ooy, \ott 

1516. It was narrated from 'Amir - ^ ^ .j^ ^ 
bin Sa'd bin Abi Waqqas that his s ? 

father said: We came with the ^ 0? ^ p?*- 

Messenger of Allah (*) and jg. ^ - '^f : jj Jf - 

passed by the mosque of Banu s J ' ' ^ 
Mu'awiyah. He went in and Jbi* j^-Jj t^jUi ^ -^-^ J 1 ^ ^JLr° 
prayed two rak'ahs, and we prayed * * , >^ ' ' >„„ ' * B . . „ 
with him, then he conversed with ^ ^ J ^ J ; 

his Lord, may He be glorified and : J^j ^ J!j cJb» :JU 
exalted, for a long time. He said: "I . w „• ,t - $ - . * >A 

asked my Lord for three things: I <i>^ J>\ ^ o\ 

asked Him not to let my urn m ah be t L^JlUU £DL ^1 iu£ N 01 J5bj 
destroyed by drowning, and He „ ^ ; ~' ( ' " ^ , ^ 

granted me that; I asked Him not to J | C''^ f4~? Jvh N jl 4?JU<j 

let my ummah be destroyed by [\oVi ■ ' M] 

famine, and He granted me that; ^ 
and I asked Him not to let their ,(YA<^) *jL-| 

enmity be amongst themselves, but 
He withheld that from me." 

Comments: [Its isnnd is saheeh, Muslim (2890)] 

1517. It was narrated that 'Umar 
bin Sa'd said: I needed something 

from Abu Sa'd; and Abu Hayyan k - ^^-1 J^fj ^ 



told us that Mujammi' said: 'Umar . • i.e. . . , . . , >. , . 

bin Sa d needed something from me. * - ^ „ 

So he said something before stating >;1 &i>- j :JIS .^xjb ^1 LfU- 

his need to me, that was similar to ^ . - ^ - s . 

what people say before stating their ^ ^ ^ °^ : Jb ^ 0 - 

needs, but it was something with ^jC ^jii t L>-U (W1/\) J J 

which he was not familiar. When he \ ^ ^ # 

finished, he said: O my son, have ^J-fX ^ 

you finished speaking? He said: Yes. t g ^ : i - ^ ^ t ^ - ^fc J 

He said: You have never been less \' / ^ , _ " 

likely to get what you need and I ^ : ^ j* ^> 

have never been less interested in j^tf ^ jj^ Jjb^-U ■ 

you since I heard these words of J ^ ^ 
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yours, I heard the Messenger of , , * 

Allah (ft) say: "There will be tU * "° ^ 

people who will earn a living by ^Js\l ft : ^ in J^j 

means of their tongues as cattle eat % . f t% H 

from the ground." 0* US ^LJL ; 

Comments: [Hasajj because of : ^1] 

corroborating evidence] 

y. ^s^i ?} 4j> - - ' li — ' o-*-" wl^-fs Jj^l jL^Vl ^yj ^^r^ ' 

1518. It was narrated that Jabir • - : r ;> . \a\k 
said; The people of Koofah 

complained to 'Umar about Sa'd and - s^*^* jt^r If- J^- J> 44-*^ -h* 

said: He does not pray properly, ^ > - - .r , * , , 

'Umar asked him and he said: I lead * ' ^ U ^ ^ ^ 10 

them in prayer as the Messenger of J>\ :JU tfLi : J J .JLiJ ^-Ai 

Allah (sfe) prayed; I make it long in * > ^ * , . * t 

the first two (raJt'ohs) and I make it J ^ ^ £ ^ rK J^ 1 

brief in the last two. He said: That ^ : J ^iifj u^j^ 1 

is what I thought you would do, O ; ' :"" # 

Abulshaq. : £^jJ -O^' ^ ^ ^. 

Comments: [Its isnarf is safceefc, al- . t(voo) . - . 
Bukhaari (755) and Muslim r C ' 



(453)] 



1519. Sa'd bin Abi Waqqas — ^ & ^ 
narrated: The Messenger of Allah ^ ' s 
(^) said: ''Killing a believer is : ^ Ct? y^- if nil^j 
*u/r (disbelief) and reviling him is j^J^JLi .jtf ^ J >J 
evildoing, It is not permissible for ^ - ^ ^ 
a Muslim to shun his brother for ^<_?_^ (4"**^ <-^ J> 
more than three days/' ^ r; - - > ^ /. . c ^ t 

Comments: [Its isnad is te/?n y and - I ' 

the lladeeth is Sa/ieeft] [ ^ ^ orv : ^i] 

1520. It was narrated from 'Amir 
bin Sa'd bin Abi Waqqas that his 
father said: The Messenger of Allah 
(ife) said: "One of those who 
commit the greatest offence against 
the Muslims is a man who asks 
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about something and persists in - ,i s ^ ; ^ 

asking about it until a prohibition J ^ ^ ^ JU ^ 

is revealed concerning it because of .dlL* J^l ^ L^J ^li! iljj ^ 

his asking." " " " 

Comments: [Its isnad is s/ifcre/i, al-Bukhari (7289) and Muslim (2358)] 

1521. It was narrated from \3\jJ\ £^U- - \ o T > 

'Umar bin Sa'd or someone else iS r * / t -# sJ 
that Sa'd bin Malik said: I heard ^ '-^ r ^ Ji J* if 
the Messenger of Allah {%$) say: ^ i tj^ :Jli JJJU ^ JJ^ 

"Whoever humiliates Quraish, ' > 

Allah (may He be glorified and "J^fj 3* ^ ^ Crf' O^' : <-l^ 

exalted) will humiliate him/' [UW \ ] 

Comments: [Its isrcad is /ras*™] ^ 



1522* It was narrated from 'Amir t ^JU LT^-l :tjljpl alp -\oYY 
bin Sa'd bin Abi Waqqas that his ( ] _ , > 

father said: The Prophet gave ^ u? ^ ^ ^ J* ^j*^ ^ 
to some men and he did not give ^ ^ .jy fe { - t ^,J- 

any thing to one man among them. „ " ; _ „ " ; 

Sa'd said: O Prophet of Allah, you ^ ' ^ ^ ^-j '^j ^^rj 
gave to So and so, and So and so, ^ ^ ^ : c 

but you did not give So and so * ' , * ' 

anything, and he is a believer. The J\ii t llli U^i m 

Prophet ^) said: -Or a Muslim/' . * ; 

until Sa'd repeated it three times, i«lp> ^ ^ j ^ 

and the Prophet (afe) said: "or a Jli > :J>1 #: ^Jij 

Muslim/' Then the Prophet > ( ^ , ^ , p ; * 

said: "I give to some men and leave ^ > ^ £^ : ^ 
someone who is dearer to me than ^ £^ (tp ^ t -£, ^jj 

them, so I do not give him . 
anything, for fear that they may be [ ^ ; ^Jl] ."^^j J* jllll J 

thrown on their faces in Hell/' 

Comments: [Its isnad is sa/^e^, al-Bukhari (27( and Muslim (150)] 

1523, It was narrated from 'Amir ^ ^ : Jlj^l ^ -^orr 

bin Sa'd bin Abi Waqqas that his _ s # ' o ; 

father said: The Messenger of Allah ^/ i y J, 
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(3^) enjoined the killing of geckos £ * 

and he called them vermin." t}^ *^ J J^3 

Comments: [Its isnad is saheeh, . 
Muslim (2238)] 



1524. It was narrated from 'Amir 
bin Sa'd bin Abi Waqqas that his 
father said: I was with the 'u^i ^ ^ J>, If- 'Jjy*^ 1 
Messenger of Allah (ft) during the J m ^ ~ ^ .j^ J ,~ 

Farewell Pilgrimage, and 1 fell sick \ ' e ( \ ^ "~ : 
and almost died. The Messenger of c^^ii i^lSjil U*^- 

Allah te) visited me and I said; O t t ^ ^ j > ; - Su J ^.J, 

Messenger of Allah, I have a great s , , , * tf 

deal of wealth, and no one will ^Jt ir^J ^ <->\ J 

inherit from me except a daughter ^ ^ < - u ^ ft , j. | 
of mine. Can I bequeath two thirds , ^ \ " / * ' 

of my wealth (to charity)? He said: ^* ^ W» : >1 
"No." I said: One half? He said: u ^ ^ ^ ^ '.^ 9 JU 
"No/' I said: One third of my 5 ^ 

wealth? He said: "One third, and a ^ irt ^ Jr- iJbLi 
third is a lot. O Sa'd, if you leave y ^ ^ ^ =j u ^ 

your heirs independent of means, 1 * " , 

that is better for you than if you ^./r 1 ^1 ^ 4* «ii jiL" 

leave them poor and asking from j j faz ^ ^ 

people. O Sa'd, you will never , „ * 

spend anything, seeking thereby ^ 1 U : J Li 

the Countenance of Allah, may He ^ vj£ t ^ ^„ : jj c 
be exalted, but you will be 

rewarded for it, even the morsel £ c^Sjl N[ 4 <Jil *>-j t _^i£ 

that you put in your wife's * * - ■ - fc - sf >f,i ^ J -fr ; 

mouth. I said: O Messenger of % c ~ f fi 

Allah, will I be left behind by my ^"S** t^ 1 ^^ f-i^ 1 ^ 

companions? He said: "You will f ' * *ni <S * \-*\ y * ,s, *-\j' 

never be left behind by them and ^ ^ ^ 

do a good deed, seeking thereby c ^ ^ *J 

the Countenance of Allah, but it [HAY * I ] <5Uj 

will increase you in status. Perhaps - 

you will stay behind so that Allah : f L(n) :^ ^L^j 

may benefit some people through ,<mA) 

you and harm others. O Allah, 
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complete the migration {hijrah) of 
my Companions and do not cause 
them to turn back on their heels. 
But Sa'd bin Khawlah is the one 
who is truly unfortunate." The 
Messenger of Allah felt sorry 
for him/ and he died in Makkah, 

Comments: [Its isnad is saheeh, al- 
Bukhari (56) and Muslim (1628)] 

1525. It was narrated that Sa'd bin 

Abi Waqqas said: The Messenger of f . t , , 

Allah (ft) refused to let 'Uthrnan be J* i5 JZ+K ^ 

celibate. If he had allowed him, we Jj, ^ ^ . ^ J j; ^ 
would have gotten castrated. ^ 



Comments: [Its isnad is saheeh, al- 



Bukhari (5073) and Muslim [^o^£ /^;] 

(1402)] ' ^ 

.(U-Y) :^(o-vr) 

1526* It was narrated from Dawood 
bin 'Amir bin Sa'd bin Malik, from 
his father, that his grandfather said: J> jAi> J> SjlS ^ ^ IlLzJ, 

The Messenger of Allah (^) said: 
"There was no Prophet who did 
not describe the Dajjal to his ummah, Sfl ^ j& jj £j» Jjl J Jtf 
but I will describe him in a way that a / J"/ ^ ' * . a s 

no one before me described him: He r 1 ^ oL^Nj ^\ 
is one- eyed and Allah, may He be dll t ^f : jS ^ 
glorified and exalted, is not one- ' * * " t 

eyed." [^VA :^|].i^L ^4) > 



Comments: [Saheeh because of 
corroborating evidence] 



1527. It was narrated from 1: g „n fe, _wv 

Yahya bin Sa'd, from Sa'd, that , , / s , I ^ ^ 

mention of the plague was made j* 
in the presence of the Messenger . - jju y <\VV 

of Allah and he said: "It is a , 7 ; s , , " " 

punishment that befell those who 3?^ OjiliaJl ol :.uJ. ^ *-uJ. ^ 
came before you. If it is present in . f ** , ^ , , , 

a land, do not enter it, and if you * " ^ * * 
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are in a land where it is, do not ^ t t * , - - m ^ , , 
leave," ^ ^ fc r^ ^ ^ * 

Comments: [A saheeh hadeeth; it is ^ 4 ^ J 1 "p^S !i| j t lijLti 

repeated (1491)] ' 

.(nu) : f t <nvr) i^.^^^j^ \^t^ 

1528. It was narrated that tfjj. - ^ ^ - \ a Y A 
'Abdullah bin 'Abdur-Rahman bin a , * , . - V tf 

Ma'mar said: 'Amir bin Sa'd told ^ a? ^r^P 1 ^ ^! *U1 .a £li 

'Umar bin 'Abdul-' Azeez, when he .■; >■ * , v 

was governor of Madinah, that ' * ^ * t I 

Sa'd said: The Messenger of Allah o\ J£ ^ >j )>fl\ 

(Ss) said: "Whoever eats seven * ^ . ^Jjij'-j^Vju 

'afwah dates from between the two ^ ^ ^ - 

lava fields of Madinah in the £_;JuJl ^ U 

morning, nothing will harm him , 'iV >- ' J * m ' > 

that day until evening comes." ^ ^ ^ ^ ^ r 3 ^Cr^- 

Fulaih said: I think he said: "And if : jis Si} ; i£ Jii 

he eats them in the evening, 1 ^ " , , 

nothing will harm him until *<j-" r J~? 4^' 

morning comes/' 'Umar said: O U ^ L - ^ . 

'Amir! Watch what vou are ' ^ 

narrating from the Messenger of «W1 Jj^/, 

Allah (gg). 'Amir said: By Allah, I <. , . r . . „ I- ' m,- 

did not tell a he about Sa'd, and J " , ' 

Sa'd did not tell a lie about the hUY Jjl Jj-^j 

Messenger of Allah 

Comments: [A saheeh hadeeth; it is ^ £ * 0 ^ " C 'C^^ 3 gts** 

repeated (1442)] ^ ' * v > :p 

1529. It was narrated from -^J** & 4JLUJI ili UiJ^ 
'Umar bin Sa'd, from his father, * tf v , ^ 
that he said: His son 'Amir came ^^^^ 0* ^ ^ 

to him and he said: O my son, do . £f J - t ^ ^ ^ ^ 

you want me to be a leading ; t * ^ - 

figure in the turmoil? No, by ^ '4^ & ^ 

Allah, not unless I am given a ^ u{ t jj",' ^ 0 it M 

sword which, if I wanted to strike " , 

a believer with it, it would refuse ^ ^ P ^?>" ^ ^! 

to strike him, but if I wanted to '* >, ^ ^ , t , ' > ? < ' 

strike a disbeliever with it, it ' J ^ * ^' J ^ ^ 
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would kill him. I heard the 
Messenger of Allah say: 
"Allah, may He be glorified and 
exalted / loves the one who is 
independent of means, reclusive 
and pious." 

Comments: [A salieeh hadeeth] 



1530. It was narrated that Sa'd 
bin Abi Waqqas said: On the day of 
Uhud, I saw on the right of the 
Messenger of Allah (^) and on his 
left, two men in white garments, I 
have never seen them before or 
since. 

Comments: [Its isnad is saheeh, al- 
Bukhari (5826) and Muslim 
(2306)] 

1531. It was narrated from'Umar 
bin Sa'd, from his father Sa'd, from 
the Prophet (j&f ), that he said: "I am 
amazed at [the situation of] the 
Muslim: if some- thing good befalls 
him, he praises his Lord and gives 
thanks, and if calamity strikes him, 
he praises his Lord and bears it 
with patience. The believer will be 
rewarded for everything, even the 
morsel he lifts to his mouth/' 

Comments: [Its isnad is hasan] 

1532. Ibn al-Musayyab told us: 
A son of Sa'd bin Abi Waqqas 
narrated (a hadeeth) from his 
father, so I entered upon Sa'd and 
said: I was told something from 
you, about when the Messenger 
of Allah (^) left 'Ali in charge of 



<lj &j 5* <jw 

[UM 

LJj>- :ju^ ^ ju« UJjl>- -^r» 



1 t ^^l ^ 



-u^ ^ Juui iii .i: :ij 
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Madinah. He got angry and said: ... , „ 5 t 

Who told you that? I did not :Jb J* ^ * ^ 

want to tell him that his son had M c-i >S J^jU- ^ : JUi 

told it to me, lest he get angry . , s ; ^ , . . ^ ^ ; / ' (i 

with him. Then he said: When the r 4 *=^ ^ ^ l^J-\ 

Messenger of Allah (#) set out on a * --/l \ "± Hfc m '\ >' m 

the campaign of Tabook, he m \ ^ t ^ - 

appointed 'Ali in charge of ^ : <J^* t i^JL^J^ Lj U Qp 
Madinah and 'Ali said: O 



Messenger of Allah, I do not like 



you to go anywhere but I am with dj£> jl Ujl« : Jlii Li} 

you. He said: "Does it not please J : ^ , , 

you to be to me as Haroon was to & ^ ^ ^ & 

Moosa? Except that there will be no [UV : j^jJ^ 

Prophet after me/' 

Comments: [Its tsno* is saheeh] <T£ *° : T : £ 

1533. It was narrated that 'Amir ^ : ^ ^ gfe _^ rr 
bin Sa'd said: I heard my father * - a " ' ,. 
say: 1 never heard the Prophet (3k) : _ <jr^ „ 

say of any walking, living person f ^ . 3^ . ^ ^ ^ 

that "he will be in Paradise except ' -r °^ * 

'Abdullah bin Salam. J^i 3g ^jJi JJL^ L. :Jj£ 

Comments: [Its isnad is saheeh, al- ■ Jj| j£j ^ < g„ . ^> 

Bukhari (3812) and Muslim - - - > • ^ t 

(2483)] [Uor 

1534. It was narrated that 'Amir & JU ^; SjjU l£i -^rt 
bin Sa'd bin Abi Waqqas said: I ,\ , s ^ s 
heard Sa'd and some of the ^ : - ^ kI^'j :JJl 



It* t^ 1 -^ :k r-*J i! 



Companions of the Messenger of 
Allah (^) say: There were two 

men, who were brothers, at the <Lk*^ :JU ^1 /y" jJL- J[ ^Lp 

time of the Messenger of Allah ^ t„ , /. , -Vf , - 
(^S)z one of whom was better r ' 07 



.U 



than the other. The one who was Jj-ij ^Ji ol>-l j^rj 0^ 
the better of the two died; the 



other outlived htm for forty days, ^ ^ LlA - Ui *® ^' 

then he died too. The superiority ^li p l Ll^uJl jjjl 

of the one who died first over the >, ^ s > J "^^ 

other was mentioned to the S?-^ P ^ dr^J 1 
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Messenger of Allah and he 
said: "Did he (the other one) not 
pray?" They said: Yes, O Messenger 
of Allah; there was nothing wrong 
with him. He said: "You do not 
know where his prayer took him." 
Then he said: "The likeness of the 
prayer is that of a river flowing by 
the door of a man, deep and fresh, 
and he immerses himself in it five 
times every day. Do you think any 
dirt would be left on him?" 

Comments: [Irs isnad is cjazvi] 

1535. It was narrated from 
Muhammad bin Sa'd bin Abi 
Waqqas, from his father, that the 
Messenger of Allah (jfe) said: "For 
the belly of one of you to be filled 
with pus and blood is better for 
him than filling [his mind] with 
poetry," 

Comments: [Its isnad is sahceh, 
Muslim (2258)3 

1536. Habeeb bin Abi Thabit 
said: I came to Madinah and we 
heard that the plague had broken 
out in Koofah. I said: Who 
narrated this hadeeth? It was said: 
'Amir bin Sa'd. And it was said: 
He was not there. Then I met 
Ibraheem bin Sa'd and he told me 
that he heard Usamah bin Zaid tell 
Sa'd that the Messenger of Allah 
(gg) said: "If the plague breaks out 
in a land, do not enter it, and if it 
breaks out in a land where you 
are, do not leave it" I said: Did 
you hear it from Usamah? He said: 
Yes. 



' * * ■- 

" " 7 V ' ", ; , * , 

^ Oj/ b Ui <-^y> 

l5 jl^ : vLi lliii- : ^ - 1 or o 

oV : Jii^ in jj^^i! :jJj* 

: jjJii ?^«jaAJl \j£ ]J* : cJLa* : Jli 
£j lii : ^ ^Ji Jj^i M liii uLi^ 
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Comments: [Its isnad is sa/ire/i, al- 
Bukhari (3473) and Muslim 
(2218)] 

1537. It was narrated from 
Muhammad bin Sa'd bin Malik, 
from his father, that the Prophet 
said: "Fighting a Muslim is 
kufr (disbelief) and reviling him is 
fisq (evildoing)." 

Comments: [Its isnad is saheeh] 



1538. It was narrated from 
Mus'ab bin Sa'd that Sa'd bin 
Malik said: O Messenger of Allah, I 
feel joy because Allah enabled me 
to wreak vengeance on the 
mushrikeen; grant me this sword. 
He said: "This sword is not for you 
and it is not for me; leave it alone." 
So I put it down, then I came back 
and said: Perhaps this sword will 
be given today to someone who 
did not do as well as me. Then I 
heard a man calling me from 
behind and I said: Has something 
been revealed concerning me? He 
said: You asked me about the 
sword, and it was not mine. But 
now it has been granted to me, and 
it is yours/' And he said: This verse 
was revealed (interpretation of the 
meaning): They ask you (O 
Muhammad (^)) about the spoils 
of war.say: The spoils are for Allah 
and the Messenger" [al-Anfal 8:1]. 
Comments: [Its isnad is hasan] 

1539. It was narrated that Sa'd 
bin Abi Waqqas said: When the 
Messenger of Allah (^) came to 



:p t(V£vr) :^.^>w» ail--] \^yj^ 

.CTTU) 

J* 0? f-?^ if 

!>l* :ju .j^ui lii j 4^ *o=?A^ 

:Jli *w tg J iiJ ^ lii 

? ii cJ^Vj :Jli «ilJ jji 
n<nv : ^1] A\ 

lii :Jli Jil jl^ tfl^ -ur^ 



Musnad Sa'd bin Abi Waqqas ^ 

Madinah, (the tribe of) Juhainah 
came to him and said: You have 
settled amongst us; write it in a 
document for us so that we may 
come to you and you may grant 
safety for us. So he wrote a 
document for them and they 
became Muslims. The Messenger 
of Allah (^) sent us on an 
expedition in Rajab, and we were 
less than one hundred men. He 
ordered us to raid a clan of Banu 
Kinanah who lived beside 
Juhainah, so we attacked them and 
they were great in number. We 
sought refuge with Juhainah and 
they give us protection, but they 
said: Why are you fighting in the 
sacred month? He said: We are 
only fighting those who expelled 
us from the sacred land in the 
sacred month. And we said to one 
another: What do you think? Some 
of us said; We will go to the 
Prophet of Allah and tell him. 
And some people said: Mo; rather 
we will stay here. T and some 
people who were with me said: No; 
rather we will go to the caravan of 
Quraish and intercept it. So we set 
out to capture the caravan. The 
way the booty was given at that 
time was that whoever took 
something, it was his. So we went 
towards the caravan, and our 
companions went to the Prophet 
(iSg) and told him what had 
happened. He got up angrily, and 
his face turned red and he said: 
"You went away from me together 
and came back separately? Those 
who came before you were 
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destroyed because of division. I 
shall certainly send as the 
commander over you a man who is 
not the best of you but he is the 
most patient in bearing hunger and 
thirst." And he sent to us as our 
commander 'Abdullah bin Jahsh 
al-Asadi, and he was the first 
commander appointed in Islam. 

Comments: [Its isnad is da f eej\ 

1540. It was narrated that Naff 
bin 'Utbah bin Abi Waqqas said: 
The Messenger of Allah (^) said: 
"You will fight in Arabia and 
Allah will grant you victory over 
it, then you will fight Persia and 
Allah will grant you victory over 
it then you will fight Byzantium 
and Allah will grant you victory 
over it. Then you will fight the 
Dajjal and Allah will grant you 
victory over him." Jabir said: The 
Dajjal will not emerge until the 
Byzantines are conquered. 

Comments: [Its isnad is saheeh, 
Muslim (2900)] 



' x — ■ y t_r^ 1 



1541, It was narrated from Nafi' 
bin 'Utbah bin Abi Waqqas that he 
heard the Prophet (%) say: "You 
will fight in Arabia and Allah will 
grant you victory over it then you 
will fight Persia and Allah will 
grant you victory over it then you 
will fight Byzantium and Allah 
will grant you victory over it. Then 
you will fight the Dajjal and Allah 
will grant you victory over him/' 



*4^? jjy^j 
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Comments: [Its tsntfrf is s^ce/i, > -* Jj ^; 

Muslim (2900)1 . . * . h ■ 

1542. It was narrated from Sa'd \ ^ ^ 

bin Abi Waqqas that some people 



who owned farmland at the time of o! 0? 0^ 

the Messenger of Allah used to . ^ - . 
rent out their farmland in return for . ■ -j. 



what grew on the edges of streams 0* ^-pr^ 

and whatever grew by means of ^ ^ j ,3'. ^ . ^ 

water around the wells. They came ' " - 

to the Messenger of Allah and t _ 5 U j^fc U-» j*4^ <^j^d 

disputed concerning some of that £ ; . ' , „ , i( 

so the Messenger of Allah (*&) ^ ^ ^ Uj ^ 

forbade them to rent out the land 4JU1 Ij*^ J>>- 

like that and he said: "Rent it out , > . , . 

for gold and silver." ^ r*%* ^ ^ J 

Comments: [Saheeh because of :JUj .iJUi 1^ M ( / \> M h 
corroborating evidence and its a * ^* 

Knot is dk,'«fl IW- ^ • ^ 



1543. It was narrated from 'Amir > ^, ^ ^ !^ ^ -\otr 
bin Sa'd that his father Sa'd said: I „ 3 5 ' " > 
heard the Messenger of Allah (^) : Jb^J J>) ^ ^ - V-^J 
say: "If one of you spits in the j . 3^ _ ^ jj| ^ 
mosque, let him bury his sputum . " ^ 

lest it get onto the skin or garment * Jii aJIA ^" j^U- ^ 

of a believer and annoy him/' - 5 *. f t< > - > ■ 

J W» : ^ jUl J ^ : Jb 

Comments: [Its isnad is /irtstm] #f • ^ 

1544. It was narrated that Zaid - ^ ^ _ Soii 
Abu Ay y ash said: Sa'd was asked t ~\ ' ' 

about selling wheat for thin- ^ ^3 ^ ^ l ^ 

husked barley. He disliked it and ^ 1 \ ^ ^ 

said: I heard the Prophet (^) ; ' " - ^ - " 
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being asked about selling fresh 
dates for dried dates and he said: 
"Does it shrink when it is dried?" 
They said: Yes. He said: "Then 
no." 

Comments: [Its isnad is qauri] 

1545. It was narrated from 'Amir 
bin Sa'd, from his father, who 
attributed it to the Prophet (^): 
"The Muslim who causes the 
greatest offence against the 
Muslims is the one who asks about 
something that was not forbidden, 
then it became forbidden for the 
people because of his asking," 

Comments: [Its isnad is saheeh, al- 
Bukhari (7289) and Muslim 
(2358)] 

1546* It was narrated from 'Amir 
bin Sa'd, that his father said: I fell 
sick in Makkah during the year of 
the conquest and was so sick that 
I almost died. The Messenger of 
Allah (%f) came to visit me whilst 
I was sick. I said: O Messenger of 
Allah, I have a great deal of 
wealth and no one will inherit 
from me except my daughter. Can 
I give two thirds of my wealth in 
charity? - on one occasion Sufyan 
said: Can I give all of my wealth 
in charity? - He said: "No." I said: 
Can I give two thirds of my 
wealth in charity? He said: "No/' 
I said: Half? He said: "No." I said: 
One third? He said: "One third, 
and one third is a lot. If you leave 
your heirs independent of means, 
that is better than leaving them 
dependent and asking of people. 



\l\ :Jlii ,^1)L 

lL $j3 ail— ] : J>Jj^v 

ir 31 % & If J 1 - 
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You will never spend anything 
(on their maintenance) but you 



will be rewarded for it even the ^ o^jl \J l^DI ^ juJ Slli 
morsel that you lift to your wife's \, ; ^ Is..,,? , / ^ " - _ _ 
mouth," I said: O Messenger of £^ ^ ^ 

Allah, will I be left behind (in ^\ ^ t ^ ^ 
Makkah) and lose the virtue of -„ ^ ' t : 

my migration (Hijrah)? He said: ^ ^^'S^ uH^^^ 

"If you are left behind after me ^ ^ ' ^ .<j / 

but you do good deeds, seeking ^ ^ ■ rfi ^ 

thereby the Countenance of Allah, [\oYt : £r^] oU 4J 

you will rise thereby in status. 

Perhaps you will be left behind so : f ^ vrr > '■ t a2 ^ 

that some people may be .(\*ita) 

benefitted through you and others 

may be harmed through you, O 

Allah, complete the migration of 

my Companions and do not cause 

them to turn back on their heels. 

The one who is truly unfortunate 

is Sa'd bin Khawlah." He (the 

Prophet (sjg)) felt sorry for him 

because he died in Makkah. 

Comments: [Its isnad is saheeh, al-Bukhari (6733) and Muslim (1628)] 

1547. It was narrated from Sa'd v * *j£ ^ £jcii -^£V 

that the Prophet (^) said to 'Ali: 
"You are to me as Haroon was to 01 Cj? Jl J* 



Moosa." It was said to Sufyan: ^ J, ^ ^ ^ 

"But there is no Prophet after ^ / ; s ; , . 

me," [Sufyan] said: Yes, ^ N 01 ^ 0* 

Comments: [A stf//ee/i hadeeth] [ U ^ < : ^ lj] .jLi : J Vi :JU JjJtiJ 

1548. It was narrated from . ^\ ] ^ - ^ ^ _ SeiA 

'Abdul-Malik, who heard it from - _ 

Jabir bin Samurah: The people of ii^Jl Jil ^ ^U- a^L> 

Koofah complained to 'Umar , , t >*. . { 

about Sad and said: He does not ~ ^ s ur , 

pray properly. He said: The ^ U aU^ :Jli t^^Ua, 
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Bedouin? By Allah, I strive hard j , _ iv * ^ 

to make my prayer with them as ^ ] ^ ^ ^1 s^o ^ 

much like the prayer of the j J;^ j fr\ ^j,' 

Messenger of Allah as I can. ; s . ^ ; , 

in Zuhr and 'Asr I make the first ^4-^ ; ^jfi- ^J^i ^>^Sm 

two rak'ahs long and I make the rv Mt . , n - M ,'f . . 

last two short. I heard Umar say: c - ' * 

That is what I thought of you, O .(tor) :- av^> :^.^^ aJ i_i ■ ^ 

Abu Ishaq. c ° " ^ 

Comments: [Its isnorf is snheeh, al-Bukhari (755) and Muslim (453)] 

1549. It was narrated from i* - . — . - t ^ _\ 0 £« 
'Ubaidullah bin Abi Naheek, that \ *r f ° ' 

Sa'd bin Abi Waqqas said: The <-^> ^) J *Ul ^ Jl 

Messenger of Allah said: "He >. ^ ; v * * . . , 

is not one of us who does not feel J ^ JU JU ^ uj» Crt ^ ^ 

that the Qur'an is sufficient." .* jlyOl. ^ iL : ^ Jji 

Comments: [Sa/iee/i because of [\tv\ | ] 

corroborating evidence and its ' £T J 

isnad is daVe/ Ubaidullah bin Abu 

Nahcck is unknown] > {AJ>J '*J^ Cf^ 



1550. It was narrated from Malik dULi ^ i ^ ilii til^ - \ « > 
bin Aws: I heard 'Umar say to '/ , ; 
'Abdur-Rahman bin 'Awf, Talhah, a**"^ ^ ^jK 

az-Zubair and Sa'd: I adjure you fa>fr& ■ ^ ^ t ^ t ^ 

by Allah, by Whose power , ~, ' # , 

heaven and earth exist - on one : V" J^'j _ *UiJl ^ ^1 

occasion he said: by Whose leave -w^ m 'i *- • f ■ ''i-f > ^ f t 

heaven and earth exist - do you ^ ^ ° l ; ^ 

know that the Messenger of Allah : l^tf llS^ Li <>&jy V : JU 

(£fe) said: "We [Prophets] are not . * , s 

to be inherited from; what we [WT 

leave behind is charity"? They /- q( . ... 

said: By Allah, yes. r ^ ] ° M ^ 

.<»J^ JjJU Ovov) 

Comments: [Its isnad is sfl/iee/i, al-Bukhari (3094) and Muslim (1757)] 

1551, It was narrated from Bakr y\ ^ _ ^ lL : j^ 

bin Qirwash, from Sa'd - it was [ ; ^ ^ / # , 

said to Sufyan: From the Prophet ^ 0* 1 J^ 1 urf* 0* _ ^r 1 ^ 1 

(Ss)? And he said: Yes - that he .= -m-'-m V .•- m'- 



Musnad Sa'd bin Abi Waqqas ^ 

said: "The devil of ar-Radhah will 
be knocked down (killed) by 
him" - meaning a man from [the 
tribe of] Bajeelah. 

Comments: [Its isnad is da'eef, Bakr 
bin Qirwash is unknown] 

1552. It was narrated that Abu 
'Ayyash said: Sa'd was asked 
about selling thin-husked barley 
for (ordinary) barley or something 
like that and he said: The Prophet 

was asked about selling dried 
dates for fresh dates and he said: 
''Does the fresh date shrink when 
it is dried?" They said: Yes. He 
said: "Then no," 

Comments: [Its isnad is qawi] 

1553. It was narrated that Abu 
'Uthman an-Nahdi said: I heard 
Sa'd say: My ears heard and my 
heart understood from Muhammad 
(3fe) that "Whoever claims to 
belong to someone who is not his 
father, knowing that he is not his 
father, Paradise will be forbidden 
to him." I met Abu Bakrah and told 
it to him, and he said: my ears also 
heard and my heart understood 
from Muhammad (sfe). 

Comments: [Its isnad is saheeh, al- 
Bukhari (4326) and Muslim (63)] 

1554- It was narrated that Sa'eed 
bin al-Musayyab said: I asked Sa'd 
bin Abi Waqqas about tiyarah and 
he rebuked me and said: Who told 
you about that? I did not like to tell 
him who told me. He said: The 
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Messenger of Allah said: 
"There is no 'adwa [contagion, 
transmission of infectious disease 
without the permission of Allah], 
no tiyarah [superstitious belief in 
bird omens] and no ham [refers to a 
jahili Arab tradition described 
variously as: a worm which infests 
the grave of a murder victim until 
he is avenged; an owl; or the bones 
of a dead person turned into a bird 
that could fly]. If there were any 
(omen), it would be in a woman, a 
horse or a house. And if you hear 
of the plague in a land, do not go 
there, and if it is in the land where 
you are, do not flee from it." 

Comments: [Its isnad is jayyid] 

1555. It was narrated that 
Mus'ab bin Sa'd said: Sa'd said: O 
Messenger of Allah, which of the 
people are most severely tested? He 
said: "The Prophets, then the next 
best, then the next best. And a person 
will be tested according to the 
level of his religious commitment. 
If his religious commitment is 
solid, he will be tested accordingly 
- and on one occasion he said: his 
test will be more severe - and if 
there is some weakness in his 
religious commitment, he will be 
tested accordingly - and on one 
occasion he said: according to his 
level of religious commitment -. 
And trials will never disappear 
from (the life of) a person until he 
walks on the earth with not even 
one sin on him." 

Comments: [Its isnad is hasan] 



■ - K* - \ * f * * >' o 'it 5 - * - \ ' ' 

^jjj* Vi :g§ aLM J^ ju : JU ijifc 

jiJL*aJ- bjj tjljjlj tol^Jlj i^yaJl 

[ U <U : ,«o \j*J t I* jUilj 
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1556. It was narrated that Sa'd 
bin Abi Waqqas said: On the day 
of Badr my brother 'Umair was 
killed and I killed Sa'eed bin al- 
'As and took his sword, which 
was called Dhul-Kateefah, and 
brought it to the Prophet of Allah 
(sis)- He said: "Go and put it with 
the seized booty." I went back, 
feeling distress such as no one 
knows except Allah because of 
the killing of my brother and the 
taking of my booty. It was not 
long before Soorat al-Anfal was 
revealed and the Messenger of 
Allah (sg) said to me: "Go and 
take your sword/ 7 

Comments: [Hasan because of 
corroborating evidence and its 

isand is da'eef\ 

1557. It was narrated that Jabir 
bin Samurah said: The people of 
Koofah complained about Sa'd to 
'Umar, and said: He does not 
pray properly. 'Umar mentioned 
that to him and he said: The way 
the Messenger of Allah {^) 
prayed is how I lead them in 
prayer; I make it longer in the 
first two (rak'ahs) and shorter in 
the last two. He said: That is what 
I thought of you, O Abu Ishaq. 

Comments; [Its isnad is saheeh, al- 
Bukhari (775) and Muslim (453)] 

1558. Abu 'Abdullah al-Qarraz 
said: I heard Sa'd bin Malik say: I 
heard the Messenger of Allah (^) 
say: "Whoever wishes for major 
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calamity for - or wills ill towards - 
the people of Madinah, Allah will 
cause him to melt as salt dissolves 
in water." 

Comments: [Its isnad is saheeh, 
Muslim (1387)] 

1559. It was narrated from Sa'd 
bin Malik that the Prophet (3*5) 
said: "The best of dhikr is that 
which is silent, and the best of 
provision is that which is just 
enough/' 

Comments: [Its isnad is da'eef 
because of the weakness of 
Muhammad bin Abdur Rahman, 
then it is interrupted] 



1560. It was narrated that 
Usamah said: Muhammad bin 
'Amr bin 'Uthman told me that 
Muhammad bin 'Abdur-Rahman 
bin Labeebah told him,., and he 
narrated [the same report). 

Comments: [Its isrtad is da'eef like 
the previous report] 

1561. Mus'ab bin Sa'd narrated 
from his father that a Bedouin 
came to the Prophet (jfe) and said: 
Teach me some words to say. He 
said: "Say: 'There is no God but 
Allah alone, with no partner or 
associate; Allah is most great, much 
praise be to Allah, glory be to Allah 
the Lord of the Worlds, there is no 
power and no strength except with 
Allah, the Almighty Most Wise/ 
five times." He said: This is for my 
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Lord; what is there for me? He said: 
"Say: 'O Allah, forgive me, have 
mercy on me, grant me provision, 
guide me and pardon me/" 

Comments: [Its isnad is saheeh, 
Muslim (2696)] 

1562. Yahya - i.e., bin Sa'eed al- 
Ansari - narrated: I heard Sa'eed 
bin al-Musayyab say: I heard Sa'd 
say: The Messenger of Allah (^) 
mentioned both of his parents 
together for me on the day of Uhud. 

Comments: [Its isnad is saheeh, al- 
Bukhari (3725) and Muslim 
(2412)] 



1563. Mus'ab bin Sa'd narrated: 
My father told me that the 
Messenger of Allah ($fc) said: "Will 
one of you be incapable of earning 
one thousand hasanahs in one 
day?" One of the people who were 
sitting with him said: Who is able 
to do that? He said: "He says 
tasbeeh one hundred times, and it 
will be recorded as one thousand 
hasanahs [good deeds] or it will 
erase one thousand sayyi'ahs [bad 
deeds]/' 

Comments: [Its isnad is saheeh, 
Muslim (2698)] 

1564. It was narrated from 'Amir 
bin Sa'd, that his father Sa'd bin 
Malik said: The Prophet (^) used 
to say salam to his right and to his 
left (at the end of the prayer, turning 
his head) so much that the white- 
ness of his cheeks could be seen. 



^J^^3 *J ^ JU^ 1 : J5» 
tfjU *J> j£z t!\U -w\t 



C-JZ 01 jiii^-l ^Jl* : 3© -JJl Jji-j 

[UM ^ ^ 
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Comments: [A saheeh hadeeth] 



1566. Qais told us: I heard Sa'd 
bin Malik say: I was the first of 
the Arabs to shoot an arrow for 
the sake of Allah. There was a 
time when we would go out on 
campaign with the Messenger of 
Allah (^) and we would have no 
food except the leaves of al4iublah 
and as-samur (desert trees), and 
one of us would produce stools 
like a sheep, so dry that nothing 
would stick to it. And now Banu 
Asad arc teaching me about my 
religion, in which case I must 
have been doomed and my efforts 
wasted. 



1565. It was narrated from 'Amir 
bin Sa'd bin Abi Waqqas, from his 
father Sa'd, that the Messenger of 
Allah said: "Whoever says 

when he hears the mu'adhdhin: 
'And I bear witness that there is no 
God but Allah alone, with no 
partner or associate, and that 
Muhammad is His slave and His 
Messenger; I am content with 
Allah as my Lord, Muhammad as 
my Messenger and Islam as my 
religion/ his sins will be forgiven 
him. 

Comments: [Its isnad is saheeh, 
Muslim (386)] 



^4 Jl «w ^ 



o5 r^ 1 ^ 



J*- 1 'J* 'j^^J erf 
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Comments: [Its isnfld is saheeh, al-Bukhari (3728) and Muslim (2966)] 
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1567* It was narrated that 
Mus'ab bin Sa'd said: Four verses 
were revealed concerning my 
father. My father said: I acquired 
a sword (as booty) and I said: O 
Messenger of Allah, grant it to me 
(in addition to my share of the 
booty). He said: 'Tut it down." I 
said: O Messenger of Allah, shall I 
be treated like one who is of no 
use (in war)? He said; 'Tut it back 
where you got it from." Then this 
verse was revealed: "They ask 
you (O Muhammad 3^) about the 
spoils of war. Say: The spoils are 
for Allah and the Messenger" [al- 
Anfal 8:1] - it is like that in the 
recitation of Ibn Mas'ood: "Say: 
The spoils". My mother said to me: 
Didn't Allah command you to 
uphold ties of kinship and honour 
your parents? By Allah, I shall not 
eat any food or drink anything 
until you disbelieve in Muhammad. 
And she did not eat until they 
opened her mouth with a stick and 
poured water into it - Shu'bah said: 
And 1 think he said: and food - 
then this verse was revealed: "And 
We have enjoined on man (to be 
dutiful and good) to his parents. 
His mother bore him in weakness 
and hardship upon weakness and 
hardship, he recited until reached 
what you used to do" [Luqman 
31:14, 15]. The Prophet entered 
upon me when I was sick. I said: 
O Messenger of Allah, should I 
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bequeath all my wealth (to 
charity)? He told me not to do 
that. I said: Half? He said: "No." I Jl j# £2i r*X 

said: One third? And he remained tV :;j3U|) ^ 
silent, so the people followed that. 

A man of the Ansar made some h or A :^r\j] -M\ 

food and they ate and drank and (WtA) - oL— l * 

got drunk. That was before it was ^ ' 

prohibited. We gathered at his 

place and started boasting to one 

another. The Ansar said: The Ansar 

are better. The Muhajireen said: The 

Muhajireen are better. A man threw 

the jawbone of a camel at him and 

cut his nose, and Sa'd's nose was left 

with a mark. Then this verse was 

revealed: "O you who believe! 

Intoxicants {all kinds of alcoholic 

drinks), and gambling, up to So, will 

you not then abstain?" [al-Ma'idah 

5:90, 91]. 

Comments: [Its isnad is hasan] 

1568. Ghunaim narrated: I asked - ^ ~>oia 

Sa'd bin Abi Waqqas about _ /" ^ ' " \ , 

tamattu [in Hajj]. He said: We did : J 1 * .S^ 1 _ 0^4^ 

that when this one was still a . V p-- # ii - r- \ *• * \U 
disbeliever living in Makkah - ' ^ ^ ^ ^ ^ 

referring to Mu'awiyah. J^i _ ^y^L. iJiij Ulllij 

Comments: [Its zsnrtd is saheeh, [\a*r • 1 ] 

Muslim (1225)] ' C/ ^ 



1569. It was narrated from 
Muhammad bin Sa'd that his 



father said: The Messenger of iJii ^ .uAi \.J^J- J, [j^yi 

Allah fe) said: "If the belly of • ' _ * > , . \. '\ r ] _ 
one of you were to be filled with - ^ J ^ ... 

pus, that would be better than tJ&Z ^ ^ l^i ji^ji Jj^ m-;_: 



filling [his mind] with poetry/' 
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Comments: [Its isnad is sate*, (rYM) . : 

Muslim (2258)] " ' 

1570. It was narrated that ^ iJ^pLLM ^ l51>- -^ov» 
Mus'ab bin Sa'd said: I prayed ' , r o / ^ > tf ^, 
with Sa'd and I did this with my ^ Jt If ^ ^ 
hands - Yahya described putting ^ ^ t ^ - 

the two hands together between ^ * " „ / ; ^ 
the knees. He struck my hand and : <J^j J?-^ _ J^d 1 '^"JJ 

said: We used to do that, then we 
were instructed to lift our hands 
to the knees. [\ovi : >il] 

Comments: [Its /sflfld is saheeh, al- , . 

Bukhari (790) and Muslim (535)] : T lCVV) : C "C^ oL -*! ' 

.(oro) 

1571. It was narrated that Sa'd GjU- y M -UV^ 
said: The Messenger of Allah (jte) , ; ( * ^ t t . , t , 
said: "Whoever eats seven 'ajwah 0^ ""^"^ " "—i^ ^ 
dates in the morning, no poison or *^ v;n : ^ jj| JJ^ jij 
witchcraft will harm him that day." ; ; . - - , - 
Comments: [Its isnad is saheeh, al- f-^' *- r ^ ^ S-^**' 0^ 

Bukhari (5445) and Muslim [\owX 
(2047)] 

.(Y>iV) ^ t(o*U) «M 

1572. It was narrated from 'Amir ^ j^L* ^i*- ' {J** -\*VY 
bin Sa'd bin Abi Waqqas, from ... 5 ~ * 

Sa'd... He quoted a similar twdeeth. ^ If ^ 0? ^ 

'Abdullah said: And my father said: j^* :<Ut 1^ JU .iL ^LjlAJI 

Abu Badr told us from Hashim from ^ ' ' 

'Amir bin Sa'd. •■J*-' O? 0^ p?*^ 0^ ^ l 

Comments: [Its isnad is saheeh, al- [ > 1 1 Y : 

Bukhari (5445) and Muslim 
(2047] 



1573. 'Amir bin Sa'd narrated _ jUii ^ JLLi ^\ l*ii>- -\o\T 

that his father said: The Messenger 
of Allah (#i0 said: "I declare sacred 
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better for them, if only they knew 
No one leaves it out of dislike for it 



of Madinah, (and I forbid) cutting ,* . . , f:> : j ■ , , , 

of its thorny shrubs or killing of its J \ ^ - Cf*- ^ — 1 U 

game." And he said: "Madinah is *J ^ :Jlij «UiLi 

i$l? *^ tjj-lUj ijjii 

but Allah will replace him with til- > ^ L^J ilJl Jju! VI 14U 

someone better than him, and no | t; ^ - 

one bears its hardships and ^ ^ > ^ ! ^ ^ 

difficulties with patience, but I will .«^GJI ^ ULii ^ ' ^'.i^ % ^ 
intercede for him, or be a witness for 

him, on the Day of Resurrection." ° V 'CT lj ^ 

Comments: [Its isnad is saheeh, *^ 1 " AV .^«Li -gij^ 
Muslim (1363,1387)] 

1574, 'Amir bin Sa'd narrated :>UU ^ JL^l ^ *h\ jl!^ ->«Vi 

from his father that the Messenger ; f * , * a , , ^ 

of Allah (jg) came one day from al- 61 ^ ^ ^ 

'Aliyah, and when he passed by jjLj ^ OAY/\) iUl Jji 

the mosque of Banu Mu'awiyah, he , - - - 

went in and prayed two rak'ahs, S Hu^ t ^ UJl ht & ^ J? 1 

and we prayed with him. Then he £1^3 .J^s^ <j ^ t jis ^ui ^ 

called upon his Lord for a long - v ' , t , > * - 

time, then he turned to us and said: : JUi ? ' ^ Z ~> ^ " 

"I asked my Lord for three things, j&\ ^iLpU , Jj . cJLi 

and He granted me two and \_ \i * \> * . f ^ , 

withheld from me one. I asked ^ ! ^ ^ 01 

Him not to let my ummah be fcJyJU ^jjf lu^ N M ^Lj il^jUtpG 



destroyed by famine, and He ^ ... ^ . - -r 

granted me that; I asked Him not to r^ 1 - J*** ^ ^ ' t^LUiU 

let my ummah be destroyed by fc - r ^] ^ 

drowning, and He granted me that; 

and I asked Him not to let their .<tAV> :^ «L^l :gi>»J 

enmity be amongst themselves, but 
He withheld that from me/' 

Comments: [Its isnad is Saheeh, Muslim (2890)] 

1575. It was narrated from 'Umar ^ J^'^! -1«Vo 

bin Sa'd that his father said: The , ] , # . f 

Messenger of Allah said: "I am " 4^ J 1 ^ 1 ojl 

amazed at [the situation of] the j^j jtj : ^1 ^ ^ ^ 
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believer: if something good befalls 
him / he praises his Lord and gives 
thanks, and if calamity strikes him, 
he seeks reward with his Lord and 
bears it with patience. The believer 
will be rewarded for everything, 
even the morsel he lifts to his 
mouth/' 

Comments: [Its isnad is Hasan] 

1576. It was narrated that Mus'ab 
bin Sa'd said: When I bowed / I 
would put my hands between my 
knees. My father Sa'd bin Malik 
saw me; he told me not do that, 
and said: We used to do that and 
were told not to do it 

Comments; [Its isnad is saheeh, al- 
Bukhari (790) and Muslim (535)] 



1577* It was narrated that Sa'd 
bin Malik, Khuzaimah bin Thabit 
and Usamah bin Zaid said: The 
Messenger of Allah said: "This 
plague is a punishment or the 
remainder of a punishment with 
which people who came before 
you were punished. If it occurs in a 
land where you are, do not leave it, 
fleeing from it. And if you hear that 
it is in some land, do not enter it/' 

Comments: [Its isnad is saheeh, al- 
Bukhari (3473) and Muslim 
(2218)] 

1578. It was narrated from 
Da wood bin 'Amir bin Sa'd bin 
Malik, from his father, that his 
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grandfather said; The Messenger of * ^ * „ * ~ * t t 

Allah (m) said: "I shall certainly JU :JU ?^ ^ ^ ^ u 

describe the Dajjal in a way in ^ JiJtjJi : $g M 

which no one before me described * ' s ^ - & 

him. He is one eyed and Allah, fej M J ^[ o\S y> 

may He be glorified and exalted, is [ Wl ■ 1 ] i " ' ' I vj 

not one eyed." ^ J JJ * ; 

Comments: [Saheeh because of >4j jj -THj** 

corroborating evidence; it is ... ^ 

repeated (1526) and its isnad is ■ J-^ ^ ^ 

1579. It was narrated from v Amir ^ ^Ji J\ t'^S : 1 ^ £jU - ^ 
bin Sa'd bin Malik, from his father, ' % * \ tt 
from the Prophet @0 that some h* 0? ^ <j? ^ J* '<S^ 
people came to him and asked him Sf-jfe ^1 \^ 
(for help), and he gave to them , , . , " s . v 
except one man among them. Sa'd :c~Ui Jl* ijLj!« ^3 j^liptt 
said: I said: O Messenger of Allah, ^ ^ ^ : ^ ^ , 

you gave to them and you left out - r ^ J r*^^ - U -^ J - 

So and so; by Allah I think he is a « Lilii )fi ^| Ji£ , J^V Jl 
believer. The Prophet (^) said: -Or ' ^ [ ~ / 

a Muslim/' Sa'd repeated that J J~> : L ^ ^ ^ 5^ 

three times, saying that he was a J m 'Js\ "O^i ;S<> *Ul 
believer, and the Prophet («) ^ " ^ , , , J ^ 

replied: "Or a Muslim/' Then the J^V J\ Jjly ;a*J&! 

Prophet (sg) said, the third time: r ; !(^: : \:. i 

"By Allah, I give something to a ^ ^ -~ ^ ^ ^ W ^ a ^ 
man although someone else is [^oyt : ^Ij] ^ 

dearer to me than him, for fear that ' 
Allah 

may throw him on his face in *^ 0 * ^ "f ^(^v) 

Hell." 

Comments: [Its isnad is saheeh, al-Bukhari (27) and Muslim (150)] 

1580. Abu Nu'aim said: I met . v ? M . m - 
Sufyan in Makkah, and the first > : , \ 

one he asked me about was when ^ JjU jlil cJj ^1! Jli 

he said: How is Shuja' [the brave # j . # , * - - ^ 
one]? - meaning Abu Badr. *^ ■ ^ ^ : JU ^ ^ U 

Comments: [This is not a hadeeth; [\oVY : ^1^] 

rather it is a report] 

t/ 1 ^ -t^j^ 1 yj ^ ^ l^j^, ^-J lJufc : jj^j 
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1581. It was narrated from 
Muhammad bin Sa'd that his 
father said: 'Umar bin al-Khattab 
entered upon the Messenger of 
Allah (^) when some women of 
Quraish were with him, asking 
too much of him and raising their 
voices. When they heard the voice 
of 'Umar, they stopped talking 
and fell silent, and the Messenger 
of Allah smiled. 'Umar said: 
O enemies of your souls, do you 
fear me and you do not fear the 
Messenger of Allah {^)? They 
said: You are harsher and tougher 
than the Messenger of Allah 
The Messenger of Allah (^) said: 
"O 'Umar, the Shaitan never meets 
you on a road but he takes a 
different road/' 

Comments: [Its isnad is saheeh, al- 
Bukhari (3294) and Muslim 
(2396)] 



1582. It was narrated that Sa'd 
bin Malik said: We used to rent 
out farmland at the time of the 
Messenger of Allah in return 
for what grew by the streams and 
what was irrigated with water 
from them, but the Messenger of 
Allah (g§) forbade us to do that 
and permitted us to lease it for 
gold or silver. 

Comments: [Hasan because of 
corroborating evidence; this is a 
da' eef isnad] 



w^liaiji Iji JjO ^ JU 4^1 y& tJti*- 

C : JU* t^ft J j--* 3 >^>-a* 
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1583. It was narrated that Sa'd bin 
Abi Waqqas said: The Messenger of 
Allah (jfe) left 'Ali bin Abi Talib in 
charge [of Madinah] during the 
campaign to Tabook. 'Ali said: O 
Messenger of Allah, are you 
leaving me behind with the women 
and children? He said: "Does it not 
please you to be to me as Haroon 
was to Moosa? Except that there 
will be no Prophet after me." 

Comments: [Its isnad is saheeh, al- 
Bukhari (4416) and Muslim 
(2404)] 



1584. Qais bin 'Abayah al-Qaisi 
narrated from a freed slave of Sa'd 
bin Abi Waqqas, from a son of Sa'd, 
that he was praying and saying in 
his supplication: O Allah, I ask You 
for Paradise and I ask You for its 
delights and blessings and so on, 
and I seek refuge in You from the 
Fire and its chains and fetters, and 
so on. Sa'd kept quiet, then when he 
had finished praying, Sa'd said to 
him: You have sought refuge from a 
great deal of evil and you have 
asked for a great deal of good - or he 
said: [Your supplication] was long 
winded; Shu'bah [one of the 
narrators] was not certain. - The 
Messenger of Allah said: 
"There will be people who will 
overstep the mark in dua." And 
he recited this verse: "Call on your 
Lord with humility and in private: 
for Allah loves not those who 



- * / 



.<U'i): 



J 15 



XIm [£Jlp-j .J^J ^ OJlAj 



Musnad Sa'd bin Abi Waqqas ^95 * (jattj jl & oki £b*i.| ^ j±*J* 

trespass beyond bounds" [al-A'raf - - . m ^ >> 

7:55]. - Shu bah [one of the ■ - ^ ^ 

narrators] said: I do not know \& ^iliij fej \j*3^ : jJ)i ^jjl N 

whether the words "Call on your ^ ^ , rf fl „ . _ 

Lord with humility and in private" ■ ^ ^ -M ^^j* Y l ^ ^j* 

were spoken by Sa'd or by the j.< . ^ ^ ^ i jsJ, iubl UlJl : °]i 

Prophet (aS). - And Sa'd said to ' r ^ ' ' r f \ ' ,c * 

him: Say: O Allah, I ask You for \$\ ^) &j & il* '^j ^ 

Paradise and the words and deeds r\<xv ii r- m'i*-' 

that will bring me close to it, and I L N Ur : ^ I, j . ^ v y ^ 
seek refuge in You from the Fire 

and the words and deeds that will ^ ^ 

bring me close to it. J>* 

Comments: [Hasan because of corroborating evidence; this is a da'eef isnad 
because of the freed slave of Sa'd is unknown] 

1585. It was narrated from Sa'd ; Jj^ 'J, il^J - \*M> 
bin Abi Waqqas that he used to ^ , * , 
enjoin reciting these five and he if J* "J** J 44^' ^ J* 
narrated them from the Messenger ^i, jtf : .u' J -J jj^ 
of Allah (jg): "O Allah, I seek \ ; f ' ^ ^ ' # \ . 
refuge with You from miserliness, I ^ *W 1 j ^ S^- 1 ^-? 1 y**^ ' 
seek refuge with You from cowardice, ^ ^ ^ ^ : ^ f *j Ji'^Lu 
I seek refuge with You from being sent . , 
back to senility (cf. 16:70), I seek Jijl J[ lj\ of ll ^ifj t( ^Jl ^ 
refuge with You from the trials of this > £i ' JjL 1 'f J^l 
world, and I seek refuge with You J 1 - — ^ ; ^ -> * 
from the punishment of the grave/' [ \ ~t X > :^t] ."^1 ^IJu- ^ 

Comments: [Its isnorf is saheeh, al- 

Bukhari (6370)] - (irv ' } : C oL ^ ! : ff^" 

1586, It was narrated that Sa'd bin ^ JLaI^I :J^15 Cio>- -^A^ 
Abi Waqqas said: The Messenger of 



Allah (m) said: "Whoever humiliates 1 ^ 1 ^ If Cr U ^ : ^ 

Quraish, Allah (may He be glorified Jl J. htii J jlUJ ^ 

and exalted) will humiliate him." J " ' 

Comments: [A Hasan hadeeth; this is 
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1587. It was narrated from . , ,i m r^.-- 
Muhammad bin Sa'd that his father ^ v ^ ~^ AV 
Sa'd said: I heard the Messenger of 'V^ir 0?* ^JLi 
Allah (2^) say: "Whoever wants to .* - • , * . , 
humiliate Quraish, Allah will ^ t%J1 ^ ^ ^ ^ 0* 
humiliate him/' jj^ J\ ^ Ji jl^i ^ 
Comments: [A hasan hadeeth] . , . ... ' >„ «' , , „ 

[uvr i^ij ^ ii> 

.-utjjji ^ j^>. jb^i sJuj ^.j^- 

1588. It was narrated that Sa'eed ^ tfju- ; J*LS r 1 Uij^ -^AA 
bin al-Musayyab said: I heard . ( , , , 

Sa'd bin Abi Waqqas say: The ±fi O* C* 1 ^ 

Messenger of Allah {^) refused ^\ ^ ^ 

to let 'Uthman be celibate. If he \ , c > ' , , 

had allowed him, we would have <>• oU ^ ^ *W J^O ^3 & 

gotten castrated. ^ 3 ^ ^ ^ ^ 

Comments: [Its iswarf is saheeh; al- 
Bukhari (5073) and Muslim 
(1402)] 

1589. It was narrated from ^^^J 
Muhammad bin Sa'd bin Malik, . / t a ^ . ^ 

that his father said: The Messenger <>' ^ a? 0* tJU^l ^1 ^ 

of Allah (m) said: "It is not : ^ Jj, : jtf J ^ 

permissible for a Muslim to forsake _ ^ a ? " ; 5 " ^ 

his brother for more than three 3y *W o\ pL^J J^' 

dayS " [HH 
Comments: [Its isnad is saheeh] 



1590, It was narrated from 
Mus'ab bin Sa'd that his father 

said: I swore an oath by al-Lat and $J\ -j* ijJL- ^ ^ tjl^J ^1 ^ 

aWUzza, and my companions ' , - • f 'u"' - c , 

said: You have said something UUa ^ 

unseemly. So I went to the ■>] : JJi^ ^ ^Jt J^=t tl^i ^ii 

Prophet (^) and said: I am newly £j , 4 s "> * „ - - - ^ • 

Muslim, and I swore an oath by '^ ] J ^^ [ i^ J - J[j <-Cjb\S^\ 
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al-Lat and al-'Uzza. The Messenger 
of Allah (jg) said; "Say La ilaha 
illaUalj wahdahu (there is no god 
but Allah alone) three times, and 
spit dryly to your left three times, 
and seek refuge with Him, and do 
not do it again/' 

Comments: [Its isnad is sahceh] 

1591* It was narrated from 
Mus'ab bin Sa'd, from his father, 
that a platter of thareed was 
brought to the Prophet and he 
ate, and there was some left over. 
He said: "A man will come from 
this direction who is one of the 
people of Paradise, and he will eat 
these leftovers/' Sa'd said: I had 
left my brother 'Umair bin Abi 
Waqqas getting ready to come to 
the Prophet (^) and I hoped that 
he would be the one. Then 
'Abdullah bin Salam came and ate 
it. 

Comments: [Its isnad is saheeh; it is 
repeated (1458)] 

1592. 'Abdus-Samad told us: 
A ban told us: 'Asim told us... and 
he mentioned a similar report, 
except that he said: I passed by 
'Uwaimir bin Malik, 

Comments: [Its isnad is Hasan] 

1593. Usamah - meaning bin Zaid 
- told us: Abu 'Abdullah al-Qarraz 
told us that he heard Sa'd bin 
Malik and Abu Hurairah say: The 
Messenger of Allah (^) said: "O 
Allah, bless the people of Madinah 
in their city, bless them in their sa's, 
bless them in their mudds [weights 
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and measures]. O Allah,, Ibraheem 
"was Your slave and Your close 
friend (khaleel) and I am Your slave 
and Messenger- Ibraheem asked 
you for the people of Makkah and I 
am asking You for the people of 
Madinah, as Ibraheem asked You 
for the people of Makkah, and as 
much again, Madinah is 
surrounded by angels; on every 
route into the city there are two 
angels guarding it; neither the 
plague nor the Dajjal will enter it. 
Whoever wishes ill to it, Allah will 
cause him to melt as salt dissolves 
in water. 

Comments: [A saheeh hadeeth; this 
is a hasan isnad] 

1594. It was narrated from 
Muhammad bin Sa'd that his 
father Sa'd said: The Messenger of 
Allah (^) came out to us, striking 
one hand against the other and 
saying; "The month is like this 
and like this/' then he held one 
finger down the third time. 

Comments: [Its isnad is saheeh, 
Muslim (1086)] 

1595. It was narrated from 
Muhammad bin Sa'd, from his 
father, that the Prophet said: 
"The month is like this and like 
this," ten and ten, and nine once. 

Comments: [See the previous 
report] 

1596. It was narrated from 
Muhammad bin Sa'd that his 
father said: The Messenger of 
Allah said: "The month is 
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like this and like this and like 
this" - meaning twenty-nine. 



Comments: [This is a qawi isnad, ^{jij^zJ loiU 
Muslim (1086)] - " no , 0:erlj3 

1597. It was narrated that Sa'd bin gjj. ; ^UJ&i ^ ' - \ o W 
Abi Waqqas said: The Messenger of a c . , 
Allah (sg) said: "The Hour will not crt If _ ti^j^ 1 ^ _ jipl -V 
begin until some people emerge -j^ j-j f • ^ - t( j^j 
who will eat with their tongues > - , v t ' T J 
(words) as cattle eat with their ^ ^^Jl fj£ N» : 3^ <U1 J>-3 

tongues " .^Jl 6^1: f> : <-^: 

Comments: [Has™ because of " \ (f 

corroborating evidence and its r^lj] .«14£JL 

rsttflrf is da'eefl 

l/ - £*— i p^- tl^ ON ^ ^ ■■■ ^ i gi^v 

1598. It was narrated from Abu ^J- tijj- ;^L£ -J JjJ,f QjU- -\o^A 
Bakr - i.e., bin Hafs - and he . * # * 

narrated a story. Sa'd said: I - s* 1 *>* '/T^ 1 0? ^ 

heard the Messenger of Allah (0) J, : 1^ JLi Ijd ^ii _ ^1 
say: "What a good death if a man ^ ; * * - 

dies defending his right." ^ ^ l [ ^fi ^ J>^j 

Comments: [Its isnad is rfs'ee/ ^ ji^i 

because it is interrupted] 

1599. It was narrated from 'Amir ^ tf^ . ^ - ^ ^ _ So ^ 
bin Sa'd bin Abi Waqqas, that his 

father Sa'd said: I said: O 0^' J^t _ y.fr If _ f _ 
Messenger of Allah, can I bequeath f . ... « k • - 

all my wealth (to charity)? He said: ^7 f *~ * ^ ^ " ~ - J 
"No." I said: Two thirds of it? He t J^j U :cii :JU *J ^ 

said; "No." I said: Half of it? He " v e > \, _ 

said: "No." I said: One third? He : J ^ : Jb 

said: "One third, and one third is a <?d£jLi ; cij *N» : JU : cii « 

lot. If one of you leaves his family 



in a good state, that is better for ^ j & 1 V t ^ hJlM : JU 
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him than leaving them dependent 
on what people give them/' 

Comments: [Its isnad is qawi, al- 
Bukhari (2744) and Muslim 
(1628)] 

1600. It was narrated from 
Hamzah bin 'Abdullah, from his 
father, that Sa'd said: When the 
Messenger of Allah set out on 
the campaign to Tabook, he left 
'AH in charge. ['Ali] said to him: 
Are you leaving me behind? He 
said: "Does it not please you to be 
to me as Haroon was to Moosa? 
Except that there is no prophet 
after me." 

Comments: [Saheeh because of 
corroborating evidence] 



1601, Isma'eel bin Muhammad 
narrated from 'Amir bin Sa'd that 
Sa'd said when he was sick: If I 
die, make a lahd (niche) for me 
and do what was done for the 
Messenger of Allah (^). 

Comments: [Its isnad is saheeh, 
Muslim (966)] 



1602* It was narrated that Sa'd 
said: Make a lahd (niche) for me and 
block it up with bricks as was done 
for the Messenger of Allah 

Comments: See the previous 
report; it is repeated (1450)] 
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1603. It was narrated that Sa'd ^ ;jU ^ ^ _ n , r 
bin Malik said: We did tatutf/ with / 

the Messenger of Allah (^g). Some <-£fF ^ J>) t^L**^' j* 

of us did seven circuits, some of us ^ . * . „ jl^uJ ' ' 

did eight and some others did * ^ * ^ L ' ^ 

more than that, and the Messenger t Jli t ^ Jjl ^ 

of Allah said: "It does not ..z , T t ^ , , ^ . , _ s 

matter," ^ ! ^ i>* ^ 'J" ^ 

Comments: [Its isnad is da'ee/ ^ ^ ^ 
because it is interrupted] 

1604. It was narrated that a son of : v! ijjU tfii - U * £ 
Sa'd bin Abi Waqqas said: I heard „ \ t , £ t r t 
my father say: I heard the ^ - >^ ^ '-^J «>! 5^ -4* 
Messenger of Allah (ft) say: "Faith . j^f ^ J,, ^'^^ ^ ;f 
began as something strange and 



will go back to being as it began, so j?' *^ (V^ ^ ^ ^JJ^ Ir? ^ 

glad tidings to the strangers when ^ 1 { ^ <, f . ^ 

the people become corrupt. By the , ' * - ' ' 

One Whose hand is the soul of 5|» :J^£ >j ^ <U1 dJL*^ 

Abul-Qasim, faith will retreat . > : . * - , - *^ i \i 

between these two mosques as a ^ ■ ^ ^ oL ^V 

snake retreats into its hole." J\ j U bl f i;>fc 

Comments: [Its isnad is iayyicf] 'i-sn - i f-T - 



1605. It was narrated from Sa'd 
bin Abi Waqqas that he heard the 
Messenger of Allah (^) say: One J* _ ^} If} _ J^l^ 

prayer in this mosque of mine is ^ ^ j ^ . ; 

better than a thousand prayers ' , / * ' ^ 

elsewhere, except al-Masjid al- ^ Jj^S ^ £l o? 1 
Haram." 



.Kfi>Ji i^UJi U-i 
.sLl^i iJLftj ^j-w> : £»jy>»j 



Comments: [Sfl/iet?/i because of , fc 

corroborating evidence; this is a ■ l f l >*^ ^! L^? 
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1606. 'Amir bin Sa'd narrated 
that his father said: The Messenger 
of Allah (jg) said: I declare sacred 
what is between the two lava fields 
of Madinah as Ibraheem declared 
his sanctuary sacred. Its leaves are 
not to be cut down and its game is 
not to be killed. Nobody leaves it 
for lack of interest in it, but Allah 
will replace him with someone 
better than him. Madinah is better 
for them if they but knew. No one 
wishes ill to them (people of 
Madinah) but Allah will cause him 
to melt as lead melts in the fire and 
as salt dissolves in water." 

Comments: [Its isnad is saheeh, 
Muslim (1363)] 

1607. It was narrated from 
Mus'ab bin Sa'd, that his father 
said: I said to the Messenger of 
Allah (^): Which people are most 
severely tested? He said: "The 
Prophets, then the next best and 
the next best. A man will be tested 
according to his level of religious 
commitment: if his religious 
commitment is solid, his test will be 
greater and if there is some weakness 
in his religious commitment he will 
be tested in accordance with his level 
of religious commitment. Tests will 
continue to befall a slave [of Allah] 
until he walks upon the face of the 
earth with not a single sin on him." 
Comments: [Its isnad is Hasan] 

1608. It was narrated from 'Amir 
bin Sa'd that his father said: I heard 
the Messenger of Allah (Mj) say to 
['Ali], when he left him in charge 
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[of Madinah] during one of his - ^ ^ fl , , ^ > ^ 

campaigns. 'AH said: O Messenger c ^ J * ™ 

of Allah, are you leaving me ,ulJl ^ ^^liJt t-JUl Jjlj U 
behind with the women and . f , „ ~ £ 

children? He said: "Does it not 01 <^>" Ul ^ L -" :JU ^^'j 

please you to be to me as Haroon *\ ^ ij'U «J>L J* 

was to Moosa, except there will be / * >'» " ' " ' > 

no Prophet after me?" And I heard f£ *V ^ 

him say on the day of Khaibar: "I >\ -f h * ' vj> - --^n - -i *Cu 

shall certainly give the banner to a j~ "~ f s 

man who loves Allah and His : JU* < LjJ tUjUai* «ij ^ l V^'j 

Messenger/ and Allah and His , , ^ s. fr . >*. 

Messenger love him/' We all 4 ^ * ^ <J ^ 

hoped for it, but he said: "Call' Ali llij iLl t OJ I'l^H <^ 

for me/' He was brought and he _ £><r-<'\ tv** f± >J - 

had a sore eye. [The Prophet Jl) ^ t?f ^ 

spat in his eye and gave the banner ^3 Jj, US CU : jl^ 

to him, and Allah granted victory ' ^ # 

at his hands. And when this verse : <J^ ^ o'^j L^-j 

was revealed: "let us call our sons [m , ^ „ j^f 

and your sons" [Al-'Imran 3:61], ^ ' ~ 

the Messenger of Allah (jg) called : f 4 (rv • "0 : £ .^j : 

'Ali, Fatimah, Hasan and Husain " (U*l) 

(^) and said: "O Allah, these are 

my family." 

Comments: [Its isnad is qavri, al-Bukhari (3706) and Muslim (2404)] 

1609. It was narrated from Busr £^ ^ £^ £^ -n^ 

bin Sa'eed that Sa'd bin Abi 

Waqqas said / at the time of the Ji J£* u 1 . u^^* 

turmoil surrounding 'Uthman bin . . ^i- ■{ - , ^ • ** ^ , 

'Affan: "There will be turmoil in ^ s ° ' 0* * *^ 

which the one who is sitting will :oU* ^ Oliii ii^ Jli ^ 
be better than the one who is > ^ ' * ' " - a 6 - /"^ 
standing, the one who is standing d ^ ^i" : JU * *Ul J^j u! 
will be better than the one who is liliil} t*?liJl ^ iy ^ 
walking, and the one who is - , 

walking will be better than the Crf -^^J -j* M 

one who is runnine. He said: ?■ ; »r r i ■ u- « 1 mi 

How about it he enters upon me - -* - ^ - ^ - - 

in my house and stretches out his 
hand wanting to kill me? He said: 

"Be like the son of Adam/' L U n : CT 1 J J 
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Comments: [Its isnad is saheeh] . . 

1 61 0. It was narrated that Sa'd bin :*h\ {J, ^ t£U -UW 

Abi Waqqas said: The Messenger of \ • t ; / \ 

Allah fete) said to a]-' Abbas; "This & ^ ji 

is al-' Abbas bin 'Abdul-Muttalib, ^u^j; 1* Li Cli Jl jfo 

the most generous of Quraish and , C - - . 

the one who most upholds ties of JL* j^^J ui' j! ■■■■ ^ 

kinship " i; "v'tjj m hte> 

Comments: [Its isnad is hasan] , s ' , r s . 



1611. It was narrated from J^j - ^ & gfc „ nu 

Mus'ab bin Sa'd that his father _ ' # « 

said: A Bedouin came to the «lr* - ci*? - lt-j* 



Prophet (#5) and said; O Prophet of 
Allah, teach me some words to say, 



£Lf :Jli 



He said: "Say: 'There is no God but ^j^p t^JU! U :JUi 3^ 

Allah alone, with no partner or >* * ,* - - //^ 

associate; Allah is most great ^ l ^ J P ^ ^ 

much praise be to Allah, glory be to t £f ^ 4 ^ ; ^ 

Allah the Lord of the Worlds, there ^ / " s tf 

is no power and no strength except ^ ^rO jlAIi t t^5 Jj 

with Allah, the Almighty, Most „ <"Il - .-u in mi V- 

Wise. He said: This is for my V ' - ' r J ^ 

Lord; what is there for me? He :J15 Ui t J^j J^J Wji :Jli 

said: "Say: 'O Allah, forgive me, , " .\* * , 3 > 

have mercy on me, guide me and V^*'-* 'ec^^J *J ^ f4^1 : cP» 
grant me provision." 

Comments: [Its is Had is saheeh, 

Muslim (2696)] UU «^iU» Jli : Jii 

1612. It was narrated from |£U ^ <iJ! xi> ^ - ^ 1 \y 

Mus'ab bin Sa'd: My father told „ , , ** t** 

me: We were sitting with the ^ ^ : ^ iri 

Messenger of Allah («) and he ^Jl J^J ^ U^i 
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said: "Will one of you be incapable ~* „ _ s 4 „ ^ • * t t> ^ 

or earning one thousand hasanahs * \/- ^ ■ - - i 

every day?" One of the people ^ ^ u rjJUit ^ JiU ijLi 
sitting with him asked him: O ^ , * , 
Prophet of Allah, how could one of ^ Cr* 1 :Jl5 ^ l U ^ 

us earn one thousand hasanahs? He ^ ^ 1 J^jf J] t 
said: "He says tasbeeh one hundred " * * 

times, and it will be recorded as f^Mn ^1 

one thousand hasanahs [good 

deeds] or will erase one thousand : f 'CT^ ^ 

sayyi'ahs [bad deeds]/' 

Comments: [Its isnad is saheek, Muslim (2693)] 

1613. It was narrated from ^ ^ - ^ _ n ^ r 
Mus'ab bin Sa'd that his father £t , „ tf 

said: We were sitting with the ^ ^ 0* Jt ^ 

Messenger of Allah and he ^ .j^ ^ ^ ^ 

said: "Will one of you be incapable " , f ' # # , ^ ^ 

of earning one thousand hasanahs till ^ J5 61 ^J^-l 

every day?" One of the people ''-f > ^ . * . >\ti 

sitting with him asked him: O • ' " * " / \ 

Messenger of Allah, how could one ;Jli TaLi >■ ^ J£ iaW ^ 
of us earn one thousand hasanahs „ X,- - ,* , 

every day? He said: "He says ^ W ^ C^- B 

fasiw/i one hundred times, and it [U^i :*>-1j] .<£ii- ^Jl 3? 
will be recorded as one thousand 

hasanahs [good deeds] or will erase .-uLL^ u*\i*\ : {Hy*» 

one thousand sayyi'ahs [bad 

deeds]." 

Comments: [Its isnad is saheeh like the previous report] 

1614, It was narrated from ^ ^ . - ^ ^ _ nu 
Mus'ab bin Sa'd that his father f 

said: Four verses were revealed ^ ^ j* ^ - w* * ^ ( -^^' It* 

concerning me. One the day of ^ - . ^ ^ •{ 
Badr, I acquired a sword (as I i ■ \^ * - C v ^ 
booty) and I said: O Messenger of .aJUI J^ij ^ : JUi ^ - Ul^ 

Allah, grant it to me (in addition - - - ^.^ 

to my share of the booty). He ° A ^ n r :JU * 

said: "Put it down/' Then he :Jlii tJjl JjJ.^ U :Jlii 

stood up and said: O Messenger , 1 1 *^ * , , , . ^ 

of Allah, give it to me, and he J^ 1 ^ ^ -JLi ? 

said: "Put it down." Then he 
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stood up and said; O Messenger 
of Allah, give it to me; shall I be 
treated like one who is of no use 
(in war)? He said: "Put it back 
where you got it from," Then this 
verse was revealed: "They ask 
you (O Muhammad (#,)) about 
the spoils of war. Say: The spoils 
are for Allah and the Messenger" 
[al-Anfal 8:1]. A man of the Ansar 
made some food and invited us, and 
we drank wine until we got drunk. 
Then the Ansar and Quraish began 
to boast to one another. The Ansar 
said: We are better than you, 
Quraish said: We are better than 
you. An Ansari man picked up the 
jawbone of a camel and struck the 
nose of Sa'd with it, and Sa'd's nose 
was cut. Then this verse was 
revealed: "O you who believe! 
Intoxicants (all kinds of alcoholic 
drinks), and gambling, and Al~ 
Ansab (stone altars for sacrifices to 
idols etc), and Al-Azlam {arrows for 
seeking luck or decision) are an 
abomination of Shaitan's (Satan's) 
handiwork. So avoid (strictly all) 
that (abomination) in order that you 
may be successful. Shaitan (Satan) 
wants only to excite enmity and 
hatred between you with 
intoxicants (alcoholic drinks) and 
gambling, and hinder you from the 
remembrance of Allah and from As- 
Salalt (the prayer). So, will you not 
then abstain?" [al-Ma'idah 5:90, 91]. 
The mother of Sa'd said: Didn't 
Allah command you to honour your 
parents? By Allah, I shall not eat any 
food or drink anything until I die or 
you disbelieve in Muhammad. 



:JL* i bll^\ J£ ^lijl C^lj tUUli 
:jUa^l cJ\Jj <>^'J'j jU^Vl o^liii 
J^*l 

jUJSfl ja jJrj jiG 
:JU t flj^ii jJL- ±Jd\ 4j K^yjii t 

fli* Jjj^i :Jli t ■^-^ ji& 

dJlij :JU (V :ij3LJl> j^02 
Jbiy i; ill ff 

:jLi (A :^^}\) it^-gfy -£f 

15IJI Jj-ij U :Jlii toiji ^^r^y* 
?4^V : Jli :JIS JU, ^1 
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When they wanted to feed her, they 
opened her mouth with a stick and 
poured (food or water) into it. Then 
this verse was revealed: "And We 
have enjoined on man to be good 
and dutiful to his parents" [al- 
'Ankaboot 29:8]. The Messenger of 
Allah ggg) entered upon Sa'd to 
visit him when he was sick. He 
said: O Messenger of Allah, can 1 
bequeath all my wealth (to 
charity)? He said: "No." He said: 
Two thirds of it? He said: "No." He 
said: One third? And he remained 
silent. 

Comments: [Its isnad is hasan, Muslim (1748)] 

1615* It was narrated from Sa'd : *J&\ ^ £*i>- 

bin Malik that the Messenger of , " \ ; . , 5 > t 

Allah (jfe) said: "If the plague is L ^ & ^P^ 1 0* ^ : W 
in some land, do not go there, £f . ^ * ^ - t ^j i • - 
and if it is in a land where you *\ % \ - * ' * , 

are, do not flee from it." cr*J l . jlf W» : Jli J j^j 

Comments: [Its I'snad is jayyid] k ^ f j , ^ • I ^ lijj , ^ \ ^ 

1616* It was narrated from Sa'd j£. ^iSl _>U^Jl jl* £jl>- 

bin Malik that the Messenger of f( ' / a , „ . . ^ 

Allah (m) said on the day of ^ ^ ^ 0* ^ ^> 

Uhud: "Shoot him, may my father 4^ jtf Jj; jp^ 

and mother be sacrificed for you!" ' t 

Comments: [Saheeh because of C 7 J v J ^ 

corroborating evidence; this is a : ^ t (rvTo> :^ ^> t -^ : 

mump*" (interrupted)^] ^ ^ ^ ^ ^ u> ;; ( , m) 

1617. It was narrated from tf^il ^ ijj lil^ -HW 

Yahya bin 'Ubaid al-Bahrani that , ^ ^ 

Muhammad bin Sa'd used to do Cf. J+i 0* & 
wudoo' in az-Zawiyah. One day 
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Muhammad bin Sa'd came out to 
us from the washroom, and he 
did wadoo' and wiped over his 
khuffain. We were surprised and 
said: What is this? He saicfc.My 
father told me that he saw the 
Messenger of Allah (^) do what I 
have done. 

Comments: J A hasan hadeeth] 



[Wot l; jL 



1618, It was narrated that Qais 
said: 1 heard Sa'd bin Malik say: 
By Allah, I was the first of the 
Arabs to shoot an arrow for the 
sake of Allah. We used to go out 
on campaign with the Messenger 
of Allah (^) and we would have 
no food except the leaves of al- 
hublah and as-samur (desert trees), 
and one of us would produce 
stools like a sheep, so dry that 
nothing stuck to it. And now 
Banu Asad are teaching me about 
my religion, in which case I must 
have been doomed and my efforts 
wasted. 



[\HA ^l,] .jXi Jij 



Comments: [Its isnad is saheeh, al-Bukhari (3728) and Muslim (2966)] 
1619. It was narrated from 'Amu- 



bin Sa'd that his father said; I saw 
the Messenger of Allah {^) say 
salam to his right and to his left. 

Comments: [Saheeh because of 
corroborating evidence; this is a 
da'ecf isnad because of the weak- 
ness of Abu Ma'shar] 

1620, It was narrated from 'Amir 
bin Sa'd that his father said: On 
the day of al-Khandaq, there was 



r \ :juj: b\U -WW 



[MM .<JU^ y>' 3 



^ j> j>\ iL ; l; Qjb- -nr* 

* 1" • * - * i • ■ £ ^ * 
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a man who was shielding himself ' *" "is llJ JL* I ' oJLv 

with his shield, doing something k ^ f ^ 0 0* ' , 

like this with it; he would put it jlfci u^j^ J**^ J^JJ 

over his nose, then do something >** > 

like this, and then put it down. I ^ v lisU r 3 ^ 

stretched my hand out towards ^J-^S J\ cJ^li :Jli ^ 

my quiver and took out a blood- , 

stained arrow, which I placed on y/' 1 ±$ J> ^y-L* I4^f 

the string of my bow. When he did ^ t ^,' <3! ,llsU jLi OJU 

something like this, and lowered " u / 

his shield, I shot the arrow. I have Ift ^3 ^ £*3 ^rr^ 

never forgotten how it hit the {. t - - - : , , ? - , : 

shield, and he (the man) fell and #\ & / J 

started kicking with his foot. The Jtl^-Vj, ojl lJ L^- : J Li iLJ-i _ ^ 
Prophet of Allah smiled - 1 [the ' > . # - , > » - . 

narratorj think he said: so broadly 'J^ 1 : ^ *^ : ^ : ^ 

that his eyeteeth could be seen- I 



said: Why? He said: Because of 



SJt^>J ^k.».Jy oL^l - j*y> jPxj 



what that man did. 1 

Comments: [Its isnad is rfa'ec/ because Muhammad bin Muhammad bin a!- 
Aswad is unknown] 

1621. It was narrated that ' Abdul- jl^ ^ ksl 6jJ- :£3j — ^ 1 Y > 
Malik bin 'Umair said: 1 heard * > • „ ^ j . 

Mus'ab bin Sa'd narrate from his ^ v jt ^' - "? " ■ ^ 

father Sa'd bin Abi Waqqas that he 1>\S i^^j^?^ ^ 
used to enjoin this supplication and tf ' "» *' , j - 

narrate it from the Prophet (&=): "O : ^ 0* * !i * >^ 

Allah, I seek refuge with You from * ^ ^ fc ^j, ^ jl, J\ A 
miserliness, I seek refuge with You ' / rf , / / , m " t / , f * 
from cowardice, I seek refuge with t^liJl Jj^I :>jl jl ^ "-O^' 
You from becoming senile, I seek . ii ■ * ;i ' 1 

refuge with You from the trials of > ; ' " - 

this world, and I seek refuge with [ ^ 0 Ao : ^-IJ ,v^i3l 

You from the punishment of the 

grave/' .(xayy) :^ .^j^j ojU 

Comments: [Its isnad is saheeh, al-Bukhari (2822)] 

1622- It was narrated from J\j Jj£ji ^ l£U ™>^YY 

Mus'ab bin Sa'd bin Abi Waqqas, - . ^ . , * , 

from his father, that he swore by JU - ^ ^ b ^ : NLi 

fl/-Lflf and fl?''Uzz/J, and his — _ £ ^ 
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companions said to him: You >w t . „ ^ * 
have said something unseemly. So : 0* ^ 0? ^ 0? ^ 

he went to the Prophet {&) and iij JUi ^^j^ o^L , 

said: I am newly Muslim, and I > , „* * - s ; , 

swore an oath by af-Laf and a/- ^1 :JL ^ ur^ 1 X J>* ^> 

Vzza. The Prophet (M) said to /.'^ - 4 U t'\- V il , - • 
him: Say La tlalw tllallak wahdahu - 

(there is no god but Allah alone) Oav/1) ^ ijjl Jb ^1 3 jUi 
three times, and spit dryly to your *?„ < ' * . 

left three times, and seek refuge / - - ^ ^ J 

with Allah from the Shaitan, and ^ aJUL zyZj JjLJLL: 
do not do it aeain." \ t .„ , , * 

Comments; [Its ismrd is saheeh] u ' " 

1623. It was narrated from - 
Muhammad bin Abdur-Rahman tf ^ 

bin Labeebah that Sa'd bin Malik U :£J ^ jl^ ^ juAi ^ 

said: I heard the Prophet (sfe) say: ^ ^ \ - = ' 

"The best of dltikr is that which is m ^ ' Jb ^ U Of ^ 

silent, and the best of provision is U jj^l *<j*±Jl ^1)1 : J^i 

that which is just enough/' " ' 

Comments: [Its isnad is da'eef] ^ vv ) ■ ^u*^ 

1624, It was narrated from i^V :V *f i^ 5 . - iiv< 
Muhammad bin Sa d that his father 

said: 'Umar asked permission to {/. j^}^ <>* ^'^! 

enter upon the Messenger of Allah . ' t , , . / 

(^), and there were some women " - ^ 

with him whose voices had :JU ^ ^ ^ juAi 'C^~^ 

drowned out his voice. He gave _ \ r> ' r , ^ ,^ 

him permission to enter, and they ^ ^ j J-r-J J* OiUii 

hastened to leave. 'Umar came in 5i£ t ^ ^(>if cJU Ai j\yr 

and the Messenger of Allah ^ ^ , ^ / ^ 

was smiling. 'Umar said: May ^ J^-^ tjjSLi t iJ 

Allah make you happy all your life, jfo Jj^f > j u v ; ^ Jj, 

O Messenger of Allah; may my _ i t( ( s " J / 
father and mother be sacrificed for ^ Jj^j U ^JjL 

you. He said: "I wonder at these - . * .*r: ■ ^ 
women who were with me. When ( ■ ^ - • - 

they heard your voice they ti 1 : J^i J^*U "^-^ iii^ 
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hastened to leave." 'Umar turned 
to them and said: O enemies of 
your souls, by Allah you should 
have feared the Messenger of Allah 
(S&) more than me. The Messenger 
of Allah (ig) said: "Let them be, 0 
'Umar. By Allah, the Shaitan never 
meets you on a road but he takes a 
different road/' 

Comments: [Its isnad is saheeh, al- 
Bukhari (3294) and Muslim 
(2396)] 

s 

End of the hadeeth of Sa'd bin Abi Waqqas 



5U1 -^r? ,1^ ^ l J^ 1 

.n iiJ lit ^1 ^ Jlklji 
[UVY 

.am) 
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1625. It was narrated from ^Xli, - £^ -mo 
Sa'eed bin Zaid bin 'Amr bin " ' . 

Nufail that the Prophet of Allah <y. ^ 

($jk) said: "Truffle are a kind of * * - • • t , * - t > 

manna, and its water is a healing - f . ' J" V' - - 

for the eyes/' ^ £££ ^ M : 

Comments: [Its isnad is w/ieeh, al- t un " &,\] t «viiJ iuLi UtU, , *JJ\ 

Bukhari (4478) and Muslim - " ^ 

(2049)] [nn iUto t nn t nrr 

.(T * i \) : r t (UVA) :^ .^w^ .jbl :gd>^ 

1626. It was narrated from ^ 4IO ^ Olil £1*- -HYI 
Sa'eed bin Zaid, from the Prophet 



(my "Truffle are a kind of manna, & ^ * V-o^ J>. Jj** 0* 4 

and its water is a healing for the t ^Ji ^ sU^J|» : ^ ^ ^ jjj 

eyes." /" „ ' 

Comments; [bee the previous C ^ 'r*^ - ^ ^ 



report] 



1627, It was narrated that 'Amr :Ji Ji'jJ- ;_uAJl jC£ £JU -ntV 
bin Huraith said: My father told /' \^ t ^ ^ ft , ^ ^* . 
me that the Prophet (jg) said: ^ a* tLk * ^ 
"Truffle are a kind of manna, and Jji j^y, ^Jjj. ^j^i 
its water is a healing for the eyes," 

Commas: [S^] U ^ * * 

1628. It was narrated from Sa'eed ^ JllW tJu : J U OCLi -\MA 
bin Zaid bin 'Amr bin Nufail, that . , , . s . , * . ; 
the Messenger of Allah (££) said: *^ ^ ^ ^ 6; ^ 
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''Whoever is killed defending his 
property is a martyr and whoever 
wrongs another with regard to a 
handspan of land, his neck will be 
encircled with it down through 
seven earths." 

Comments: [Its isnad is saheeh] 

1629, It was narrated from 
Sadaqah bin al-Muthanna; Riyah 
bin al-Harith told me, that al- 
Mugheerah bin Shu'bah was in the 
Great Mosque, and the people of 
Koofah were with him, to his right 
and to his left. A man called Sa'eed 
bin Zaid came to him and al- 
Mugheerah greeted him and 
seated him by his feet on the couch. 
Then a man of Koofah came and 
turned to al-Mugheerah, and 
started spouting insults, Sa'eed 
said: Who is this man reviling, O 
Mugheerah? He said; He is reviling 
'Ali bin Abi Talib. He said; O 
Mugheer bin Shu'b, O Mugheer 
bin Shu'b - three times - why do I 
hear the Companions of the 
Messenger of Allah (jg) being 
reviled in your presence and you 
do not object or try to stop it? I bear 
witness about the Messenger of 
Allah that my ears heard and 
my heart understood it from the 
Messenger of Allah and I have 
never narrated any lie about him 
that he would hold against me if I 
met him; (I bear) witness that he 
said; "Abu Bakr will be in Paradise, 
'Umar will be in Paradise, 'Ali will 
be in Paradise, 'Uthman will be in 
Paradise, Talhah will be in 



tJU bji jJ ^» :JU £g Jii 

oL^^a tOjj jj ^P-b J^-j 

Jii^u ii^Ji jii ^ ^uJ 

u :ju .u> J ^: ^ 4^: 

cUjj ^L'jl LL i^g «U1 

jlli : JU £f 4«JJ lil Juj Cos- 
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Paradise, az-Zubair will be in 
Paradise, 'Abdur-Rahman will be 
in Paradise and Sa'd bin Malik will 
be in Paradise." And the ninth of 
the believers who will be in 
Paradise - if you want me to name 
him, I shall name him. The people 
in the mosque started urging him, 
raising their voices, adjuring him: 
O Companion of the Messenger of 
Allah who is the ninth? He 
said: As you have adjured me by 
Allah, and Allah is Almighty, I am 
the ninth of the believers, and the 
Messenger of Allah (3^) is the tenth. 
Then he followed that with an 
oath: By Allah, one action of one of 
them who went out on campaign 
once and got his face dusty when 
he was with the Messenger of 
Allah (^) is better than all the 
actions of one of you, even if he 
were to live as long as Nooh (^), 

Comments: [Its isnad is saheeh] 

1630. It was narrated from Sa'eed 
bin Zaid that the Prophet (^s) said: 
"Be still, O Hira', for there is no one 
on you but a Prophet, a Siddeeq or 
a martyr." And on the mountain 
were the Prophet (^), Abu Bakr, 
'Umar, 'Uthman, 'AH, Talhah, az- 
Zubair, Sa'd, 'Abdurrahman bin 
'Awf and Sa'eed bin Zaid, may 
Allah be pleased with them. 

Comments: [Saheeh because of the 
corroborating evidence] 



u5 i JLAip 111 l j u 4JU L* ^jijJui li : J li 
j^J Jjij : Jii iLj iUi £jl 

C> j** j** * J o** & J^" 1 



jlii iidi £1^- £1^- -nr * 

^ ^p jjJai^ Jli JUj _ 

J* 0? 1 0* *0r*^ :5 r ^3 

j\ oaa/u ijiJL^ ji i^J inp 

t^iij i^fc ^1 jIUj ; Jli "wUgj; 

'■^j *jUipj 

^? j *^3 ,>! -s^j ^ (j*^ 1 -4^ j 

.Jjj ^ JU- piU? 4JJIJUP ^ 
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1631, It was nairated that 'Abdur- * * ; t - ; . * _ r ;* , 

Rahman bin al-Akhnas said: ai- ^ ^ ^ 

Mugheerah bin Shu'bah addressed ^J^Sm J> JL* ^ t^UiJl 

us and criticized 'Ali {^). Sa'eed bin ' # \y ... > , , ... ; 

Zaid stood up and said: I heard the ^ & J ^ ^ ^ : Jli 

Messenger of Allah (^) say: "The : JlS aJj ^ ;i5 l& 

Prophet will be in Paradise, Abu ,^ ' s V / * 

Bakr will be in Paradise, 'Umar will ^ J % 



be in Paradise, 'Uthman will be in 
Paradise, 'Ali will be in Paradise, 
Talhah will be in Paradise, az- J> <-Z^\ ^? *£>JI 

Zubair will be in Paradise, 'Abdur- - . ,„t ur 

Rahman bin 'Awf will be in ^/ t ^ £ **~f ^ ^ ^ ^ 
Paradise and Sa'd will be in M c-Lt )j} h£aJ1 ^ ^3 

Paradise/' And if you wish, I shall ~ 
name the tenth one. [nrv 

Comments: [A Hadeeth and ^y-^ Ul*, ^~.-b~ 

its isHffrf is /iffSffn when other isnads ' 



are taken into consideration] 



1 632. It was narrated that Sa'eed Ji jiUJl ^ Xj, ^ yj, _ \ ir t 
bin Zaid said: I heard the Prophet 



(m,) say: "Truffle are a kind of lii J>. ^ 0* Jj^ i<* 

manna, and its water is a healing ^ fcjj,, *jj 
for the eyes." " " J o — 

Comments: [Its iswrf is sahceh, al- fnY ° ! CT ljl "'0^^ U i U 3 ^ 
Bukhari (4478) and Muslim . /Mv/A , , . 
(2049)] C'C^ 0J * ^j*" 

1633. It was narrated from Sa'eed : ^rj ^ ^A; -ntT 

bin Zaid that the Prophet (^) - Ibn . t V 

Numair said; I heard the Messenger ^ ^ : f Ll * 

of Allah (sg). said: "Whoever takes : ^ # - - 

a handspan of land unlawfully, his ,U , . ~ * ; ^ ^ 

neck will be encircled with it on the _ ^ 5JUI oJU^ 

Day of Resurrection down throueh . „ 

seven earths. rJ ^ ^ ST J ^ ^ 

Comments: [Its isnad is saheeh, al- 6" ^ ^ ^ ^ J! 

Bukhari (2452) and Muslim " r ^,v . r.. n ' 

(1610)] [niT ;Ul > IJ * 



Musnad of Sa'eed bin Zaid 



117 



1634. It was narrated that Sa'eed iuii : v^-^Jl ^ lli j^- -n^i 

bin Zaid said: The Messenger of t 

Allah (Sg) came out to us with ^ ^ ^ o5 ^* Jl ^ J* 

some truffle in his hand and he £jj ^ : ju jj] ^ ^ 
said: "Do you know what this is? '/ ^ + t -* ; * ' 

This is a kind of manna, and its t5L ^ ?^ tjj ^ >W J>^3 

water is a healing for the eyes." U j Uj 5, lii ?di U 0j> 

Comments: [Its jsh^ is saheeh, al- fl 
Bukhari (4478) and Muslim [ nY ° - ( 0^J 



(2049)] 



1635, It was narrated that ^ ^ : ^ ^ ^ _ n ro 
'Abdul-Malik bin 'Umair said: I > # " — , , * 
heard 'Amr bin Huraith say: I ^-V^ ^ 0? 

heard Sa'eed bin Zaid say: I heard ■ *i ( *' - • - i ■ - . V x * - 

the Messenger of Allah (^) say: ^ 7; ^ % ^ ' ^ ^ 

'Truffle is a kind of manna, and sU£Jl» 3gjg <Ul 

hs^ water is a healing for the [mo . ^ .ij&ite UjU, ^1 

Comments: [See the previous : gj.^ 

report] 

1636. It was narrated from ; 'j; ^jj, -nn 
Sa'eed bin Zaid, from the Prophet . ' „ ' . * t > > 
(&i)... Shu'bah said: When al- ^ r^ 1 J'S^ 
Hakam narrated it to me, I ^ > J. <. * *' * >* Ji. ■ " t * - liJi 
recognized it from the hadeeth of ^ ^ ^ ' 
'Abdul-Malik, and I did not find J>^- :hi Jtf ... % ^Jl ^ oj- 
it strange because of the hadeeth of • , t - * -T '^-u 
'Abdul-Malik. ^ ^ ^ r l * 

Comments: [See the previous "ff^^ 
report] 



1637. It was narrated from t^l ^ : ^ lUJ £fc -\irv 

'Abdur-Rahman bin al-Akhnas , , , „ # 

that al-Mugheerah bin Shu'bah ^* ^ l ^ ^ 

gave a speech and criticized 'Ali ^ - ♦ .^n - 

Sa'eed bin Zaid stood up and _ - . ^ 

said: I bear witness that I heard ^ 0* iC^** ilLi 

the Messenger of Allah (M) say: > . , *\ **\\ > * * * 
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"The Messenger of Allah will be 
in Paradise, Abu Bakr will be in 
Paradise, 'Umar will be in 
Paradise, 'Ali will be in Paradise, 
'Uthman will be in Paradise, 
'Abdur-Rahman will be in 
Paradise, Talhah will be in 
Paradise, az-Zubair will be in 
Paradise and Sa'd will be in 
Paradise." Then he said: And if 
you wish I will tell you about the 
tenth. Then he mentioned himself. 

Comments: [A SoJteeh Hadeeth] 

1638. It was narrated that 
'Abdullah bin Zalim said: al- 
Mugheerah bin Shu'bah gave a 
speech and criticized 'Ali. Sa'eed 
bin Zaid came out and said; Are 
you not surprised at this one 
reviling 'AH? I bear witness about 
the Messenger of Allah (^): we 
were atop Hira' or Uhud, and the 
Prophet said: "Be still, O Hira 7 
- or Uhud - for there is no one on 
you but a Siddeeq or a martyr/' 
And the Prophet (jg) named the 
ten. He named: Abu Bakr, 'Umar, 
'Uthman, 'Ali, Talhah, az-Zubair, 
Sa'd, and 'Abdur-Rahman, and 
Sa'eed named himself. 

Comments: [Saheeh because of 
corroborating evidence; this is a 
hasan isnad] 

1639, It was narrated from 
Sa'eed bin Zaid bin 'Amr bin 
Nufail that he heard the Prophet 
(fiO say: "Whoever steals a 
handspan of land, his neck will be 
encircled with it down through 
seven earths." Ma'mar said: I 



118 jLjj lH -.OtAtu* 

j m ^ m ^ ja> 

-LP ^ t^ilw J J^U If <Jt^- & 

Jjj o? *^ ^ ^ 

_ il> :^ 4JU! jUi 

«jL«-i jf jjju? id* uj> _ Ail 

* , > ✓ - * - . . - , , a , , 



Musnad of Sa'eed bin Zaid 



119 



^Srr o^J^ J? Oj^ J* % : ^J^- 



heard that az-Zuhri - although 1 
did not hear it from him - added 
to this hadeeth: "And whoever is 
killed defending his property is a 
martyr." 

Comments: [Its isnad is saheeh, al- -"^4^ y& ^J* Jr* 
Bukhari (2452) and Muslim 

(1610)] t nYA : C^ ] ^ 

1640. It was narrated from Abu V;\ u^L| ^ l>y_ -m* 

Salamah that Marwan said; Go and # " , o t 

reconcile between these two, J* t O^"^ i ±* o! J* ^ uj l 

Sa'eed bin Zaid and Arwa. Sa'eed ^ ^ y j 

said: Do you think I took anything ^ f „ 

that belonged to her? I bear witness JUi ^jjlj J-j r^^J 

that I heard the Messenger of Allah *,;f . . * . . '"■■:¥ . • - i f * . 

(*£) say: "Whoever takes a _ " ^ s ^ y 

handspan of land unlawfully will J^l ^ » ; JjiJ ^ aXJ 1 J_^j v£J^ ^1 

be encircled with it down through ^ , j , : ^ * 

seven earths. Whoever becomes CT - L ^ ^ ^ 

the mawla of a freed slave without ^J-fiM ^ fi* <J3^ u^J t 0^3' 

permission from the one who s - , 

manumitted him, upon him be the JU C^ 51 0*J ^ < u */^ ^ ^ 

curse of Allah. And whoever seizes ^ 3 ft, ^ £ ^ ^ 

the wealth of a Muslim by means ' I 

of a false oath, may Allah not bless [ n * <L U H : l] 
it for him." 

Comments: [Its isnorf is qawi] u " ^" 

1641- 'Abdur-Rahman bin 'Amr :o^l y\ 

bin Sahl narrated that Sa'eed bin 
Zaid said: I heard the Prophet 

say: "Whoever takes a hand ^ jJS ^ 0? 

span of land unlawfully, his neck * tf ^ , ' s V - * > * 
will be encircled with it down sT 1 :Jli ^ o5 01 : *^ pLi 

through seven earths," ^ ^ ^ ^ : j\i ^ 

Comments: [Its isnad is sa/iee/i, al- r ' -. . * . 

Bukhari (2452) and Muslim L ^ T ^ : ^ ,jJ G* - ^ 



(1610)] 
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1642. It was narrated that Talhah 
bin 'Abdullah bin 'Awf said: 
Arwa bint Uwais came to me 
with some people of Quraish 
among whom was 'Abdur- 
Rahman bin 'Amr bin Sahl, and 
she said: Sa'eed bin Zaid has 
added to his land some of my 
land that is not his. I want you to 
go to him and speak to him. So 
we rode to him when he was in 
his land in al-'Aqeeq. When he 
saw us, he said: I know why you 
have come and I will tell you 
what I heard from the Messenger 
of Allah I heard him say: 
"Whoever takes any land that is 
not his, his neck will be encircled 
with it down through seven 
earths on the Day of Resurrection, 
and whoever is killed defending 
his property is a martyr," 

Comments: [A Saheeh Hadeeth] 

1643, It was narrated from 
Talhah bin 'Abdullah bin 'Awf 
that 'Abdur-Rahman bin 'Amr bin 
Sahl told him that Sa'eed bin Zaid 
said: I heard the Prophet (|jg) say: 
"Whoever takes land unlawfully, 
his neck will be encircled with it 
down through seven earths/' 
Comments: [Saheeh] 



1644. It was narrated that 
'Abdullah bin Zalim al-Mazini 
said; When Mu'awiyah left 
Koofah, he appointed as his 
governor al-Mugheerah bin 
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Shu'bah. He allowed some speakers 
to criticise 'AH. I was beside Sa'eed 
bin Zaid bin 'Arnr bin Nufail and he 
got angry and stood up. He took me 
by the hand and I followed him, and 
he said: Don't you see this man who 
is wronging himself, who is allowing 
the people to insult a man who is one 
of the people of Paradise? I bear 
witness with regard to the nine that 
they will be in Paradise, and if I bore 
witness concerning the tenth I would 
not be sinning* I said; How is that? 
He said: The Messenger of Allah (^) 
said; "Be still, Hira', for there is no 
one on you except a Prophet or a 
Siddeeq or a martyr/' 1 said: Who 
were they? He said: The Messenger 
of Allah, Abu Bakr, 'Umar, 'Uthman, 
'Ali, az-Zubair, Talhah, 'Abdur- 
Rahman bin 'Awf and Sa'd bin 
Malik. Then he fell silent. I said: And 
who was the tenth? He said: Me. 

Comments: [Saheeh because of 
corroborating evidence and its 
isnad is Hasan] 

1645. It was narrated from 
'Abdullah bin Zalim at-Taimi that 
Sa'eed bin Zaid bin 'Amr bin 
Nufail said: I bear witness that 'Ali 
is one of the people of PaTadise. I 
said: How is that? He said: He is 
one of the nine, and if you want 
me to name the tenth, I shall 
name him. He said: Hira' shook, 
and the Messenger of Allah (^) 
said: "Be still, Hira', for there is 
no one on you but a Prophet or a 
Siddeeq or a martyr/' He said: 
The Messenger of Allah (#J, Abu 
Bakr, 'Umar, 'Ali, 'Uthman, 
Talhah, az-Zubair, 'Abdur- 
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Rahman bin 'Awf, Sa'd and me - t „* „ , > 

meaning Sa'eed himself . ^ .0Ui*j 

Comments: [Sa/iee/i because of <jX^j ^^'y- ^ J*>-jJI 

corroborating evidence and its _ * , ^ 

isnad is Hasan] [nr * t^r^] 

1646. 'Abdur-Rahman bin 'Amr . l ^J l j >• ' r; , ^ _ nn 
bin Sahl narrated that Sa'eed bin - \ " \ l 

Zaid said: I heard the Messenger ^ : <-^ lt^J 1 y) 

of Allah (^) say: ''Whoever takes * f / . . . . f „ V , . ; . u 

any land unlawfully, his neck will ^ *j-^lt-* ^ 

be encircled with it down through ol J4-^ o5 J^** 0? O*^ 1 

seven earths/' ' * * - ' I, - . ' . 

3g Jj—j : Jli /J 

Comments: [Sff/iee/i because of # , ^ " 

corroborating evidence, al- ^ ^ j^jSM ^ lit j> 

Bukhari (2452) and Muslim " " f . 

(1610) and its /snarf is ftaffn] L n ™ : <^r'jJ -<0rf J 1 ^ 

1647. It was narrated that Sa'eed : iiU-f ^ ilU GiJU -n£V 



bin Zaid said: The Messenger of - t , t „• 

Allah (3^) mentioned (i.e., warned S?** ^ u ^ o! l 44^ J1 ^ ^ 

against) turmoils {fitnahs) like !^ t uj> ■ fa ^ •< tol ^ ^ 

pieces of dark night. I think he said: ^ * tf % „7 „ , / - ' 

"People may rush to become ^ M <W ^ A «j? d*?^ 

involved in them very quickly." It ' 1 V V» ■ V Vi u 'u i-fn ( 

was said: Are all of them (those ' £ v l 

who get involved in them) doomed ji-jKl :JU £>1 ^ 

or some of them? He said: "The . . . .* . . ' - : e . , * ^ * , 

killing will be enough (reason) for rfr^i -> ] : Jb -pH^ f l ^> 

them (all to be doomed)/' .d^iJl _ 
Comments: [Its isnad is /iaswh] 



1648, It was narrated from Nufail ^^^Jl ^ : i>; ~ U £A 
bin His ham bin Sa'eed bin Zaid bin " ^ ' 

'Amr bin Nufail from his father, 0? J/** 0? 0? ji ^ J 

that his grandfather said: The ^ - ^ . 3^ ^ t k 

Messenger of Allah (#;) was in " * # ;^ ^ 

Makkah along with Zaid bin ^ ^* t^jl>- -J> jjjj aSHj ^ 5JU ! 

Harithah, and Zaid bin 'Amr bin y,* . . - f»- 
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Nufail passed by them. They called s - * f . . - - 

him to eat some food they had with ^ J* V ^ ^ L - * JUj ^ 

them and he said: O son of my t ggj ^ ui :Jli .. ^1 ^ 

brother, I do not eat what has been / > s - i ■ , , 

slaughtered on stone altars. After 'Y"^ 1 ^ G^ ^ ^ ^ j ^ 
that the Prophet was never ^ ^ L; :cJi :Jli 

seen eating anything that had been _ % y t 
slaughtered on stone altars. I said; ^tfjil t^Uijj 0*WO 

0 Messenger of Allah, my father ^ £ ^ ^ 
was as you saw and as you heard; ^ t " > r ^ 
if he had lived to see you he would ^1 iiQll ^ ^i-^i ^ ^i^U 
have followed vou; pray for r — * , , . . 
forgiveness for him. He said: Yes, ^ J 

1 will pray for forgiveness for him. ^ &y^±\ iL| 

He will be resurrected on the Day , , . ■ . . 

or Resurrection as one nation on ^ ^ 

his own." > H ^ 

Comments: [Its isnad is rfu'ee/j 

1649. It was narrated that Abu ±J* ^ $ 

Salamah said: Marwan said to us: £^ * ♦ , ^ - . ^ ^ ■ ^ ^ - 

Go out and reconcile between these ^ ^ ^ T ^ ^ - ^ 

two: Sa'eed bin Zaid and Arwa ^ lj^JJ?U IjilLji \U JIS :JU 

bint Uwais, We came to Sa'eed bin # a . . 

Zaid and he said: Do you think I *H ^ & ^ 

have taken any of her rights? I bear jj ^Jf ^yj\ ^ ^ £fu 

witness that I heard the Messenger * , " - f . * 0 * * , * 

of Allah (|») say: "Whoever takes a ^ ^ ^ 0* ^ Ja ^ 1 

handspan of land unlawfully, his ^ !^ ii! ^» : J>: iil J^ij 

neck will be encircled with it down ' ( \ 

through seven earths. Whoever <>Cx*f^ i>? o^j^' 

takes anybody as a mawla without f h . » — 

the permission (of those who ' " 1 - ' 

manumitted him), may the curse of iiJl iJ^VS tA^l JU ^Lil J^j 

Allah be upon him. And whoever ' , ( ^ jj 

seizes the wealth of his brother by ' C?~ J ' ^ 

means of his oath, may Allah not >(nW (TieT) . . . 

bless it for him/' r C ' { - 

Comments: [Its isnad is ^aw/ r al-Bukhari (2452) and Muslim (1610)] 

1650. It was narrated that 'Amr 'j; \^ : ^ 
bin Huraith said: I came to ^ ^ ^ ' * ># ^ 
Madinah and I divided some J>. 44^' A* 
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wealth between me and my ^ ^ , t . > 
brother. Sa'eed bin Zaid said: The : JU ^ 

Messenger of Allah said: J-^, 01 : ^ 1^ Jui ^1 ^£ 

"Allah does not bless the price of , \ \ * T . \ , tf 
land or a house if it is not put again ^ ^* : <J^ all 5^1 

into land or a house/' 
Comments: [Its isnad is da'eef] 

1651. It was narrated that L r ^il :oUJl ^1 tijU- ^ 
'Abdullah bin 'Abdur-Rahman bin > ? tf 

Abi Husain said: I heard that u^ 1 ^ ^ 0? 5^ ^ 1^ 

Luqman used to say: O my son, do ^ ^ ^ ^ V ^ ^ . ^ 

not acquire knowledge in order to <■ . , 

boast about what you have of ^ ^ t£liiiJl 4j ^i^J ^JJ6 

knowledge when you are with > " 

scholars or to use it in argument '"-H 1 ^ 1 % ^ J aL i i - J1 

with the foolish and to show off in jlo ^ t j^lJ ^ tfjU- : Jli^ 
gatherings... And he said: Nawfal "\ t :\ ^ . '. * 
bin Musahiq told us, from Sa'eed 0* fl ^ M i^ 1 J" J>} 

bin Zaid, that the Prophet said: «: , * >\< . * . tV ;. 

One of the worst types of riba is to - ' L ^T-^^ - >s 

slander the honour of a Muslim ^J^^ 1 ^ 01 j 

with no justification. And this ' ,s 

rafcim (ties of kinship) is derived X<^\ <&\ 'fa 

from ar- Rahman; whoever breaks L . w ■ 1 -t t - 

ties of kinship, Allah will forbid ^ ^ 

Paradise to him/' "C?" 't/^ 1 r^ 11 u ^ 

Comments: [Its isnad is saheeh] 

1652. It was narrated that Sa'eed i£U : *^lj5l VjlS ^ iuii tfjU- - MoT 
bin Zaid said: The Messenger of 



Allah (#0 said: ''Whoever is killed >^ ^ l*' If If ^ i? rW? 1 ^ 
defending his property is a martyr; * Jj, ^ > ^ - u , ; ^ 

whoever is killed defending his u \ /I ^ , ^ ' ^ ' ^ 
family is a martyr; whoever is killed ^j^j ^ ^3 0? ^ tv ^^ 

defending his religion is a martyr; \ > -J > ~ * ; 

whoever i 5 killed defending his life J f frw^»^>&*y-* 

isamartyr/' t-L^i }Ji ioj jjS ^Ji t? iil 

Comments: [Its isnad is qawi] r ^ y a - 1 l a *i ^ - >r ' • * \ *~ * " 
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1653. It was narrated from 
Talhah bin 'Abdullah bin 'Awf 
that Sa'eed bin Zaid said: I heard 
the Messenger of Allah (^)... and 
he narrated a similar hadeeth . 

Comments: [Its isnad is qawi] 



1654, It was narrated that 
Ibraheem bin Muhajir [said]: I 
was told by someone who heard 
'Amr bin Huraith narrate that 
Sa'eed bin Zaid said: I heard the 
Messenger of Allah (5^) say: "O 
Arabs, praise Allah Who has 
waived the 'ws/ioor' [a kind of tax 
or levy] from you." 

Comments: [Its isnad is da'eef] 



if ^ ji ^\ 

[\-\YA ^ 
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1655* It was narrated from 
'Abdur-Rahman bin 'Awf that the 
Prophet (^) said: "I was present 
at trtt Treaty of al-Mutayyabeen 
with Viy paternal uncles when I 
was a boy, and I would not like 
to have red camels in return for 
breaking (that deal)/' 

Az-Zuhri said: The Messenger of 
Allah said: "Islam did not 
come after any alliance but it made 
it stronger; but there are no 
alliances in Islam/' The Messenger 
of Allah (sg) created a bond 
between Quraish and the Ansar. 

Comments: [Its isnad is Salieeh] 



1656. It was narrated from Ibn 
'Abbas (4b) that 'Umar (<&) said to 
him: O boy, did you hear from the 
Messenger of Allah (3^) or from 
one of his Companions anything 
about what a man should do if he 
is not sure about his prayer? Whilst 
he was saying that 'Abdur-Rahman 
bin 'Awf came and said: What are 
you talking about? 'Umar said: I 
asked this boy whether he heard 
anything from the Messenger of 
Allah or from one of his 

Companions about what a man 
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should do if he is not sure about his - 

prayer. 'Abdur-Rahman said: I ^ JUi GU J J^ 1 

heard the Messenger of Allah (gg) |- j, i^jg jji j > 3 : -m, 

say: "If one of you is not sure about , / f " # ^ " 

his prayer and does not know j-C ^ii <;^U> ^o^-l Jli 

whether he prayed one or two -j ^ ^ L ^ * . f • 

[rak ah$\, let him assume it is one; / . \7 TT^ ; 

and if he does not know whether l 4 i -*^ Li ff Jb> 

he prayed two or three, let him r 7- ■ -i : 01 — • f -f f ^ i: f * ' 

assume that it is two; and if he does ' J f ^ ^- (J 4' 

not know whether he prayed three jij c^J, ^ ^ tS] i^j li t u%* 

or four, let him assume that it is „ . f 

three; then let him prostrate twice ■ l 0?-^ ^ Jj 

when he finishes his prayer, whilst ,\ 1 vv 

he is still sitting, before he says the 

Comments: [Hasan because of corroborating evidence] 

1657. Sufyan narrated from 'Amr — . ^ : - ^ ^ _^ flV 

that he heard Bajalah say: I was a ^ ^ ' 

scribe for Jaz' bin Mu'awiyah, the ^ *dj^ J> 5>J £tf ^ : J Ji Ul^ 

paternal uncle of al-Ahnaf bin Qais. v- — > 1,^ ,vf: . , 4 * - 

A letter came to us from 'Umar one ^ ^ — ^ * ^ l 

year before he died, telling us to Jli Uijj _>r^<^L^of:J^«# 
execute every male practitioner of * ^ . 

witchcraft - and perhaps Sufyan ^ ^ 0<n '^ - 

said: and every female practitioner ^ ^^13 ^ ^ ^ \J 

of witchcraft - and separate all \ t „ , v _ ; w _ " /; 

mahram couples among the ^^rj ^yr^j^ 

Magians, and forbid them to t jj| ^ , < — . :J , 

murmur. We executed three ,\ ; / " " ; , - ^ ^ 
practitioners of witchcraft, and we <_r^j ^ 

separated every Magian man from y r^z ,. ; :f: , * -? r _ .. : T , 

his wife who was forbidden to him *T* ^ ^f^ 1 U ^ ^ > 
in marriage according to the Book of j> & ^/j J&> j\ 

Allah. He made a great deal of food, * ; 

then he placed his sword on his ^ '° - Jb - JJ - ^ 0 s ? (J J 

thigh and called the Magians. They j^i ^ i>Jl 

threw down one or two mule-loads ,'. * . ^ % . ^ ^ 

of silver and they ate but they did ^ ^ 01 0? ^^'^ 

not murmur. 'Umar did not take the [haa : i^l] .3^ Uiil 

yizyfl/i from the Magians until J * - ' 
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' Abdur-Rahman bin f Awf bore , 0 e 

witness that the Messenger of Allah : t ^ 1 
(#5) had taken it from the Magians ^ ^ ^. * 

of Hajar. My father said: Bajalah u-*>^ ; 

did Ha;; with Mus'ab in 70 AH. .(n ^) ; ^ .^>^ : 

Comments: [Its isnad is saheeh, al-Bukhari (3156)] 

1658. It was narrated from Malik ^ ^jj** ^ jllli t£jU* -\1oA 

bin Aws: I heard 'Umar say to > / , > 

'Abdur-Rahman, Talhah, az-Zubair ^ yJ 1 u>. ^> ^ 

and Sa'd: I adjure you by Allah, by t t UiLj t c^-^l J jk 

Whose power heaven and earth \^ > * ~* 
exist - and he said on one occasion; *J f-^ ^ 

by Whose leave heaven and earth i£ ^ ^ . :^ ^ ^j>j% 

exist - do you know that the ^ / ' ll ° % %> 

Messenger of Allah said: "We ^ & ^J^l _ ^j^lj 'UiJi 

[Prophets] are not to be inherited ^ it*-: r £ - ' m i-m . u- ^ 

from; what we leave behind is 

charity"? They said: By Allah, yes. [WT : gr\j] ^ MjJU 

Comments: [Its (SHffd is saheeh, al- /r a , 

Bukhari (3094) and Muslim t(r ' M) ^ 

(1757)] ^ijjjuOvsv) 

1659. It was narrated from C>U :0jjLi ^ l£t - n<^ 
Ibraheem bin 'Abdullah bin Qariz ' _ , ^ 

that his father told him that he If ^ ^ J It* ^^"^ 

entered upon 'Abdur-Rahman bin >tf ^ . ^ . ^ ^ . 
'Awf when he was sick. 'Abdur- *- - ' " - _ 1 " '/ 

Rahman said to him: May your ^y- J>. <>**V^ -h* ij^ ^ '^J^ 
relatives uphold ties of kinship 
with you. The Prophet (^) said: 



"Allah, may He be glorified and iJJI Jli» :JU ^ ^JJl Si ^1^3 

exalted, said: 'I am ar-Rahman and * * , , > ** ~ > ^ * 

I have created ar-rahim (ties of ^ : J^J 

kinship) and have derived its name ^ t l^Lc ^ ^ l^J 

from My name. Whoever upholds t ' , , / z ^ ] \ at 

ties of kinship, I will uphold ties ^ Cr* J 1 - ^ u L i* Ja ^^ 

with him and whoever breaks ties [ ^AV ^1] 

of kinship, I shall break ties with 



him and cut him off." 

Comments: [Saheeh because of fJ ^^\>^\ k^J**j>\ j3* 

corroborating evidence] 
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1660. An-Nadr bin Shaiban said: I 
met Abu Salamah bin 'Abdur- 
Rahman and said: Tell me of some- 
thing you heard from your father 
that he heard from the Messenger 
of Allah about the month of 
Ramadan. He said: Yes; my father 
told me that the Messenger of 
Allah (ag) said: "Allah, may He be 
glorified and exalted, enjoined 
fasting Ramadan and I have made 
it Sunnah to pray qiyam during it 
[i.e., Taraweeh], Whoever fasts it 
and prays qiyam during it, out of 
faith and seeking reward, will 
emerge from sins as on the day his 
mother bore him/' 

Comments: [Its isnad is da'eef] 

1661. It was narrated that 
'Abdur-Rahman bin 'Awf said: 
The Messenger of Allah (0,) said: 
"IJ a woman prays her five [daily 
prayers], fasts her month, guards 
her chastity and obeys her 
husband, it will be said to her: 
Enter Paradise by whichever of 
the gates of Paradise you wish/' 

Comments; [Hasan because of 
corroborating evidence; this is a 
da'eef isnad because of the weak- 
ness of Ibn Lahee'ah] 

1662. It was narrated that 
'Abdur-Rahman bin 'Awf said: 
The Messenger of Allah (jg) went 
out and I followed him until he 
entered a grove of palm trees. Then 
he prostrated and remained in 
prostration for a long time, until I 
was afraid that Allah had taken his 



^yL^^jl xJ~ ^ ilL* Ul :Jli jLIlJi 

,oLi*j j^j, ^ 3§ig J^-j Ij* 

m «W Jj^j -je J Jfc ^ :Jli 

f^f J^j j* ^ 
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jJL^ v^j tAiip JjL^ j-U^ 



souL I went to look, and he raised , , r ^ 
his head and said: "What is the ^ ^ ^ ^ 

matter, O 'Abdur-Rahman?" I told _ .'...'..l 'J _ J>- S^iiJi J it Li 

him what it was and he said: , . - * . * 

"Jibreel (*a) said to me: 'Shall I not ^ : Jl* j» ^ ^ ^ Oi 
tell you the glad tidings? Allah, ^ U ijj U» :JUi ii> 
may He be glorified and exalted, \ , ^ y~ 

says to you: "Whoever sends ^ ^? c/^Ui :Jli w^j^l^l 

blessings upon you, I shall send . J ^ ^ ^ . ^ 

blessings upon him, and whoever , , , , 7 ' c ' ? 

sends so/ams upon you, I shall send :iiJ J>-3 iJUl 

sflfoms upon him.'"" 

Comments: [Hasan because of s 
corroborating evidence; this is a c~ULl 

1663. It was narrated that ^ JLj Cil^ : -inT 

'Abdur-Rahman bin 'Awf said: I %* „ t e ,„ , , 

entered the mosque and saw the ^ <^ ^ 0* 'Jj^* 0* 

Messenger of Allah {m,) coming jl^ ^ ^ juUi ^ ^y^ 1 

out of the mosque, so I followed "\ , \\„ /W 

him. And he narrated the /ifl^t/i... t-i^Ul ci^i :JL5 o> ^^Jl 

* ^ * ✓ , t - 

Comments: [Hasan because of t^UJl ^ b?-jU- jgfe M Jj^3 cJl/ 

corroborating evidence; it is a ' ' , , 1r 

repeat of the previous report] [ m £ : ^1] .O-joAM . . .-cul'La 

1664* It was narrated that ^ J> -L*^ £1^ -mi 

'Abdur-Rahman bin 'Awf said: " s >t ^ , £1J _ , , 

The Messenger of Allah (9^) came ^ 0? ^-^ : ^ ^-^ 

out of the mosque and went # ^ ^ ^ 

towards where the ztfkafr was kept, " ' 

He went in and turned to face the Cji t/*^ 1 ±P fc ^ ^y^j- 11 
qiblah, then he fell down in 
prostration and remained in 



31* 1^ £^ 

prostration for a long time, until I "J** tiiM Jl^li Jiis toi^ j^J 

thought that Allah, may He be ^ o JJJI Jlili ll^Lv 

glorified and exalted, had taken his (Jft> " fc ' : 

soul. I drew close to him and sat i^L t l^i !^ JX* J>- j 

down^ and he raised his head and t ^ , ^ , t , - > — 

«V1jjb :JUi t o...°-l>- 
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said: "Who is this?" I said: 'Abdur- n * , . . m , >4 

Rahman. He said: "What do you "-^^ U)i : ^J^^ ^ ^ 
want?" I said: O Messenger of ^ L - . ^jj 

Allah, you prostrated for so long . . ^ , tf , 3 , , £ 

that I thought Allah, may He be ^ ^ ^ J^J 3* ^ ^ 
glorified and exalted, had taken -tf >^ ^ ^ .j£ 

your soul. He said: "Jibreel > \ " £ tf 

came to me and gave me glad *J* '-<Jj*i J^-j ^ ^ l ^! : <J^ 
tidings. Allah, may He be glorified - \ , ... ^ ^ .» ^ JjQ^ jli 

and exalted, says: Whoever sends " ^ ^ J - - 

blessings upon you, 1 shall send .M^SLi J^-j <iJ i-L^li ..^ILp c^L- 
blessings upon him, and whoever 

sends salams upon you, I shall send [ m Y : ^ I J 

sa/rtms upon him. So I prostrated to t ^j, Uuj : >j 

Allah, may He be glorified and r , , , , " , 

exalted, out of gratitude/' r - ^ r 

Comments: [Hasan because of corroborating evidence and its isnad is da'eefl 

1665. It was narrated from Jli V 0 *Y /U ^ ^ -mo 

'Abdullah bin al-Waleed that he ( . / \, w# ^ ^ 

heard Abu Salamah bin 'Abdur- r^ 1 0^ ^' 'j^'jtt -4* j? 1 

Rahman narrate from his father [jy . ; ^ ^ - < ^ ' ^ ^ 

that he was with the Prophet , f* ' " ^ ^' ^ ^ " - ^ 

on a journey. The Prophet (ge) lL-o^J .yl^l jl* ^ «iJu^ Ui Jji 

went to relieve himself, then the , . ' , „^ _ ^ ? 

time for prayer came and they got ~ ^ <-*r c 

up to pray, and asked 'Abdur- l^ilili to^L^l djj jLJS^U t^UJ ^ 

Rahman to lead them in prayer. , £ ^ , ( , . > s 

Then the Prophet {^) came and ^ ^s-^ 1 ^ a ^ kjl 

prayed one with the people i Uii £iU ^.llll « J .V; 

behind him. When he said the 1 

Sfffoflz, he said: "You did the right )1 t^Lili : Jli 
thing" or "You did well/' 



jL**4 Ij^j ^r*^" ■ 



Comments: [Sflto/j because of 
corroborating evidence. This is a 
da'eef isnad] 

1666. it was narrated that Tbn J - ^ : - 3 ^ 



'Abbas said: I heard 'Abdur- 



Rahman bin 'Awf say: I heard the ^ ^ If- 

Messenger of Allah («) say: "If ^ ' .3^ ^ . ^, 

there is an epidemic in some land " ¥ ' y- ? - 
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and you are not there, then do not 
enter it; if it is in a land where 
you are, do not leave it.'' 

Comments: [Its isnad is qazvi, al- 
Bukhari (5729) and Muslim 
(2219)] 



1667* It was narrated from 
'Abdur-Rahman bin 'Awf that 
some people of the Arabs came to 
the Messenger of Allah in 
Madinah and became Muslim, and 
they fell sick with the sickness 
(fever) of Madinah. They fell sick 
and left Madinah, and were met by 
a group of his Companions - 
meaning Companions of the Prophet 
(isO - who said to them: Why are 
you leaving? They said: We have 
got the fever of Madinah so we 
decided to leave Madinah. They 
said: Don't you have a good 
example in the Messenger of Allah? 
Some of them (the Companions) 
said: They have become hypocrites 
and some of them said: They have 
not become hypocrites, they are still 
Muslims. Then Allah, may He be 
glorified and exalted, revealed the 
verse: "Then what is the matter with 
you that you are divided into two 
parties about the hypocrites? Allah 
has cast them back (to disbelief) 
because of what they have earned" 
[an-Nisa'4:88]. 

Comments: [Its isnad is da'eef\ 
1668. It was narrated that 
'Abdullah bin 'Amir bin Rabee'ah 



^Jjj su_yi jLs Jiju :j^ 3& 
* UVA :J*\] ££j ,14, 

.o-uJI £^rU (.oaUI frtjj M^li 
(. AA :*LJl) 
:^Ull ^ J^?^* 
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said; 'Umar bin al-Khattab (.£>) 
heard the voice of Ibn al- 
Mughtarif - or Ibn al-Gharif - the 
camel driver [one who urges 
camels on with his singing or 
chanting] in the middle of the 
night, when we were setting out 
for Makkah. 'Umar made his 
camel speed up until he joined the 
people, and found himself with 
'Abdur-Rahman. When dawn 
broke, 'Umar said: Now keep 
quie^ for dawn has broken; 
remember Allah. Then he saw 
'Abdur-Rahman wearing khuffain 
(leather slippers) and he said: 
Leather slippers?! He said: I wore 
them with someone whom was 
better than you, or with the 
Messenger of Allah 'Umar 
said: 1 urge you to take them off, 
for I am afraid that the people 
will see you and follow your 
example. 

Comments: [Its isnad is da'eej] 

1669. Ishaq bin 'Eesa told us: 
Shareek told us:... and he narrated 
it with the same isnad and said: We 
wore them with the Messenger of 
Allah (^). 

Comments: [Its isnad is da'eefi see 
the previous report] 

1670. It was narrated from 
'Urwah that 'Abdur-Rahman bin 
'Awf said: The Messenger of 
Allah (ge) allocated the land of 
such and such to me and 'Umar 
bin al-Khattab. Az-Zubair went to 
the family of 'Umar and bought 
his share from them. Then he 
went to 'Uthman bin 'Affan and 



if Cj-* -J^ >y. yt^ if} 

if} j} — •jj^ftJl (J>} O^Js L_^LUijl 

c/^j "Jyr Ji 

jlZ- yt> \fy fc f3^ ^ jij 

Ij^il t^JJl £ji jj tONl oiil OS/1 
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said: 'Abdur-Rahman bin 'Awf is 
claiming that the Messenger of 
Allah allocated the land of aiS) li? ^>j\ ^iLiJl ^ ^li} liLJl 
such and such to him and 'Umar > ^ „ ^ , ' „ „ , # 
bin al-Khattab, and I have bought Jui V 11 

the share of 'Umar's family. ^ ^Sljljl J^i- 

'Uthman said: 'Abdur-Rahman is - " 

a man whose testimony is good, ^ ji -Jl^-j ^gi^ 

whether it is for him or against " ^ y y 

him. 

Comments: [Its men are thiqat] 

1671. It was narrated from Ibn as- \^ ^ li^Jl -WW 

Sa'di that the Prophet (#,) said: t a) { , \ _ 

"Hijrah (migration) will never 0* J J^ 1 ^! 

cease so long as there is an enemy ^ i; Jj ^ ^ ^ 

to be fought." Mu'awiyah, 'Abdur- \ / s * ^ - * V 

Rahman bin 'Awf and 'Abdullah : Jli Sfe ^ i^Jt o?' 

bin 'Amr bin al-'As said: The j^r ^ ?lS H s'ljl ik£ ^ 

Prophet (m,) said: "Hijrah is of two a , , , 

types: one is forsaking (tahjur) bad JJl JLpj wi^p ^ o*^' *£s>j 

deeds and the other is migrating ?, - , *f ^1, 

(h.;r«/i) for the sake of Allah and °i" : J ^ * ^ ol V UI ^ ^ 

His Messenger Hijrah will never U^ill^-I : jlEJLii- a^**- 1 ' 

cease so long as repentance can be * ^ • £ • f * . ? l 

accepted, for repentance will never ^' >T* ^ l ^>* l J 

cease to be accepted until the sun ,-jfg ^ y; 

rises from its place of setting; when tf > ^ - > s 

it rises thus, a seal will be placed on lt^ ^ l ^ t fi\ 

every heart with what is in it, and ~\ t ,^ ^ tj, * vjln 

people will no longer have to ^ . ' ' ' . 

strive/' ,«J^Jl ^llM ^ ^L* j£ 



Comments: [Its isrcad is hasan] 



1672. Sulaiman bin Moosa 'J, jlO l^IU- "e^lll ^1 i^J^- -\1VY 
narrated that 'Abdur-Rahman bin .... -* , -? 

'Awf said: When the Majoosi ^ ^ ^ ^ s^"^ : ^ ±* 

[Magian] came out from the ^ ^^Ji ^> llJ : JU ^ J 
presence of the Messenger of , tf ' ^ t 

Allah (^) I asked him, and he ^ 01 tciu> ^ ^ l ^3 ^ 

told me that the Prophet (^) had Jjjj; - t ^^J, — ; ^ ^ 
given him the choice between ' - " 
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paying the jizyah or execution, 
and he chose to pay the jizyah. 
Comments: [Its isnad is da'eej] 

1673. It was narrated from Salih 
bin Ibraheem bin 'Abdur-Rahman 
bin 'Awf, from his father, from his 
grandfather 'Abdur-Rahman bin 
'Awf, that he said: Whilst I was 
standing in the ranks on the day of 
Badr, I looked to my right and my 
left and I saw that I was between 
two boys of the Ansar who were 
very young. I wished that I was 
standing between two who were 
stronger than them. One of them 
gestured to me and said: O uncle, 
do you know Abu Jahl? I said: Yes; 
what do you want with him, O son 
of my brother? He said: I have been 
told that he reviles the Messenger 
of Allah By the One in Whose 
hand is my soul, if I see him I will 
not leave him until the one of us 
who is destined to die first is dead. 
Then the other one gestured to me 
and said something similar. And 1 
was impressed by that. It was not 
long before I saw Abu Jahl moving 
about among the people. I said: Do 
you not see? This is the one you 
were asking about. They hastened 
towards him and struck him with 
their swords until they killed him. 
Then they went to the Messenger 
of Allah and told him. He said: 
"Which of you killed him?" Each of 
them .said: I killed him. He said: 
"Have you wiped your swords 
yet?" They said: No. So he looked 
at their swords then he said: "Both 



Ji tpJ- IT :Jlii i LL»j^I ^3*** * ^*4^ 
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of you killed him. And he decreed t (t^ H ) * * :^-tj>*3 

that his belongings should be taken ^ ' , Wot) 

by Mu'adh bin 'Amr bin al- 

Jamooh. The two men were 

Mu'adh bin 'Amr bin al-Jamooh 

and Mu'adh Ibn ' Afra'. 

Comments: [Its isnad is saheeh, al- 

Bukhari (3141) and Muslim 

(1752)1 

1674, It was narrated from 'Umar ^ Z\y, £\ IL 1 !^ :jU* Uil^ -UVfc 
bin Abi Salamah, that his father - , s , ^ - * > 
said: The preacher of the people of ^ :Jb 0* L ^ & 4* 
Palestine told me: I heard 'Abdur- J..;.;..'- :Jli p ji'^ jit 
Rahman bin 'Awf say: The s , ^ # , , ' t , £ 
Messenger of Allah (gj) said: "By ^ ^' °i : ^> ^ 

the One in Whose hand is the soul ^ ^ jj^ : 

of Muhammad, there are three ' * „ , „ - 

things which I could certainly \yt ^ : Jf^- ^ 

swear an oath about; no wealth \r . ; * - 

decreases because of chanty, so * ^ 
give in charity; no one forgives a j _ \y> <JJ1 oiij, jUI o-j 
wrong done to him, seeking , . / , , . * , ,5 : 

thereby the Countenance of Allah, ^ *^ ^ ; T ^ ^ ^ f 1 JU 
but Allah will raise him in status lip ^) _ ^ I^p 

thereby - Abu Sa'eed the freed ~ ^ * ^ 

slave of Banu Hashim said: but J > ^ ^ N l ^ 

Allah will increase him in honour , . . . . , 

thereby - on the Day of , 4 ^~ ^r— e=v- 

Resurrection; and no one starts ^ ^ <Ji J** > l ^ 

asking of people but Allah will 
increase him in poverty." 

Comments: [Hasan because of corroborating evidence; this is a da'eef isnad] 

1675, It was narrated from ^ £^ ^ ^ _^va 
'Abdur-Rahman bin 'Awf that the ' , T 

Prophet (^) said: "Abu Bakr will Cj^~*J* ±* 0* <i*ji 'i^ 1 ^ JO^ 1 
be in Paradise, 'Umar will be in 
Paradise, 'AH will be in Paradise, 

'Uthman will be in Paradise, <tS^\ ^ : 

Talhah will be in Paradise, az- . „ , ^ - \, * 

Zubair will be in Paradise, ^ J ^ 4 ^ J ^ ^ ^ J 

'Abdur-Rahman bin 'Awf will be t ^J\ j> t £^Ji ^ oUtj t£>Jl 
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in Paradise, Sa'd bin Abi Waqqas 
will be in Paradise, Sa'eed bin 
Zaid bin 'Amr bin Nufail will be 
in Paradise and Abu 'Ubaidah bin 
al-Jarrah will be in Paradise/' 

Comments: [Its isnad is qawx\ 



1676. It was narrated that 
'Abdur-Rahman bin 'Awf said: 
The Messenger of Allah (ag) said: 
"I was present at the treaty of al- 
Mutayyabeen with my paternal 
uncles when I was a boy, and I 
would not like to have red camels 
in return for breaking (that deal)/' 
Comments: [Its isnad is saheeh] 



1677. Makhool said: The 
Messenger of Allah (^) said: "If 
one of you prays and is uncertain 
about his prayer, if he is not sure 
whether it was one or two 
(rak'ahs), let him assume it was 
one; if he is not sure whether it 
was two or three, let him assume 
it was two; if he is not sure 
whether it was three or four / let 
him assume it was three, until he 
doubts only that he may have 
done too much, then let him 
prostrate twice before he says the 
salam, then let him say the salam/' 
Muhammad bin Ishaq said: and 
Husain bin 'Abdullah said to me: 
Did he tell you the isnad? I said: 
No, He said: But he told me that 
Kuraib, the freed slave of Ibn 



[mi ,«&Ji 
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'Abbas, told him that Ibn 'Abbas « s - - fi , - 

said: I sat with 'Umar bin al-Khattab > ^ 4 V^J* 1 \ ' JU 

and he said: O Ibn 'Abbas, if a man : Jji ^J^i ^ Si] I jJb JUi t ^ 
is not sure about his prayer, and , / . ( * ' 

does not know whether he prayed c -*^ ^ k <4^ ^ O^O^ 1 jrf 1 - 
too many or too few [rak'ahs], (what l; 4!]^ JlS iJUi ^ 

should he do)? I said: By Allah, O ' " ^ - — > ! . e — 

Ameer al-Mu'mineen, I do not ir^~^ ^ H ^> ^ O 5 ^ ^ : Ju 
know; I did not hear anything about i^tfe ^jji ^ u : ju* ^1 
that. 'Umar said: By Allah, I do not ' V > 

know either. Whilst we were like ^ J^ 1 -j** aJ JU* 

that, 'Abdur-Rahman bin 'Awf Jj; j *' - ° - Jlii * ' 

came and said: What are you talking ^ ' ^ J ^ Cr*^ ^ - 

about? 'Umar said to him: We were [ \ 1 0 n : £>■ lj] ,<i-U>Jl Hi . -J^ 

talking about a man who is not 

certain about his prayer; what t>-^ -go^ 

should he do? He said: I heard the .<JJLl* ^ ^*jJ 

Messenger of Allah say:,,, and 
he narrated the same hadeeth. 

Comments; [Hasan because of corroborating evidence; this is a daeef isnad] 

1678. It was narrated from Salim, : \fc <.JJJJ\ jljT, i U^- ftli- - * 1YA 
from 'Abdullah, that 'Abdur- ^ " s , %z 
Rahman bin 'Awf told 'Umar bin Cj* ^j*^ J* y$ ^ ^ l U > ! 
al-Khattab, when he was marching ?J . ^ ♦ ^, ^ ^ ,^ 
towards Syria, that the Prophet " - # f - ' " ^ 

(^) said: "The people who came ^ ^ ^J* 0? u^j^ 1 -V* 

before you were punished with „ UJi - i ^iLiJl 

this sickness. If you hear of it in ^ ^< ^ ^ -** J - ^ 

some land, do not enter it; and if it ^ ^Jlp jJL'Jl lJu i)» :JU jfe 

happens in a land where you are, \* % % m , u : > , * /h 

do not leave it, fleeing from it" So * J % r*^ b F fc r^ r*^ 1 

'Umar bin al-Khattab turned back :jj ^ t ^ U 

from Syria. > t \ > /- ' - + > - - 

Comments: [Its isnr?^ is safrre/i, al* ^ ^ * ^ " ^ . 

Bukhari (5729) and Muslim [Mm : -^tj] .-lljl ^ ^QaiJl 

(2219)] L ' - ' : 

.(rm) : r t(»VT^) :^ •jLl-I :^>«' 

1679. It was narrated that ^\ ^yf)\^€^ 
'Abdullah bin 'Abbas said: 'Umar " ; 

bin al-Khattab set out, heading ±* J>. ^r*^ 1 ±* *-iSj*j}\ J* 
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towards Syria... and he narrated 
the same hadeeth. He said: 'Abdur- 
Rahman bin 'Awf was not there, 
then he came and said: I know 
something about this. I heard the 
Messenger of Allah (^) say: "If 
you hear of it being in some land, 
do not go there; if it occurs in 
some Jand and you are there, do 
not leave it, fleeing from it/' 

Comments: [Its isnad is saheeh, al- 
Bukhari (5729) and Muslim 
(2219)] 

1680. It was narrated from 
'Abdur-Rahman bin 'Awf that he 
heard the Messenger of Allah (jfe) 
say: "Allah, may He be glorified 
and exalted, said: 'I am ar-Rahman 
and I have created ar-rahim (ties of 
kinship) and have derived its name 
from My name. Whoever upholds 
ties of kinship, I will uphold ties 
with him and whoever breaks ties 
of kinship, I shall cut him off.'" 

Comments: [Saheeh because of 
corroborating evidence] 

1 681. It was narrated from 
'Abdur-Rahman bin 'Awf that he 
heard the Messenger of Allah (^) 
say: ''Allah, may He be glorified 
and exalted, said: 'I am ar- 
Rahman and I have created ar- 
rahim (ties of kinship) and have 
derived its name from My name. 
Whoever upholds ties of kinship, 
I will uphold ties with him and 



Ji ^ { ^ If ^ ^ Ji 
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whoever breaks ties of kinship, I tM . . , ... 

shall cut him off/" ■ ^ J ^ £^ ff-J™ 

Comments: [Sa/jreh because of corroborating evidence; see the previous 
report] 

1682. It was narrated from - ^ -tiAY 

'Abdullah bin 'Amir bin Rabee'ah * s ^ 9 1 * 

that 'Umar bin al-Khattab set out yt^ Jt *W ±* J* ^A^ 1 J* ^ 
towards Syria. When he was in J ^ - ^ ^ . j l 

Sargh, he heard that an epidemic / " ; 

had broken out in Syria. 'Abdur- ^ ^ ^tj-* ^ tf^i-Jl 

Rahman bin 'Awf told him that . „ „ v , - • ^ t uJl ' 

the Messenger of Allah said: ^ ^ ^ . £?J 

"If you hear of it in some land, do aj C j^'j 

not go there; if it occurs in some - , j-" .{ 

land and you are there, do not b l J ~ ^ * ^ 

leave it, fleeing from it." So 'Umar ---^ «^ \J r f )>c tl^ 

bin al-Khattab returned from 
Sargh. 

Comments: [Its isnad is S£jteh, al- t (ovM) > tw^* oL^l :^ A; 

Bukhari (5729) and Muslim r c c ~ ' ^ 

(2219)] 



.(TTU) 



1683. It was narrated from : ^ ^jU^-l Uil^ -VlAr 

'Abdullah bin 'Abbas that 'Umar *" ' / ei * 

bin al-Khattab set out for Syria, ±* 0? ^ ^ ^ 

then when he was in Sargh, he ^ ^ ^ t ^j| j; £ 
was met by the commanders of ; \ ; - 

the troops, Abu 'Ubaidah bin al- <y- J> ^jL^Jl ^ ^ 

Jarrah and his companions, and ^Uaij\ '° M 

they told him that an epidemic C- 7 *" ^ ^ ^ ° 
had broken out in Syria.... and he iV^\ J^aJ t jlS lil 
narrated the same hadceth. He „ # s ■ , a 
said: 'Abdur-Rahman bin 'Awf C^ 1 ^ 

came, who had been away on an y;^ ...^UJlj Ai 
errand, and said: I know ^ / #i ^ . . , 

something about this, I heard the ^> Jt ^ : 

Messenger of Allah ) say: "If it ^ ^ ^ 

[the epidemicj is in a land and " - ~ - 

you are there, do not leave it, M ^ t HU lli ^ ^x* 

fleeing from it; and if you hear of ^ ^ ^ ^ 
it in some land, do not go there. 1 - - 
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He said: So 'Umar praised Allah, 
then he turned back. 

Comments; [Its isnad is saheeh, al- 
Bukhari (5729) and Muslim 
(2219] 

.(TT 

1684, It was narrated that 
'Abdur-Rahman bin 'Awf said: I 
heard the Messenger of Allah (^) 
say: "If you hear of it in some 
land and you are not there, then 
do not enter it (that land); if it 
occurs when you are there, then 
do not leave it fleeing from it." 

Comments: [Its isnad is Hasan*, it is 
similar in meaning to the 
previous report] 

1685. It was narrated that Bajalah 
said: 'Umar did not want to take 
the jizyah from the Magians until 
'Abdur-Rahman bin 'Awf testified 
that the Messenger of Allah (^) 
had taken it from the Magians of 
Hajar. 

Comments: [Its isnad is saheeh, al- 
Bukhari (3152)] 



1686. It was narrated that Abu 
Salamah said: Abur-Raddad fell 
sick and 'Abdur-Rahman bin 
'Awf visited him. Abur-Raddad 
said: The best of them and the 
one who most upholds ties of 
kinship, as far as I know, is Abu 
Muhammad. 'Abdur-Rahman bin 
'Awf said: I heard the Messenger 
of Allah (ig) say: "Allah, may He 
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be glorified and exalted, said: 'I . _ i-T-- • . i - 

am Allah and I am ar-Rahman. I ^ ^ J ^ J ^ ^ 

have created ar-rahim (ties of [MA* ; { *^l J ] 1+*^" 

kinship) and have derived its 

name from My name. Whoever ^ 

upholds ties of kinship, I will 

uphold ties with him and whoever 

breaks ties of kinship, I shall cut 

him off/" 

Comments: [Saheeh because of corroborating evidence.] 

1687. It was narrated from *l2L* U^il ^ \£U- - MAY 
Ibraheem bin 'Abdullah bin Qariz ^ a 4 t ' f a „ .„ . . 
that his father told him that he ^ ^ a* ^ <s} & J?± J* 
entered upon 'Abdur-Rahman bin £i jtf : ^ 
'Awf when he was sick, and . ^ „ ,^ 
'Abdur-Rahman said to him: May <J JU* >j o? ±* 
your rahmi uphold ties of kinship ^ ^ ^ - 

with you. The Prophet (%) said; ' * - ; ' r ' , ^ 
"Allah, may He be glorified and iJUj i^^ 1 ^ 
exalted, said: T am Allah and I iijv; * * \ ' ' *j| 

am ar-Rahman. I have created ar- ^ ^ "^ u * - - ? 

rahim (ties of kinship) and have L^ll; ^ : JU jl tUlail l^Iu tjJL^I 
derived its name from My name. r\^o^ i ] a' ; -'t 

Whoever upholds ties of kinship, ' J ^ 

I will uphold ties with him and ...... IUi . 

whoever breaks ties of kinship, I * * " J-i 1 

shall cut him off." ' ~v 

Comments: [A salieeh hadeeth - see 1659] 

1688. It was narrated from an- ^ - ^ -nAA 
Nadr bin Shaiban al-Huddani that ' * ^ 



Abu Salamah bin 'Abdur-Rahman t^Ja^l J> ^ ^ ^4 cy. £y 

said: I said to him: Why don't you , , « , • > .,. ; M . . , ^ . - 

tell me a /ifldeef/i from your father ^ & " 1 v- ~ ^ 

that your father heard from the :Jj Jjj :Jlj ^y^t Jlp 0? ^ 

Messenger of Allah (^)? He said: „ '1 >i J - ^ • - it - ^ J - xjf 

Ramadan came and the Messenger ^ ^ ^ ^ ^ 

of Allah (^) said: "Ramadan is a jjjg jJl : Jlii ^ 4L1 J>^3 

month that Allah has enjoined „ . , 5 r * * 

fasting and I have established the ^ 01/ * ^ 

Swnnfl/i of praying cjiyam during it j^lliii ■ j - ^ Jlj J^} ^1 
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for the Muslims. Whoever fasts it ^ ^- „ , _ ,^ , , 

out of faith and seeking reward & &~ ^'^^ uu 4 ^ 0^ 

will emerge from his sins as on the [n V ^IJ JaJi ^JJI 

day his mother bore him." ; 

Comments: [Its isnaiJ is da'eef. See <^ * J M 

1660] ,«J ^ ^ t ^U- jj j ^> 

1689. It was narrated from ili ^^j, £ _ nM 
'Ubaidullah bin 'Abdullah, from 

Ibn 'Abbas, that he was discussing : ?4* ^-i ^ ^ ^i^ 1 

the issue of prayer with 'Umar. - t . . - - . *. ^ 

'Abdur-Rahman bin 'Awf came to ^ s ^ ^ / ^ ^ ^ 

them and said: Shall I not tell you ji 1 ^ ^JU I jCp fc iyv 1 



of a hadeeth that I heard from the 
Messenger of Allah (^)? They 

said: Yes. He said: I bear witness : Jtii ^ Cr*^ 1 ^ j^! 

that I heard the Messenger of Allah * , , . „/ t > , f 

say: "Whoever offers a prayer ' ^ 

and thinks that he did less than he cJUJ. j^itt :JU <JL; : Ijjli ^ 

should, let him continue praying ; > , / * , , 3 

until he thinks that he did more ^ 3 ^ O* 1 : J ^ ^ 
than he should/' 

Comments: [Its rsnad is da'eef] 



.«sst;> j ill; j^i; j 
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♦4* 4iJl 4^ J>J >*L£ 4a^Ij ^3*^ ^*^j L ^ dft ^^4^> 



Hadeeth of Abu 'Ubaidah bin al-Jarrah, 
whose name was 'Amir bin 'Abdullah ^ 



1690. It was narrated that 'lyad 
bin 'Ghutaif said: We entered 
upon Abu 'Ubaidah bin al-Jarrah 
to visit him when he was sick, 
and his wife Tuhaifah was sitting 
by his head. We said; How is Abu 
'Ubaidah? She said: By Allah, he 
is gaining reward. Abu 'Ubaidah 
said: I am not gaining reward. He 
was facing the wall and he turned 
to face the people and said: Why 
don't you ask me about what I 
said? They said: We did not like 
what you said, so we did not ask 
you about it. He said: I heard the 
Messenger of Allah (j^) say: 
"Whoever spends wealth for the 
sake of Allah will be rewarded 
seven hundred fold, and whoever 
spends on himself and his family, 
or visits a sick person, or removes 
something harmful (from the 
road), his good deed will be 
rewarded tenfold. And fasting is a 
shield unless he makes a hole in 
it. If Allah tests a person with 
physical sickness, it is a means of 
forgiveness for his sins." 

Comments: [Its isnad is Iwsan] 

1691* It was narrated that Abu 
'Ubaidah said: The last words the 
Prophet (^) spoke were: "Expel 



y 



' ^ * -~ - 
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the Jews of the Hijaz and the % ft , 

people of Najran from the U ^ :JISS4*^I t ol ^ 

Arabian Peninsula. And know jjtf ^ \yr^- ^ ^ 5^ iiSS 

that the most evil of people are ' , ' " ; f ' . 

those who take the graves of their 'V^ 1 Yji 'fr Ol^J jilj * jl>*>Jl 

Prophets as places of worship." 3^ ^ ^ ^ ^ ^ 

Comments: [Its isnad is sff/tef/il r * , ( 

1692. Tt was narrated from . f * £j^U. HAY 
'Abdullah bin Suraqah, from Abu ^ Jmj> ^ ~ 
'Ubaidah bin al-Jarrah, from the jIp ^ 1 jJti ^ JJi jl^ ^jJU- ^ 
Prophet (^*) that he mentioned • * , - ' * 
the Dfljyfl/ and described him in a C 1 ^ 1 ^ ^ y? 1 ^ ^'r 1 J? ^ 
way I cannot remember. They ,Jl£jJI ^ 2f :^ ^1 ^ 
said: O Messenger of Allah, how £ > „ , „ £ *; 

will our hearts be on that day? ^ ^ t L^kiil V U>y 

Will they be like they are today? y£ ± . j£ ? -j^ £ {! 

He said; Or better. * ' 

Comments: [Its isnad is da'eej] [ ^ AT : JZ\] 

1693. It was narrated from ^ : vii jlL^I iu* iSii -n^r 
'Abdullah bin Suraqah, that Abu * " ( ^ ' b £ 

'Ubadah bin al-Jarrah said: I heard 0* Jli^Jl aJli U^-l :ULi ^ Sli^. 

the Messenger of Allah teg) say; f * - : v > - -1 « f,. 

There was no Prophet after Nooh ~- ^ * ' ^ y - 

but he warned his people about the 5L1 J^j cJU-^ ; Jli ^l^jl J iJCi 

Dajjal, and I am warning you of t; , * *T ' * > 

him/' Then the Messenger of Allah jXl V l ^ ^ r ^i" : ^ 

(%) described him to us and said: HJ Ji^^ : JU «;_^i*i;f J;} J^Iji 

"Perhaps some of those who saw ^ t tf ^ ^ . - ' , * * 

me or heard my words will live to ^ ^ '■ J^j ^ ^ 

see him." They said: O Messenger t Jjl U : IjJli .1^^ ^ j\ ,Jj 

of Allah, how will our hearts be on c ' 



that day? Will they be as they are ^ : l^Ll £^ ^ 

today? Hesaid: "Or better." [mY . j ^ 

Comments: [Its isnflrf is ^fl'e* 1 / like 

the previous report] .-uLL-S t 
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1694. It was narrated from Sa'd ^ ^ ^ ^ 

bin Samurah, from Samurah bin 

Jundub, that Abu 'Ubaidah bin al- ^ tSj*^. y t -u-i Oj^4* <>! ^^J.l 



Jarrah said: The last words the 
Prophet of Allah (sg) spoke were: 

''Expel the Jews of the Hijaz from :01 0, M ^ % jUS5 U ^-T il5 : JU 
the Arabian Peninsula, and realise 



: ^ 3§ ^ * u ^ : <J^ 
^Jji 313^ !>f ijlUij 

[H^ :^rlj] .*Jbr^ 3jl3l 



that the worst of people are those 

who take graves as places of ^jji ^ l\ 

worship." 

Comments: [Its isnad is saheeh] 



1695. It was narrated from al- : yj> ^ J^^i 

Qasim that Abu Umamah said: A . * - .* . * * 

man among the Muslims granted ^ 0* 0? Sl 1 ^ 1 0* J^3-H 

protection to a man when Abu j - & ' - tJJUL ; J 



^3 5^»^ J^3 3^ :3i 



'Ubaidah bin al-Jarrah was in 

charge of the army. Khalid bin al- J*- J 1 ^3 Cr? uk3 3^ : J 15 



Waleed and 'Amr bin al- As said: 
You should not acknowledge his 

protection. But Abu 'Ubaidah said: JUi -oj^J V :^LiJl ^' -^J^ 1 

We will grant him protection; I ^ * - , „ > ..^ 

heard the Messenger of Allah (&) « ^ J ^ / ^ ' , 

say: "One of the Muslims may ,«j^Ji>.! ^JJ^Jl ( JU : J yC 
grant protection and it is binding 

upon all the Muslims." l±*j t^JJ 

Comments: [Hasan because of -u** -^J l^- 1 * ^ ^rW^ 

corroborating evidence; this is a 
da'ecf isnad] 

1696* Abu Hisbah Muslim bin iljl^ : S3 7= jjj; $ -n*"\ 

Ukyas, the freed slave of 'Abdullah t > tw t t , >f ^ , p 

bin 'Amir, narrated from Abu i>! ^ ^ : V* ^ 

'Ubaidah bin al-Jarrah: a man / N) ^ ^ j jjj _^ J- 

entered upon him [Abu 'Ubaidah] , 3 " ; 'I* /• 
and found him weeping. He said: ^ J^- 1 Cj* ^3^^ l/ 1 

Why are you weeping, O Abu ^ ^ ^ ^ u .3^ t J. 
'Ubaidah? He said: We are * * / , 

weeping because the Messenger of U llj; ^ Jjl J^3 
Allah mentioned one day the s , . , , ,\ ^, 
victories that Allah would grant to ^ rt^ ^ J Jl J* 
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the Muslims and how much booty 
He would grant them, and he even 
mentioned Syria. He said: "If you 
live long, O Abu 'Ubaidah, three 
servants will be enough for you: a 
servant to serve you, a servant to 
travel with you and a servant to 
serve your family and take care of 
them. And three mounts will be 
sufficient for you: a mount to carry 
you, a mount to carry your luggage 
and a mount to carry your slave." 
And now here 1 am, look at my 
house, it is filled with slaves, and 
look at my stable, it is filled with 
mounts and horses. How can I 
meet the Messenger of Allah 
after this? The Messenger of Allah 
advised us: "The dearest of 
you to me and the closest of you to 
me is the one who meets me in the 
same state as he was when he left 
me." 

Comments: [Its isnad is da'eefl 

1697, It was narrated from Shahr 
bin Hawshab al-Ash'ari, from 
Rabbih, a man from among his 
people who married Shahr's 
mother after his father died, that he 
witnessed the plague of 'Amwas. 
He said: When the epidemic grew 
severe, Abu 'Ubaidah bin al-Jarrah 
stood up to address the people and 
said: O people, this epidemic is a 
mercy from your Lord and the 
answer to the prayer of your 
Prophet, and this is how the 
righteous before you died. Abu 
'Ubaidah is asking Allah to give 
him his share of it. Then he got the 
plague and died, may Allah have 
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mercy on him. Mu'adh bin Jabal 
succeeded him as the people's 
leader and stood up to address 
them after he died. He said; O 
people, this epidemic is a mercy 
from your Lord and the answer to 
the prayer of your Prophet, and 
this is how the righteous before 
you died. Mu'adh is asking Allah 
to grant a share of it to the family of 
Mu'adh. Then his son 'Abdur- 
Rahman bin Mu'adh got the 
plague and died. Then he asked his 
Lord for his own share of it, and 
[symptoms of the plague] 
appeared on his hand. I saw him 
looking at it, then he turned his 
hand over, then he said [to his 
hand): I would not like to have 
anything in this world in return for 
what you have got. When he died, 
'Amr bin al-'As succeeded him as 
the people's leader. He stood up to 
address them and said: O people, if 
this epidemic breaks out then it 
will spread like wildfire, so flee 
from it to the mountains. Abu 
Wathilah al-Hudhali said to him: 
You are lying, by Allah. I 
accompanied the Messenger of 
Allah when you were no better 
than this donkey of mine. He said: 
By Allah, I will not respond to 
what you said. By Allah, we will 
never stay with it. Then he went 
out and the people went out and 
scattered from him, and Allah 
warded it off from them. News of 
'Amr's opinion reached 'Umar bin 
al-Khattab and by Allah he did not 
dislike it, Abu 'Abdur-Rahman 
'Abdullah bin Ahmad bin Hanbal 
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said: Aban bin Salih was the 
grandfather of Abu 'Abdur- 
Rahman Mushkudanah. 

Comments: [Its isnad is da'eefl 

1698, It was narrated that 'Amir ^ £ji ^\ ^ il^i Qjj. -\\\A 
said: The Messenger of Allah < , ; "„ v , 
sentthearmy of Dhatus-Salasil; he « - 1 ^ ' JU ^ U ^ tA J b 
appointed Abu 'Ubaidah in charge uf Jlj^li tj^StU* oIj ^l^- 
of the Muhajireen and 'Amr bin al~ „« ^ ~,./ t , . >• 

'As in charge of the Bedouin, and ^ J ^ tP^O ^ 

he said to them both: "Cooperate :Jli ,«lpjUa;i : LL^I J\ii t^l^Vl 
with one another," And they were , - . - ♦ ^ ^ , > . * , \ > , , 
instructed to raid [the tribe of] ^ U ^ ^ 01 ^ 

Bakr. So ' Amr set out and raided [the 1^53 o% c ip Lii 3 U S t j^U 

tribe of] Quda' ah, because Bakr were « - % ,.< , t > ^^.^ . * 
his maternal uncles. AWvfugheerah ^ Jl ^ ^ U t ' J1 > L| 

bin Shu'bah went to Abu 'Ubaidah ilLULii ggg JJl :Jlii tSi^i 

and said: The Messenger of Allah . > . * 

(ft) has appointed you over us, but f^ 1 >' C?^ 1 ^ ^ ^ ^ 
the son of so and so [i.e., 'Amr] is Si :S-Cp jS Jlii t^il li^ iiJ ^Jj 
leading the people and you should / t -e* „ - < . * , t r . * 
have nothing to do with him 0^ UU 01 U > 1 ^ ^ J ^ 

[because he did the wrong thing]. Jtii 01 j #; Jjl J^j 

Abu 'Ubaidah said: The Messenger 

of Allah (^) commanded us to -J^r ^ ^ oU * ^j*" 

cooperate with one another, and I 

shall obey the Messenger of Allah 

(S? ) even if 'Amr disobeys him. 

Comments: [Its men are thiqat but it is Mursal] 

1699. It was narrated that Abu r; > £^ -MM 

'Ubaidah bin al-Jarrah said: The [ ? ' , , - - 
last words spoken by the Prophet ^ JU^) <J^ <J,V" 

(^g) were: "Expel the Jews of the * -v^ \ ■ ; f • - - e i 
Hijaz and the people of Najran - - " ^ *\ 

from the Arabian Peninsula/' <; U 6[ :Jti 

Comments: [Sfl/i«/i] Jifj g^J' ji? ^ :JU 

[m\ i^ij] -VS^ 1 ?>->r ^ 
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1700. It was narrated that 'Iyad 
bin Ghutaif said: We entered upon 
Abu 'Ubaidah to visit him when he 
was sick. He said: I heard the 
Messenger of Allah (gg) say: 
"Whoever spends wealth for the 
sake of Allah will be rewarded 
seven hundred fold, and whoever 
spends on himself and his family, 
or visits a sick person, or removes 
something harmful (from the 
road), his good deed will be 
rewarded tenfold. And fasting is a 
shield unless he makes a hole in it. 
If Allah tests a person with 
physical sickness, it is a means of 
forgiveness for his sins/' 

Comments: [Its isnad is hasan] 

1701. It was narrated that 'Iyad 
bin Ghutaif said: We entered 
upon Abu 'Ubaidah.,. and he 
narrated the same hadeeth , 

Comments: [Its isnad is hasan] 
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The Hadeeth of 'Abdur- 

1702. It was narrated that 
'Abdur-Rahman bin Abi Bakr 
said: Abu Bakr came with a 
guest or guests, then he went to 
the Prophet (^) in the evening. 
When he came back, my mother 
said to him: You stayed away 
from your guest {or guests) since 
night began. He said: Didn't you 
give them supper? She said: No. 
She said: I offered it to him (or 
them) but they refused (or he 
refused). Abu Bakr got angry and 
swore that he would not eat, and 
the guest (or guests) swore that 
they would not eat until he ate. 
Then Abu Bakr said: This is from 
the Shaitan, So he called for the 
food and ate, and they ate too. 
They did not lift any morsel to 
their mouths but more than that 
appeared beneath it. He said: O 
sister of Banu Firas, what is this? 
She said: What a surprise, now it 
is more than it was before we ate! 
So they ate and sent some of it to 
the Prophet (^). And he mentioned 
that he ate some of it. 

Comments: [Its isnad is saheeh, al- 
Bukhari (6141) and Muslim 
(2057)] .< 

1703. It was narrated from 
'Abdur-Rahman bin Abi Bakr that 
he said: We were one hundred 



ai£ (W/\) iijjL> 
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and thirty men with the Prophet _ if - - . ^ £ 

(#50, and the Prophet said: <T ^ :JU 4:1 ^ ^ 0? 

"Does any one among you have ^ j£ ^ ^j, 

any food?" One man had a sa' of , " „ , , , f ' 

foodstuff or the like, so he made <>J ^ (( -f^ r^? ^ 

some dough. Then a man, a tall ji- -r ^ *f . r • 

mushrik with dishevelled hair, / \ + r t t * * 

came along with some sheep that ^^-i ^ OLili IJjJLS ji^ 

said; "Will you sell one or give it J " " "* " J u " 

as a gift?" He said: No, I will sell ^^iu j; ^ : Jli «?2.u 



it. So he bought a sheep from him 
and it was slaughtered and 



prepared. The Messenger of Allah ^ U ,M 'Mj :JU ^jjj M 

(ig) ordered that its liver be / * ' J s ^ * ^ 

grilled. By Allah, there was no ^ J ^ ^^^^I^VjO^ 1 

one among those one hundred ^ - tf ^ t ^ ^ . t*> m 

and thirty who was not given his ^ 5 . V . ' 

share of that liver by the ^ o\j UILpI 

Messenger of Allah {^); if the ■ '--f irtpf- - V — . = v — 

man was present, he gave it to r u - ^ tJ ^ J 

him, and if he was absent he set it JL£ JliUj t Q-'^-^iJ I J-^j * t >.-^ , j 

aside for him. And he set out two r i i V - ' • * - 

large bowls from which we all ate LWU JU ^ jl t ^ Jl 

our fill, and there was some left , , i i . *- 

over in the two bowls, which I ^ ^" " t - 

loaded onto a camel. .(T • ot) 

Comments: [Its isnad is saheeh, al-Bukhari (2616) and Muslim (2056)] 

1704, Abdur-Rahman bin Abi ^ : ^ * ^ ^ 

Bakr narrated that Ashabus-Suffah , a , , , 

were poor people. The Messenger ^ uUp J15 :jUlU- ^| 

of Allah (^) said on one occasion: >?f .-, r ;> n .r: 6 , - . f >• , 

Whoever has food for two, let * - % . 

him take a third person with him - jl : ^ ^\ *J, ,yJ^\ jlp iJi^ 

'Affan said: three people; whoever * *L ''-> \ a > * * , t 

has food for four let him take a ^ ^ ^ ^ ^ ^ l 

fifth and sixth person with him/' ^ut 12* 015 y>* :\y Jli 

or words to that effect. Abu Bakr ( ; _ r „ > ^ . , , 

came with three people and the b"J - '-0^> _ cJUj ^iiOi 

Prophet (^) took ten people with ^jq- ^ ^ ^ 015 
him, and Abu Bakr took three, 



Hadeeth of ' Abdur-Rahman bin Abi Baler & 

Comments; [Its isnad is saheeh, al- 
Bukhari (602) and Muslim 
(2057)] 



1705. It was narrated from 'Amr - 
i.e., bin Dinar - that 'Amr bin Aws 
ath-Thaqafi told him: 'Abdur- 
Rahman bin Abi Bakr told me: The 
Messenger of Allah (jg) instructed 
me to take 'A'ishah behind me on 
my mount to at-Tan'eem, then let 
her do 'umrah. 

Comments: [Its isnad is saheeh, al- 
Bukhari (1784) and Muslim 
(1212)] 

1706, It was narrated from 
'Abdur-Rahman bin Abi Bakr that 
the Messenger of Allah (^) said: 
"My Lord has granted me seventy 
thousand of my ummah who will 
enter Paradise without being 
brought to account." 'Umar said: 
O Messenger of Allah, why didn't 
you ask for more? He said: "I did 
ask for more, and He granted me 
with each man seventy thousand. 
'"Umar said: Why didn't you ask 
for more? He said: "I did ask for 
more and He granted me with 
every man seventy thousand." 
'Umar said: Why didn't you ask for 
more? He said: "I did ask for more, 
and He granted me like this -" and 
'Abdullah bin Bakr held his hands 
apart, stretching out his arms and 
making a scooping motion. Hisham 
said: This is from Allah, the 
number of which is not known. 



ji» :Jli ^ Jii "Uj! 

t <Ip U JaJyJj : <dJ 1 jlp J I* j (. jJ-C ^ ^3^; 
i^lIa Jii j .M jlp 



Hadeeth of 'Abdur-Rahman bin Abi Bakr & 
Comments: [Its isnad is da'eefl 



1707. It was narrated that 
'Abdur-Rahman bin Abi Bakr 
said: The Messenger of Allah (^) 
said: "Allah, may He be glorified 
and exalted, will call the debtor 
on the Day of Resurrection and 
make him stand before Him, then 
He will say: O My slave, how did 
you dispose of the people's 
money? He will say: O Lord, You 
know that I did not squander it; 
rather it was lost in a flood or a 
fire, or it was stolen or lost (in 
trade). Then Allah, may He be 
glorified and exalted, will call for 
something and will put it in his 
balance, and his good deeds will 
outweigh it" 

Comments: [Its isnad is da'eef, 
Sadaqah bin Moosa is da'eef and 
Qais bin Zaid is unknown] 

1708, It was narrated from 
'Abdur-Rahman bin Abi Bakr that 
the Messenger of Allah (gg) said; 
''Allah will call the debtor on the 
Day of Resurrection until he is 
made to stand before Him, and it 
will be said; O son of Adam, why 
did you take this debt? Why did 
you neglect people's dues? He 
will say: O Lord, You know that I 
took it but I did not use it for 
food or drink or clothing, and 1 
was not negligent, but what 
happened to me was a fire or 
theft or loss (in trade). Allah, may 
He be glorified and exalted, will 
say; My slave has spoken the 



156 4k ji ^ (>*».jJt Jui: uJuJL^ 

■ e j±} ^aj) ft^-jt — ^ jJl, ^U**' 

^ «JU» i/^i ijuj: t£U -w*v 
Jt ly ^i)^ 1 ^'^e orfl ly 

U» ■ #s Jj^; Jli : Jii JZ J y t \ 
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^H l jrf <_5* J^rj <i3l j^-Li 

: Jli ^ Jui J^j O<U/0 !>f ; ^ 
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truth, I am the most deserving to * . ■ - . v i , t -* 

pay it off for you today. Then ^ ^ ^ M l ^ ^ 

Allah will call for something and y& >^ iU I 

will put it in the pan of his ttt * # 

balance, and his good deeds will J* l ^ 

outweigh his bad deeds, then he [ W , v . jJiL 2^Ji 

will enter Paradise by grace of His - ' 

mercy." .<aJU £>-^j ;^a.* ^ : pyiiJ 

Comments: [Its isnnrf is da'eefi see the previous report] 

1709. It was narrated from Ibn j^p u^if :<j^l cJ£ 

Abu Najeeh that his father told him „ _ , e * . t . 

that someone who heard 'Abdur- ^ : - ^ ^ - ^ 

Rahman bin Abi Bakr told him that : - ^ ^ ( ^ ^| 

[the latter] said: The Messenger of ' - / * ; - t ^ ^ ^ 

Allah (^) said: ''Ride this she- 'Jt o*^ 1 ^ ^ 0^ 4:1 :<JajL 

camel and put your sister behind ^ - : j£ £ i 

you, then when you come down t J , ^ ^ " * ' - ; 

from the hill of at-Tan'eem, both of Uil* .i^&M i^SUI ? 1* 

you should enter tfzram and come ^ - f fr 

u " ti_ ^ . i l , <Ju owj «^Lslj >b t-*-^) -w5t 

here, That was on the day when - - > [" ' ^' 

the pilgrims do the tawaf of [WW : ^1] .jJukJl 



^jl^l iJL^J ^L*J> IAaj .(^)T)> 



farewell before leaving Makkah. 

Comments: [Saheeh because of 
corroborating evidence, al-Bukhari 

(1784) and Muslim (1212)] ^ <£■ 

1710* It was narrated from ^ J*£ 

Hafsah the daughter of 'Abdur- / ^ , 

Rahman bin Abi Bakr, from her If ^ 0? 1 - j 1 ^ 1 ^ - ^ 

father, that the Messenger of Allah ^ iil^ ,iUU v * JiiJ 

said to 'Abdur-Rahman: "Put ^ ' \ . . . ' 

your sister - meaning 'A'ishah - o\ : LJ^I ^ ^.ukM ^ J^jJ' 

behind you on your mount and .j . - . tf , - ^ f.. 

take her for Umrah from at- ' y ^ ^ . . j - 

Tan'eem. When you bring her t^^Si U^J-U _ Jjdii 
down from the huX tell her to enter 
ihram, and it will be an 'UmraJi that 



will be accepted by Allah." [Wo S^U i^Ji 

Comments; [Its is salieeh, al- 

Bukhari (1784) and Muslim : f ^<^ VA ^ 'cc^ 0 ^ : EV^" 3 

(1212)3 .(^TU) 
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1711. It was narrated from f ^ - t 

'Abdur-Rahman bin Abi Bakr that " ^ . [ ^ 

he said: We were one hundred and J>. Cr^vP 1 ^ ^ 4 ^ ^ — ' 

thirty men with the Prophet (m), y£ ^ ^| - ^ - £ J 

and the Prophet (jg) said: "Does ^ J *\ ^ s , A ^ 

any one among you have any p-^r? ^ J* B t^U^ 

food? 7 ' One man had a sa' of -j ^ * r^' — i^'iil 

foodstuff or the like, so he made \ ^ , ^ ^ * \F \ " f 

some dough. Then a man, a tall oLLl* ^j-^ J>-S ^ ^ 4 *>=^ 

mwsftrtt with dishevelled hair, .{ ^ ^ ^ j£ ^ ,/ ^ * : 

came along with some sheep that ^ " / , ~ , 

he was driving. The Prophet (sg) -^4? J? l ^ : <J^ "^V? f' 5 ' : ^ ^ «?£ki 

said: "Will you sell one or give it as m fa ^ :^ ^ ^ 

a gift?" He said: No, I will sell it. So \ y _ ' , . ( 

he bought a sheep from him and it ^ (40 'lS}-^ ^ a ^ 1 

was slaughtered and prepared. jg Jj, ^ - ;j ^ ^j'uSSl ^ 

The Messenger of Allah ' ' ' * ' ' J ^ ^ 



ordered that its liver be grilled. By UaU ul£ jl * *\y* j* Sji iJ 

Allah, there was no one among r : - - . v 'If- - im- ■ i£ V Vt 
those one hundred and thirty who " 



was not given his share of that liver 1 j 1 £15 Li : J t 

by the Messenger of Allah 0g); if ^ _ - u ^ t - jjj, • ' v^- 
the man was present, he gave it to - - u 

him, and if he was absent he set it [ W ' Y* : , Jli Ui 

aside for him. And he set out two 

large bowls from which we all ate : T t<Ytn) : C '£r~> 

our fill, and there was some left XT- 01) 

over, which I loaded onto a camel 

Comments: [Its isnad is saheeh, al-Bukhari (2216) and Muslim (2056)] 

1712. Abdur-Rahman bin Abi 
Bakr narrated that the people of 

as-Suffah were poor people and on ^ jUip : *J\ ^ oUlLi 



^ j+^l* Li-b^ -W\T 



one occasion the Messenger of 
Allah (£&) said: ''Whoever has 

enough food for two people, let 4L1 JjJ/, 01j LSl5t ujaJI 

him take three with him, and ^ , - * - . , - ; . 

whoever has enough food for four ^ J ^ •> lD JLj « 

people, let him take a fifth or a ^Ui 1>\S ^ t^Jli ^ iV.ij 

sixth with him/' or words to that . £ of # , ' j , 

effect Abu Bakr took three people U5 jl v^-^ 



Hadeeth of ' Abdur-Rahman bin Abi Bakr & 

with him and the Prophet of 
Allah (^) took ten. Abu Bakr 
took three and he (the narrator) 
said: That was me and my father 
and my mother - and I do not 
know if he said: - and my wife 
and a servant whom we shared 
with the household of Abu Bakr. 
Abu Bakr ate dinner with the 
Prophet then he stayed until 
Isha' prayer was offered, then he 
went back and stayed until the 
Messenger of Allah (^) became 
drowsy, and he came after as 
much of the night had passed as 
Allah willed. His wife said to him: 
What kept you away from your 
guests? Or she said: your guest. 
He said: Have you not given 
them dinner? She said: They 
refused (to eat) until you came. 
They brought the food to them, 
but they insisted on not eating- I 
went and hid myself, and he said: 
O ignorant fellow' And he 
reprimanded me and berated me. 
He said: Eat but you may not 
enjoy it. And he said: By Allah, I 
will never eat it. By Allah, we did 
not take any morsel but there 
appeared beneath it more of it, 
until we had eaten our fill and 
there was more of it than before. 
Abu Bakr looked at it and saw 
that it was as it had been before 
or more than that. He said to his 
wife: O sister of Banu Firas, what 
is this? She said: No, O pleasure 
of my eye, now it is three times 
more than it was before. Abu 
Bakr ate some of it and said: That 
was from the Shaitan - meaning 



3g m jiLii} *u Jz d 013 

Ul j^i :JU y}j <• Ij^y 

<> * * ' ■' 

Jj—aj ^jS- lLJL* <, ^rj t^LLJI sJ^lL^ 

J1JJ! ^Jl* &JJZ tliij t^jg AH'. J^J 
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his oath. Then he ate a morsel of 
it and took it to the Messenger of 
Allah (jjg), and the Messenger of ~ 15 LUt Jill U1 Li' k ~ 
Allah found it in the C . ,~ . £\ ^, ^ 

morning. He said; There was a ^ ^ ^3 

treaty between us and some [W , Y : , ] ^ ;| ^j^f 

people which came to an end, and c 
we appointed twelve men, each of ;^ :^ 

whom had many men with him, * (r*av) 

and Allah knows best how many 
were with each man, and all of 
them ate from it 

Comments: [Its isnad is saheeh, al-Bukhari (6141) and Muslim (2057). See 1702] 

1713. Abu 'Uthman narrated (m/O ^ tfjU- -W\r 

that 'Abdur -Rahman bin Abi 



Bakr told him that Ashabus-Suffah ^ ! ^ 

were poor people. The Messenger - ^ & ^ 0 ^ « ^ 
of Allah (3^) said: "Whoever has ^ ; \ t t 
food for two, let him take a third ^ jl : JZ ^ 

person with him; whoever has t . . - M ; ^ , . * 

food for four, let him take a fifth ^ ' ' J ^ 

and sixth person with him/' or 015 .iSb ^iidi pUi ill*, 

words to that effect Abu Bakr , , \^ 

brought three people with him ^ 
and the Prophet of Allah (^) took ^ ^ rjj ,j L v uj- •{ ,„^ jL , 
ten people with him. He said: , ; " / ' s „ a - \ J 
That was me and my father and ' ^ r lj^. ^"tej 
my mother - and I do not know if . v „ •{ o - f 
he said; - and my wife and a - ^- 

servant whom we shared with the ^ ^5 ^5 f-?^-j _ J*)'^ 

household of Abu Bakr (4*)- * r , v/ r , ^ >- . \, , ^ ,/ 

Comments: [See the previous 

report) .^UU : 



Hadeeth of 'Zaid bin Kharijah 
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Hadeeth of Zaid bin Kharijah ^ 



1714, Khalid bin Salamah said: 
'Abdul-Hameed bin 'Abdur- 
Rahman invited Moos a bin Talhah 
when his son got married. He said: 
O Abu Moosa, what have you 
heard about sending blessings 
upon the Prophet (^)? Moosa 
said: I asked Zaid bin Kharijah 
about sending blessings upon the 
Prophet (ige ) and Zaid said: I asked 
the Messenger of Allah (ggc) about 
that myself. I said: How should one 
send blessings upon you? He said: 
"Send blessings upon me and try 
your best, then say: O Allah, bless 
Muhammad and the family of 
Muhammad as You blessed the 
family of Ibraheem, verily You are 
Most Praiseworthy, Most Glorious/' 

Comments: [Its isnad is saheeh] 



:J*y <J^ i> s*iJl J 
ill J^j cJL Ul :ij 
iJjC J4U! |U tljo^r-lj 
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4c {jU tljjLjtJl 



4* d-4>>* ^>J i!jjbt)1 ^Mj-v 
The Hadeeth of al-Harith bin Khazamah ^ 



1715. It was narrated from Yahya 
bin 'Abbas that his father 'Abbad 
bin 'Abdullah bin az-Zubair said: al- 
Harith bin Khazamah brought these 
two verses at the end of Bara'ah [at- 
Tawbah]; " Verily, there has come 
unto you a Messenger (Muhammad 
5^) from amongst yourselves. It 
grieves him that you should 
receive any injury or difficulty. He 
(Muhammad ^5) is anxious over 
you; for the believers (he is) full 
of pity, kind, and merciful. But if 
they turn away, say (O Muhammad 

'Allah is sufficient for me. La 
ilaha ilia Huwa (none has the right 
to be worshipped but He) in Him I 
put my trust and He is the Lord of 
the Mighty Throne/" [at-Tawbah 
9:128, 129] to 'Umar bin al-Khattab, 
who said: Who else will testify to 
this? He said: I do not know; by 
Allah, I bear witness that I heard 
them from the Messenger of Allah 

and I understood them and 
memorised them. And 'Umar said: 
And by Allah, I bear witness that I 
heard them from the Messenger of 
Allah (Sg). Then he said: If they 
were three verses, I would have 
made them a soorah on its own; 
look for a soorah of the Qur'an and 
put them with it. Then I put them 
at the end of Bara'ah [at-Tawbah]. 

Comments: [Its isnad is da'eef because 
because it is interrupted] 



*\YA 4p£**J$ & — 

J\ V ^ ^ 

$ :JU p ,m -ill Jjii & 



of tadlees of Muhammad bin Ishaq and 



Hadeeth of Sa'd, the freed slave of Abu Bakr & 165 J' \Jb* 4*-* ^y4»- 



Hadeeth of Sa'd, the freed slave of Abu Bakr 4& 



1716. It was narrated from al- 
Hasan that Sa'd, the freed slave of 
Abu Bakr, said: I brought some 
dates to the Messenger of Allah 
(ife) and they started taking two 
at a time. The Messenger of Allah 
said: "Do not take two at a 
time." 

Comments: [Saheeh, because of 
corroborating evidence; this is a 
da'eef isnad] 



1717. It was narrated from al- 
Hasan concerning Sa'd, the freed 
slave of Abu Bakr, who used to 
serve the Prophet (sfe), that the 
Prophet liked his service and 
said: "O Abu Bakr, manumit Sa'd/' 
He said: O Messenger of Allah, we 
have no helper except him. The 
Messenger of Allah (^) said: 
"Manumit Sa'd; other men are 
coming, other men are coming." 
Abu Dawood said: Le., slaves. 

Comments: [Its isnad is da'eef, 
because of the weakness of Abu 
Amir Al-Khazzaz] 



t 3§g M <sA l^. 

^1 ^IJI fiL; 

j^f» 4^ :JU 
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The Musnad of Ahlul-Bayt & 
Hadeeth of al«Hasan bin Ali bin Abu Talib i& 



1718. It was narrated from Abul- 
Hawra' that al-Hasan bin 'Ali said: 
The Messenger of Allah (#;) taught 
me some words to say in Qunootal- 
Witr. "O Allah, guide me along 
with those whom You have 
guided, pardon me along with 
those whom You have pardoned, 
protect me along with those whom 
You protect, and bless for me that 
which You have bestowed. Protect 
me from the evil You have decreed, 
for verily, You decree and none can 
decree over You, For surety, he 
whom You protect is never abased. 
O our Lord, Blessed and Exalted 
are You/' 

Comments: [Its isnad is Hasan] 

1719, It was narrated from 
Hubairah: al-Hasan bin 'Ali (4*) 
addressed us and said: A man [i.e., 
'Ali] left you yesterday whom none 
of the early ones surpassed in 
knowledge and none of the later 
ones will ever catch up with him. 
The Messenger of Allah (0) would 
send him with the banner, Jibreel 
on his right side and Mika'eel on 
his left, and he would not give up 
until victory was granted to him. 



toJii ^Li VV 1 
ill itlllU *ij ^j^aij* 

[ WTV* wtr v w \ : ^1] 

jij :Jlii tile- iUl 



JIadeefh of al-Hasan bin Ali bin Abu Tablib 3* 168 4* l_JU=» <J ^ u****! i^o^ 



Comments: [Hasan; this is a da'eef t 

1720. It was narrated that 'Amr \ t - t Vr *i ' ^ * <r u/v 

bin Hubshi said: al-Hasan bin 'Ali * f„ ^ ^ ^ ^ J ^ ~ WY ' 

addressed us after 'Ali was £i*^:Jtf ^ ^ tjl^j 

killed He said: A man left you ^ - _ g ^ ^ 

yesterday whom none of the early ^ ^ ST ^ ^ lt-^ 

ones surpassed in knowledge and 1^ jij JL&jU AiJ : Jlii t Ll£^ 

none of the latter ones will ever * '* ii' V-M vf- * ' C >- 

catch up with him. The Messenger tJ ^' V J ^ 

of Allah (^) would send him and .J*^ ^ Jul j^- ^ 

give him the banner, and he ^„ . - . ' 

would not give up until victory ^> ^ J ^ 6^- ^j-^- ^ ^-C^ 

had been granted to him. He did Vl ^UL' ^ (Y ♦ • ) 

not leave behind any yellow or * , / . . „ 

white (i.e., gold or silver) except Uj^^J ^ ^ 

seven hundred dirhams of his * [W\* I ] -di\! 

stipend that he was keeping to ' &~ J - 



^1 ^ ^ 



buy a servant for his family. 

Comments: [Hasan] (j 

1721. It was narrated from al- 
Hasan bin 'Ali that the Messenger 
of Allah taught him to say in 1 ^ ^) Ji £'J> t jUJ-J ^,1 
Wi/r... and he narrated a hadeeth ? f ' / • . 

like that of Yoonus. J 'f^ & ^ .J* 

Comments: [Its isnad is saheeh; see --y^ J> J^J ol «ul£ jj£ 4JJI 

1718] CW\A j^ii 

1722. It was narrated from ^ ^ tf^f ^ „ mY 
Muhammad bin 'Ali, from al- 
Hasan bin 'Ali, that a funeral J>. ^li^ 0? C 1 ^ 1 
passed by them and the people tu-- ■ ^ >:f ... " ..; t 
stood up but he did not stand up. f ^ " jL ^ rfi ^ ^ ^ ^ ^ 
Al-Has.:m said: Why did you do ?^cJ> U i,^^!! JUi 4^ 

that? The Messenger of Allah (&) , h : j * s , 

only stood up because he was C?^ - jb « J >"J f b M 

offended by the smell of the Jew. [ \ w 1 : jLlj] 
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Comments: [Its isnad is da'ei?/ ^ ^l~Ji ^JjJ *_L« B .sL^l >g rJ ^ 

because of Tadlees of al-Hajjaj bin , , t ... _. v M , t 

Artat and because it is J ' r ^ ^ ^ ^ J 

interrupted] ^ ^ 

1723. Yazeed bin Abi Maryam - ^ ^ ^ ~\VYr 



narrated that Abul-Hawra' as- 
Sa'di said: I said to al-Hasan bin thj^^ if ^-S* l? 1 } ^ ^ 
'Ali: What do you remember from u . M£ .-jj Jji -ju 
the Messenger of Allah (jg)? He ^ , " 

said: I remember that I took a date ^1 :Jli Jjl Jj^3 'J*^ 
from the zakah dates and put it in 
my mouth. The Messenger of Allah 
($& t ) took it out, with the saliva on <. LJjLiL 
it, and put it back with the dates. A 
man said to him: What is wrong if 



J 



he eats this date? He said: "We do ^» ^ js] ^ 

not consume charity/' And he used 

to say: "Leave that which makes ."oxiJi 
you doubt for that which does not ^ * - t ... > , . , , 
make you doubt, for honesty leads ^ ^ J[ ^djd ^ Jj> 1J 
to tranquillity but dishonesty leads ^j, ^ ^ 
to doubt." And he used to teach us ' \ * t " s ' 
this supplication: "O Allah, guide iJLi jtfj : Jli .«£. 

me along with those whom You jj^Lp 1 ' ' * : ! ' ' 

have guided, pardon me along with tC ^* ^ J o*^ l/^ 

those whom You have pardoned, J ij^j 4 ^4^ Q-^ ^f^j 

protect me along with those whom ; ~ $ - ^ 

You have protected, and bless for N <H U tC ^ 1 

me that which You have bestowed. ^ ^l5i> : Jli U!jj ^ 
Protect me from the evil You have " , . 

decreed, for he whom You protect is t WYV ^Vto t wU :>^] .i^U:) 
never abased." And perhaps he L-J 
said: "Blessed and Exalted are You, * 'G^ 

our Lord/' 

Comments: [Its isritfd is saheeh] 

1724, Rabee'ah bin Shaiban ^ : £ ^ t -\vvt 

narrated that he said to al-Hasan bin 



'Ali (*): What do you remember Cr^l ^ ^ ^ 0> ^3 ^ • ^ 

from the Messenger of Allah ^ ^ ^ U & J I 

He said: He took me into the store ' ^ t ^ ^ ' , ^ ;/ ; \ 

room where the zakah was kept, ^X^\i ^jJzJI «)p ^r^-^ 
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and I took a date from it and put it * > ^ . ^ , , ^ , 

in my mouth. The Messenger of Jj^j JUi 4^ ^ l£iju ^ 

Allah (^) said: "Take it out for it is ^ t ^ jfo j^j V; ^ t ^ 
not permissible for the Messenger ' : 

of Allah or for any other t WTr : £^3 .'3=5 J*l ^ ^ 

members of his household." 

Comments: [Its isnad is saheeh] u ' 1 ^ 

1725. Buraid bin Abi Maryam . * ^.n ^ vM 'f tf*. - 
narrated that Abul-Hawra said: / 

We were with Hasan bin 'Ali and ^ ^! ^ i^ill 

he was asked: What do you • x* %k Jli " * " 

remember from the Messenger of \ * ^ jj^ ^ J* ^.y 

Allah (^)? He said: I was walking )f Jj^j ^ dJU£ U : ^ J I 
with him and he passed by a store >^ > .* ' - . * ' 

room for the zgMj dates. I took a >* l ^ ^ ^ : JA> b* 

date and put it in my mouth, and iJ^u tiilijl ^ ^ JJ, 

he took it out with my saliva on it. > „ ^ '* - /r- ' " ^ 

One of the people said: What is <J*% JUi L * iplU ^ l»? 

wrong if you left it? He said: jf y ^ U, : r -Jj| 

"Charity is not permissible for us, % " J t 

the family of Muhammad/' And I ^ : JiiiiJl G J>i V j' 



leamedfromhimthefiveprayers. [mr , ^ 
Comments: [Its isnfld is srt/iee/t] 

1726, Yazeed - i.e., Ibn Ibraheem, ^| ^ _ ij; ti!^ : ilk tfjU -\yy\ 

who is at-Tustari - narrated to us: / , \ 7, , , 

Muhammad narrated to us: I was '^^ : <ij^-^ >j _ 

told that a funeral passed by al- . V *i; .* - mi r : s - *t * 

Hasan bin 'Ali and Ibn 'Abbas (*). ^ ^ ^ ,^ J ' °' ^ 

Al-Hasan stood up and Ibn 'Abbas t^-AJl flii J-fj 

remained sitting. Al-Hasan said to . ;f . ,^ . M |S ' 

Ibn 'Abbas: Did you not see when a y ^ '/ V ^ 

funeral passed by the Prophet (^) ^1 JUi ij£> ^ cf^ jjfe Ji 

and he stood up? Ibn Abbas said: , , • . - ' ^ " , * 

Yes, and he sat. al-Hasan did not U ^ ] ^ r 1 * ^ l ^ V ^ 

object to what Ibn 'Abbas said. .1^ iui ^3 ^ 

Comments: [Hflsan because of r ^. y ' . 

corroborating evidence; this is a 1 1 WT A 

-Oi^ ^ x~ -u^i ^JJi ^ji^i ^i^J ji^i :gj.>*: 



Hadeeth of al-Hasan bin Ali bin Abu Tablib & 171 * yJUa J&iJ^Ol A*4>* 



1727. Buraid bin Abi Maryam 
narrated that Abul-Hawra' said: I 
said to al-Hasan bin 'Ali: What do 
you remember from the Messenger 
of Allah (3^)? He said: I remember 
from the Messenger of Allah 
that I took a date from the zakah 
dates and put it in my mouth. The 
Messenger of Allah (^) took it out 
with the saliva on it, and put it 
with the other dates. It was said: O 
Messenger of Allah, what is wrong 
with letting this boy have this 
date? He said: ''We are the family 
of Muhammad; charity is not 
permissible for us/' He said: And 
he used to say: "Leave that which 
makes you doubt for that which 
does not make you doubt, for 
honesty leads to tranquillity but 
dishonesty leads to doubt." And he 
used to teach us this supplication: 
"O Allah, guide me along with 
those whom You have guided, 
pardon me along with those whom 
You have pardoned, protect me 
along with those whom You have 
protected, and bless for me that 
which You have bestowed. Protect 
me from the evil You have decreed, 
for verily, You decree and none can 
decree over You. For surety, he 
whom You protect is never 
abased/' Shu'bah said: And I think 
he said this too: "Blessed are you, 
our Lord, and exalted/' 

Comments: [Its isnad is saheeii; see 
1723] 



hi ^ : >U y m iUi 6j£ - wv 

j* i-bJ-t ^\ 3§k 4iJl Jj^j 

L^i-^i :Jli ^ L^iUij t^ijJaJl 

l^j ^il* :*1*jlJI iJlS 

[wrr i^ij] 

t4j^a lJLft J* ■ ^ ^ 
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1728. It was narrated from Ibn 
Sireen that a funeral passed by 



Ibn 'Abbas and al-Hasan bin 'Ali; jll 01 : ^ ^ 

one of them stood up and the ' . . /, ' "*. 

other remained seated. The one ^> ^ j> j^lj 

who stood up said: Do you not Jlii uiiif f Ui J}!^ 

know that the Messenger of Allah „ : , f ,. ; , % - * 

(^) stood up (sometimes)? He 'f^ ^ ^ l 01 r 1 ^ ^ ^ 

said: Yes, and he remained seated [wn . ,j t J; . 
(sometimes), 

Comments: [Htfsan because of ^L-J liaj t0 ^jJ j^j- : 

corroborating evidence; and its ^1 ^ ^ _u^. ou 



i$tmd is du'ee/] 



0-* 



1729. It was narrated from - ^j, iU Gfc 

Muhammad that al-Hasan bin 



Ali and Ibn 'Abbas saw a funeral; ^ Ji cr^^ ^ : ji^ '^jd' 

one of them stood up and the \^ t'.f r f- i s - --i- 

other remained seated. The one r " - ' ^ ^ 

who stood up said: Didn't the ^ JUl ^jJl JUi t^-Nl 

Messenger of Allah (*£) stand up? i i - - r - - -I. -< * 

The one who remained seated ^ jJ ^ 4 ^ JUj 
and said: Yes, and he remained [\vn 
seated (sometimes). 

Comments: [Hasan because of ^ £? h ^ : 

corroborating evidence; see the 
previous report] 
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The hadeeth of Al-Husain bin 'AH 4^ 

1730. It was narrated from ; ^ \i jI^Jl jl^j l£U* -wr» 

Fatimah bint Husain that her father ^ ' # 

- 'Abdur-Rahman said: Husain bin 0* 0? a* ^ jlLL^ 

'Ali - said: The Messenger of Allah ^ ^ i^>[* > Jj^ ^! Ji Jk, 

said: "The beggar has a right, ** ; f $ 

even if he comes on a horse/' <y> ^ - ^^i?) J* 

Comments: [Its isnad is da'eef J:ULU» ; Jj| Jli : Jli _ ^Ji- 

because Ya'la bin Abu Yahya is ' r , ^ ' t 

unknown] ^<j^} J* ^[-J t ^ > " 



1731, Thabit bin 'Umarah sjUi ^ cJ, Ll^ li^ll -Wn 

narrated that Rabee' ah bin Shaiban , Vliij cJu Jli Ollli fl ' 4 ' 

said: I said to al-Husain bin 'Ali ^ ' L - ^ ^ 

(-&,): Do you remember anything J)| ^ jj£ U : £i SJUI 
from the Messenger of Allah (^)? 
He said: I climbed up to a room 



with him and took a date and put it :^ ^131 Jlii t( y J> 

in my mouth, but the Prophet " - j ^ 

said: "Take it out, for charity is not [ WY i : ^1 .<SliJl 6 J>i V 
permissible for us." 
Comments: [Its isnad is sfl/iee/j] 



1732. It was narrated from ^ Jl^j ^ ! y\ -\vrt 

Shu'aib bin Khalid, that Hu sain bin - , „ ^ s . 

'Ali said: The Messenger of Allah ^ - ^ ^ - 

U&) said: "Part of a person s being ill I ^J>j ^ ^ v^l^i- ^ t jJti 

a good Muslim is saying little . / ^ 3 " ■ ' ' « * * ^ - - 

about that which does not concern f^l Lr^ ^ J>^j ^ 

him/ ' [\vrv :^i],«^:v Uj^'iai i.^Jt 

Comments: [This hadeeth is Jias/m 

because of corroborating evidence; <>*±*\j^ '-^Hj^ 

this is a da'ee/ isnad because it is J jdu. j> r*^ ■ ^- ~ 

munqatV (interrupted)] 4 ' 



Hadeeth of al-Husain bin 'Ali ^,174 ^ ^ U il ^ 

1733. It was narrated from ^-t f . -,^ h * k<M 
Husain and Ibn 'Abbas, or from ^ ^ ^ " Wtt 
one of them, that he said: The iJ* If. : Jli 
Messenger of Allah (sgg) stood up >-f „ \; . , , t ' 
because of the funeral of a Jew tL ^^ 1 ^ 0?'j 

that passed by him and said, "Its ife & M «W Jj^j ftf UJI : Jb" 
smell bothered me/' ' ' W , * 

Comments: [Its isnad is da ee/ - - - ^ 

because it is munqatV (interrupted)] [ \ VYT : ^ I j] 

1734. It was narrated from ^ ^ i&j is u;^ -WH 
Fatimah, the daughter of al- 
Husain, from her father al-Husain ^ _ f Li* ^ f^i* tf^t 
bin 'Ali, that the Prophet (m) said: >]. ,/'<[,, 

There is no Muslim, male or , ^ _ , -j 

female, who is afflicted with a M j* & Ji ^ 

calamity, and when he remembers , / , "r„ ' i , " - . 

it even after a long time, he says, " - — ^ (4^ ^ ^ : ^ 

'Verily we belong to Allah and JU _ lii^i Jli jlj tU^ii t r. ^. 

unto Him is our return' for that, * * > \* I,' 

but Allah will renew (the reward) ^ - 

for him and will give him the same jk 23 &\ Sj^ ^1 ^IpU-^I 

reward as on the day the calamity ' ' * \ . * \ 

befell him" -"L* f>: li^M JlUtf 

Comments: [Its isww/ is da'eefjiddan } . ,. , . 

(very weak)] - * " ; fc--^ 

1735. It was narrated that al- 
Husain bin 'Ali said: My grand- 
father - or he said: the Prophet ($g) - ^} 0? £ji if ^ aJJI 
taught me some words to say in . ' 'ii . r* - ii ? * - 
TO7r... and he narrated the teteft. f s ^ ^ ' . V °! 
Comments: [Its isnad is dfl'fl?/! :Jl ^ ^ - ^ 

l\VV\ :^r\j] .iliJAJl 



^ u^J-i il5.1i- -wr<> 
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1736. It was narrated from >f- ^ - jjLUJl ju^ tiji^ -WH 
'Abdullah bin J Ali bin Husain, ' , . 

from his father 'AH bin Husain, ^ J^j ^ jUli-^ 

from his father that the Prophet • ' M ±1. * ' u * -'Vli 

(ft) said: "The miser is the one in ^ & ' - ^ 'V" ^ * J 

whose presence I am mentioned ijl^- J* ^ L or^ 

and he does not send blessings ^, , , f , , / - 1L £ ? 

upon me. - ^ ^ [JT7 ^ ' 

Comments: [Its isnad is ^uiw; its '^-^ ^ J-^ r 

SSJT the men of as " ^ ^ ^" > tf* ^ 

1737. It was narrated from 'Ali ±S ^ -WW 
bin Husain that his father , o , , t 

said: The Messenger of Allah (ag) ^ & if 1 ^ ^ ^ ^ ' 

said: "Part of a person's being a JU :J|J ^ ^il! ^hj *J\ <J?~^ 

good Muslim is his leaving alone , , > ' . v * > 

that which does not concern f^-M v>^ Itf* : <W J^j 



da 'eef hadeem] i ^ ^ iL> ^UjJ 



Comments: [Hasan because of 

corroborating evidence; this is a <Ju**J> j>\^\ .*-ulj-iJ j— ^ i^.^^; 
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Hadeeth of 'Aqeel bin Abi Talib 



1738. It was narrated that 
'Abdullah bin Muhammad bin 
'Aqeel said: 'Aqeel bin Abi Talib 
got married. He came out to us and 
we said: May you live in harmony 
and be given sons. He said; Stop; 
do not say that, because the 
Prophet told us not to say that 
and he said: "Say: May Allah bless 
you and bless her for you." 

Comments: [Saheeh because of 
corroborating evidence; this is a 
da'eef isnad because it is munqati' 
(interrupted)] 



1739. It was narrated from al- 
Hasan that 'Aqeel bin Abi Talib {&) 
married a woman from Banu 
Jusham. The people entered upon 
him and said: May you live in 
harmony and be given sons. He said: 
Do not say that. They said: What 
should we say, O Abu Yazeed? He 
said: Say: May Allah bless you and 
send blessings upon you. This is 
what we were instructed to say. 

Comments: [Saheeh because of 
corroborating evidence; its isnad 
is da'eef] 



£j's Jr** 0? O? 5 JJl ^ J* 

: lliai t lie- cf^ Irt 

:JU* t^ujlj £^2^ Mjjli* t^jiJl ^ii- 
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Hadeeth of Ja'far bin Abi Talib 4fe 
It is Hadeeth of al-Hyrah (migration) 



1740, It was narrated that Umm 
Salamah, the daughter of Abu 
Umayyah bin al-Mugheerah and 
the wife of the Prophet (sg), said: 
When we came to the land of 
Abyssinia, we stayed there under 
the protection of the best of 
protectors/ the Negus, and we felt 
safe to practise our religion and 
we worshipped Allah without 
being bothered or hearing 
anything we disliked. When news 
of that reached Quraish, they 
decided to send two tough men to 
the Negus concerning us and to 
give the Negus gifts of some of 
the goods of Makkah. Among the 
goods of Makkah that he liked 
best was leather, so they collected 
a great deal of leather and they 
did not leave any of his bishops 
without giving him a gift. Then 
they sent that with 'Abdullah bin 
Abi Rabee'ah bin al-Mugheerah 
al-Makhzoomi and 'Amr bin al- 
'As bin Wa'il as-Sahmi, and they 
told them what to do. They said 
to them: Give to each bishop a 
gift before you speak to the 
Negus concerning them [the 
Muslims], then give the Negus his 
gifts, then ask him to hand them 
over to you before he speaks to 
them. She said: They set out and 



±? J & ^ If- J ^' ^ J^ 

i i^J>-* J, f^* J. vj^ 1 J. o*^ 1 

£JJ Sjt^ 1 0? V 1 xj) *r>} f l J* 
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Hadeeth of Ja'far bin Abi Talib 

came to the Negus, when we 
were in the best land and under 
the best protection, and they did 
not come to any bishop but they 
gave him his gift before they 
spoke to the Negus. And they 
said to each bishop: Some foolish 
young men of ours have come to 
the land of the king; they have left 
the religion of their people and 
they have not entered your 
religion; they have invented a 
religion that neither we nor you 
recognize. The nobles of their 
people have sent us to the king 
concerning them, so that we can 
bring them back. When we speak 
to the king concerning them, 
advise him to hand them over to 
us and not speak to them, for 
their people know best about 
them and how to handle them, 
and they know best about their 
faults. They [the bishops] said to 
them: Yes (we will do that). Then 
they brought their gifts to the 
Negus and he accepted them from 
them, then they spoke to him and 
said: O king, some foolish young 
men of ours have come to your 
land; they have left the religion of 
their people and they have not 
entered your religion; they have 
invented a religion that neither 
we nor you recognize. The nobles 
of their people, their fathers, 
uncles and clans, have sent us to 
you concerning them, to bring 
them back, for they know best 
how to handle them and they 
know best about their faults. 
Nothing was more hateful to 
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'Abdullah bin Abi Rabee'ah and 
'Amr bin al-'As than that the 
Negus should listen to what they 
[the Muslims] had to say. The 
bishops around him said: They 
have spoken the truth, O King; 
their people know best how to 
handle them and they know best 
about their faults. So hand them 
over to them and let them take 
them back to their land and their 
people. But the Negus got angry 
and said: No, by Allah, I shall 
never hand them over to them; I 
shall never expel people who came 
seeking, my protection and settled 
in my land, and chose me over all 
others, until 1 summon them and 
ask them about what these two are 
saying concerning them. Then if 
they are as these two say, I shall 
hand them over to them to return 
them to their people, but if they are 
not like that I shall keep them 
away from them and I shall be kind 
to them so long as they are under 
my protection, Then he sent for the 
Companions of the Messenger of 
Allah (3^) and summoned them. 
When his messenger came to them, 
they met together and said to one 
another: What will you say to the 
man when you go to him? They 
said: By Allah, we shall say what 
our Prophet (^) taught us and 
enjoined upon us, no matter what 
the consequences. When they came 
to him, the Negus had also 
summoned his bishops and they 
had spread their books around 
him. He asked them: What is this 
religion for which you left your 
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people, and you did not enter my 
religion or the religion of any of 
these nations? The one who spoke 
was Ja'far bin Abi Talib, He said to 
him: O king, we were an ignorant 
people, worshipping idols, eating 
dead meat, committing immoral 
actions, severing ties of kinship 
and mistreating neighbours; the 
strong among us would devour the 
weak. We were like that until Allah 
sent to us a Messenger from among 
us; we knew of his lineage, his 
sincerity, his trustworthiness and 
his dignity. He called us to Allah, 
to believe in Him alone and to 
worship Him, and to give up what 
we and our fathers used to worship 
of rocks and idols. And he 
commanded us to speak the truth, 
render back trusts, uphold ties of 
kinship, treat neighbours well, and 
refrain from crimes and bloodshed; 
he forbade us to commit immoral 
actions, speak falsehood, consume 
the wealth of orphans and slander 
chaste women. He instructed us to 
worship Allah alone and not 
associate anything with Him; he 
enjoined us to pray, give zakah, and 
fast - and he listed the 
commandments of Islam - and we 
believed in him and followed that 
which he brought. So we wor- 
shipped Allah alone and did not 
associate anything with Him. We 
regarded as forbidden that which 
he forbade to us and we regarded 
as permissible that which he 
permitted to us. But our people 
turned against us: they tortured us 
and tried to make us give up our 
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Hadeeth of Ja'far bin Abi Talib 

religion and go back to 
worshipping idols instead of 
worshipping Allah- and so that we 
would regard as permissible that 
which we used to regard as 
permissible of evil things. But 
when they persecuted us and 
mistreated us, and tried to make us 
give up our religion, we came to 
your land and chose you over all 
others; we sought your protection 
and hoped that we would not be 
mistreated in your land, O king. 
The Negus said to him: Do you 
have with you any of that which he 
brought from Allah? Ja'far said to 
him: Yes. The Negus said to him: 
Recite it to me. So he recited to him 
the beginning of Soorat Mary am, 
and by Allah, the Negus wept until 
his beard became wet and his 
bishops also wept until their books 
became wet when they heard what 
he recited to them. Then the Negus 
said: This and what Moosa 
brought came from the same lamp. 
Go away, for we will never hand 
them over to you or harm them. 
Umm Salamah said: When they left 
his presence, 'Amr bin al-'As said: 
By Allah, tomorrow I shall tell him 
of something that he will regard as 
serious, and by means of that I will 
be able to eradicate them. 
'Abdullah bin Abi Rabee'ah, who 
was the more reasonable of the two 
men towards us y said: Do not do it, 
for they have ties of kinship with 
us, even though they have differed 
from us. ['Amr] said: By Allah, I 
shall certainly tell him that they 
claim that 'Eesa Ibn Maryam is a 
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slave (of Allah). Then he came to 
him the next day and said to him: O 
king, they say something very 
serious about 'Eesa Ibn Maryam; 
sent for them and ask them what 
they say about him. So he sent for 
them to ask them about that. 
Nothing like this had happened to 
us before, so the people gathered 
and said to one another; What will 
you say about 'Eesa when he asks 
you about him? They said: By Allah, 
we will say about him what Allah 
said about him and what our 
Prophet said about him, no matter 
what the consequences. When they 
entered upon him, he said to them: 
What do you say about 'Eesa Ibn 
Maryam? Ja'far bin Abi Talib said to 
him: We say about him what our 
Prophet taught: he is the slave of 
Allah and His Messenger, a Spirit 
created by Him and His word that 
He bestowed upon Maryam the 
Virgin. The Negus struck his hand 
on the ground and picked up a stick, 
then he said: Eesa Ibn Maryam is no 
different than what you said, not 
even as much as this stick. His 
bishops around him groaned when 
he said that, and he said: Even if you 
groan, by Allah! Go, for you are safe 
in this land. Whoever annoys you 
will be punished, then whoever 
annoys you will be punished, then 
whoever annoyed you will be 
punished. I would not like to have a 
mountain of gold in return for 
harming one of you. Give their gifts 
back to them; we have no need of 
them. By Allah, Allah did not take 
from mc a bribe when He restored 
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my kingdom to me, so why should I 
take a bribe to go against Him 
(concerning them)? And He did not 
listen to the people concerning me, 
me so why should I listen to them 
and go against Him? So they left 
him, defeated and with their gifts 
returned to them, and we stayed in 
his land under the best protection. 
By Allah, we remained like that 
until some trouble befell him, i.e., 
someone competed with him for his 
kingdom, and by Allah we never 
knew any grief or worry worse than 
that which befell us for fear that 
(this contender) would prevail over 
the Negus, and there would come a 
man who did not recognize our 
status as the Negus did. The Negus 
marched forth, and they were 
separated by the Nile. The 
Companions of the Messenger of 
Allah said: Who will go out 
and watch the battle, then bring us 
the news? Az-Zubair bin al- 
'Awwam said: I will. He was one 
of the youngest of the people. They 
inflated a waterskin and he tied it 
to his chest, then he swam, floating 
with it, until he reached the other 
side of the Nile, where the people 
had met in battle. Then he went 
and watched them, and we prayed 
to Allah to grant victory to the 
Negus over his enemy and make 
him stronger in his land and give 
him full control over Abyssinia. 
We remained with him, in the best 
situation, until we came to the 
Messenger of Allah (gs) when he 
was inMakkah. 

Comments: [Its isnad is }iasan\. 
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Hadeeth of 'Abdullah bin Ja'far bin Abi Talib 

1741. Tt was narrated that ^1^1^ :^ ^ ^ - Wi 1 

'Abdullah bin Ja'far said: I saw ~\ " * t t , ^ 7 /\ s 

the Prophet eating cucumber M ffl : ^ J> <W ±* If 

with fresh dates, ^% ^ j^ 
Comments: [Its tettfld is saheeh, al- 

Bukhari (5440) and Muslim : f ^-^^^i 

(2043)] .(Vir) 

1742- It was narrated that ^ 4^ L ^ : J^ 1 ^! ^ " WiY 

'Abdullah bin Abi Mulaikah said: - : r • ? h . £ tU 

'Abdullah bin Ja'far said to Ibn az- : ^ ^ ^ * ^ * & ^ 

Zubair: Do you remember when ij : J^"^\ J*X y^r Jt -li- Jli 

we met the Messenger of Allah „ ' . : / * . ,„ 

jfc), me, you and Ibn 'Abbas? He V • J J m ' ^ J ' 



said: Yes. He said: And he carried sJjS'Jj \Ii^J : Jli ^ jU: : Jli 

us on his mount and left you. - fl , ^ ? ^, . ^ , 

Isma'eel said on one occasion: Do M ^ l ^jt'j ^ M j*-*' : V* J^^! 

you remember when we met the gj^j . j£ 9 ^ ^ J( 

Messenger of Allah (gg), me, you, ~ <■ ' ' ^ 

and Ibn 'Abbas? He said: Yes, and [Y \ £ 1 : J*>\] .SS'jj 
he carried us and left you. 



Comments: [Its isnad is saheeh, al- 
Bukhari (3082) and Muslim 
(2427)] 

1743. It was narrated that JLfl* £^ j?f tfii- -Wtr 

'Abdullah bin Ja'far said: When . *. u . . . - 

the Messenger of Allah (£) ^ ^ ^ ^ «^ ^ 

returned from a journey, he t ^ ^* ^Ji iil ^ -JLJI J>^3 

would be met by the boys of his - ' : 'V • JLS 4^ Lit * " r >u. -JL" 

household. On one occasion he f*^ S J " sT* ^ ^ - - 

came from a journey, and others ^\ ^ Jjj : J li JLi ^ 

beat me to him. But he carried me ^ ,f fl > 

in front of him (on his mount). ^ ^ ? : JU ^ 0* 
Then one of the two sons of 
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Fatimah came, either Hasan or 
Husain, and he put him behind 
him. And we entered Madinah, 
three on one mount. 

Comments: [Its isnad is saheeh, 
Muslim (2428)] 

1744. Mis'ar told us: An old man 
of Fahm - he said; I think he was 
called Muhammad bin 'Abdur- 
Rahman, and I think he was from 
the Hijaz - told us that he heard 
'Abdullah bin Ja'far tell Ibn az- 
Zubair, when a camel had been 
slaughtered for the people, that he 
heard the Messenger of Allah say, 
when the people were putting 
meat in front of him; "The best 
meat is the meat from the back/' 

Comments: [Its isnad is da'eef] 

1745* It was narrated that 
'Abdullah bin Ja'far said: One day 
the Messenger of Allah (sg) seated 
me behind him on his mount, then 
he told me something in secret that 
I will never tell to anyone. When he 
relieved himself, what the 
Messenger of Allah (^) liked best 
to conceal himself with was a small 
hill or a cluster of date palms. One 
day he entered one of the gardens 
of the Ansar where he found a 
camel that came to him, groaning 
with tears in its eyes. - Bahz and 
'Affan said: When it saw the 
Prophet it groaned with tears 
in its eyes. - The Messenger of 
Allah (%) stroked its back and 
behind its ears and it calmed 
down. He said: "Who is the owner 



X\i Jl£ ojlJI liU-jii :Jli tiiii 
[Wv : >l] 

jijJ- -.y^L* llflt - Wit 

£tt; :ju _ ^ <w/0 & £i 

^ J 1 jj^t ^j^y 

J j-i^J dy^i ^ aJU \ J yLj i;1 

jUi ZsLU ijjz tj^jji % Jui 

[WM , Wat t WH : ^1] .ft^IkJl 

^ fifo. -Wlo 

J 0? ^' ^ 0* o! o^Jl 

015*3 t il^( % vj.f n iLj^ 

_ i%i ±±-j>'j y. m ^ Jj ise 
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of this camel?" A young man of the , ^ ^ j " 

Ansar came and said: It belongs to c 0 -?* 3 *° - J - f J 

me, O Messenger of Allah, He said; »VJ^J1 J^>-L^ ^» :Jlii 

"Do you not fear Allah with regard . ^ ' , - ^ *t * 

to this animal that Allah has put in J ^ U - J > :JUi ^ ^ 

your possession? It is complaining ^ j ^ jg ^f> : jLii 

to me that you keep it hungry and '* , , ~>1 t n . , s * 

overburden it with work." ^rr-" ^ ^! ^ *i ^ ^ 

Comments: [Its isnad is saheeh, [Wo£ : aZjXj 
Muslim (342)] 

1746. Hammad bin Salamah told ^ ill^ LT^-l ;ju_j^ - Win 
us: I saw Ibn Abu Rafi' wearing a , ^ „ , *' „ , > ^ - c 
ring on his right hand. I asked ^ J ^ l ^ :JU 
him about that and he said that ^ & £f ^jj ^ £jLj 
he saw 'Abdullah bin Ja'far ^ 5 ^ , ^ , e 
wearing a ring on his right hand, 0? <Ul J^J ^ 

and 'Abdullah bin Ja'far said; The ^ j ^ ^ ^ ^ . ^ 

Messenger of Allah wore a -* ^ 

ring on his right hand. [Woo : ^i] 

Comments: [Saheeh; this is a Hasan isnad\ l^^w ' 

1747, It was narrated from : ty^ -wtV 
'Uqbah bin Muhammad bin al- * \ t * , 4f 
Harith - Hajjaj said: 'Utbah bin 0? ^ : <g^ 0? ^' Uj^ 1 
Muhammad bin al~Harith - from ^ ^ . ^> . ^ ^ ^ 
'Abdullah bin Ja'far that the . ; , >\\ ' , , " 
Prophet said: "Whoever is ^ V* - 



not sure about his prayer, let him 
prostrate twice whilst he is 

sitting" 1>*^U ^ JJLL j> :Jli j& 

Comments: [Its isnad \s da'eej] [nol . ,j j^jl^ ^ij ^il^ 



1748. It was narrated from 'J> jj^ 'J> cU^I -WiA 

'Abdullah bin Ja'far - Yahya bin 
Ishaq said: I heard 'Abdullah bin 



'Abdullah bin Ja'far - Yahya bin £ * - t . ... 
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Ja'far say; and one of them said; , > . - - 

the one with the two wings - that ^ If- ^ 

when the Messenger of Allah (as) ^ jtf _ ^ • jjl ^ - 
sneezed, he would praise Allah, It _ * * , e " \ / ' , 
would be said to him; May Allah ^ ^ -V ^5-^ : Jl* : jU-^J 
have mercy on you, and he would ^ _ . , ^ 

say: May Allah guide you and * ;~ \ "\ , * ; 

rectify your condition. tlUl IjJ 0^ 2§ Jjl 

Comments: [Hasan because of jftl l£,JL#i : jjti .iiJl dLU>; :IjJUj 
corroborating evidence; this is a 

da'eefisnad] .«|L£JC ^Uaij 

v ^1 i^L*-^ ijl^j c a>f jJ ^ : ^ij^w 

1749. It was narrated from ^ - ^ - ^ _ WH 
'Abdullah bin Ja'far that he said: :l>«. t '\* 

The last time I saw the Messenger : J 1 * *^ Ji <Ui ^ ^ 

of Allah (ag), he had fresh dates - . . . L * -f- , - - - ■ - 1 

in one hand and cucumber in the / ]7 ' 

other, and he was eating one and jij UUi <_£>-Nl tolij 

taking a bite from the other. And • '* * - , i 

he said: "The best part of the - 1 ^ : J ^ ^ & ^ & ^ 

sheep is meat from the back." [ WM : j j^j ;iLl 

Comments: [Its isnad is dacef jiddan] 

1750. It was narrated that J ^ : - - ^ ^ _ Wo , 
'Abdullah bin Ja'far said: The ^ - - ' 



Messenger of Allah (^) sent out an if ^ ^i} ^ : J IS 



army and appointed in charge of 
them Zaid bin Harithah. He said: 



: Jli ^ Jji ±S J ^^UJi 



f/ If Zaid is killed or martyred, then J^Lp UI^- ^ Jji J cJ^ 

your commander is Ja'far. If he is - . f - r r; . ^ 

killed or martyred, then your ^ ^ & J ^ :JU ^ ^ U ^' 

commander is 'Abdullah bin i.V^:.l j>l jJ IjU 1^6 

Rawahah." Zaid took the banner ' 



and fought until he was killed; ^ ^ '^^3 ^ 

then Ja'far took the banner and t ^ Zv;\ iii ^ t Vj J:^ i'j 

fought until he was killed; then „ * , , , r ^ , 

'Abdullah bin Rawahah took the 0? ^ ^1 ^ ^ 
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banner and fought until he was 
killed. Then Khalid bin al-Waleed 
took the banner and Allah granted 
victory to him. News of that came 
to the Prophet (^g) and he went out 
to the people; he praised and 
glorified Allah, then he said: "Your 
brothers met the enemy; Zaid took 
the banner and fought until he was 
killed - or martyred; then Ja'far 
took the banner after him and 
fought until he was killed - or 
martyred; then 'Abdullah bin 
Rawahah took the banner and 
fought until he was killed - or 
martyred. Then one of the swords 
of Allah/ Khalid bin al-Waleed, 
took the banner and Allah granted 
victory to him." He did not go to 
Ja'far's family for three days 
(letting them grieve). Then he went 
to them and said: "Do not weep for 
my brother after today. Call the 
two sons of my brother for me." 
Then we were brought like chicks 
and he said: "Call the barber for 
me/' The barber was brought and 
he shaved our heads, then [the 
Prophet (ai)] said: "As for 
Muhammad, he resembles our 
uncle Abu Talib, and as for 
'Abdullah, he resembles me 
physically and in attitude/' Then 
he took my hand and held it and 
said: "O Allah, take care of Ja'far/ s 
family after him and bless 
'Abdullah in his business 
dealings." He said it three times. 
Then our mother came and told 
him about how we were now 
orphans. He said: "Do you fear 
poverty for them when 1 am their 



j> i|<* ^ & p <■'& 

u Jit ^\ fj> y***r j*j — 

■i f t + t c*. z t *■> ' % 1 1 * * * t 
jJu; \j£ N» :JLii 

Lii JLP Utj twJli ^ 'CS 

o*l>*3 : Jli 4^ H *~r^ 

^ ^ ufj ojui Sfcai* : Jui 
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guardian in this world and in the 
Hereafter?" 

Comments: [Its istiad is saheeh] 

1751. It was narrated that jju ^ ^ tit : odi tit - Wo \ 
'Abdullah bin Ja'far said: When d 
news of Ja'far's death came, when ^ : «-^ ^ ^ ±* If ^ ^ 
he was killed, the Prophet fe) 'u\ V: - - , 

said: Make food for the family of £ _ * ' ' 

Ja'far, for there has come to them S*' r*^ ^ ^LlliL ljJw>l« 
something that has preoccupied „ . .„ * , r ; .* . ^ 

them." ■ U r* Ul -> l -(4^ 

Comments: [Its isnad is /lasrtn] *j— ^ : 
1752- It was narrated from 



'Abdullah bin Ja'far that the 



Messenger of Allah {^) said: "Who ^ C^ki 01 ^ 4Jl jlp . J'^i 



0* ^ ^ oyr 



ever is not sure about his prayer, let L^Jl ■ * 

him prostrate twice after he says ' - ^ 

thesa/am." gj§ Jj| j{ ; ^ ^ ill jl£ ^ 

Comments: [Its j snffl f is da'eefl ^ ^ ^, 

rwiv ,«jLj u^^tj 

1753. It was narrated from & U^-l :iU^[ £U tit -Wor 
'Uqbah bin Muhammad bin al- J# s \ t *t * 
Harith... and he narrated a similar 0* ^ l : £d>- 

hadeeth with the same i'shaiI * , i - u • r - *' * ' > * - ■ t - > 

Comments: [Its isnad is da'eef like ' * , 

the previous report] ^ S^-** 

.(Wiv) t ^u^ ^i^j. ojL^i 

1754. It was narrated that \ £t . - ^ ^ , Wei 
'Abdullah bin Ja'far said: The * . 

Messenger of Allah (^5) rode on uj' 6? - L *~ oJL*^ :Jli 

his mule, and he seated me - • Jji jl^ ' ' • - -\ x - 

behind him. When the Messenger ^ f ' ^ ^ ,\ ^ ^ ^ 

of Allah relieved himself, ^'Jj #| &\ 443 : Jii 

what he liked best to conceal , P r, = > . . t ^ 
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cluster of date palms. He entered > t ? j-,, * . * . *- 
a garden belonging to a man of ^ J^t 3V ^ ^ 

the Ansar where he found a ^ ^LjjSil ^ ji^J \L:^ ji^i ,jiJ 
camel. When it saw the Prophet ' s % ' 

(^) it groaned with tears in its 0*" *S ^ ^ ^ C*^ 1 ^ 

eyes. - The Messenger of Allah ^ ^ Jjl J> Jj>; 

dismounted and stroked behind , 

its ears and on its back and it ^ <>Cr^-* '■^^j 

calmed down. He said: "Who is , 1 - :vj, - - 1 ,1 ■ 

the owner of this camel? A - ^ 1 

young man of the Ansar came ? ii ^ -UJI V?" .U 

and said: Me. He said: "Do you * „\ ,s; . . » * 

not fear Allah with regard to this \& ^ ^ ' UC 4 M ^ ^ 
animal that Allah has put in your ^ ^ ^ ^ 

possession? It is complaining to , > , / s 

me that you keep it hungry and F tLsUJl ^ JJl 

overburden it with work/' Then JU 4^ ^ >i; idlj li /lj^ 
the Messenger of Allah (^tr) went „ ~ , * / !T 
into the garden and relieved ^~^\ «j o_i^l V l^i ^[ y*\3 toj-J_> 
himself, then he did wudoo' and ■( m . 'n;' ^ rf m- 

came, with the water dripping * tf ' " ; " * ^ 

from his beard onto his chest and -^J' J>- ^ i§3 JJ*j ^ 

he told me something secret that I 

shall aever tell to anyone. We lm ° 
insisted that he tell us, but he (nr\ - 1. \ ■ 

said: I shall not disclose the secret ^ ' ^ 

of the Messenger of Allah ^ until 
I meet Allah. 

Comments: [Its isnad is saheeh, Muslim (342)] 

1755, It was narrated from Abu ^ - >^ ^ ^ _ w „ 

Rafi', the freed slave of the Messenger * - " * 

of Allah (jg), that 'Abdullah bin ^ ^ ^ J^j J> ^1 >! ^ 
Ja'far used to wear a ring on his f — . . **r^ r,^ . . 
right hand, and he said that the ° ] ^ JJ ' — ^ ol5 ^ ^ ^ 
Prophet^) used to wear a ring on [^VH : ^IJ J ^ 5^5 ^ ^Li 
his right hand. 

Comments: [Its fs«rtrf is hasan] WiJ ~** • Qij^ 

1756* Al^Mas'oodi told us: An ^ : uj, - £^ _ w **\ 

old man who came to us from the * , - 

Hijaz told us: I saw 'Abdullah bin j^^ 1 i& ^ ^ : &y ' " u 
az-Zubair and 'Abdullah bin 
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Ja'far in al-Muzdalifah, when Ibn 
az-2ubair was cutting meat for 



'Abdullah bin Ja'far. 'Abdullah j^jji ^ ^\ £ j& ^S>JL 
bin Ja'far said: I heard the ^ ; ft \ ^ /' ; " 

Messenger of Allah say: "The : ^ if- ^ ^ "J^r J. £A 

best meat is meat from the back." ^ jj,f„ . ^ J J1 J^- ± 

Comments: [Its isnad is da'eef\ ' <= , * 

b^^C^^l ^jL*W» 6jL**i] ! 

1757. It was narrated that :^iUJl .u* y t&U -WoV 
'Abdullah bin Ja'far said: The 

Messenger of Allah said: "It <*o^*\ ^ r^^ 1 ^ j> - u ^ a 

is not right for any Prophet to ^ uj, ^ ( <^ i • 

say / 1 am better than Yoonus bin , y y - J' 

Matta.'" ^ J^j :Jli ^ Jll 

Comments: [Saheeh because of ^ Jj : J Ju of ^1} U» 
corroborating evidence and its " " * \ * '** 

isnad is da' eefl jlp Jli ^ ir'A 

1758. It was narrated that JA ^\ Liji : -WoA 
'Abdullah bin Ja'far bin Abi Talib ' , ^ tf ~\ , , , ^ , - - 

said: The Messenger of Allah (jfe) ^ ^ ^ f 1 ^ :JU 

said: "1 have been commanded to J^. j; Jji ^ <J 
give glad tidings to Khadeejah of ' - - - - - (' "\ 

a house of pearls in which there is : M ^ Jr*3 J u : J u V-! 1 ^ ,>!' 

no noise and no exhaustion." V 1^ ^ o£ ^jf M 

Comments: [A saheeh hadeeth; this ' ' , ^ r . „ 1 

is a hasan isnad] ""v^ ^ — 

1759. 'Abdullah bin Ja'far said: ^ ^ >^ -\Va^ 
Some meat was brought to the ' - , c = * , 
Messenger of Allah (*) and people : ° U ^ ^ ^ ^ ^ !^ ^ 
started tossing the meat to his side £ ^2? ^1 jj^J t ^^^L ^ Jj| 

of the platter. The Messenger of ^ > ^ / c J - " s 

Allah (.^) said: "The best meat is r 5 ^ 1 V> 1 : *S ^ l Jj^j * 

meat from the back/' " [ w u . , j3 J ^ Ji 
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Comments: [Its isw?d is da'eefi see 
1744] 

1760. Abdullah bin Ja'far said: If 
you could have seen me with 
Qutharn and 'Ubaidullah, the two 
sons of 'Abbas, when we were 
boys, playing. The Prophet 
passed by on a mount and said: 
"Lift this one up to me." He seated 
me in front of him, and he said to 
Qutham: "Lift this one up to me." 
And he put him behind him. 
'Ubaidullah was dearer to 'Abbas 
than Qutham, but he did not feel 
embarrassed in front of his uncle to 
carry Qutham and leave him. He 
said: Then he patted my head three 
times and said each time: "O Allah, 
take care of Ja'far's children for him 
[after he is gone]." He [the 
narrator] said: I said to 'Abdullah: 
What happened to Qutham? He 
said: He was martyred. I said: 
Allah and His Messenger know 
best where good lies. He said: Yes 
indeed. 

Comments: [Its isnad is hasan] 

1761. It was narrated from 
'Abdullah bin Ja'far that the 
Messenger of Allah (afe) said: 
"Whoever is not sure about his 
prayer, let him prostrate twice 
after he says the salam" 

Comments: [Its isnad is da'eefi see 
1747] 

.( Wi 

1762- It was narrated from 
'Abdullah bin Ja'far that he gave 
his daughter in marriage to al- 



.jt-^i •■-a~**J> 6iLw-l 

■ ^Jr If) -WV 

_p ; Jli jk^r <LM jlp jl :a'J~±\ 

^ ^li- ^Jl Jul jtll^ 

: J li <, 45" y ) jUs j 1 ^ ^j^cZ* I 
: ^JS JLsj t \j j» 

cJJ : Jli ."ojJ) ^ l^i^ wil>-i jLjJJm 
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» s - > * ^-i / . „ ^ • j - „ . . „ , j 

ii-LIU J> Jli : Jli ^ Jji 
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^ Slli :juJJI JlX ~>V1Y 

^ ^ i^'fi'j ^ 
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Hajjaj bin Yoosuf and said to her: 
When he enters upon you, say: 
There is no god but Allah, the 
Forbearing, the Most Kind; glory 
be to Allah, the Lord of the 
mighty Throne; praise be to Allah, 
the Lord of the worlds, And he 
said that when the Messenger of 
Allah (^) was worried about 
something, he would say these 
words. Hammad said: I think he 
said: And he could not touch her. 

Comments: [Its isnad is hasan] 



N : Jjii jiS lit JiS iJi^J 

40 Jji jluji it vi 

t ^Ju]^ 40 *4 ^^J 1 
^i 5^ ^ 4i3i M ^ 
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Musnad Bani Hashim (Hadeeth of al- 4 Abbas bin 
'Abdul-Muttalib from the Prophet ^ 



1763. It was narrated from ^ - ^ ^ ^ _. w -ir 

'Abdullah bin al-Harith, from al- . " 3 „ t / 

'Abbas bin 'Abdul-Muttalib, that he ^jlAH ^1 aUI jIp ^ ^ ^ilO 

said: O Messenger of Allah, your ^ g( ^ 7 ^j, 

uncle Abu Talib used to protect " ^ > 7 V 

you and he did such and such. He t Jll*^>J jli" ^Jli ^1 J-Up J jZ>j 

said: "He is in the shallowest part „ , - - . - - 

of Hell; were it not for me, he ^ * ^ ^ ^ 

would be in the lowest depths. ; ^i] .aji^Nl lijlj! ^ 0^ Ul 

Comments: [Its isrtad is sahceh, al- [WA^tWViiWtA 
Bukhari (3883) and Muslim 



(209)] 



1764. It was narrated that al- ^ : ^jl^ ^ ^^Jl £jb- 
'Abbas said: The Messenger of a f ~ t „ ' s 

Allah (^) said: "When a man Jrf^i ^ ^ ^ 

prostrates, seven parts of his body ^ . ^1 ^ . jJL. ^ 

prostrate with him: his face, his f ■ * y ' . 

hands, his knees and his feet." W* 5^' 

Comments: [Its isnad is saheeh, j<u2i*j i*^"^ j :^!jt 

Muslim (491)] " ■* ■ ; 

[ WA* i \V*U t Wlo : ^l] 

1765, A similar report was - ^ ^ ^ . .^1 ^ ^ _ m , 
narrated from al-' Abbas bin 'Abdul- * - v ^ * 

Muttalib from the Prophet (^). J> ^ ^ ^ ^ ±* J>. ±i£ L* 

Comments: [Its isnad is sahceh, J, ^eUJi ^ tJ J^ j; ^ ^1^1 

Muslim (491)] ' ' ' * ' ' 1 ~' "7' 
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1766. Hatim bin Abi Sagheerah 
told us: One of Banu 'Abdul- 
Muttalib told me; 'Ali bin 'Abdullah 
bin 1 Abbas came to us during a Hajj 
season and I heard him say: My 
father, 'Abdullah bin 'Abbas, told 
me that his father al-' Abbas came to 
the Messenger of Allah {^) and 
said: O Messenger of Allah, I am 
your uncle and I have grown old 
and my time is near. Teach me 
something by means of which 
Allah will benefit me. He said: "O 
Abbas, you are my paternal uncle, 
but I cannot help you before Allah 
at all; rather ask your Lord for 
pardon and wellbeing in this world 
and in the Hereafter." He said it 
three times. Then he came to him at 
Qarnal-Hawl and said something 
similar to him. 

Comments: [Hasan because of 
corroborating evidence; this is a 
da'ecfistiad] 

1767. Abu Yoonus al-Qushairi 
Hatim bin Abi Sagheerah told us: A 
man from among the descendents 
of 'Abdul-Muttalib told me: 'Ali 
bin 'Abdullah bin 'Abbas came to 
us, and Banu 'Abdul-Muttalib 
came to meet him. He said: I heard 
'Abdullah bin 'Abbas narrate that 
his father, 'Abbas bin 'Abdul- 
Muttalib, said: I came to the 
Messenger of Allah (;gfc) and said: 
O Messenger of Allah, I am your 
paternal uncle and I have grown 
old... and he mentioned a similar 
report. 



^ £!U : *Ji 5L1 & tfjb- -Win 

J jiM jlp ^ ^ £U fjj : Jli ^ikjl 

^ 0* 0? ^ ^ <J>"^ : J Ji 

din ^ £iu3i} jJUji t £i 

o'J jup oL'l |U t lS%* I^Jli 

[WAT : >:t] .iiJj 3 Jlii 1 jyji 



ls^> Ji y\ l^i*- : ^jj -WW 

Xs< jL> Cj^a^ i. ^ Lc- djjl JLP jjl 



Comments: [Hfl5«n because of corroborating evidence.. This is a da'eef isnctd 
like the previous report] 
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1768. It was narrated from 
'Abdullah bin al-Harith bin 
Nawfal, that 'Abbas bin 'Abdul- 
Muttalib said: I said: O Messenger 
of Allah, have you benefitted your 
uncle Abu Talib in any way? For 
he used to protect you and stand 
up for you. He said: "Yes; he is in 
the shallowest part of Hell; were 
it not for me he would be in the 
lowest depth of Hell/' 

Comments: [Its isnad is saheeh, al- 
Bukhari (6208) and Muslim 
(209)] 

1769. It was narrated that al- 
' Abbas bin 'Abdul-Muttalib said: 
The Messenger of Allah (ag) said: 
''When the son of Adam prostrates, 
seven parts prostrate with him: his 
face, his hands, his knees and his 
feet/' 

Comments: [A saheeh hadeeth] 



1770. It was narrated that 'Abbas 
bin 'Abdul-Muttalib said: We were 
sitting with the Messenger of Allah 
in al-Batha', A cloud passed 
and the Messenger of Allah (sjg) 
said, "Do you know what this is?" 
They said, Sahab (a cloud). He said, 
"And muzn (rain cloud)?" We said, 
And muzn. He said, "And 'anan 
(clouds)?" And we kept quiet. He 
said: "Do you know how much 
(distance) there is between heaven 
and earth?" We said, Allah and His 
Messenger know best. He said, 



:iH^£ Ji\ lil^. :jllp lijL>- -\V"\A 

Jt JlJI jui- j£ JLll ^Ji ^iLUl iU- QjJ- 

i^i j Iu> ^ 

ijun .^jj 

^ <**3^* <y. 1^ }y. -^L^ 

^ U- jli &S : J U wJii \ Jl£ ^ Ci. 

: llii «0>Jlj* : 3u .^L^Ul : llii :Jli 
: Jli «0iliJ!j» :JU iijiJlj 
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" Between them there is (the >* * s - , ( - 

distance of) five hundred years' ^ : ^ :JU 

march, and between each heaven J* ^ i'U_U L^l'» : Jli 

and another there is (the distance V- * 

of) five hundred years' march, and *-^?J ^W^- s 3rr-* 5^ Jj 

the thickness of each heaven is (the ^ UiJl j t <^ tfUJJi *IL^> "|5 

distance of) five hundred years. ' „ ' ' ' ' ^ 

Then above the seventh heaven ^ e*>Ulj ^ iLlUl 

there is a sea, between whose top ^. r ; *i ' 

and bottom is a distance like that V ' _ w ^ *u^b jUUl 

between heaven and earth. Then jf^j (Y«v/\) ^ t JU)f 

above that there are eight (angels -'r — a >" tf f ^ 

in the form of) mountain goats. The - ^ r ^ UIJl ^ ^ 

distance between their hooves and .UiJi i^fj al^f i^iyJl 

their knees is like the distance , r / '„ „ ^ „ ^ ' ^ " f . 

between heaven and earth. Then ^ ^0 'u-O^'j 

above that is the Tnrone, and the ^ ; S | , Jui | « ^ ^ . *j ; 

distance between the bottom and ' * - " ^ ^ 

the top of the Throne is like the 

distance between heaven and 

earth. Then Allah is above that, ^ ^ ^ 

may He be blessed and exalted, 

and none of the deeds of the sons of 

Adarn are hidden from Him/' 

Comments: [Its isnad is da'eefjiddan (very weak)] 

1771. A similar report was - ^ fife ^ ^ _ wv ^ 
narrated from a!-' Abbas bin 'Abdu]- ^ , , # 

Muttalib, from the Prophet (ijg). : ^ ^ j& o5 jfa ^lliJl 

Comments: [Its fsrcad is da'ee/ ^ t ^ ^ ^ ^ Aj^JI 

jiddan] / - £ / ' ~ t 



1772. It was narrated that al- 
'Abbas bin 'Abdul-Muttalib said: I 



said: O Messenger of Allah, when J* _ -^M ^ ^s^s _ J^^S 

Quraish meet one another, they J, . 0 . , . * 4 . , 

meet with a cheerful attitude, but ^ ' ^ ^ t - ^ 

when they meet us, they meet us : Jli ^ iU^U jl^ ^ ^-^l ^ ^^UJl 
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with expressions we do not 
recognise. The Prophet (^) got 
very angry and said: "By the One 
in Whose hand is my soul, faith 
will not enter a man's heart unless 
he loves you for the sake of Allah 
and His Messenger," 

Comments: [Its isnad is da'eef 
Yazeed bin Abu Zivad is da'eefl 



1773. It was narrated that 'Abdul- 
Muttalib bin Rabee'ah said: al- 
' Abbas entered upon the Messenger 
of Allah and said: We go out 
and we see Quraish talking... and 
he narrated the same hadeeth. 
Comments: [Its isnad is da'eef 

because of the weakness of 
Yazeed bin Abu Ziyad and it is 
repeat of the previous report] 

1774. A!-' Abbas narrated: 1 said 
to the Prophet (jfe): How did you 
help your uncle, when he used to 
protect you and get angry for 
your sake? He said: ''He is in the 
shallowest part of Hell; were it 
not for me, he would be in the 
lowest depths of Hell/' 

Comments: [Its isnad is saheeh, al- 
Bukhari (3883) and Muslim 
(209)] ^ 

1775. Katheer bin 'Abbas bin 
J Abdul-Muttalib narrated that his 
father al-'Abbas said: I was 
present with the Messenger of 
Allah (^) on the day of Hunain. I 
saw the Messenger of Allah (^) 
and there was no one with him 



[WVT :^r^] .^JiJl ^ii ..J^JbJ 

^ ^ ^ 
^-..AiJj y^, o\S JU* (i^JlLp ji- <jl 1 U 

^Isi c*jIj -A^i* "JL* t Ulli 5-1J-1 Jj^j 
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except me and Abu Sufyan bin al- 
Harith bin 'Abdul-Muttalib. We 
stayed close to the Messenger of 
Allah (^c) and did not leave him. 
He was riding a grey mule of his - 
and perhaps Ma' mar said: white - 
that had been given to him by 
Farwah bin Na'amah al-Judhami. 
When the Muslims and the kujfar 
met, the Muslims turned and fled, 
but the Messenger of Allah (3^) 
spurred his mule towards the 
kuffar. A3-'Abbas said: I was 
holding on to the reins of the mule 
of the Messenger of Allah (jg), 
trying to restrain it, but he was 
rushing towards the mushrikeen, 
and Abu Sufyan bin al-Harith was 
holding on to the stirrup of the 
Messenger of Allah The 
Messenger of Allah (^) said: "O 
'Abbas, call out: O people of as- 
Samurah 111 ." I was a man with a 
loud voice, so I said at the top of 
my voice: Where are the people of 
as-Samurah? He said: By Allah, 
when they heard my voice, they 
came back like cows coming back 
to their calves, saying: "Here we 
are, here we are, here we are!" The 
Muslims came and fought with the 
kuffar, then the call went out to the 
Ansar: O Ansar! And the last to be 
called were Banul-Harith bin al- 
Khazraj. They said: O Banul-Harith 
bin al-Khazraj! The Messenger of 
Allah seated on his mule, 



As-Samuralr. this was the tree beneath 
of ar-Ridwan. 



ttLjji ^Jj, yt,j <.*ij\jL> jj^ 

y, i/jfi J U I Jul i£L_iL' : ^JLo Jli 11^ j 

j i i l jUsai iii: Jji 

: Jli *t' J Ll}\ U 

• ^3-^ ^r^^ ■^i** *• "^rj i^j 

^Jl -ULc- Iji^ p4 . T a. ii P 

.id l; id u id u: t u>y;f 

^ LLi» : ^ Jji JUi 

3g aJi <Vj lit JL ; : Jii t^jii 

ich they swore the bai'ah (oath of allegiance) 
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craned his neck to watch the ^ r • : - . 

fighting, and the Messenger of . , ' % 

Allah {£§) said: "Now the battle is ^ilV, l\ N| > U Jui> :Jb UJ 
raging/' Then the Messenger of { ^ ^ # J jl > 

Allah took some pebbles and ^ J * % V 

flung them at the faces of the kuffar, £p£«ji 

then he said: "They are defeated, > ■> , j ^ ^ % 

by the Lord of the Ka'bah, they are °^ y ' *** *T ^ ^ «> J 
defeated by the Lord of the [WV1 : J± 

Ka'bah!" Then 1 went and looked, 

and saw that the fighting was as it -O vov) > : 

had been before, as far as I could 

see. He said: By Allah, as soon as 

the Messenger of Allah (Sg) threw 

the pebbles at them, their force was 

spent and they began to retreat, 

until Allah defeated them. He said: 

It is as if I can see the Prophet (£g), 

pursuing them on his mule. , 

Comments: [Its isnad is saheeh, Muslim (1757)] 

1776, It was narrated that Katheer : Jli -wvn 
bin 'Abbas said: 'Abbas and Abu ^ „'>■-.£ . 

Sufyan were with him - meaning <y. J* -d**^ pi* J 1 *y 

the Prophet («) - when he ^ ^ rf. , & 5^ . ^ 
addressed them and said, "Now " * " 

the battle is raging." He said: "Call : J 1*3 _ 3g 4^ 

out: O people of Sooratal-Baqarah." ^ ^ ^ 

Comments: [Its /snad is saheeh, . 
Muslim (1757)] [WVA x*j&\ I'j^L ^1^1 

1777, It was narrated that ^j, J;\ ^ -WW 
'Abdul-Muttalib bin Rabee'ah * " ^ ^ = 
said: al-' Abbas entered upon the oCj ^ j* *W 
Messenger of Allah and said: . ^ ♦ ^ - 

O Messenger of Allah, we go out " ' / , .... 

and we see Quraish talking, but (Y • A /\) aJJI J_^3 ^ j-*^ 

when they see us, they keep quiet ^ - , ^ ? ^ 3 , . ^ 

The Messenger of Allah got ^ ^ C ,/ , , ' , a 

angry and a vein stood out J>^0 v-j^ JyS^ Ujlj lib t^Jb^J 
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between his eyes. Then he said: 
"By Allah, faith will not enter a 
man's heart unless he loves you 
for the sake of Allah and because 
you are related to me/' 
Comments: [Its isnad is da'eef 

because of the weakness of 

Yazeed bin Abu Ziyad] 

1778. It was narrated from 
'Abbas bin ' Abdul-Muttalib that he 
heard the Messenger of Allah (^) 
say: "He has tasted faith who is 
content with Allah as his Lord, Islam 
as his religion and Muhammad as 
his Messenger." 

Comments: [Its isnad is saheeh, 
Muslim (34)] 



1779. It was narrated from al- 
' Abbas bin 'Abdul-Muttalib that he 
heard the Messenger of Allah 
say: "He has tasted faith who is 
content with Allah as his Lord, Islam 
as his religion and Muhammad as 
his Messenger." 

Comments: [Its isnad is saheeh, 
Muslim (34)] 



1780. It was narrated from al- 
' Abbas bin 'Abdul-Muttalib that he 
heard the Messenger of Allah (^) 
say: "When a person prostrates, 
seven parts prostrate with him: his 
face, his hands, his knees and bis 
feet." 

Comments: [Its isnad is saheeh, 
Muslim (491)] 



: Jli p t££ ^> jij M 

■ ■iljj y -^iji -«-4JtwflJ i^i-jr*^ ijLl_wj ! 
ij^i _ irtJ^l y -WVA 

y- i "^ ] y]y i ^ o?* 

y -h*** >y- y} ^ 

[WVA .«\!J jl^lj ilL^^Lj 

.<ro :. 

'jJ^ ^J> *JZ lil>* : J-jl^ ^ &jLi- - \ V A ♦ 



y. 'j* 



tfiUSj f^-J ^'j' ^ JL>v^ OlnJI 
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1781. Malik bin Aws bin al- 
Hadathan an-Nasri narrated that 
'Umar called him.,, and he 
narrated the hadeeth. He said: 
Whilst I was with him, his 
doorkeeper Yarfa' came and said; 
Will you give permission for 
'Uthman, ' Abdur-Rahman, az- 
Zubair and Sa'd to enter? He said: 
Yes. So he admitted them. Then 
after a while he came and said: Will 
you give permission for v Ali and 
'Abbas to enter? He said: Yes. So he 
gave them permission to enter. 
When they came in, 'Abbas said: O 
Ameer al-Mu'mineen, judge 
between me and this one - meaning 
'AH. They were disputing about as- 
Sawafi (some property) which 
Allah had granted as booty to His 
Messenger from the property of 
Banun-Nadeer. The people said: O 
Ameer ai-Mu'mineen, judge 
between them and let them settle 
the matter. 'Umar said: Wait a 
minute. I adjure you by Allah, by 
Whose leave heaven and Earth 
exist, do you know that the 
Prophet (^) said: "We are not to 
be inherited from; what we leave 
behind is charity," referring to 
himself? They said: He did say 
that. Then 'Umar turned to 'Ali 
and al-'Abbas and said: I adjure 
you by Allah, do you know that the 
Prophet (sg) said that? They said: 
Yes. He said: I shall tell you about 
this matter: Allah, may He be 
glorified and exalted, bestowed 
upon His Messenger of this fin* that 



ZZ^l :0U1M ^1 l£U -WA\ 

^Sji ...alio y^S jl : t j r ^}\ jUJuLM 

"J^* ^OjjJI™j JLa-^j j*j^JIj ^jas>^^\ 

i ' * - - 

i iW d^j ^^1*^ 

U4«j ^0^3^ jrf^ ^ : ia^^Jl 
[Jg Jzl ^jJl aJL ^i-Lill 

:Jli ^ ^Aji M ji 

^ jJti .Jjji j is Ai \\^x> 

:Vlf ?JiJi J IS ^1 0) OLliiJl 
iil of : ^1 tli j^J^-f : Jli 

#Ui ty^ : Jlii t Vj^ Ijl>-I 4ia*i !U 
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which He did not bestow upon . f > f <■ > * 
anyone else. And he said: "And * ^ ^ J ^ <JUl li* ^ 
what Allah gave as booty (Faf) to t JUllju ^ <«2 Jit Jl^ jil' 

His Messenger (Muhammad 3^) ; , - >>t ^ 

from them - for this you made no ; 1 ^ L >^ <^4^ ^ r 
expedition with either cavalry or p gjg JJ| J^ij Jjji 

camelry. But Allah gives power to " rf t . \* . - < ; , ^ 

His Messengers over whomsoever ^ J ^ J * JU ^ - 1 J ^ J 

He wills. And Allah is Able to do J*p Uj <J * ^& y\ * a".S ^ JJ1 
all things" [al-Hashr 59:6]. That * ; ~ 

was exclusively for the Messenger n VY : <T lj] * « ^ J^j ^ 

of Allah (#5). Moreover, by Allah, . %(i . rr) . . uL- , ^ 

he did not take it and exclude you 
and he did not prefer himself over 
you with regard to it. He gave it to 
you and distributed it among you 
until all there was left of it was this 
property. The Messenger of Allah 
used to take the annual 
expenditure of his family from this 
property, then he would take 
whatever was left and regard it as 
wealth belonging to Allah. The 
Messenger of Allah (^) did that 
during his lifetime, then the 
Messenger of Allah died and 
Abu Bakr said: I am the successor 
of the Messenger of Allah (3^), so 
Abu Bakr took control of it and did 
the same with it as the Messenger 
of Allah (sfe) had done. 

Comments: [Its isnad is saheeh, al-Bukhari (4033) and Muslim (1757)] 

1782. Malik bin Aws bin al- ^ ^\ ^ : ^J^ _ WAY 

Hadathan an-Nasri narrated... and ' , ' 

he mentioned the same hadeeth. He ^ 0* 

said: Whilst we were sitting with • ' .{ - ^ 

him, his doorkeeper Yarfa' came to ' ^ ^* y . / 

him and said to 'Umar: Will you ^ ^* .^jl^JI ^TjU ,,, ] j j ^S\ 

give permission to 'Uthman, » ,, : f 4 ' 

Abdur-Rahman, Sa d and az- r ' - ^ ■ 
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Zubair to come in? He said: Yes, let 
them in. So they came in and 
greeted him and sat down. Then 
after a while Yarfa' said to 'Umar: 
Will you give permission to ' Ali and 
'Abbas to enter? He said: Yes, let 
them in. When they came in, they 
sat down and Abbas said: O Ameer 
al-Mu'mineen, judge between me 
and 'Ali (4*). The people, 'Uthman 
and his companions, said: Judge 
between them and let them settle 
the matter. 'Umar said: Wait a 
minute. I adjure you by Allah, by 
Whose leave heaven and earth exist, 
do you know that the Prophet (^) 
said: "We are not to be inherited 
from; what we leave behind is 
charity," referring to himself? They 
said: He did say that. Then 'Umar 
turned to 'Ali and aK Abbas and 
said: I adjure you by Allah, do you 
know that the Prophet (^) said 
that? They said: He did say that. 
'Umar said: I shall tell you about 
this matter: Allah, may He be 
glorified and exalted, bestowed this 
fai' exclusively upon His Messenger. 
And Allah, may He be exalted, 
said: "And what Allah gave as 
booty (Fai') to His Messenger 
(Muhammad (jg)) from them - for 
this you made no expedition with 
either cavalry or camelry. But Allah 
gives power to His Messengers over 
whomsoever He wills. And Allah is 
Able to do all things" [al-Hashr 
59:6]. This verse was only for the 
Messenger of Allah (^). Moreover, 
by Allah, he did not keep it for 
himself and he did not prefer 
himself over you with regard to it. 
He gave it to you and distributed it 
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among you until there was left of it * _ r * 

this property. The Messenger of J* f*-^L M jUl J^O 

Allah (*«§) used to take the annual ^ -1^ : j ju '(:_: 

expenditure of his family from this , s ' ^ ~ 

property, then he would take : Nil VcilJi jliLj Ja tJjL, U5li:U 
whatever was left and regard it as * * ^ V . - 

wealth belonging to Allah. The JU * ^ ^ J ^ ^> P 

Messenger of Allah did that ^ ^ Jj, ^ . ^ 

during his lifetime. I adjure you by / ' *\ 

Allah, do you know this? They said: j>^j Uc? £ J*^ ^ J?** k 
Yes. He said to 'AH and 'Abbas: I *\£ h '-1' * Jin 

adjure you by Allah, do you know ^ ^ ^ J - J - 

this? They said: Yes. Then the ,\'jS M jUi> : _ ^.l^j 

Messenger of Allah (^) died, and „ , , ~ J ^* *' . ^ * ,i 
Abu Bakr said: I am the successor £^ -^j ^ Jj^UJ ^ ^1 ^ Mj 
of the Messenger of Allah (^), so r wy * i 1 * ' n 

Abu Bakr took control of it and did L ' CT J J 

the same with it as the Messenger . t {r , ^ > . . ^ . • - 

of Allah (^) had done. And now s c c " 4 

you - and he turned to 'Ali and .Ovov) 
'Abbas - are claiming that Abu 
Bakr did such and such, but Allah 
knows best that he was sincere, 
righteous and guided to the truth 
in the way he dealt with it. 

Comments: [Irs isnad is saheeh, al-Bukhari (3094) and Muslim (1757)] 

1783. It was narrated that al- ^ *Jp ^ -J^J- tfjU- -WAr 

'Abbas said: I came to the Messenger \ ' ~ , 

of Allah (^) and said: O Messenger <>! *U\ ±* If ^3 J} J> ±>j> If 

of Allah, teach me something I may 'i > - > <\ v i fi -u - <-n 

say in my supplication. He said: ^ " - ^ - 

"Ask Allah for pardon and well ^li^ <.aIJI ^ : J-Iia tsgfe 

being." Then I came to him another /m, -m , v- ^ r 

time and said: O Messenger of Allah, ^ l ^ sF :JUi ^ 

teach me something that 1 may say tj : cJS Sy. J2l : Jvi 

in my supplication. He said: "O , . . >ef ^ , , 5 

'Abbas, O uncle of the Messenger of L -" :JU * :JLi ^ j ^ ^ l 

Allah (m), ask Allah for wellbeing ^^J, aj ( t Jj, ^ u > ^ 

in this world and in the Hereafter." - ' • 

Comments: [Hasan because of JJ J - 

corroborating evidence; this is a ^^j> ^1 lJuj tc^-J ' ?hj>^ 

da'eef isnad because of the weak- - C:,- 

ness of Yazeed bin Abu Ziyad] 
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1784. It was narrated that al- 
' Abbas said; I entered upon the 



£1^- Ji \L 1 j^ -wa* 



Messenger of Allah (ag) when his J, Xui J\ ^ ^\ sS 
wives were with him, so they * „\ /' ^ s 
covered themselves in front of me, Ct* ^ J* ^Sr^'r^ ^ 

except Maimoonah. He said: ^ ^ fa ^ s 
"There is no one in this house who _ ^ , ' * 
witnesses the administration of ^ p £^^<4* ^ j^i^U ^jLU 

medicine in the side of the mouth ^ ^ ^ ft, ^ ^J, : - 
but he should be treated in the ' - - & ' " - ' 

same way, but my instruction does :J\S ^ v-t* f-' ^' 

not include al-' Abbas/' Then he , s tl *f r f 

said: "Tell Abu Bakr to lead the ^ U V U1 S ^ ^ ^ ^' 

people in prayer/' 'A'ishah said to ^li lii jij ^53 U1 ^1 : li : i^JL*J 
Hafsah: Tell him that Abu Bakr is a ? t ' , \ M - - - - ^ 
man who, if he stands in your ^ & Cl ^ :Jli ^ 
place, will weep. He said: "Tell £^ w^ftl 
Abu Bakr to lead the people in \, t , t y ; 

prayer/' So he stood up and 4 >£ ^ *W fc * .r! 1 
prayed, then the Prophet felt a [WAo : j^j H*,'^ t ^ J, 
little better, so Abu Bakr retreated a r ■ ; * 

little, wanting to move backwards, ^1;^, ^^Jl ^ i0j jJ : 
but [the Prophet (5^)] sat beside 
him, then he started to recite. 



.l^U I Jut j i Xa\ \ ^ — >- c,Jl>j t <j 



Comments: [Sa/ire/i because of corroborating evidence] 

1785, It was narrated from al- . ^ ^ : ^ T - ^ ^ _ WAfl 

'Abbas bin 'Abdul-Muttalib that ^ f 5 < , 

the Messenger of Allah said J> pjl ^ y^ 1 ^ aIp HjJU 

when he was sick: "Tell Abu Bakr \. . , . • . i 

to lead the people in prayer. So ^ ^ " ^ Y ^ £ lJ=T ?7 

Abu Bakr went out and said -^y* j Jl3 ^ ill ^ :<_-U=^' 

takbeer The Prophet (gg) felt a little V _ r r ft ' ^ f J, % 

better, so he came out, supported c ^ C-^* 3 s 7- ; 4T~^ ^ 

by two men. When Abu Bakr saw t ^l3 ^ {Js\ t ^ 

him, he stepped backwards, but - ^ - t- *t- * >\ 

the Prophet gestured to him: £1 J?' ^ ^ ^ 

Stay where you are. Then the m fa ^ ^ - j t 

Messenger of Allah (^) sat beside c , £ ^ a £ 4 ' ^ 

Abu Bakr, and carried on the ti^ 1 o\&\ j* 1^3 li t^fc ^1 

recitation from where Abu Bakr ^ r,, . . ^ *\ 

(+) had reached. '» JJ " JI ^ ^ ^ ^' ^ 
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Comments: [It is a repeat of the 
previous report] 

1786, It was narrated that al- 
' Abbas said: I was with the Prophet 
(3&) one night, and he said; "Look, 
do you see any stars in the sky?" I 
said: Yes, He said: "What do you 
see?" I said: I see the Pleiades. He 
said: "Some of your offspring, as 
many as these stars, will take 
control of the ummah, two of whom 
will come to power through 
turmoil." 

Comments: [Its isnad is da'cefjiddan] 

1787. It was narrated from 
Isma'eel bin Iyas bin 'Afeef al- 
Kindi, from his father, that his 
grandfather said: I was a merchant; 
I came for Hajj and came to al- 
' Abbas bin 'Abdul-Muttalib to buy 
some goods from him, as he was 
also a merchant. By Allah, I was 
with him in Mina when a man 
came out of a tent nearby and 
looked at the sun. When he saw 
that it had passed its zenith, he 
stood up and prayed. Then a 
woman came out of that tent from 
which that man had come out, and 
she stood behind him to pray. Then 
a boy on the brink of adolescence 
came out of that tent and stood 
with him to pray. I said to al- 
' Abbas: Who is this, O 'Abbas? He 
said: This is Muhammad bin 
'Abdullah bin 'Abdul-Muttalib, the 
son of my brother. I said: Who is 
this woman? He said: She is his 
wife, Khadeejah bint Khuwailid. I 
said: Who is this youth? He said: 
He is 'Ali bin Abu Talib, the son of 



:Jli ^.^) L> : ju :Jli 

a* l^' : ^J^i - WAV 

b \yr^ \iy>\ cJ5 ;Jl> 

^ ^CXil cJ^tl c^-U* 

^JUi ilJi £>L ^jji ,i^Ji 

f^* t L A^ lJ 



Uadeeth of al-' Abbas bin ' Abdul-Muttalib 

his paternal uncle. I said: What are 
they doing? He said: He is praying, 
and he claims that he is a Prophet, 
but no one follows him except his 
wife and this cousin of his, that 
young man. And he claims that the 
treasure of Chosroes and Caesar 
will be granted to him. He said: 
'Afeef - who was the paternal 
cousin of al-Ash'ath bin Qais - 
became Muslim after that and was 
a good Muslim, and he used to say; 
If Allah had guided me to become 
Muslim on that day, I would have 
been the third with 'Ali bin Abu 
Talib 

Comments: [Its isnad is da'eef jiddan] 

1788, It was narrated that al- 
Muttalib bin Abu Wada'ah said: al- 
' Abbas said: The Prophet heard 
of some of what the people were 
saying, so he ascended the minbar 
and said: "Who am I?" They said: 
You are the Messenger of Allah. He 
said: "I am Muhammad bin 
'Abdullah bin 'Abdul-Muttalib. 
Allah created creation and He 
made me among the best of His 
creation. Then He made them into 
two groups, and He put rne in the 
best group. And He created tribes, 
and He put me in the best tribe. 
And He made them families, and 
He put me in the best family. So I 
am the best of you in family and 
the best of you as an individual/' 

Comments: [Hasan because of 
corroborating evidence] 

1789. It was narrated that 'Abbas 
bin 'Abdul-Muttalib said: O 
Messenger of Allah, have you 
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benefitted your uncle Abu Talib in 
any way? For he used to protect 
you and stand up for you. He said: 
"Yes; he is in the shallowest part of 
Hetl; wore it not for me he would 
be in the lowest depth of Hell." 

Comments: [Its isnad is saheeh, al- 
Bukhari (3883) and Muslim 
(209)] 



.(Y 



1790. It was narrated that 
'Ubaidullah bin 'Abbas bin 
'Abdul-Muttalib, the brother of 
'Abdullah, said: Al-'Abbas had a 
downspout on the route taken by 
'Umar bin aMChattak One Friday, 
J Umar got dressed. Two chickens 
had been slaughtered for al- 
'Abbas, and when ['Umar] passed 
by the downspout water came 
out, mixed with blood of the two 
chickens. It landed on 'Umar, and 
in it was the blood of the two 
chickens. 'Umar ordered that the 
downspout be removed, then he 
went back and took off those 
clothes, and put on some other 
clothes. Then he came and led the 
people in prayer. Al-'Abbas came 
to him and said: By Allah, the 
downspout is where the Prophet 
Ofe) put it. So 'Umar said to al- 
'Abbas: I insist that you should 
climb onto my back and put it 
where the Messenger of Allah (^) 
put it, So al-' Abbas (4*) did that. 



jl^Sli j iuj i$ ,jiln 
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Comments: [Hasan; this is a jnunqati' (interrupted) isnad] 
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Musnad of al-Fadl bin 'Abbas ^ 
narrating from the Prophet s§§ 

1 791 . It was narrated from al-Fadl y> tgj'-i J*} y afe ^ tiiiA - 
bin 'Abbas that he rode seated ^ z ' ~ \ \ - s 

behind the Prophet (j*§) from ^ V ^ ^ J^ 1 ^ J- ^ 

Muzdalifah and he continued to J± J£ j v ;£ t - ^ ^ ^ ^ 

recite the TaJbiyah until he stoned *' 1 * ' " ^ 

the/amrafc. * >VU * W<r ^ W<U .s^Jl Jj 

Comments: [Fts isnad is saheeh, al- > v * A v \ A ' v ^ A • *l t \ A • o t \ A * Y 
Bukhari (1543) and Muslim 

(1281)] tUH t\AU t U^.U^ <\K*\ 

[SATY t Ur\ t WW t UYY t \AYa 

1792. It was narrated from al- - lodi^U^-W^T 
Fadl that the Prophet recited the ^ , f 
Talbiyah until he stoned the 0* 0* *^ 

Comments: [Its ismirf is saheeh, al~ 

Bukhari (1543) and Muslim [w<n : 

(1281)] 

1793. It was narrated from Ibn J,\ y J~ iL 1 !^ - 
'Abbas that the Prophet (ag) seated ,~ ' . ,,r . .,--f 
al-Fadl bin 'Abbas behind him on ^ °\ ^ U V* 1 ^ ^ ^| 
his mount from Muzdalifah. 'Ata' JU t^-^r 0? J .^^ i ^ijl 
said: Ibn 'Abbas told me that al- /, 

Fadl told him that the Prophet (3ft) ^ ! 01 ^ 
continued to recite the Talbiyah ^3 Jj; rj j? 
until he stoned the jam rah. " "' . „ • 

Comments; [Its isnad is saheeh, al- [WS\ . £rbl -v*^ 1 

Bukhari (1543) and Muslim .. , . 
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1794. Abu Ma'bad said: I heard 
Ibn 'Abbas narrate that al-Fadl 
said: The Messenger of Allah (gg) 
said on the evening of 'Arafah 
and the morning of Muzdalifah to 
the people as they were moving 
on: "Keep calm/' And he was 
reining in his she-camel until he 
entered Mina when he came 
down from Muhassir. He said: 
"Pick up small pebbles (the size of 
broad beans) with which to stone 
the Jamrah," 

Comments: [Its isnad is sahceh, 
Muslim (1282)] 



1795. It was narrated from Ibn 
'Abbas, from al-Fadl bin 'Abbas, 
that the Messenger of Allah (^) 
stood inside the Ka'bah and 
glorified Allah (tasbeeh) and 
magnified Him (takbeer), and he 
offered supplication to Allah, may 
He be glorified and exalted, and 
asked for forgiveness; and he did 
not bow or prostate. 

Comments: [Its isnad is saheeh] 

1796. It was narrated from al- 
Fadl bin 'Abbas - who rode seated 
behind the Prophet (£&) - that he 
said on the evening of 'Arafah 
and the morning of Muzdalifah to 
the people as they were moving 
on: "Keep calm/' And he was 
reining in his she-camel until, 
when he entered Muhassir, which 
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is part of Mina, he said: 'Tick up 
small pebbles (the size of broad 
beans) with which to stone the 
Jamrah." And the Messenger of 
Allah continued to recite the 
Talbiyah until he stoned the 
Jamrah, 

Comments: [Its isnad is sahech, 
Muslim (1282)] 

1797. It was narrated from 
'Abbas bin 'Ubaidullah bin 'Abbas 
that al-Fadl bin 'Abbas said: The 
Prophet (jfe) visited 'Abbas in an 
open plain that belonged to us. We 
had a small female dog and a 
donkey that was grazing, and the 
Prophet (ig) prayed r Asr with both 
of them in front of him, and they 
were not made to move away or 
scolded. 

Comments: [Its isnad is da'eef 
because Abbas bin Ubaidullah is 
unknown] 

1798. It was narrated from Abul- 
Tufail, from al-Fadl bin 'Abbas, 
that he rode seated behind the 
Prophet (0 f ) from Muzdalifah to 
Mina, and he continued to recite 
the Talbiyah until he stoned the 
Jamrah, 

Comments: [Its isnad is Qawi, al- 
Bukhari (1543) and Muslim 
(1231)3 

1799. It was narrated that al-Fadl 
bin 'Abbas said: The Messenger of 
Allah (a^) said: "The prayer is 
offered two [rak'ahs] by two, saying 
the tashahhud between each two 
rak'ahs, beseeching Allah, showing 
humility and expressing your need 



[\v<U J^Ji J-j 

[UW : J^\] Ayry 

CJj^ :^4*i ~^ v ^^ 
otf :^& ^ jAiii ^ .jULi 



Musnad of al-Fadl bin 'Abbas ^ 



216 



of Him. Then raise your hands - he 
said: and raise them to your Lord - 
turning the palms of your hands 
towards your face and say, 'O 
Lord, O Lord/ Whoever does not 
do that and he said stern words 
concerning him. 

Comments: [Its isnad is da'eef 
because Abdullah bin Nafi' is 
unknown] 



1800. Hakam - i.e., Jbn Aban - 
narrated: I heard 'Ikrimah say: al- 
Fadl bin 'Abbas said: When the 
Messenger of Allah (^) moved on, 
I was with him. We reached the 
mountain pass and he dismounted 
and did wudoo', then we rode on 
until we came to Muzdalifah. 

Comments: [Its isnad is saheeh] 

1801- It was narrated from 
'Abdullah bin 'Abbas: My brother 
al-Fadl bin 'Abbas told me, and 
he was with him when he entered 
it [the Ka'bah], that the Messenger 
of Allah (^) did not pray inside 
the Ka'bah, but when he entered 
it he fell down in prostration 
between the two pillars, then he 
sat and offered supplication. 
Comments: [Its isnad is hasan] 



1802. It was narrated that Ibn 
'Abbas said: al-Fadl bin 'Abbas 
told me that he rode seated 
behind the Prophet when he 
moved on from Muzdalifah. He 
said: He moved on calmly, and he 
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4* ^LlC. |jj ^Jahlt JJu'ti* 



recited the Talbiyah until he stoned 
Jamratal-'Aqabah. And on one 
occasion he said: Ibn Abi Laila told 
us, from 'Ata', from Ibn 'Abbas: al- 
Fadl bin 'Abbas told us: I was 
present during the two ifadahs 
[moving on, i.e., from 'Arafah to 
Muzdalifah and from Muzdalifah 
to Makkah] with the Messenger of 
Allah (^). He moved on calmly, 
restraining his camel. And he 
recited the Talbiyah until he stoned 
Jamratal- r Aqabah several times. 



J15 



.ilixJI i'yS- ^jA j i J>- ^JSj :J'l3 te^Ju 

tOoi?) :^ -^vr*^ 



Comments: [A saheeh Jutdeeth; al-Bukhari (1543) and Muslim (1281) this is a 
dn'ecf isnad] 



1803, It was narrated that al-Fadl 
bin 'Abbas - who rode seated 
behind the Prophet (^t) when he 
moved on from 'Arafah - said; He 
(the Prophet (3^)) saw the people 
moving quickly, so he ordered his 
caller to call out: "It is not righteous- 
ness to move quickly with horses 
and camels; be calm." 

Comments: [A hasan hadeeth; this is 
a da'ecf isnad because of the 
weakness of Ibn Abu Laila] 

1804. Abu Bakr bin 'Abdur- 
Rahman bin al-Harith bin Hisham 
said: 'A'ishah and Umm Salamah, 
the wives of the Prophet (s^), said: 
The Messenger of Allah (5^) would 
wake up junub from intimacy with 
his wife, and he would do ghusl 
before praying Fajr, then he would 
fast that day. He (the narrator) 
said: I mentioned that to Abu 
Hurairah and he said: I do not 
know; al-Fadl bin 'Abbas (i&) told 
me this. 
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$b fjnUA iJigJlJl it nil 4 



Comments: [Its isnad is Sfl/ire/i] 



1805, It was narrated from Ibn ftli :_u^ ^ ll;^. 
'Abbas that his brother al-Fadl _ , ^, ... tc 
said: I rode seated behind the ^ J>. ^ If 
Messenger of Allah {m) from ^ .jtf ^ - ^ 
Muzdalifah to Mina, Whilst he was , ^ " ' a - 
riding, he met a Bedouin who was jm 1 ^ ^ ^5 ^ ^J-'J 
riding with a beautiful daughter of ^ ^ jj £ :> -^j g * * ^ 
his seated behind him, and he was *\ , , * 
riding alongside [the Prophet (^)], ^ £*i 1 ^1 ^ : ^ ' 

I was looking at her, and the * *i . r : r 

Prophet (M) looked at me and ^ r 1 ^ Cf ^ 
turned my face away from her. JJo J>- t L^-j ^ Clii 

Then I looked at her again and he c , * - - ^ 

turned my face away from her, ^ ^ J >' r 1 * 'srf^ V L ^ ^ 
until he did that three times, but I [o ^ Y : ^ ^ 

did not stop. And he continued to 
recite the Talbiyah until he stoned iO°iY) 

JamrataWAqabah. .(\yaU 
Comments: A saheeh hadeeth; al-Bukhari (1543) and Muslim (1281)] 

1806, It was narrated from al-Fadl ^ _ u ,^ 
bin 'Abbas that the Messenger of s 

Allah (gk) continued to recite the J>) if <-£^j ^) J> 5^ ^ 
Talbiyah on the Day of Sacrifice J " m ' * l!£ 

until he stoned ]amratal-'Aqabah. J ~" J V - ^ V / V; 

Comments: [Its ("srtfld is safieeJi, al- 5 ^ ^ <J*~ f J* ^ l 

Bukhari (1543) and Muslim rwa \ . 1 i -=-u 

(1281)] rw^.^g.^t 

1807, It was narrated from Ibn ^ til tti^ : llil^ ~\A»V 
'Abbas, from al-Fadl, that he rode \ , f . 
seated behind the Prophet (afe), 0* ^ (YH/\) J>S/I 
who continued to recite the m ^ ^ ^ £f jjiiji ^ t 
Talbiyah until he stoned the ]amrah. ' , y ; ; 

Comments: [Its isnad is saheeh, al- [ m ^ : £T lj] "^ Jl ^ 
Bukhari (1543) and Muslim 

(1281)] : f ^\°^> ; C"C^ ojh ^ ! 
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1808* It was narrated from Jbn ^ . r ^ , , , 

'Abbas that al-Fadl bin 'Abbas said: I ^ b ^ " - 1 A • A 

was riding, seated behind the Prophet t JjLiU ^ ^-j* liJL*^ : Jl* ^3 ^ ^ 

(ig), and he continued to recite the ^ # ... , a " „ 

Talhiyah for Ha;; until he stoned the :Jli ^ J^ 1 a* ^ ^ 

Jamrah on the day of sacrifice. ^ ^ t £§ ^[ JJi 

Comments: [A saheeh hadeeth; al- * 

Bukhari (1543) and Muslim [W<U : f>I 

(1281) this is a da'eef isnad] 

1809. It was narrated from Ibn ^ifr jU 1 * - ^ A * ^ 

'Abbas, from al-Fadl bin 'Abbas, ( . 

that he rode seated behind the ^ i^ 31 ^ u J* V- 

Messenger of Allah (sfe), and he ^ j,\ ^ 

continued to recite the Talhiyah 



day of sacrifice. 
Comments: [Its isnad is saheeh , al- 



until he stoned the Jamrah on the Jj-^ jl* ^ o! J^ 1 

^Jji ^ s^Ji ^ j> ^ ^ 

Bukhari (1543) and Muslim [\A>V : ^j] 

(1281)] 

jL^i IJl* .OYA\) : r :^ r U »iU : 

1810. It was narrated from Ibn £jlS d-U- : yi^r — > A \ * 

"Abbas that al-Fadl bin 'Abbas was 



riding seated behind the Prophet 
(%) and he continued to recite the 
Talhiyah on the Day of Sacrifice 
until he stoned the jamrah. ^ f>' ^ ^ ^ ^ 

Comments: [See the previous [\A<V : gr\j] r*'jZJJ\ j*- 



report] 



1811- It was narrated from Ibn ^^-i :JUp £ ; J^~ MAU 

'Abbas that al-Fadl bin 'Abbas \' ' 

said: The Messenger of Allah £5 ^ ^ fc C^ ^ ^ ^ 

ordered the weak ones among ' & ■ jj^ ^ 

Banu Hashim to hasten on from t , ^ £ - ' - ' - 5 ; 

Muzdalifah at night. oi ^i^l ^ ^ 

Comments: [Its [Stt^rti is sa/?ce/i] [HT • : ^1] .JlL 1jJ^-*5 
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^1 ^ ^ £1^ :J^li l&U- -\A\Y 



1812. It was narrated from 
'Abdullah bin 'Abbas or from al- 
Fadl bin 'Abbas that a man asked xS- ^ <. jlZ ^ LlIILi ^ t}lAi[ 
the Prophet (^); O Messenger of 



Allah, Islam has come and my 



father is an old man and cannot ,M K : jlii t gg jb 

sit firmlv on his mount; can I do 



Hajj on 'his behalf? He said: "Do ^ 'V >^ *f^l ^ 4 

you think that if he owed a debt ; V^f Jj£ 

and you paid it off on his behalf, , rl ^ ^ ^ " " . „ - t / 

would that be acceptable?" He J^ 1 ^ yj> jl5 )J Jjy* 

said: Yes. He said: "So do Hajj on » - . V . v „e •> 

behalf of your father." ^ ^ ^ T~ JU ? ^ 

Comments: [A saheeh hwiecth] ^ ASV '■ ^ 

1813. Al-Fadl narrated: I was f* 1 i> fi . - . '* : s - > i^ £ , - m~ 

seated behind the Prophet on , ; , 

his mount, and a man asked him: : JLi JIA^J ^1 ^ JJ^ 

My father or mother is very old > >i v ; ! '. - - : t 

and cannot do Ha;;... and he J * ~ ^ 

narrated the same hadeeth. d\ : JlS t J^3 3 Li ^Iji O^j 

Comments: [A sa/j<?e/? /mdeef/i] ...^Jl ^ * r V ^5 ^j, ^jf . *] 

[^au ^ij] .i-i^Ji ^ii 



1814. It was narrated from Ibn 
'Abbas, from al-Fadl, that he was 



seated behind the Prophet (31*) on cyM if^JI y.^rj J>^ ! 

his mount, and he continued to 



recite the Talbiydi until he stoned 



the ]ammh on the day of sacrifice. s^iJi t ^ ^Iji 



Comments: [Its isnad is S(//ieeft] 
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1815. It was narrated from Tbn 
'Abbas, from al-Fadl bin / Abbas, 
that the Prophet (%) continued to 
recite the Talbiyah until he stoned 
jamratal-'Aqabah. He stoned it with 
seven pebbles, saying takbeer with 
each pebble. 

Comments: [Its isnad is sahech] 



1816, It was narrated from 
'Abdullah bin 'Abbas that al-Fadl 
said: The Messenger of Allah (^) 
moved on from 'Arafat, with 
Usamah bin Zaid seated behind 
him on his mount. His she-camel 
shifted position whilst he was 
standing in 'Arafat, before he 
moved on, when he was raising his 
hands, and they were no higher 
than his head. When he moved on, 
he moved slowly until he came to 
Muzdalifah, then he moved on 
from Muzdalifah with al-Fadl 
seated behind him on his mount, 
Al-Fadl said: The Prophet 
continued to recite the Talbiyah 
until he stoned the jam rah. 

Comments; [Its isnad is sahceh] 

1817. It was narrated that al-Fadl 
bin 'Abbas said: The Prophet (^) 
visited 'Abbas, whilst we were in 
some desert land of ours. He 
stood up to pray - 1 think he said: 
'A$r - and in front of him there 
was a small female dog of ours 
and a donkey that was grazing, 
and there was nothing between 



_ aX^* ^ Ju* k\ oiwj :<Jjl 



J\ 4^ J* 3^ ^ 
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him and them to screen him from 

them. k J- 1 ^ jhP 

Comments: [Its isnad is <ta'c?e/; it is ^ ^ ^ ^' 

1818. It was narrated from Ibn ^ — : j^, ^ ^ ^ MA 
'Abbas: al-Fadl bin 'Abbas told \ \ f / 

me: A woman from Khath'am 0? 1 0* 0? 'JsyV 1 

came and said: O Messenger of . -f . V i*- 'i '■ -ti t ; - 

Allah, Allah's command to do / , , ^ ' ^ ^ ^ 

Ha// has come when my father is ^1 ^ £ : JJU 

very old and cannot sit firmly on „ * s , e * .» ' - , t „ , £ * 

his mount. He said: "Do Hajj on ** J >^ ^ ^> ^ ^ 

behalf of your father." .oX jU o2 M i ^ 

Comments: [Its isnad is satee/i, al- Ma\y * i 1 « m i » - * . V 

Bukhari (1513) and Muslim ' CT ^ 3 "S^ 1 ^ ^ 

(1335)] .Otto) : f <OMr) ^.^^oi^i 

1819. 'Amr bin Deenar narrated lil^ '6 fa ^ l^jui- -\A^ 
that Ibn 'Abbas used to narrate *t , t . , .\ , * 

that al-Fadl bin 'Abbas told him ^ ^ J>- ^ 

that he entered the House with & - V^j, l\ * r> ^ ' ^ 

the Prophet (gg) and the Prophet ,\/ tf \\ ^ ; 

(3fe) did not pray inside the ^ l!^ 1 

House when he entered it, but ^ - • , .j ^ . 

when he came out, he went down - ' 

and prayed two rak'ahs at the v 1 ? ^ J^j £fj lIJ cfJ) 

door of the House. ' ' 

Comments: [Its isnad is safree/i] ^ 

1820. It was narrated from Ibn _ - — ^ (m /u MATi 
'Abbas that the Prophet (jg) ( ' ♦ , \, 

seated Usamah bin Zaid behind 'u* 4^ ^3 ^' ^ ^ 

him on his mount from Arafah • -7 - if- 

until he came to Muzdalifah, and ^! ^° ^ ^ ^ 

he seated al-Fadl bin 'Abbas ^ ^ ^ ii^p ^ jjj 

behind him on his mount from "i V * r s - • - * ' 

Muzdalifah until he came to ^ J ' ^ ^ ^ U ^ J^ 1 

Mina. Ibn 'Abbas said: And al- Sg^Jlil 

Fadl bin 'Abbas told me that the ^ 



Prophet (46) continued to recite [ mi " : CT lj ^ lS ^ JI ^ ^ ^ Jji f- 3 
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the TalWyah until he stoned the (nM) ^ ^ 

Jamrah. 1 u ^ ^ 

Comments: [Its iswarf is s^heeh, al-Bukhari (1543) and Muslim (1681)] 

1821- It was narrated from ^rj : £j j -Uin 

'Abdullah bin 'Abbas, from al-Fadl t£ * ^ * , , , „ - : . 

bin 'Abbas, from the Messenger of s?^ 1 : E^" ^ ^ 

Allah (*£) that he said on the ^ J,\ J> xJU ^1 S>U l!t : 0\ 
evening of 'Arafah and the morning 



of Muzdalifah to the people when J J-^ 1 ^ Ji ^' 

they moved on: "You should be ^ j gf ^ Jj| j,^ ^ 
calm." And he was reining in his s ' , 

she-camel until he entered Mina : IjhoS ^lliJ ^LA sl^j 

when he came down from r ^ ,A ..^^i, 

Muhassir. He said: Pick up small * ^ , " 

pebbles (the size of broad beans) ^^l^i lal^ ^ J-? 

with which to stone the ]amrah! f 
And the Prophet (jg) indicated 
with his hand how a person should ^iL: LL? ?^ ^ S$ <f^'j 

throw (the pebbles). 

Comments: [Its isnad is saheeh, ^ 
Muslim (1682)] _ ( nAX > . ^ „ M : 

1822. It was narrated from Jij t£U -\Att 
'Abdullah bin 'Abbas, from al- ^ * - . ^ 
Fadl, that a woman of Khath'am ^ ^ ^ ^ l 
said: O Messenger of Allah, Allah's sf^ ^{ : J>^ ^ ^ Jj| _^ 
command to do Hajj has come t tf * , v " * _/ ' ^ 
when my father is very old and ^ ^\ ^ ^ ^ 
cannot sit up on his camel's back. -j, - ^ : 

He said: "Do Ha;; on his behalf/' ^ ^ ^ ^ ^ ; a /; \ 

Comments; [Its isnarf is saheeh, al- : ^ c ^ j& ^ 01 V 

Bukhari (1853) and Muslim MAU ' *cZ JJo» 

(1335)] ^ 

Otto) : f *OAor) -.^.^^ ^L-i ^g^i 

1823. It was narrated from Ibn ^jf- J^] l ^ - ^ AYV 
'Abbas, from al-Fadl bin 'Abbas - ^ ^ * ^ i 

Abu Ahmad said: al-Fadl bin ^ , ^ _ 

'Abbas told me -: I was seated • . . t °; Vr a i 

behind the Prophet («s) on his J °[ t > ^ ^ ^ ^ 

mount when he moved on from J> ji^* ^ ^ ^IIp ^vl ^ t 
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Muzdalifah, and a Bedouin was 
riding inside him, with a beautiful 
daughter of his seated behind 
him. al-Fadl said: I started looking 
at her, and the Messenger of 
Allah (*^) took hold of my face 
and turned it away from her. And 
he continued to recite the. Talbiyah 
until he stoned Jamratal-'Aqabah. 

Comments: [A saheeh hadeeth] 



1824. It was narrated that al-Fadl 
bin 'Abbas said: I went out with 
the Messenger of Allah one day, 
and there was a gazelle which was 
running and it turned towards us, 
so I caught it. I said; O Messenger 
of Allah, do you regard it as a good 
omen? He said: Rather the omen is 
what makes you go ahead with 
something or refrain. 

Comments: [Its isnad is da'eef\ 



1825* It was narrated from Ibn 
'Abbas, from al-Fadl bin 'Abbas, 
that the Prophet recited the 
Talbiyah until he stoned Jamratal- 
'Aqabah, 

Comments: [Its isnad is saheeh, al- 
Bukhari (1543) and Muslim 
(1281)1 

1826. Ibn 'Awn told us, that Raja' 
bin Haiwah said: Ya'la bin 'Uqbah 
consummated his marriage in 
Ramadan, and the next morning he 
was jumib. He met Abu Hurairah 
and asked him, and he said: Break 



224 ^ (jjAjit jiiJl juiji 

y'Lf jj J-iiJl y\ (JU _ 

b~ 3g 4^1 <Jk>'j ±3 : JU _ 
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your fast. He said: Can I not fast this 
day, then make it up later on? [Abu 
Hurairah] said: Break your fast. So 
[Ya'la] went to Marwan and told 
him, and he sent Abu Bakr bin 
'Abdur -Rahman bin al-Harith to 
Umm al-Mu'mineen to ask her, and 
she said: The Prophet (Sg) would 
wake up junub among us, not from 
a wet dream, and he would fast. So 
he went back to Marwan and told 
him, and he said: Go and tell Abu 
Hurairah about it. He said; He is 
my neighbour [i.e., he did not want 
to upset him]. But [Marwan] said: I 
insist that you go and tell him. So 
he met him and told him, and [Abu 
Hurairah] said: I did not hear it 
from the Prophet (jgfe); rather al- 
Fadl bin 'Abbas told me about it. 
He said: After that I met Raja' and 
said: Who told you the hadeeth 
about Ya'la? He said: He told it to 
me. 

Comments: [Saheeh] 

1827, It was narrated from Ibn 
'Abbas, from al-Fadl, that he was 
seated behind the Prophet (#,) on 
his mount on the Day of Sacrifice, 
and he continued to recite the 
Talbiyah until he stoned the 
Jamrah. Rawh said: During Hajj. 

Comments: [Saheeh, al-Bukhari 
(1543) and Muslim (1218) this is 
a da'eef isnad because of the 
weakness of AH bin Zaid j 



Ul jj^-j^ l4j 1 A>j tjlj^o :Jli 

jJ! :Jt5 tii-L>»i ijlj^* Ji £^ 
:jUs t^JUo -J^ .aj jilJ dAlip 

JjJi J£ J15 li£ : Jli .^C* ^ jJiiJl 

ij - * i^**^ vi-J Ap- ! C-JLu l p l_>- j O-aJ 
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1828. It was narrated from 
'Abdullah bin 'Abbas, from al-Fadl 
bin 'Abbas, that he was seated 
behind the Prophet on his 
mount on the Day of Sacrifice, and 
there was a young woman who 
was seated behind her father on his 
mount. I started looking at her, and 
the Messenger of Allah (^) started 
turning my face away from her. 
And on the way from Muzdalifah 
to Mina, the Messenger of Allah 
(2^) continued to recite the Talbiyah 
until he stoned the Jamrah on the 
Day of Sacrifice. 

Comments: [A saheeh hadeeth) this 
is a hasan isnad] 

1829. It was narrated from ash- 
Sha'bi that al-Fadl told him that 
he was seated behind the Prophet 

on his mount on the way 
from 'Arafah, and his mount kept 
going and did not stop until he 
reached Muzdalifah. He [the 
narrator] said: And ash-Sha'bi 
told me that Usamah told him 
that he was seated behind the 
Prophet on his mount from 
Muzdalifah, and his mount kept 
going and did not stop until he 
stoned the Jamrah. 

Comments: [A saheeh hadeeth; this 
(interrupted)] 

1830. It was narrated from Ibn 
'Abbas, from al-Fadl bin 'Abbas, 
that the Prophet (sg) stood in the 
Ka'bah, and he glorified Allah and 
magnified Him, and he called upon 
Allah and asked Him for forgive- 
ness, but he did not bow or prostrate. 



: >U 'Ji ai^i l£U -I At A 

y^* u! ^ tj) 

M ^[ £l 

s^^Jt jiJi jp3 
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Comments: [Its isnad is sfffree/i] .^>wj oL— I tgi^* 

1831. It was narrated from Ibn ^ o\yj> llii>- -^AV\ 
'Abbas that the Messenger of Allah ' . , . > * 

seated Usamah behind him on 01 ^ ^ ^ 

his mount from 'Arafat to J . sSg Jji 

Muzdalifah, and he seated al-Fadl ' 

behind him on his mount from £^>- ^ J-^J1 ^iSjij <.£^ 

Muzdalifah to Mina. And he told fl> *'> \- ■ < -i & *\ \ * £ > 

him that the Messenger of Allah (jg) ^ ^ J > : r ^ ! 
continued to recite the Talbiyah i^-lj] .s^UJl 

until he stoned ]amratal-'Aqabah. < ~ 

Comments: [Saheeh because of :^ *(\otr) :a tSj JJ £->w> :gi>w H 

corroborating evidence; see 1791] sk Jii>Jl jtf jlj . ^ ^ .OYAO 

1832. It was narrated from Ibn tfji :Jtf ^uL* ^ ^ U^il -\Arr 
'Abbas, from al-Fadl bin 'Abbas, * * ' 
that he was seated behind the ^ j!^^ pi/^ -4* :oi > 
Messenger of Allah («) on his ; Jj jjf'. ^ . j^ft * fc ^ Jl ^ 
mount, and he did not stop r 1 V* y Y^Y' Y V 
reciting the Talbiyah until he ^ ^ ^ jiJl 

stoned Jamratal-'Aqabah. 

Comments: [Its isnorf is saheeh] 

1833. It was narrated from Ibn ^ jjjj, Ju^M Ja ~^Arr 
'Abbas or from al-Fadl bin 'Abbas, 



or by one of them from the other, Ji if y) : ™\ ±f 



that he said: The Prophet said: ^ -, t - 



"Whoever wants to do Hajj, let him 

hasten to do it, for he may lose his if If w^f <jt J-i*^ Cf 

mount or he may fall sick or be :{ - r f . ^ , v . V 1 - 

faced with some need. ^ w ( „ * , " 

Comments: [A hasan hadeeth; this is tiJL ^ i 3^" *^ ^ 

ada'eefisnad] J ^ u J l ^ 

[rrt *^wr ,\Art : ^tj] 
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1834. It was narrated from Ibn 
'Abbas, from al-Fadl, or one of 
them from the other, that he said; 
The Messenger of Allah (3^) said: 
"Whoever wants to do Hajj f let 
him hasten to do it, for he may 
fall sick, or he may lose his 
mount, or he may be faced with 
some need/ 1 

Comments: [A hasan hadeeth} see 
the previous report] 



J-M^l jS Hi'j^ uiii -urt 

ii £y tj^^sij ^AJl jljl ^» 

[wrr :^r\j] .«UuJi 
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Hadeeth of Tammam bin al-* Abbas bin 
'Abdul-Muttalib from the Prophet (jgg) 



1835. It was narrated that Abuz- 
Zarrad said; Ja'far bin Tammam 
bin 'Abbas narrated to me that his 
father said: They came to the 
Prophet (^), or someone came to 
him, and he said: "Why do I see 
you coming to me with yellow and 
dirty teeth? Use the siwak. Were it 
not that it would be too difficult for 
my ummali, 1 would have obliged 
them to use the siwak as 1 have 
obliged them to do wudoo* ." 

Comments: [Its isnad is da'eef\ 



1836. It was narrated that 
'Abdullah bin al-Harith said: The 
Messenger of Allah (3^) used to 
line up 'Abdullah, 'Ubaidullah and 
Katheer, the sons of al-' Abbas, then 
he would say: "Whoever reaches 
me first will have such and such." 
Then they would race towards him 
and fall on his back and chest and 
he would kiss them and hug them. 

Comments: [Its isnad is da r eef f 
Yazeed bin Abu Ziyad is da'eefl 



jif of NJJ Jjlllil ^yfc '<J\j\ 

0^ :Jis t^i ^ 

>" *■ * * j. t . 0 

iojj-^j 
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Hadeeth of 'Ubaidullah bin al-'Abbas 4b 
from the Prophet 



1837. It was narrated that 
'Ubaidullah bin al-' Abbas said: al- 
Ghumaisa' - or ar-Rumaisa' - came 
to the Messenger of Allah (^) 
complaining about her husband 
and claiming that he was not being 
intimate with her. It was not long 
before her husband came and 
claimed that she was lying and that 
she wanted to go back to her first 
husband. The Messenger of Allah 
(^.) said: "You do not have the 
right to do that until another man 
(other than your first husband) has 
tasted your sweetness," 

Comments: [Its men are thiqat] 



Ji f j> j£> l^U i£U MArv 
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Musnad of 'Abdullah bin al-' Abbas bin 
'Abdul-Muttalib from the Prophet 3§ 



^ Jjl alp (>i>-^l Jlp tia^ ^ S'^r ^ j^*=r *S? 



& us 1 ^ 



1838. It was narrated from Ibn J^SJl ij^t :L^-i - > AVA 

'Abbas that the Messenger of _ s f ^ _ tf ^ 

Allah (^) drank from Zamzam O^j J 1 Cr* U^"^-* 

whilst standing. : ^ f # ^ ^> flg 111 
Comments: [Tts isiifli is sahech, al- 

Bukhari (1635) and Muslim t1MM ^ VA iYm ' Y ur ^ M ' r 

(2027)] 



. (T . TV) : f lOVTa) . 



1839. It was narrated from Ibn 
'Abbas that a man said to the 
Prophet (2g): Whatever Allah wills 
and you will. The Prophet (#,) said 
to him: "Are you regarding me and 
Allah as equal? Rather it is what 
Allah alone wills/' 

Comments; [Saheeh because of 
corroborating evidence and its 
isnad is da'eef[ 

1840, It was narrated from Ibn 
'Abbas: The Messenger of Allah 
(ife) stroked my head and prayed 
for wisdom for me. 

Comments: [Its isnad is saheeh, al- 
Bukhari (75)] 



^b^- ^UVt *CJLJL> 



[rm t r\*v fc r-rx t yav\ t y i y y 



.<vo) 
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1841. It was narrated from Ibn J ^ i ; i£U fife MAM 
'Abbas that the Prophet (jg) tf ' t ^ ^ n 
circumambulated the Ka'bah on ^ : u*^ J 1 ) "^Jk if i^j 
his camel, and touched the Black ^ ' * j± X ^ ' 
Stone with a curved stick he had ^~ /' , ' *' . 
with him, and he came to the ^li ^ ^ j^J^ ^JJ\ 
place of water and said: "Give me „ , > „ ' - 

to drink." They said: This is used ' V^ 1 " =J^ (TWO .ul)| 

by the people; we will bring you ^ ^ JjljC il£Jj i^-llil JJ»>J \lk h\ 

some water from the House. He / ^ , 

said: "I have no need of that; give J ^ ^' :JU * ^ j 

me to drink from that from which [r VW ; J^fo\ J/£ lL 
the people drink," 

Comments: [A saheeh hadeeth, al- *^ ,v 5 : c : gi-^ 

Bukhari (1607) and Muslim ^S-*J> IjUj .(\yvy) : f t (nro 

(1272) titis is a da'eef isnad] . . t t 

1842. It was narrated that Ibn ^ t ^ j^ii - ^ A 1 Y 
'Abbas said: The Messenger of - : * ' '\ , > 

Allah m) said: "Hearsay is not ^ :Jli ^ $ ¥ ^ 0? ^ 
the same as seeing with your own .«&0*lS £jl ;3 :^ Jjt j 
eyes," " * ' ' 

Comments: [A sa/irc/t totteeto; its [T £ £ v :^ikJI] 

isnad is da'ecfl , M ,jUj t&M 

tf^A ^jm-J-^ t^L*^ 

1843. It was narrated that Ibn ^ jL j!\ U^if -Utr 
'Abbas said: I spent the night with j * ~\ 

my maternal aunt, Maimoonah ^ 0* 'j=£ o! 

bint al-Harith and the Messenger ^uJl ^1 iu 
of Allah (^) was with her as it was ^ ' ' ' ] - a ; 

her night. He got up to pray in the f 1 ^ L ^ ^ 3fe ^ Jj^jj 

night, and I got up and stood on his A -Ai i <■ - < - ; - ^ - ! - > 

left so that I could follow his ^ ' ^ / ^ ^ ^ 05 ^ 

prayer. He took hold of my braid j' * J cJlf j^tj-u lit : JU t^SL* 
or my head and put me on his u . n 5 i ' 

right/' > U ^ ^ 

Comments: [Its isnarf is saheeh, al- ^ rwc trw * trn<l tn * T ^ fl ^V 



Bukhari (5919) and Muslim 

(763)] 
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1844. It was narrated that Ibn ^ jdii l^if tfjU- -Utt 
'Abbas said: When Bareerah was t ^ - r ^ , . , : . 
given the option (of divorce), I saw ^ ^ ^jr* 
her husband following her in the to-UJi <ii5L- ^ Lji^j Lj>-jj cJlj ''OS. 
alleyways of Madinah with tears s , *^ ' . , 
streaming down on to his beard. ^ J* J^" 
Someone asked al-' Abbas to speak ^ j£ t £g ^iJl -J 

to the Prophet (^) about him, and ' J ( ^ y ^ >s 

the Messenger of Allah said to U ^ ^j*^ :JJlii «<4lAjj ^ v 

Bareerah: "He is your husband." ^ - ^ ^ j 

She said: Are you enjoining me (to 4 ^ ^ 

stay with him), O Messenger of Ijlp o15j t li^i 

Allah? He said: "I am just ; J h -' f - ^ii 

interceding/ He gave her the ^ - Jtrr ^ 

choice, and she chose herself (i.e., .(atAD «M 

divorce). He was a slave belonging ^ * ^' 

to the family of al-Mugheerah and 

his name was Mugheeth. 

Comments: [Its xsnad is saheeh, al-Bukhari (5283)] 

1845. It was narrated from Ibn ^ J\ fj, j^lii lili- -^A£a 
'Abbas that the Prophet (*g) was 



asked about the children of the 4r l ^ ^ l ^ 

mushrikeen (who died). He said: >fa t . j£ ^^ijji ^1 ^ jii 

"Allah knows best what they - ' ^ ^ f 

would have done." ^ r * r * < ( <0^ ^ r^ 1 

Comments: [A saheeh hadeeth] [ T • V T T jnv t r U o 

1846. It was narrated that Ibn ^ jjj ^ ^ L'^i! : llli UijL^ ^AM 
'Abbas said: The Prophet (Sg) , / ' . * ~ ; ^ : t . > 
died when he was sixty-five years u*f : JlS J 1 0* ^Sf; 

Comments: [Its isnad is rf«'*fl ^ ^ ^ tU£TtTUl 

1847. It was narrated that Ibn ^ ^ /Jj. u^il tfj^ -UtV 
'Abbas said: Foodstuff is what the \ * , , ^ ^ 
Messenger of Allah (Sg) forbade f 1 ^ 1 :Jli cr- 1 ^ ^ V jU * ^ 
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to be sold until possession has 
been taken of it. Ibn 'Abbas said; I 
think everything is like that. 

Comments: [Its isnad is saheeh, al- 
Bukhari (2135) and Muslim 
(1525)] 

.0° 

1848. It was narrated that Ibn 
'Abbas said: The Messenger of 
Allah delivered a speech and 
said: "If the muhrim cannot find 
an izar (waist wrapper), let him 
wear pants, and if he cannot find 
sandals, let him wear khuffain 
(leather slippers)/' 

Comments: [Its isnad is saheeh, al- 
Bukhari (1841) and Muslim 
(1178)] 

1849,It was narrated from Ibn 
'Abbas that the Messenger of 
Allah was treated with 

cupping when he was in ihram 
and fasting. 

Comments: [Its isnad is du'eef 
because of the weakness of 
Yazeed bin Abu Ziyad] 



236 ^ y*CuJl Ail I JLO£ JUUL* 

.TirA tTTVOi \ ^Y A .ilL 
J^i? 0? Jj** ^Jr^^ -MtA 

p : jlij ^ J] I 
[TWO ,yoAT , YoYl t Y* \o t \ 1 W 
^ -LjJ LJ^-l (*:■•■* i^i>- — > A t ^ 

t YY£r t n«A t \<\Yr t ^<\TY : ^1] 

t r*vo lYaaa t Yiii ,\o^*^roo 
[roYi fc roYr *. y*yay 



1850. It was narrated from Ibn ^ J± jf\ _^ A o. 

'Abbas that a man was with the , * ' „ r " 

Prophet ^ and his she-camel M CrfJ 0^ u* " ^ ^ ^* 

threw him off and broke his neck ^ * *u — \x> J > - ? f 

when he was m ihram, and he ^ _ ' J u 

died. The Messenger of Allah (2&} t^'ui tJ^J y>3 

said: "Wash him with water and t ^ ^ ' jLlu Jji 'j > ' 

lotus leaves, and shroud him in ' * ~ LfJ * - * ' - 

his two garments, and do not V? ^ ' y^ j 
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apply any perfume to him or _ • ^ * r , ^ ,, r; 

cover his head, for he will be ' -* - * ^ Jjr ^ 

raised on the Day of Resurrection v YT A £ \ <l \ o .« llil 

reciting the Talbiyah." 

Comments: [Its J5naa is sahech, al- 

Bukhari (1265) and Muslim [TYr • if 1 • VV 

(1206)] 

.OY**l) : r t(\YTo) .^^w •jl^J :g;>iJ 

1851* It was narrated that Ibn iUj j£ liy* ^j^-* -Mo\ 

'Abbas said; The Messenger of . „ • ^ . , . , 

Allah (A) said to me on the ^' ^ f ^ & ^ 

morning of Muzdalifah: "Pick up : : 3§§ M iij^j Ji J 15 : Jli 
(pebbles) for me." I picked up for 



him small pebbles (the size of 



JJb L^-L^- 4J cJallj «J il^l jU*» 



broad beans). When I put them in : Jli ^ ^i-^j LiJLi <..jjbhJl < _ r &- 

his hand, he said: " Yes, like these. . yjjr "l5llr \ Y r J&l i" r * 

And beware of going to extremes ^ J v c * - ; * l*"*" 1 

in religious matters, for those who ^ )JUJL pXi jlS ^ JjLU UJU t^-xJl 

came before you were destroyed * _ , u i t . " # . , 

because of going to extremes in C J ir- 

religious matters/' , jM : j - 

Comments: [Its isnad is stf/zce/?] 

1852- It was narrated from Ibn ^1 J* <>jj^L* Jllli -\AoY 

'Abbas that the Messenger of Allah ' ** . " > , ^ ^ 

(a) travelled from Madinah « <^ J^j jl ^ ^ 

fearing nothing except Allah, may ^ 3jJi y\ JiUJ ^ <L-uJf ^ ^L. 
He be exalted, and he offered the . ' ^ ^ s . s 

prayers with two rak'ahs, until he Cr?^J J-* 3 fc J^J 

cameback. t yvoa ^y£ t mo 
Comments: [A sahech hadeeth and 

its isn^ is da'eefl [v^r t rm t rm jnv 

1853. It was narrated that Ibn ^ J?\ -\Aor 
'Abbas said: This verse was revealed 



when the Messenger of Allah (3ft) ^> : ^ ^ 0? 1 ^ ^ ^ 
was preaching in secret in Makkah: vj£ ^ 43» J^Oj iVl 

And offer your salah (prayer) aloud '* , ^ ^ , ^ 
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nor in la low voice. [al-Isra' 17:110]. * - 

When the Prophet <jg) led his G i ^ ir 31 - (n • 

Companions in prayer, he would — t0 j^] L ^ ^ 

raise his voice when reciting the , >. ' r \ I 

Qur'an, and whenever the ^J^J ^o'^Ill \^ iLijSjUjl ilJj 

mushrikeen heard that, they would 
revile the Qur'an, and they would 



revile the One Who revealed it and ^1 ^SU* SfJ^ : *IiJ J^j 

the one who brought it So Allah, ' T- -Ti ' ' * >\ — " 

may He be glorified and exalted, ff \ W ^Ar^ 1 
said to His Prophet "And offer your ^ tii.U^I ^ S/^ 

Sfl/aft (prayer) neither aloud", i.e., : - ... " , * * i/ s . : - 

lest the mushrikeen hear you and ' * ^ >jf ^ ^ 
revile the Qur'an, "nor in a low :^ND 4^ 

voice", i,e., so low that your 

Companions cannot hear the Qur'an f ^ mT > : £*£=" : £;>* 
and learn it from you. "But follow a XttV 
way between" [al-Isra' 17:110]. 

Comments: [Its isnad is saheeh, al-Bukhari (4722) and Muslim (446)] 

1854. It was narrated from Ibn J - y,- ^ 
'Abbas that the Messenger of Allah ; ^ „ , 

passed by the Wadi of al- °' J>) if 'S^l ^ & 



Azraq, He said: "What wadi is '!» . *i.=; . ^ m 'i " 

this? They said: This is the wadi of , € , / 

al-Azraq. He said: "It is as if I can : ^ -s?^' g^j ^ : 1 ^ *\j 

see Moosa (as), coming down /i) '£JI «d* J 'jjf fci 

from the mountain pass, raising his „ , „ , 

voice to Allah, may He be glorified J\.j\& ^it^ 1 Crf J^J 

and exalted, with the Talbiyah." -S \* :f * , , * 

Then he came to Thaniyyat Harsha 7 , ; ' 

and said: "What mountain pass M^Jli h? ? _u t^^* 

(thaniyyah) is this? They said: . . ^, 

Thaniyyat Harsha. He said: "It is as ^ ^ ^ J[ ^ ^* ■ W 

if I can see Yoonus bin Matta on his ^? V?- ^ 'j^r ilj^ <iU JU 



fleshy red she-camel, wearing a ... llii Jli Hi -'L; ^lk>. ' ' 
woollen garment, with thp rpin.Q nf _t ^* f - <.w*^? 

his camel made of 
reciting the Talbiyyah." 



woollen garment, with the reins of 
his camel made of palm fibre, [To* \ : J^\] t tjfc ^ _uj 
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Comments: [Its isnad is sdiee/i, al- Oooo) . . oLJ 

Bukhari (1555) and Muslim r c G ' 



(166)] 



1855. It was narrated from Ibn ^? : *^ Aflfl 



'Abbas that the Messenger of 
Allah (#*) marked his sacrificial 



sandals." 

Comments: [Its isnad is saheeh, 
Muslim (1243)] 



animal with a cut on its right side, ^ £x Jji 01 

then he wiped the blood from it, f 5 , a , ^- ' , 

and he garlanded it with two ' ^ f^ 1 ^ r 

tY^YA t TX<n ,^JL^ lijilij 

[toto t rvs£ t rY'^ *rm 

1856. It was narrated from Ibn ^ ^ l^J-I : jUli £!U ^Aot 

'Abbas that as-Sa'b bin Jathth amah tf / ^ . 

al-Asdi gave the Messenger of v*-^ 1 ^ y? 1 0* ? L -j 

Allah the leg of an onager when he jfo Jj ^<j, ^ -| 
was in ihram. He gave it back and 

said, "WeareimTzmm" °V 'f/^ ^ 'y^J J^-j %j 

Comments: [S*j/w/i because of [Yor> ; Ji:!] ^cJ^/S U!» :JUj 

corroborating evidence; this is a ' ' 

da'eef isnad because of the . ^. ^ jLl-I IJUj '{y w j** 
weakness of Yazeed bin Abu 



Ziyad] 



1857. It was narrated from Ibn ^ jjJ^* ^'jM -^Aov 
'Abbas that the Prophet (^) was , ^ . s * - £> 

asked about one who shaves his ^ ir 1 01 ^ ^ * ;lJa * 

head before offering a sacrifice, j^J t ^ ^ $ ft $± 
and the like, and he kept saying: ' , 

"No problem, no problem/' ^ ^ u : <J.*«i 

Comments: [Its zsnfld is softre/i, al- [T'fl tYVTWYXTA ^AoA 

Bukhari (84) and Muslim (1307)] 

.Or»V) \{ i(A£) i^.^v^ 6iL^l :gi>^ 

1858. It was narrated from Ibn ^ : j^li -\At>A 
'Abbas ($>) that the Prophet was _ ' c , • 
asked about someone who put S£ 4; ^ O^ 1 0* 

one ritual before another, and he ^ yj ^ ^ ^ ^ ^ 

kept saying, "No problem." * - , 

[Y AfY *TiiA : ^1] N» :J>: 
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Comments: [See the previous 
report] 

1859, It was narrated from Ibn 
'Abbas that the Messenger of 
Allah said: "O Allah, forgive 
those who shaved their heads." A 
man said: And those who cut 
their hair? He said: "O Allah, 
forgive those who shaved their 
heads.'' The man said: And those 
who cut their hair? And on the 
third or fourth time he said: "and 
those who cut their hair." 

Comments: [Saheeh because of 
corroborating evidence; this is a 
da'eef isnad] 

I860* It was narrated from Ibn 
'Abbas that the Prophet (sg) moved 
on from 'Arafat with Usamah 
seated behind him on his mount 
and he moved on from Muzdalifah 
with al-Fadl bin 'Abbas seated 
behind him on his mount. And he 
continued to recite the Talbiyah 
until he stoned Jamratal-'Aqabah. 

Comments: [A saJiech hadeeth, al- 
Bukhari (1543) and Muslim 
(1286)] 

1861* It was narrated from Ibn 
'Abbas that a woman travelled by sea 
and vowed that if Allah, may He be 
blessed and exalted, saved her, she 
would fast for a month. Allah, may 
He be glorified and exalted, saved 
her but she did not fast until she died. 
A relative of hers came to the Prophet 
and told him about that, and 
he said: "Fast (on her behalf)/' 



^\ l*> -UM 

>! :Jli Jji 



cr*- : <J^ 



: ^ 4 



111 i oi c^Ji 
vTrri t Y**o : ^l] .fl^^j} 

[riY* t r\rv 
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Comments: [A saheeh hadeeth, al- 
Bukhari (1953) and Muslim 
(1148)1 

1862. It was narrated that Moosa 
bin Sal amah said; We were with 
Ibn 'Abbas in Makkah and I said; 
When we are with you, we pray 
four {rak'ahs) and when we go 
back to our lodgings, we pray 
two rak'ahs. He said: That is the 
Sunnah of Abul-Qasim ($£;). 

Comments: [Its isnad is Hasan] 



1863. It was narrated that Ibn 
'Abbas said: The Messenger of 
Allah (^) forbade using any 
animate being for target practice. 

Comments: [A saheeh hadeeth] 



1864, It was narrated that Ibn 
'Abbas said: The sun was eclipsed 
and the Messenger of Allah (s^) 
and his Companions stood up (to 
pray). He recited a lengthy soorah, 
then he bowed. Then he raised his 
head and recited (some more), 
then he bowed, and he prostrated 
twice. Then he stood up and 
recited (Qur'an) and bowed, then 
he prostrated twice. Four bows 
and four prostrations in two 
rak'alis. 



-^or) ; ^ -£f*~" ^Ji^ -gi>>^ 

: ^1] ^UJI £^ ilL; :JU 

[r*<u t nrv tYirr i ><m 

■* * * '~ ' ' 1 0 ' (p 

: ^1] .U> ^1 Jl igg Jll 

s > * =: , ^ s j; ^ „ ^ , J r - -j- 
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^ ^lomJl <UJ1 Jllc. Vim I « 



Comments: [A sa/neft /larfeefh] 



1865, It was narrated that Ibn 
'Abbas said: When the Prophet {^) 
was expelled from Makkah, Abu 
Bakr said: They have driven out 
their Prophet; verily to Allah we 
belong and unto Him is our return, 
they will certainly be destroyed. 
Then the verse "Permission to fight 
(against disbelievers) is given to 
those (believers) who are fought 
against because they have been 
wronged; and surely/ Allah is Able 
to give them (believers) victory" 
[al-Hajj 22:39] was revealed. Then 
he realised that there would be 
fighting, Ibn 'Abbas said: This was 
the first verse to be revealed about 
fighting, 

Comments: [Its isnad is saheeh] 



<, ( \ * i l) : ^ t <J 



3 Ulj Jlj Ul 



- if 



0* ^JH 1 0* 



1866. It was narrated that Ibn 
'Abbas said: The Messenger of 
Allah (fe) said: "Whoever makes 
an image will be punished on the 
Day of Resurrection until he 
breathes a soul into it, and he will 
never be able to do so. Whoever tells 
lies about his dreams will be 
punished on the Day of Resurrection 
until he ties two grains of barley 
together, and he will never be able to 
do so. Whoever eavesdrops on 
people's conversation when they are 
trying to avoid him listening to it, 
punishment will be poured into his 
ears on the Day of Resurrection." 

Comments: [Its isnad is saheeh, al-Bukhari (7042)] 



5UI Jj^j JLs ;JLs ^ts- J[\ j& tii^^ 



fji tV* : 



Ml 



[rrAr t Y^r t tnr : J&\] 
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4* ^LtfcJl tjJ 4JJ1 A ttn* 



1867. It was narrated from Ibn ;J ^, ^ >. ^ ^ ^ 
'Abbas that the Messenger of 

Allah (jBg) said; "If one of you ^>^l J> ^ tj^JzJ 

says, when he has intercourse - /¥ u . .* »^ h-i'T'u 

with his wife, 'In the Name of ^ ? ^ l^yJ & 

Allah, O Allah, keep the Shaitan l\ :Jli Jbl 0! 

away from me and keep the e * a v vf . = 

Sto'to away from what You bless r^ 1 ft :Jb ^ l ^ 4 r*^ 1 

us with/ if it is decreed that they ; U OQallil ^ j * a iI'^I i 

should have a child as a result of , : , t , ; r ^ . ; ■ : 

that, the Saltan will never harm ^ ^ ^ J J* ^ J ^ 

that child." tNVA ^ j L j^ l 

Comments: fits isnarf is saheeh, al- 

Bukhari (141) and Muslim t mv ^ 00D iY WA 



(1443)] 



1868. It was narrated that Ibn £^ ^ Jre^l -\A1A 
'Abbas said; When the Messenger t * p , r , , 
of Allah (^) came to Madinah, If "f? 0? ^ ^ ^ ^ 
the people paid for dates one or -J ■ ^ ^, ^ *J£JI ^1 
two years in advance - or he said: , * \ '] \ ' 5 ' , 
two or three years. He said: "Who- Jt '^^A u*^J iM ^1 JjJ-j 
ever pays in advance for dates, let . 'u- -f -rii 

him pay for a specified measure - ^ 1 

and a specified weight." t ^ ^ ^iJL^ ;JUi _4}^lj 

Comments: [Its isnad is satee/*, al- : ^|] m %*jjS oY/j ^ 
Bukhari (2239) and Muslim I I 

(1604)] [rrv. * yoja t \*rv 

1869. It was narrated from Ibn £j, £ L --J_| \ \^\^\ -UH 
'Abbas (4>) that the Messenger of V" ^ ' 

Allah sent eighteen sacrificial C* 1 l/' ^ o^-^" 

animals with a man and gave him ^ t*-. \- : - in \ > ' 

instructions concerning them. He ^ ' - ; 

set out then he came back and £Jrj p tji^^ ta/L l^i J^li ^J^rj 
said: What should I do if any of - *f : "; - *\'\ ■ Ju^ ^1 

them becomes too exhausted to ^ - ^°" J Jf - ^ J ' * 

move? He said: "Slaughter it, then ^ ^ M cli^Jl" :JU^ 
dip its sandals (on its garland) in ^. ^ 

its blood, then put them on its d?* J± ^ 
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hump, and neither you nor any of 
the people with you should eat 
from it." 

Comments: [Its isnad is saheeh, 
Muslim (1325)] 



1870. Isma'eel told us: Ayyoob 
told us: I do not know whether I 
heard it from Sa'eed bin Jubair or 
someone else told me about it 
(narrating) from him. He said: I 
came to Ibn 'Abbas in 'Arafah 
when he was eating pomegranates. 
He said: The Messenger of Allah 
(^fe) did not fast in 'Arafah; Umm 
al-Fadl sent some milk to him and 
he drank it. And he said: May 
Allah curse So and so; they looked 
at the greatest days of Hajj and 
erased their adornment; the 
adornment of Hajj is the Talbiyah. 

Comments: [A saheeh hadeeth] 

1871, It was narrated from 
Tkrimah that 'Ali burned some 
people who apostatized from Islam. 
News of that reached Ibn 'Abbas and 
he said: I would not have burned 
them with fire. The Messenger of 
Allah (3^) said: "Do not punish 
people with the punishment of 
Allah." I would have executed 
them, because the Messenger of 
Allah (#;) said: "Whoever changes 
his religion, execute him/' News of 
that reached 'Ali and he said: 
Woe to tiie son of the mother of Ibn 
'Abbas. 



244 4* jjifLjLAll i)J 4li1 JU£ .Hut* 

[yma.y\a<i 

:JU £Sj£ iJ^L^! Lioi- -\AV* 
j^J O? 1 J* 

pipf J! Ijjui. ft I ^ :Jli 

[rrvi irY-n 

jl; 4L1 Jjij 

<.<ptj ilii ^ uiu JjjL £p 
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Comments: [Its zsrmtf is sahech, al-Bukhari (3017)] 

1872. It was narrated from Ibn ^ ij^ii ; J^UJ.! -^AVY 
'Abbas that the Messenger of Allah * . ^ a * s . . 
(m) said: "The evil description is ^' 61 a? 1 ^ 

not for us; the one who takes back ^ j ^ £ ^j, ; 

his gift is like the dog that takes " , ^ B 

back its vomit/' > rm - <J ^K}\S 

Comments: [Its isnad is saheeh, al- [fWVcYoY^iYYo* 
Bukhari (2622) and Muslim 

(1622)]. .(uyy) t(YiYY) :j-^ ( jU ' ^;>^ 

1873. It was narrated that Ibn £1; ; jpj v _\avT 
J Abbas said: When the verse s ^ } „ 
"When there comes the Help of O? 1 L ^ 0? ^ ^ £Ua * 
Allah (to you, O Muhammad ^ ^ £j .jj 
against your enemies) and the 6 > 

Conquest (of Makkah)" an-Nasr «W J^j J IS 0:^Jl) 

110:1] was revealed, the Messenger ^ ^ ( 6 j ^ 

of Allah (gg) said: "I have been ' ^ - ^ ^ ^ 

given news of my own death/' [VY * *i : ^i] .oUt 
meaning that he would die in that 

Comments: [Its isnad is da'cef] • ^ ^ ^ 

1874. It was narrated that Ibn <l i y i ^ Jill *J> il^i -\AV£ 
'Abbas said: The Messenger of 



Allah fcfe) used to put two prayers J ^ ^ :JU ^ ^ ^ ^ 
together when travelling: M 
and 'Isha', and Zufrr and 'Asr, 
Comments: [A saheeh hadeeth] 



together when travelling: Maghrib : J^\\ j> ^SUdl 5? l^J 3gg Jbi 
and 7s/w', and Zuh rand 'Asr, ' j 



[ru* t rr<w iTyaa t m\ 



1875. It was narrated that Ibn jjj^ ^ ij^ ^ ju^i t5o>- -^av* 

'Abbas said: The Prophet ($5) said: s fl % 

"Cursed be the one who reviles his h* 'Jj** ^} ^ J? 1 

father, cursed be the one who ^ .j^ ^ ^1 ^ 

reviles his mother, cursed be the , „ . - ( ' - , 

one who offers a sacrifice to 4 ^ 4^ J* ^j*^* 4^ ^ Oj^* 

anyone but Allah, cursed be the ^ * >f- t,, -r, * >\- 

one who changes boundary - ^ ' 
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^ (_>ifUjJl i>j JUG 



markers, cursed be the one who 
misleads a blind man from the 
road, cursed be the one who 
commits bestiality, cursed be the 
one who does the deed of the 
people of Loot" 

Comments: [Its isnad is hasan] 

1876. It was narrated that Ibn 
'Abbas said: The Messenger of 
Allah (#t) sent his daughter back 
to her husband Abul-'As bin ar- 
Rabee' on the basis of their original 
marriage contract and he did not 
do a new marriage contract. 

Comments: [Its isnad is hasan] 



1877. It was narrated from Ibn 
'Abbas that he circumambulated the 
Ka'bah with Mu'awiyah and 
Mu'awiyah touched all four corners, 
Ibn 'Abbas said to him: Why did you 
touch these two corners? The 
Messenger of Allah (gg) did not 
touch them. Mu'awiyah said: No 
part of the House is to be forsaken. 
Ibn 'Abbas said: "Indeed in the 
Messenger of Allah (Muhammad ^) 
you have a good example to follow" 
[al-Ahzab 33:21]. Mu'awiyah said: 
You are right. 

Comments: [Hasan because of 
corroborating evidence] 

1878* It was narrated from Ibn 
'Abbas that the Messenger of 
Allah (^g) forbade a man to be 
married to a paternal aunt and a 



iTit- :J*\] s±j f> «py J** 

[t<u& t y^r iiiw 



o5 ^ If *(3^i 



: J*\] iu^J jj) t j^i c iS3L 

• i _ r — >- oil- «1 \ 

*£jUL* J-*^* tk r4r^^ ijjli-* *jU? 

^ i^tp 3 jus .^is ii^yvi ^ 



—A3 1 I 0 



<jp ^-V**" lj^^ wJb- -^AVA 
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maternal aunt 11 ' at the same time, - - • , tf * 

or two paternal aunts [Le„ they ^ J J U CT^- ^ ^ 

are aunts of one another], or two [for* .j3UJtj 
maternal aunts. 

Comments: [Its isnad is da'cefl ^\ : 

1879, It was narrated that Ibn £j£ (yu/\) ^Av^ 

'Abbas said: The Messenger of ^ u s . * a , 

Allah only forbade garments <>fJ ^' ^ i* 

that were made entirely of silk; as ^ jg Jbl UJI : JU LL^i S)l 

for markings and the warp, there - ^ , # s 

is nothing wrong with that ^' : y^^** C^ 1 ^ Crf ^j^ 1 

Comments: [A /iasah hadeeth] .Lib ^ ^ ^ tjliiiij ^illl 

[ T o ^ t Y Ao V t Y AO "I iUA- 

■Cf" ^-/^ 

1880* It was narrated that Ibn _ ^Qi ^1 ^ _ *JJJ* ^AA< 

'Abbas said: He only forbade „ . a „ > „ , , , ^ 

what is made entirely of silk; as ^'j ^ s^ 1 " ^ : ^ t/) x 

for markings, they are not ^ ^ J, \^ J>\ J> 

forbidden. " - ' ' " > 

1 



Comments: [It is a repeat of the [UV< ^ : C^ ] ^ 

previous report] 



1881. It was narrated that Ibn : j^l ^ ^ ^ -\AA\ 

'Abbas said: The Messenger of " * ^ ? " 

Allah (^) used to pray two rak'ahs Ji Ir* ^A^^' 



at night, then when he finished he . 



would use the siwak 
Comments: [Its isnad is saheeh] 4 ^*^ J^ 1 ^ *U1 <-^j o\S 



1882. It was narrated that Ibn ^ tfjU : o? Csi*^ -UAY 

'Abbas said: The Messenger of Allah , . f , . f . , ^ 

was sitting with a group of his S? 1 ^ ^ 

Companions - ' Abdur-Razzaq ^ ^, ^ t ^ ^ ^ - 



i.e., one is the paternal aunt of the other, who is her maternal aunt. 
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said: of the Ansar - and a shooting 
star appeared and shone brightly. 
The Messenger of Allah (^) said to 
them: "What did you used to say 
during the Jahiliyyah if you saw 
something like this (i.e., a shooting 
star)?" They said: We used to say 
that a great man will be born, or that 
a great man will die. - 1 [the narrator] 
said to az-Zuhri: Were there 
shooting stars during the Jahiliyyah? 
He said: Yes, but they became bigger 
when the Prophet (^) was sent. - 
The Messenger of Allah (^) said: 
"It does not appear for the death or 
life of anyone, but when our Lord, 
may His name be blessed and 
exalted, decrees some matter, the 
bearers of the Throne glorify Him, 
then the people of heaven who are 
closest to them glorify Him, until the 
tasbeeh reaches the people of the 
lowest heaven. Then the people of 
heaven who are nearest to the 
bearers of the Throne ask (about 
what Allah decreed); those who are 
nearest to the bearers of the Throne 
say to the bearers of the Throne: 
'What did your Lord say?' And they 
tell them. Then the people of each 
heaven tell the people of the next 
heaven, until the news reaches this 
(the lowest) heaven. Then the 
eavesdropping jinn snatch what 
they can, and (these shooting stars) 
are thrown at them. What they 
narrated as they heard it is true, but 
they add lies to it." 

Comments: [Its isnad is sahceh, Muslim 

1883. It was narrated from Ibn 
'Abbas: Some men from among 



> J UU- m M ")15 ; Jli 

_ j Lift 1 ^ Jli _ ^| 

li» :Jli jlIL^U tpJaP pAjj :Jli 
«?£l*L>Jl J lJUb Jli lij 'o^jZ 

j I i. p-laP jJ J> \ J yb lis ; J li 

^ oili :JLi ?il*UJI 

■.m, &\ j^ jii _m ^ i--? 

*Ju^- J ji^i ^o^^" iJu^- 

^U^JI ^1>J1 ^(jr-I L ^>- 

[ ^ AAV : ^|] jc/juJ/j 
jl* Jli \J\ Jli : ^JUt jlp JU 



(2229] 



Musnad of 'Abdullah bin al-' Abbas X 

the Ansar, Companions of the 
Messenger of Allah ($^), told me 
that they were sitting with the 
Messenger of Allah (^) one night 
when a shooting star appeared... 
and he mentioned the hadeeth, 
except that he said: "When our 
Lord decrees some matter, the 
bearers of the Throne glorify Him, 
then those who are closest to 
them glorify Him, then those who 
are next closest, until the tasbeeh 
reaches the lowest heaven. Then 
those who are nearest to the 
bearers of the Throne say to the 
bearers of the Throne: 'What did 
your Lord say?' They say: 'The 
truth; and He is the Most High, 
the Most Great' (cf. 34:23). And 
they say; 'Such and such/ And 
the people of the heavens tell one 
another the news, until the news 
reaches the lowest heaven, and 
the devils come and try to listen 
to the news so they can convey it 
to their familiars and throw it to 
them. Whatever they narrate as 
they heard it is true, but they add 
to it and mix lies with it and omit 
from it." 

Comments: [Saheeh, Muslim (2229)] 
1884. It was narrated from 
'Abdullah bin 'Abbas and from 
'A'ishah that they said: When the 
Messenger of Allah (sgf) became 
very sick, he covered his face with a 
cloth, then when he got distressed 
we removed it from him, and he 
was saying: "May Allah curse the 
Jews and the Christians; they took 
the graves of their Prophets as 
places of worship/' 'A'ishah said: 



249 4* ^UaJi fja oii * 

Of jLiW'l 1^ Jl>-j ^1 J* 

' ' - J - - 

^^JLl! iil>- {ji^>\ o y iCaJI 

?pJ>?j ^L* : u**^ 
, lis j lis : hlyd SjJS\ £UJl jkj /Ult 

^J~>- \ ■ ■ ^ - ' | J^I *jr>^ 

jWj->0* tjW J^^Jjl-Ci -J* ,{S^)\ 

llJ : VLi U4^ 0^3 
«JL^ LjU J^ilii jJS \jJJ*Z\ ij4r^^ 
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He was warning them [the (on) . t ( ira) . . ^, . 

Muslims] against doing what they ' * C 'C^*** -61 * * " ff^** 1 

[the Jews and Christians] did. 

Comments: [Its isnad is saheeh, al-Bukhari (435) and Muslim (531)] 

1885, It was narrated from Ibn ^ ^ ^ gili -UAa 
'Abbas that Jibreel came to . - \ ' 

the Prophet and said: "The ^ *(^3* ^ ^ ^ ^ ^ 

month is complete with twenty- ^ J ^ ^ * ' y ^ 
nine days/ ^ \ - ■ ^ • 

Comments: [Its isnad is swte/i,] -Oij-^J ^ r ^ 

1886. It was narrated that ^JuO ^ ^jla ^1 £jU -UA1 
'Ikrimah said: I said to Ibn , » - , • t , 
'Abbas: I prayed Zu/ir in al-Batha' ^ :Jli ^ ^ t5jbi ^ 
behind a foolish old man and he ^LAkJL. ^jijl : (_r-^ 
said twenty-two takbeers, saying * t ^ f „ \, \ \" ' \s 
takbeer when he prostrated and K sfi ^ 'J*^- 1 
when he raised his head. Ibn >*> j£ .j^ >J Vj ^ & ^ 
'Abbas said: That is the prayer of ^ . * > .* 
Abul-Qasim (*£). H$A\ & ^UJl ill; 

Comments: [A sfl/iee/i hadeeth; and t r»\i tTTon t TToV i^Jl] -.ISLDlj 
its isnad is da'eef] 

[mi ju« t rv ) 



1887. It was narrated that Ibn 
'Abbas said: The Prophet of Allah 
recited (aloud) in some 
prayers and remained silent in 
others, so we should recite (aloud) 
where he recited (aloud) and we 
should keep quiet where he kept 
quiet. It was said to him: Perhaps 
he recited it to himself quietly? He 
got angry at that and said: Is the 



^ ^ J Oi> ^ - \ AAV 

m «w i- : y) : Jii ^ o? 1 ^ 
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Messenger of Allah being > — . * . iT: ^ ' — 

accused? Ibn ja'far and 'Abdur- ^ ^ ^ W ^ ^- o»5 

Razzaq said: Are you accusing the JjJ- Jli} !?<Y ^ / ^) 5g| Jjl 

Messenger of AUah(^)? - ^ ' ^ , _ 

Comments: [A sa/iee/i hadeeth] ' k - 

[rrM iTMY tYYrA 

-J jj (. i I JJ o j*-* y>j i^jj ,j* -Ij^j ^ oljj (.Js'i^Nl 

1888, It was narrated that Ibn ^ ^ & £!U - \ AAA 
'Abbas said: The Messenger of " ^ ^ 3 

Allah (ag) said: "The previously £ u J> ^cP^ 1 0? ^ ^ 

married woman has more right to Jji'jy^ JU : Jti ^fc J>\ c s 
decide concerning herself than her m ; ° £ * ' J*l 

guardian, and the virgin should <>? : ^ 

be consulted concerning her . t ^V >-f;.; 

mamage, and her permission is ^ • 

her silence/' tT'AV t Y£AWYrn:> t Ynr^AW 

Comments; [Its isnfld is saheeh, [VtX\ lTTIT iTYYY 

Muslim (1421)] 

1889, Al-Muttalib bin 'Abdullah G&. : plli ^ jlJ^JI GSjU- -^AA^ 
bin Hantab narrated that Ibn 



'Abbas used to do wudoo' washing 



each part once and he attributed t ^ Li^itf ^1 !>1 : 

that to the Messenger of Allah (jg). 



Comments: [Saheeh, its isnfld is 



.y^c* ^ ^ijjj AjjtxuP j, ^ikjt 



1890. It was narrated from Ibn yz. OUU Uil^ -UV 

'Abbas that a woman of Khath'am . * f ' 5 / , „ 

asked the Messenger of Allah («) 5| > 1 01 : ^ j* 1 ^- i ^ ^ ^ ~ 

on the morning of Muzdalifah, t^U- ilJi ^ Jjl Jj-^j dJU- ^iii ^ 

when al-Fadl bin 'Abbas was n t * ,~ >> t , 

seated behind him on his mount: ^\ : Lr- 1 ^ ^* lP^ 1 ^ 

Allah has made fJ«y obligatory for ^ f ^\ J M 

His slaves when my father is an old " ; ' " 
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man and cannot stay on his mount; 
do you think that I can do Hajj on 
his behalf? He said: "Yes/' 

Comments: [Its isnad is saheeh, al- 
Bukhari (4399)] 



1891. It was narrated that Ibn 
'Abbas said: al-Fadl and I came, 
riding on a female donkey, when 
the Messenger of Allah (^) was 
leading the people in prayer in 
'Arafah. We passed in front of part 
of the row, then we dismounted 
and let (the donkey) graze, and we 
joined the row, and the Messenger 
of Allah (#r) did not say anything 
to me. 

Comments: [Its isnad is saheeh, al- 
Bukhari (4412) and Muslim (504)] 

1892. It was narrated from Ibn 
'Abbas that the Prophet (jg) set out 
on the day of the conquest and he 
was fasting, then when he was in 
al-Kadeed, he broke his fast, and it 
is only what the Messenger of 
Allah (sfe) did last that is to be 
followed. It was said to Sufyan; 
With regard to the words, it is only 
what the Messenger of Allah (^) 
did last that is to be followed, are 
these the words of az-Zuhri or of 
Ibn 'Abbas? He said: This is how it 
appears in the hadeeth. 

Comments: [Its isnad is saheeh, al- , 
Bukhari (1944) and Muslim * 
(1113)] 

1893. It was narrated from Ibn 
'Abbas that Sa'd bin 'Ubadah 
asked the Prophet (ag) about a 
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vow that his mother had made, \- - ^ * ^ ^ 5 i t n - ^ ' 

but she had died before she **' > °f ^ & « ^ JU 

fulfilled it. He said; "Fulfil it on Jl^li- :Jlii 01 
her behalf ." 

Comments: [Its isnad is saheeh, al~ [Vo'ltt H .^Ll 

Bukhari (2761) and Muslim , , /m ., . . , , . 

(163g)] Xuta) : f umo . c .^o M 

1894. It was narrated from Ibn j£p ^ 0* ~^ A ^ 4 
'Abbas that Abu Bakr urged the - • t \ t s „ . , * 
Prophet m to do something by > ^ Ll *\ V * v* 1 ^ ^ 
swearing an oath, and the Prophet ^ a: J Li ^-J( 

said to him: "Do not swear , 

oX." [TUi - Yur : > 13 

Comments: [Its isnad is sa/reefr, al- - t(V'il) : ^ .wj 

Bukhari (7046) and Muslim r ^ C ' * L * 
(2269)] 

1895, It was narrated that Ibn J> tjjbt ^ Juj ^ ili^ £1^ ->A^o 
'Abbas said: I heard the Prophet > . , - . :r*- 

say: "Any animal skin that is ' ^ ' -\ , % 

tanned is pure/' ji* £o s^Ut U3l» :Jjij ^ ^1 

Comments: [Its isnad is saheeh, [n U * X orA t YoT T t Ytra : Jk;l] 

Muslim (366)] ' 

1896* It was narrated from Ibn ^1 OllL - \ A^"l 

'Abbas that the Prophet said: . - * f , „ * . , 

"Keep away from the interior of 0* ^ 0* 'j^ 1 ^ 

Muhassir, and you should pick up ^ :Jl* 5§g of j?l 

stones the size of broad beans/' ♦ , . 4 » 1 

Comments: [Its isrtfld is sfl/iee/i] ' ^'^^ ^r^* - J-*^ r^^-j * 

[W<U 

1897* It was narrated from Ibn ^ t jJL^ ^ jCj OQi UJjtp- -^A<W 

'Abbas, who attributed it to the . - , , • *: , £ 

Prophet (jg): "The previously ^ ^ d U ^ 'cP^ 1 ^ ^ 

married woman has more right to ^.f ^jju ^ ; ^1 

decide concerning herself than her \ t ^ 

guardian, and in the case of the J ^ ^^-t W-^. 

virgin, the father should consult [ \ AAA : ^ ji^LLi ^ , 
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her about her marriage, and her Oin) u^i 

consent is her silence." f *^ , -go*** 

Comments: [Its isnad is sdhec/i, Muslim (1421)] 

1898* it was narrated that Ibn ^ ^zll j; j^i^j ^ iiii £1^ ~ U^A 

'Abbas said: The Prophet (^) was f , ; , \ \ / f 

in ar-Rawha', and he met some M ffl W J\ J. 

riders and greeted them with : j£ ^ -U \& J±\^'y\i 

salam. He said: "Who are the ^ ^ . , ' / -# ; 

people?' They said: Muslims. They : ■ j ^ JJ- 1 ^ : «?p)iJt ^» 

said: Who are you? He said: "The tU* x m * ;~ „^ f n , -„ t P ^?f 

Messenger of Allah A woman , - 

rushed to grab the upper arm of a ]/> *^r 'J- ^ <> ^ 

boy and she brought him out of the „ * , - v * V „ 

howdah and said: O Messenger of 'GT J* J ^ L - 

Allah, is there Ha;; for this one? He t \ A <\ <\ : ^ I ] . « ^.f 41 ] j t IjJ » ; J li 
said: "Yes, and you will be 

rewarded." ^ ^ <™ fl t Y*LWY\AV 

Comments: [Its i5«flrf is safredi .Orn) : fl*^" 

according to the conditions of ^ 
Muslim] 

1899. A similar report was ^JU U^if i^lj^l jl* £iU -\a\\ 
narrated from Kuraib, the freed t . , ' . , - • * 

slave of Ibn 'Abbas. ^ ^ VO* If ^ M 1 )] ^ 

Comments: [See the previous [>A^A /oC^ ^llp 

report] 

1900. It was narrated that Ibn ^ -,uii ^ ^ -M- 
'Abbas said: The Messenger of > ^ „ . , t * t , , . 

Allah (3^) drew back the curtain -0s* ^i^-lpjl^ :Jli _ j^AJ. 
and the people were lined up in ^ * ^ ^ ■ - ^ : -J 
rows behind Abu Bakr. He said: "\ ' \ ' - ^ f* ^ ^ 
"O people, there is nothing left of : 0^ f 

the glad tidings of Prophethood > ^ , ' ^ > \ 

except a good dream that a ,\ . , , 

Muslim sees or that is seen for - JLii ^ ^1 ^iji-i 

him. But I have been forbidden to (i * ^ " *„/ \ „ t - >s 
recite the Qur'an when bowing or H ^ J* ^ ^ 

prostrating. As for bowing, glorify : JU p «ij )f ^1.: jjl Ul>: lAJLkJl 
your Lord therein, and as for 
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prostrating, strive in du'a', for it is 
more likely to receive a response 
(from your Lord)/' 

Comments: [Its isnad is saheeh, 
Muslim (479)] 



1901- It was narrated that Ibn 
'Abbas said: The Messenger of 
Allah (sg) said: "Do not punish 
with the punishment of Allah, 
glorified and exalted." 

Comments: [Its isnad is saheeh, al- 
Bukhari (3017)] 

1902- It was narrated from Ibn 
'Abbas: I bear witness that the 
Messenger of Allah (^) prayed 
before the khutbali on Eid, then he 
delivered the khutbah. And he 
thought that the women had not 
heard, so he went over to them 
and reminded them (of Allah) and 
exhorted them and enjoined them 
to give in charity, and the women 
started giving their earrings, rings 
and things. 

Comments: [Its isnad is saheeh, al- 
Bukhari (1449) and Muslim 
(884)1 

1903. It was narrated from Ibn 
'Abbas that the Prophet (ag) drank 
from a bucket of Zamzam whilst 
standing. Sufyan said: That is what 
I thought. 

Comments: [Its isnad is saheeh, al- 
Bukhari (1637) and Muslim 
(2027)] 



l ^>J*\ (Y Y * j\) If 5di ^ - \\>\ 
Jj-Lj Jli : Jli J>\ j* tiijSU ^ 
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1904- It was narrated from Ibn 
'Abbas; The Prophet drank 
with Ibn 'Abbas on his right and 
Khalid bin al-Waleed on his left. 
The Prophet (gij) said to him [Ibn 
'Abbas]: "The drink is yours, but if 
you want you can give precedence 
to Khalid." He said; I will not give 
precedence to anyone with regard 
to the leftover water of the 
Messenger of Allah (ag). 

Comments: [A hasan hadeeth; this is 
a da'eef isnad] 



1905. It was narrated that Ibn Abi 
Mulaikah - in sha Allah - said: Ibn 
'Abbas asked for permission to 
enter upon 'A'ishah, and her 
brother's sons kept on at her [to let 
him in]. She said: I am afraid that he 
will praise me. When he was given 
permission to enter, he said: There is 
nothing between you and your 
meeting your loved ones except the 
departure of your soul from your 
body. You were the dearest of the 
wives of the Messenger of Allah (|fe) 
to him and the Messenger of Allah 
would not hold anything dear 
but that which is good. Your 
necklace fell from you on the night 
of al- Abwa' and verses of Allah were 
revealed concerning you; there is 
none of the mosques of the Muslims 
but verses stating your innocence 
are recited in them night and day. 
She said: Spare me your praise, O 
Ibn 'Abbas, for by Allah I wish... 



If tjuii ^1 ^ iidi t*ji^ 
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Comments: [Its isnad is ijauu, al-Bukhari (4753)] 

1906, It was narrated from Ibn ^ ^Jrj^ ^ ^ OOi bil^ ^ ^ 

'Abbas that he said to her: You ' ;„ A A * , . & t 

were called the Mother of the O^P 1 f 1 ^! : ^ ^ ^ y ^ 
Believers so that you would be ^Mj^^V^^^J 
blessed, and that was your title - " ' 

before you were bom. ^ ^ ,<J^j> ^bl : 
Comments: [Its isnad is da'eef\ . J_^>* 4^-^ 

1907* It was narrated from Ibn 
'Abbas - in sha Allah - that the 

Prophet (m,) forbade breathing ^ - ' M ^ ^! - if) J* 
into the vessel or blowing into it. -f i-vi < - V> *f ^ ^ ^ ( 

Comments: [Its jstW is sdheeh] 

[rvu jaw : ^i] .jj 



: JL5 iiif Jf ill jUi^i of 4^1 



1908. It was narrated from Ibn 
'Abbas, who attributed it to the 
Prophet (£g): "If one of you says, y. '^k O? 1 u* k VO* J* 
when he has intercourse with his 
wife, 'In the Name of Allah, O 
Allah, keep the Shaitan away from t OUalSji jiS- jLjIjl tJiil ^ 
me and keep the Shaitan away ~ „ % ^. 4 , *V , r >^ , 

from what You bless us with/ if it ^ ^ *^*3j ^ ^^4^ 

is decreed that they should have a [ U1V : tj ] ,« jo^i ^ 

child as a result of that, the ° 
Shaitan will never harm him." : ^ tO M ) : ^ oU-j : 

Comments: [Its isnflrf is saheeh, al- .(UTS) 
Bukhari (141) and Muslim (1434)] 

1909. 'Abdul-' Azeez bin Rufaf 

told us: Shaddad bin Ma'qil and I - a -> 

entered upon Ibn 'Abbas, and Ibn J* J 1 - ^3 L1 : J J G*J 

'Abbas said: The Messenger of Allah j i)^ U : ^ jUi ; ^ '^1 

(ig) did not leave anything except ^ _ 4 s " ' '. 

what is between these two covers. J>X* J? U <Ln 

We entered upon Muhammad bin . ^ ju* t ^ 

'Ali and he said something similar. ' , 

And al-Mukhtar used to say: the V^J-' 1 j c ^- 11 

Revelation. /. > a v .. , . , . 

Comments: [Its isnad is saheeh al-Bukhari (5019)] 
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1910. Ibn 'Abbas said: When 
Qur'an was revealed to the Prophet 
(*&), he would want to memorise 
it. Allah said: "Move not your 
tongue concerning (the Qur'an, O 
Muhammad (g^)) to make haste 
therewith. It is for Us to collect it and 
to give you (O Muhammad the 
ability to recite it (the Qur'an). And 
when We have recited it to you [O 
Muhammad ^ through Jibreel] 
then follows its (the Qur'an's) 
recital" [al-Qiyamah 75:16-18]. 

Comments: [Its isnad is saheeh 
according to the conditions of al- 
Bukhari and Muslim] 

1911, It was narrated from Ibn 
'Abbas that he said: When he 
prayed Fajr he would lie down 
until he began to breathe deeply, 
and we used to say to 'Amr: The 
Messenger of Allah said; "My 
eyes sleep but my heart does not." 

Comments: [Its isnad is saheeh, al- 
Bukhari (138) and Muslim (763)] 



1912. It was narrated from Ibn 
'Abbas: I stayed overnight with 
my maternal aunt Maimoonah. 
The Prophet (g£) got up to pray at 
night. He did a light zvudoo' then 
he stood (to pray), and Ibn 'Abbas 
did the same as he did, then he 
came and stood (to pray), and he 
(the Prophet moved him to 

make him stand on his right. 
Then he prayed with the Prophet 
(£te), who then lay down until he 
breathed deeply. Then the 
mu'adhdhin came to him and he 



T 

Jj^j L£j ,j>J6 ( _ r >- £*Ja-i>! ^>«^t 

f£« :JLi ^ Jul J^j !>J :j ^J 
if *A* t ^\Y : ^!] t «^jj 

^wLp /jjj ^.Jaa t Ls^a>- Itj^j L^^zi 

<J^>t* t^^Lk* j* Us t^U- jw v ^v^s L^5 

^Jl ^li t jjjiil &L"li t^jii [ _ J X?- ^>Ja-i>l 



Musnad of 'Abdullah bin al- Abbas & 259 



^ im y i \j^l\ fill JLLC ,Vliu A 



got up to pray and did not do 

wudod ', 

Comments: [Sec the previous report] 

1913. It was narrated that Ibn 
'Abbas said: I heard the Prophet 

deliver a speech and say: 
"Verily you will meet Allah barefoot 
naked and uncircumcised/' 

Comments: [Its isnad is saheeh, al- 
Bukhari (6524) and Muslim 
(2860)] 

.(VAT 

1914. It was narrated that Ibn 
'Abbas said: We were with the 
Messenger of Allah (gte) and a man 
fell from his camel and broke his 
neck, and he died when he was in 
ihram . The Messenger of Allah (£k) 
said: "Wash him with water and 
lotus leaves, and bury him in his 
two garments, but do not cover his 
head, for Allah will resurrect him 
on the Day of Resurrection reciting 
the Talbiydh !' 

Comments: [Its isnad is saheeh, al- 
Bukhari (1265) and Muslim 
(1206)] 

1915. It was narrated from Ibn 
'Abbas: "And do not apply perfume 
to him/' 

Comments: [Its isnad is saheeli, see 
the previous report] 

1916. It was narrated from Ibn 
'Abbas concerning the words of 
Allah, "And We made not the 
vision which we showed you (O 
Muhammad as an actual eye- 
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witness and not as a dream on the ^ t , 

night of AWsraO but a trial for U,J ^ ^ & :Jli : ^^> 

mankind" [aUsra' 17:60], that he [To* * ; ^|] Jjtf 3^ ^| 

said: it is something that the ' ~ J " ; 

Prophet (3**) saw with his own .<?aaa) :^.^>w?Bil^l 
eyes on the night on which he 
was taken on the Night Journey 

Comments: [Its isnad is saheeh, al-Bukhari (3888)] 

1917. It was narrated that Ibn ^ ^jj^ ^ Oli^ Ui^>- -HW 

'Abbas said: The Messenger of Allah '/ ^ ^ . , r _ 

(Sg) said - and on one occasion he JLi : JU ^ ^ 0* O? 1 

said: I heard the Prophet (gj) ^ : ^ _ ^ 

deliver a speech and say -: "When t *f , > 

ever cannot find sandals, let him dr^* ^ ^ dr*" : ^yt 



wear khuffain (leather slippers), 
and whoever cannot find an izar 
(waist wrapper), let him wear [ ^ Ai A l .^r\j\ Jjjjl^ 

pants/' 

Comments: [Its isnad is saheeh, al- ' ^ u " * t - 

Bukhari (1841) and Muslim -° WA) 
(1178)] 

1918, Jabir bin Zaid narrated JU £U -\^A 
that he heard Ibn 'Abbas say: I \ ^* ^ »« , , 
prayed with the Prophet («$) 1 J ^ ' ^ ^ : *-> 0i ^ 
eight {rak'ahs) together and seven lll^j ^ l ~ ? ^ 
(rak'ahs) together. I [the narrator] ,^,,.,1, • ti v - 
said: O Abush-Sha'tha', I think he ^ ^ t - Lj ^ i U L : Jb 
delayed Zuhr and hastened 'Asr, ,^JjJ\ i^Ji . 
and he delayed Maghrib and J , . ^ , f , t „ r t 
hastened 7s/ia'. He said: I think so : j&O Uj : Jli ?;li*Jl 

to °- [rnv t y 0 ay t mo , \<ur 

Comments: [Its isnad is saheeh, al- 
Bukhari (1147) and Muslim .(v • O : f *< n tv) : c - c ^ : 
(705)] 

1919. 'Amr said: Abush-Sha'tha £\ J I* : JLi :Sdi lifj^ -\m 
said: Who is she? I said: They say * > ^ ,0 - - p ^ , t s 
she is Maimoonah. He said: Ibn :cJi :Jli V ^ 
'Abbas told me that the Prophet ^ ^ * f ^\ : t ^ 
(^) ma rried Maimoonah when he " * 

was in ihram . c Y V - * t Y • \ i : ^i] y>j 
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Comments: [Its isnad is saheeh, al- , 
Bukhan (1837) and Muslim 

( 141 °)1 [mr ^ r\\^ .m\ 

.(\no : f L<urv) 

1920. It was narrated from Ibn ^ ^ - ^ V 

'Abbas that he said: I was one of - s , 

those whom the Prophet (^) sent ^ Ul ^ 

on ahead on the night of Muzdal if ah ^J, j iysp'l j£j ^ ^ 

with the weak ones among his " ^ /' ^' ^ / 
family. And on one occasion he said: : J r^0 -^l* 1 f-^ ^ 0J : *> 

The Messenger of Allah (^) sent on tTm ^ w 

ahead the weak ones among his 

family. [VY Y ^ L Ytro 

Comments: [Its isnad is saheeh, al- 

Bukhari (1678) and Muslim -° nr) : r t0 nvA) : C"C^ : 
(1293)] 

1921- It was narrated from Ibn ^ ^ 
'Abbas: The Messenger of Allah * > /. . « . - 

(«$) only trotted (ram/) around the - ' ^ J ^ H : <T * <f ^ * - 
Ka'bah In order to show the £*J i^y^ 1 ^ 
mushrikeen his strength. 

[mv *Ym t Y Y* * 0 ; Y*Y^ : Jiil] 

Comments: [Its tsHfld is saheeh, al~ 

Bukhari (4257) and Muslim ; (iVflV) .. > . 

(1266)] r C * Gv^ 

1922. It was narrated from Ibn ; \j ^ £1*- _^ YY 

'Abbas that the Prophet (i&) was # e 

treated with cupping when he ^r~J^> 0* frLiLUj 

was in ihram, ^ ?n :t . - „ 

Comments: [Its isnad is saheeh, al- 4 ' , \ 

Bukhari (1835) and Muslim [r ° U ' mr ^>J r^ 1 



(1202)1 



.0 Y • Y) : f iOaY*o) :£ 



1923. It was narrated from Ibn : jiij JtfjU- Ai^ jtf ~\\tx 

'Abbas that the Prophet (jg) was tf f s ( 

treated with cupping when he ^ 'yj^i ^ 

was in ihranu r \ a * « • i l * # J - 1 - ' a i ^ * ■ u 
Comments: [See the previous 

report] 'gO^' 
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1924. It was narrated from Ibn ^ . - ^ . f 
'Abbas that the Prophet (M) said: J ^ ^ e \ / J 
''When one of you eats, let him : Jli ^ j! i^l!* ^1 ^ ^ 
not wipe his hand until he has = / ^ rr -~ r 
licked it or it is licked for him." ^ ^ ^ *± Cr* * J 51 4 

Comments: [Its isnad is saheeh, al- [Vfc^ tTYVi JlVt : J&\] . k Ug-i-JJ 

Bukhari (5456) and Muslim , ¥ . 
(2031)] : f *C 'Cr^ 3 0 1 : 

1925. It was narrated that Ibn ^jy^ lliJb- -MYo 
'Abbas said: Al-Muhassab is not of > - *J - & * 'i ' Lk£ 
any significance; it is just a place ^ ' ^ ' ^ ^ l * 
where the Messenger of Allah (jg) , ^ Jjl J^3 15^ <Xr** >* lJ| 
halted. * ' * ' ; 

Comments: [Its isnad is saheeh, al- 

Bukhari (1766) and Muslim .< \ru) ,( W*n) : .~w, (J LI : ~ ^ 
(1312)] r c c ^ 

1926. rt was narrated from Ibn * Uai. ^ t o ^ - & Ji>- - M Y *\ 
'Abbas that the Messenger of Allah l f ^ \ 

(^) delayed 7sha' until as much of 01 ^' ^'-^ ^ ^ 

the night as Allah willed had ^ J± jg ^ 

passed. Then 'Umar said to him: O " s , ^ s 

Messenger of Allah, the women *^ ^ ^ J Lai 'LJ; Li 

and children have gone to sleep. if u,;. . v' -? , - ? 

He came out and said: Were it not s _ ' > 

that it would be too difficult for my Li^Lii jl '^yS J[p jpt 

ummah, I would have enjoined r „ ( „ Wlrt " 

them to pray at this hour/ ^ 

Comments: [Its isnad is saheeh, al- .CUT) t (VYtl) ^.^^u ^.j** 

Bukhari (7239) and Muslim ' ^" 
(642)] 

1927. It was narrated that Ibn ^i. tj^li- ^ jdi U)i>- -MYV 

'Abbas said: The Messenger of * * / , f , , > . 

Allah fcgj) was commanded to ^ ! J ^ > l : Jli ^ O^ 1 0* V jl1, 

prostrate on seven (parts) and was ^ ^ ^ ^ j{ ^ 

forbidden to tuck up his hair and V 

garment. iY£\"l iTV'L^i 1 ^^A^U oyLt 

Comments: [Its isnad is saheeh, al- tYTOA t To^l tTo^* ,Yoaa ,YoYv 
Bukhari (809) and Muslim (490)] 

[rur cYvvv 

.(MO : f t (A^) :^ 
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1928. It was narrated that ^ ^ i ^ ^ _ mA 

Tawoos said: I heard Ibn 'Abbas * s „ * 

say; As for what the Messenger of ^ tsiJl : JU oJ^— : JU 

Allah to) forbade to be sold - - :** - IJ6i *. \ t , 

before possession was taken of it, ^ ^ 

that is food. And Ibn 'Abbas stated % : iJ> i? 1 ^ j .f U&Jtt 

his opinion; I think every thine is r _, ? - * * 

like that [UiV:^].^!^ 

Comments: [Its isnad is saheeh, al- ; ^ t (nVo) ;^ .^y-* <oLJ ig^j 
Bukhari (1235) and Muslim Moym 
(1525)] 

1929. It was narrated that Ibn ji^L* ^ oLlU *J> iL^ tfl^ -^Y^ 
'Abbas said: The Messenger of Allah - ; , ^ ^ f 
(*) prayed in Madinah, when he 0? r 5 ^ : Jli i^ 11 ^ s^ 1 
was a resident and not travelling, J^, : J)Z Jl\ J* 'J, 'jd 
seven [rak'ahs] and eight [rak'ahs], > , ; ^ ' / ' . ' ' s , 
Comments: [Saheeh because of ^■f*-' 1 tj? ^ ^ l 

corroborating evidence, al- ; ^tj 

Bukhari (1174) and Muslim (705) c 
and its isnad is <fr'ee/j 
jLi* ^ ju^- t > IJuj .(V'fi) : f i(UVO tBj Jj ^r^" 

1930. It was narrated from Ibn ^ 'jj^ ^ -\^r* 
'Abbas: A man died at the time of . , 

the Messenger of Allah (gj), leaving ^ oU >J ^ ' 

behind no heir except a slave whom ^ ^r, ^ Mj <gg 

he had already manumitted, so he * " ^ ' , \ ^ ? 

gave his estate to him. t<a ^ 3* 

Comments: [Its isnad is da'eef, and j i ,_■ . ■ . -- 

Awsajah is unknown] " ^ 

1931. It was narrated from Ibn ^ ^ ^ Sdi tfi^ -1ir\ 
'Abbas: I am surprised at those 

who anticipate the month when Cs^ 'a-* . J^ 1 0^ 4 tlr~^ l^ 1 

the Messenger of Allah 0g) said: ^ . m ^ j - j'u ^ 
"Do not fast until you see it" or f * 

he said "Fast when you see it" : 1 

Comments: [Sflh(?c/i because of [V*Vi t \^Ao Joj^J 

corroborating evidence] 



.J 
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1932- It was narrated from /VYV i, s > , 

Sa eed bin al-Huwairith, who * 

heard Ibn 'Abbas (say): We were ' o?< £^ ^O^^iJl ^ 
with the Prophet (&) and he #i - ^ ; p *'?ii"r 

went to the outhouse, then he ^ r ^ ^ yr" ^ 15 

came out and called for food - on _^UiJL ^jli ^tdjb Uai 

one occasion he said: food was - *t* , ^ t * * 

brought - and it was said; O ?* :M Vl ^ J ^ ^ ' 

Messenger of Allah, aren't you t Y o oa .«U> r li j^f 

going to do wudoo'? He said; "I 

am not going to pray such that I [Ya£1 t rrAY t rYf o iYov« 

needed to do wudoo'!' 

Comments: [Its isnad is saheeh, 
Muslim (374)] 



,<rvi) 



1933. It was narrated from 'Amr, 
from Ibn Ma'bad, that Ibn 'Abbas 
said: I only knew that the prayer <jy-l c-^ J 15 ^LIp ^'t 
of the Messenger of Allah (sg) >* n J, ^ ?,/ , ^ ' 
had ended from the takbeer. - - - ' ' 
Comments: [Its isnorf is saheeh, al- [f£VA i^l] 

Bukhari (841) and Muslim (583)] 

U ^ :Jli ?^jb- :ii iiS Jli 

1934. Tt was narrated from Ibn J\ ^ tJj ^ ^ -jlli Lijb* -Hn 
'Abbas that the Messenger of " * , " Sf 

Ailah (^) said; "No man should S§ 5^1 J P3 0» jjl ^ 

be alone with a woman and no ^ ^ ^ h^L ^ :JU 

woman should travel unless she ' ; . *" 

has a mahram with her," A man ^<J^ lt f3~ ^3 ^'pl^l 
came and said: My wife has gone 



out for Hajj and I have enlisted in 



such and such a campaign. He gf**-^ :Jtf MSj ^ J> 

said: "Go and do Hajj with your - * 

Comments: [Its isnad is saheeh, al- : * *<\aiy) :^ .^.^ 0J u^l 
Bukhari (1862) and Muslim ° * 

(1341)] .ortu 
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1935. Ibn 'Abbas said: Thursday 1^ f - - ^ ^ _ Wfl 
and what a Thursday! Then he wept iT^, * ; * , 

until his tears wetted the pebbles. 'Jyi j ^ : ^1 jjl JU- 

We said: O Abu 'Abbas, what about „ Mi i s "1 n- 

TTiursday? He said: The Messenger ^ f* : ^ ^ ^ 

of Allah (^t) took a turn for the _ UjJo Jlij _ IJ^i ^JZ jU 

worse, and he said: "Come to me r ■ s * * .; J . . 

and I will write for you a document, 'v^ 1 ^^ V ■ • - ' ^ 
so you will not go astray after I am ^yil" : Jlii 1 ^U-j 2§ i.M J^ijj jiil : JLS 
gone." But they argued (about that), ^ , , , / ' ; ' ; . , , f 

and it is not appropriate to argue in 1 Mxl 0 .u, \jX-a> ^ Lbs ^ w^s 1 

the presence of a Prophet. They said: ^ u : ^ t f jG ^ jLp ^ N j 

What is the matter with him? Is he _ , . , V 

delirious? fl] Try to find out from l^Ji <.*jAfsi^1 _^J^ JjC :jLii Jli 
him. So they kept repeating that to . ,:f . ,r > * 

him, but he said: "Let me be. The ^ b -/ ^ £ /' ^ ; _ 
state in which I am now is better :ly jUii Jl#j _ jlij ^ 
than that which you wantme to do." , . * * - - „ 

And he enjoined three things - & o£r*» : JU - ^ l 

Sufy an said: He gave instructions to cis" U .lijJl Ij^lj t^^Ji ^>>- 
do three things - and said: "Expel the ^ 'I* (J , J ; 

mushrikeen from the Arabian ^ * ^ l ^ ^ "f^T 1 
Peninsula, and honour the JLjj ?L$lJ jf Jlij ttlli- cilil 
delegations as I used to do/" And r 7 , , r ^ , t 

Sa'eed did not mention the third J 1 ^ v ; 

thing, and I do not know if he [tm t Y^'gY*wi ' J^l] 

omitted it deliberately, or on another 

occasion he said that he forgot it. xnrv) :^ ar-sr) : ^ *A~>\ 
And Sufyan said on one occasion: 
Either he omitted it or forgot it. 

Comments: [Its isnad is saliceh, al-Bukhari (3053) and Muslim (1637)] 

1936, It was narrated from Ibn ^ tjUIC j* oul^ Gli -\^r , \ 



'Abbas: People used to depart 
from all points and the Messenger 



of Allah (^) said: "No one aj| j^j jvii ,J-j J5 J J>^1; 

should leave until the last thing p , - - ' , « 

he has done is to circumambulate ^ ^ ^ N " 

the House/' [^^, ^un] 



llJ The speaker was reminding the people that it is impossible for a Prophet to become 
delirious because he ma'soom (infallible), and they should have tried to ask him for 
clarification because he was still able to speak clearly. [Translator] 
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Comments: [Its isnad is saheeh, al- . /w*^ i ■ 

Bukhari (1755) and Muslim r ^ 

(1327)] .OVYv) 



1937. It was narrated that Ibn 

'Abbas said: When the Messenger % _ s 

of Allah came to Madinah, the 0* kJL£J1 ^1 j* ^ ^ ^ j* 
people used to pay two or three ^ m ^ f j . ^ 

years in advance for dates. He said: 1 _ s r ■ y 

"Whoever pays in advance, let him : <J^* t^^lj jI£Ul ^1 ^ J^Li 

pay in advance for a specified . . *.' ls ,;: . . 

measure and a specified weight, * ^ ' ~ ^ 

for a specified time.'' [\aia i^Ij],^^ j^f JJ t^jlii 

Comments: [Its isnatJ is saheeh, al- 

Bukhari (2240) and Muslim : f t(m,) : C ail ~-J 

(1604)] .OVO 

1938. Sufyan said: 'Ubaidullah ^, . ^ ^ _ mA 
bin Abu Yazeed told me seventy * : ~, e 
years ago: I heard Ibn 'Abbas say: : JU ii^ ili ^\ -J,\ 
I did not see the Messenger of m ^ ^ ^ u j ,/ Z 
Allah lag) fast any day, seeking \ \] \ ' ^ ^ ' L/i 
its virLue and superiority over f£ ^ ^Jij ^5^0 

other days, apart from the day of 1 1 - m. ' - * f ' r * > -, . ' . 

'Ashoora' - and on one occasion ' ''^^ ^ ~ Jbj - ;I ^ U 

Sufyan said: Except this day, lii^ _it^l£ jJ^ 

meaning 'Ashoora' - and this * \ 

month, the month of Ramadan. [f m " Ufl £ : ^ • 

Comments: [Its ismjrf is sa/zre/i, al- ; r *(r*o) ;^ <j? w^ 
Bukhari (2006) and Muslim 
(1132)] 

1939. 'Ubaidullah narrated that 
he heard Ibn 'Abbas say: I am one 
of those whom the Prophet 3&§ ^r Jl <>~? ^ If) 
sent on ahead with the weak ones " ' , . f , - ' " * 
of his family on the night of L ^ T ' : CT^ ^ ^ ^ 3 > Jl ^ 
Muzdaiifah. 

Comments: [Its isnarf is saheeh, al- 



.(wry) 



Bukhari (1856) and Muslim .(mt) 
(1293)] 

1940, It was narrated from Ibn - * ^ ^ 

'Abbas: The Messenger of Allah ^ S J S f 0 - 
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was commanded to prostrate :* ■ „ r 

on seven (parts) and was J ^ ' ^ J C; ^ 
forbidden to tuck up his hair and [\<IYV X'J 

garment. 

Comments: [Its isnad is arte*, al- : r t<A,<0 : C"C?" : E*> J 

Bukhari (809) and Muslim (490)] 

1941. It was narrated from Salim : ^U* j* <. ^ jli- ^J*- - ^ O 
that Ibn 'Abbas was asked about / - * v ; . . ~ ^ > , 
a man who killed a believer, then ^ ^ ^ ^ & ^- ^ > 
he repented and believed and did ij^j ■ ?t_£^* 1 p * UUU? J-^j 
righteous deeds, then followed > ^ , > : , . ^ - «„ 
true guidance. He said: Woe to « r 5 ^ * *° 
you, how could he follow true t ^ ^ : Jji L&ci Jy&Jl \y^? 
guidance? I heard your Prophet , ' >s . , tf 4 5 " 

(«) say; "The slain one will come, > M Ws ] ^ ^ ^ 

holding on to his killer, saying: 'O fj ^ ^ Uj t jg ^ ^ 
Lord, ask this one why he killed * ^ , , , ^ 

me/" By Allah, Allah revealed it A^J^\ ^ J' J *^-J : ^ 
to your Prophet (*g) and He did [r i i ft i UAr fc t \ n : 

not abrogate it after He revealed 
it. Woe to you, how can he follow 
true guidance? 
Comments: [Its isnad is saheeh\ 

1942, It was narrated from Ibn ^ ^_,^| r;\ \£U -HtY 
'Abbas that the Messenger of Allah . Sf s , . . ; 
(^) was shrouded in three pieces ^ ! ^ l 0?' ^ Ir* 
of cloth: his chemise in which he ^j, . ;w ^j ^ ^' ^ ^ 
died and a Najrani hullah (a kind of - ' ' - " ' ^ # ; ' s - ' 

suit), and the hullah is two pieces of .oC>* *lAJ1 ^ ^ 

cloth. 



Comments: [Its isnad is da'eef, 
because Yazeed bin Abu Ziyad is 
da'eef] 

1943. It was narrated that Ibn ^ 1^ u^if : ^) l&U -\MT 

'Abbas said: The Messenger of Allah , , " s m m / ; 
(M) was treated with cupping :jLi y- 1 ^ y!* ^ ^ 
between Makkah and Madinah, o-uJlj ^ ^ ijl 
when he was fasting and ini/i ram. " " t 
Comments: [Its isnad is da'eef, l\ht\ i^lj] >j 

because of the weakness of 

Yazeed bin Abu Ziyad] ^ ^ ^ " : 
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1944, It was narrated that Ibn < - *,i ,;^tf . .... . ^ . 

'Abbas said: The Messenger of ^ ^ ^ ^ 
Allah (gg) said with regard to the J* t ^ ^\ ^; ( _ 5 ^ 

mukatab [a slave who has drawn up > , * % "' , , 

a contract of manumission with his : r 1 ^ 1 ^ « ^ l J ^ JU :Jli 

master and is buying his freedom o U jlij ,^Jt fcj ^1 U ^AI o 
in instalments]: "A portion of the ' ' / , " : 

dnjah of a free man should be paid, 1 m * 

commensurate with how much he [HA^ tY£Tr Jiv t rron 

had paid towards his manumission, 

and a portion of the diyah of a slave 

should be paid, commensurate with 

the extent to which he was still a 

slave." 

Comments: [Its isnad is saheeh] 

1945. 'Ammar, the freed slave of -*\\^\ jj^, t j VU-il ~\U<> 
Banu Hashing said: I heard Ibn ' ^ ^ 

'Abbas say: The Messenger of IX*^ : Jli ^li* J>y> jUU ^Tjl^ 
Allah (^) died when he was ^ * ' "v > , , 
sixty-five years old. 38 ^' J ^ ^ ^ ^ 

Comments: [Its men are reliable] h AM : ^Ij] cr ii 



1946. It was narrated that Ibn t *J ^ ^ £ij£ -UM 

"Abbas said: The last hardship the , \* . . s 3 , - - - 

believer faces is death. And he said ^>* Jt j-^? >H : ^ J 1 

concerning the verse, "The Day ^ ~h . y ^.J, 

that the sky will be like al-muhl" _ / \ , ' 

[al-Ma'arij 70:8]: [This means] the t ^*5 J! <A :£jUJl> 4$% 

filth of oil And he said concerning (nr jT) ^ ^ ^ 

the verse, "during the hours of the a , " 

night" [AN 'Imran 3:113]: [This U :Jlij ^ : Jli 

means] in the depths of the night , > p - • , 

And he said: Do you know what ^ ?ULJl ^ >* : JU V^ 1 
the disappearance of knowledge ^j^I 
is? He said: It is the disappearance 

of the scholars from the earth. .^a~^j> >jrr ^ 1 «M : 

Comments: [Its isnfltf is da'eef] 
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4& ^LjuJ^ i^jJ flit JLl£ 4 * 



1947. It was narrated that Ibn iA J - - - ^ ^ _ mv 
'Abbas said: The Messenger of ^ f ' _ 

Allah (ag) said: "The man in whose ^ Jj^-j ^ 

heart there is nothing of the Qur'an * ^ j ^ ^ 

is like a ruined house." ^ sT ^ ^ ^ ^ * 

Comments: [Its rsm?d is da'eef] ' ^* 

1948. It was narrated from Ibn l4 J ^ i^jjti ^ tiJb- -^lA 
'Abbas: The Prophet (^j) was in * > , ; # o 
Makkah, then he was commanded S$ ^ JrO <^ 0^ ^ 
to migrate and the verse was ^ ^ j/f- >l lj 
revealed to him: "And say (O " - r , ' ; 
Muhammad (^)): My Lord! Let <j*V^> ^^-f J^* ls^t j1 

w y ^ en !7u (t0 *? e A1 ; -< A * >^'> iU- i&L&lsS 

Madmah) be good, and (likewise) 
my exit (from the city of Makkah) 
be good. And grant me from You 
an authority to help me (or a firm 
sign or a proof [al-Isra' 17:80]. 
Comments: [Its isnad is da'eej] 

1949. It was narrated that Ibn ^ ^ ^> ^ -\\t*\ 

'Abbas said: The Messenger of ' a > , / 
Allah said: "There cannot be : ^ ^ J >"^ Jli :JU ■ ^ 
two qiblafa in one land, and the -^jjj ^ 0l5b V s 

Muslim does not have to pay ' ' + t 

jizytfL" [T^VV t ToVn :JK\] Sty? ^ 

Comments: [Its tenad is da'eef] iJi ^ 6jLrf , . ^ 

1950. It was narrated from Ibn ; J\i ouii ^ -x^ 5? uc* 1 * 

'Abbas that the Prophet {0) said: o _, * /„ ^ , 

"The people will be gathered Ji ^ ^ 9^ o>. Orf* 31 

barefoot naked and uncircumcised, iJU^^I^^CU^l^ 

and the first one to be clothed will % # • *'* y J , ^ , 

be Ibraheem (*£*)/' Then he recited: r? 1 ^! J ^ 4 s1 > ^ 

"As We began the first creation, We A>J ^ g ^ . yj ^ (( ^ | 

shall repeat it" [al-Anbiya' 21:104]. ^ J " ^ r r f 

Comments: [Its I'snad is saheeh, al~ i . s-LJ^I) 

Bukhari (3349)] ,^<<n i ^ 
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1951, Tt was narrated from Ibn . , , r ;« , 

'Abbas that the Prophet (ft) L ^ ^ JjV ' ^ *f* ^ 

drank some milk and rinsed his J>\ ^\ j!S Ji Jjl Sll ^ ^jJ! 

mouth after that and he said: "It \*s ' * - ' - > * ( * ' , 

is somewhat greasy/' • ^ * ^ ^ 

Comments; [Its i'snad is saheeh, al- -'^13 ."Llij 2 j!» :jL*j .^^Jaii 

Bukhari (211) and Muslim (358)] [VoVa JUT if«a> iT-'V 

.OToa) : f t (T\\) 



1952. Qatadah said: I heard Jabir 
bin Zaid narrate that Ibn 'Abbas 



said: The daughter of Hamzah was jjj ^| ^l>- cJ^J- :Jli 

mentioned to the Prophet (^) [as a ** ' s„ > 

potential bride] but he said: -She is ^ :Jl " ^ ^ * ^ ^ :JU 

the daughter of my brother t TH' : _J^J I ] .«^Li^jl ol 

through breastfeeding/' ' 

r * rn ■ j • L r , [nfV tfU * tf * £r * nrr 

Comments: [Its isnaa is saheeh, al- 

Bukhari (2645) and Muslim.( u iV ) : . t (T it O : ^ ^1 : ^ 

(1447)] 1 ^ c " ' C?-^ 

1953. Tt was narrated that Ibn ^ t ~ ^ >; ^ 

Abbas said: The Messenger of 

Allah (£§) put Zu/ir and VUr, and 0?' 6 ^ o! J* ^ 

Maghnb and 'Isha', together in ' \\\ w Au \ >~ ~- . V ^ 

Madinah when there was no state ^ ^ * - ^ JU 

of fear or rain. It was said to Ibn ^ t ^ LL-J 1^ ^jJ^SJIj 

'Abbas: What was the purpose of " s ,' , . V - 
that? He said: He did not want to ^Y- of* J=i ^ V> > 

cause any hardship for his ummah. .&f V M Si^f : J Li ?iUi Jl 

Comments: [Its isnad is softwft, rrrv* i -n 

Muslim (705)] [mr ttn ° tYooV : > 1 ^ 



1954. It was narrated that Ibn > , pE ^ 

'Abbas said: A man from Banu ^ : ^ * ; ^ " ^ n 

'Amir came to the Prophet (jg) jf : ju ^ ^ - f ^ 

and said: O Messenger of Allah, . % \ J " ' ' ' " 
show me the Seal that is between L " : JUi J^S ffi 

your shoulders for I know the Jjj ^ ^ ' j, : =UJ| f Jj,, 

most about medical matters. The - ' / 
Messenger of Allah (^g) said to ^ j ^j^j ^ JUi t^liJl ^-il 
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him: "Shall I not show you a j ^ ^ ^ ^ ^ 1}) 

sign?" He said: Yes. He looked at ^' / f / 

a palm tree and said: "Call this JUjl* :<Jli iiJi jol» : J lii til^i 

bunch of dates." So he called it, \ , „ ^ ... . ' c . : 

and it came jumping until it ^ — ^ ^ ✓ - * 

stopped in front of him. Then the Jlii t*J^ J I ^-y ^ 

Messenger of Allah (ate) said to it: • . > , , . - T j ■ 

-Go back/' and it went back to its ^ ^ ^ ^ U J ' L - ' ^ 

_ t f f ^ 

place. The 'Amiri man said: O 
Banu 'Amir, 1 have never seen 

any man more skilled in magic * J M 
than I have seen today. 

Comments: [Its isnad is saheeh] 

1955. It was narrated that Ibn Jl^H\ :fc,UJ ^1 ^ -Ua* 
'Abbas said: The Messenger of 

Allah $5) said: "I have been 0? 0* 0? $y^* 0* 

supported with the east wind, and ^ ^ ^ ^ ^ j,, j^. 

'Ad were destroyed by the west t s - ' - ^ ; 

wind." JL£Ul iSU 013 <.CJL; Jp' : 

Comments: [Its isnarf is saheeh, al- [To* • t T • \f ■ «, J^JU 

Bukhari (1035) and Muslim ^ ' ' 

1956. It was narrated that Ibn jJ>*Sl\ J,\ 
'Abbas said, concerning the verse . „ • ^ , „ , ^ ,* . 
"The (Prophet's) heart lied not in ^ ~ 1 ^ l ^ 'us-** 11 ^ 
what he (Muhammad (^)) saw" £ : > <J)i 
[an-Najm 53:11]: Muhammad saw ^ ^ f £ „ . ' *i-V 
his Lord, may He be glorified and > «?3 : J 1 * < u : r^ 0 ^ 
exalted, with his heart twice, [Y o A * : ^1] Jl Jf3 
Comments: [Its isnad is saheeh, " ' ' 

Muslim (176)] .0>^> ^ 

1957. It was narrated that Ibn ^iJLi ^1 ^ fcjULl J»\ -^<>Y 
'Abbas said: The Messenger of Allah 



\ said: " Whoever has a daughter 



born to him and does not bury her £ ^ jj 

alive or humiliate her or prefer his j , ^ .... - 

sons over her, Allah will admit him ^3 jiji r>J 4 *>Q 

to Paradise because of her." ^ ^ t _ ^ 1 ^ _ ^ 
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Comments: [Its fswarf is da 'eef and 
Ibn Hudair is unknown] 

1958. It was narrated that Ibn 
'Abbas said: The Messenger of 
Allah (%) went on a journey and 
stayed for nineteen days, offering 
the prayers two [rak'ahs] by two. Ibn 
'Abbas said: When we travelled and 
stayed for nineteen days, we offered 
the prayers two [rak'ahs] by two, but 
if we stayed longer than that we 
offered the prayers with four 
[rak'ahs]. 

Comments: [Its isnad is saheeh, al- 
Bukhari (1080)] 

1959. It was narrated that Ibn 
'Abbas said: On the day of at-Ta'if, 
the Messenger of Allah (^) freed 
all the slaves of the mushrikeen who 
came out to him. 

Comments: [Hasan because of 
corroborating evidence; this is a 
da' eef isnad] 

1960* It was narrated that Ibn 
'Abbas said: The Messenger of 
Allah (^) forbade muhaqalaJj and 
muzabanah [1] , and 'lkrimah 
regarded it as makrooh to sell wheat 
or barley harvested when it is 
green. 

Comments: [Its isnad is sdkeeh, al- 
Bukhuri (2187)] 



,^1 eL .iu> ^ 

[YAAi *. T AAr ,YV0A 
.( \ ■ A * ) : ^ .^>«^ »j l_J ; ^ 

^ ^jsuji #| iii j^i : jiS 
[nu ,mv cTTT.s jwi 

1; O^j ,oi>Jij ttUlJi ^ 3g 



fAuhaqalah means selling the field for a known measure of grain. Muzabanah means 
selling the palm tree for some wasqs of dried dates. 



Musnad of 'Abdullah bin al-' Abbas ^ 273 



1961. It was narrated from Ibn 
'Abbas that the Messenger of 
Allah wrote to the people of 
Jurash, forbidding them to mix 
raisins with dried dates. 

Comments: [Its isnad is sahceh] 



1962. It was narrated from Ibn 
'Abbas that the Messenger of 
Allah (^e) offered the funeral 
prayer for the occupant of a grave 
after he was buried. 

Comments: [Its isnad is saheeh, al- 
Bukhari (1247) and Muslim 
(954)] 



1963, It was narrated that Ibn 
'Abbas said: Raisins would be 
soaked for the Messenger of Allah 
(^) and he would drink it for one 
day, then the next, then the next, 
until the evening of the third day. 
Then he would order that it be 
given to others to drink or be 
poured away. 

Comments: [Its isnad is saheeh, 
Muslim (2004)] 

1964, It was narrated that Ibn 
'Abbas said: The Messenger of 
Allah (^) heard a man say, 
Whatever Allah wills and you will. 
He said: " Rather, what Allah alone 
wills." 

Comments: [Saheeh because of 
corroborating evidences] 



[V > > - t T £ .y&Vj 

[r\ri .toot : ^\] 
i£U :Zj[^ $ -wvr 

[rrrv jur 
.(Y * • O : ^ <oL*J : 



: J15 
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1965. It was narrated from Ibn 
'Abbas that the Messenger of 
Allah (^) prayed in an open 
space with nothing in front of 
him. 

Comments: [Hasan because of 
corroborating evidence] 

1966. It was narrated that Ibn 
'Abbas said: The Messenger of 
Allah sent 'Abdullah bin 
Rawahah on an expedition, and 
that happened to be a Friday. He 
sent his companions on ahead and 
said: I will stay behind and pray 
Jumu'ah with the Prophet (^g), then 
I will catch up with them. When 
the Messenger of Allah (gg) had 
prayed, he saw him and said: 
"What kept you from going out 
early with your companions?" He 
said: I wanted to pray Jumu'ah with 
you, then catch up with them. The 
Messenger of Allah (sg) said: "If 
you were to spend everything on 
earth (in charity) you would never 
be able to match the reward of their 
leaving in the morning/' 

Comments: [Its isnad is da'eef] 

1967. It was narrated that Ibn 
'Abbas said: Najdah al-Haroori 
wrote to Ibn 'Abbas to ask him 
about killing boys; who the khumus 
belongs to; when a child is no 
longer to be regarded as an orphan; 
whether women accompanied any 
campaign or took part in fighting; 
and whether slaves had any share 
of the booty. Ibn 'Abbas wrote to 
him (saying): As for boys, if you 
are al-Khadir and could tell 



fife y\ -ww 

if J* 

J y> & M Jj^3 

£ }ju5 M iUli Li*> :jUi ^3 ^ Jjl 



ijli jj^ll^ ^jjl -j* 



Musnad of 'Abdullah bin al-'Abbas 4* 275 ^LuJl ^ aIji ju£ * 



disbelievers apart from believers, 
then (go ahead) and kill them; as 



for the khumus, we used to say that ^JiJl 1^5 j fcUJiili ^>Jl ^ >^Jl 

it is for us but our people said that , , ^ ^ ^ , " ^ V ,/ 3> „ 

it is not for us; as for women, the * ^ CrP ^ ^j* f*3* ^ w -oj : k& 

Messenger of Allah used to >^ ^ J ^ ^ a j 3 

take women with him so they ^ ' ] ' 

could treat the sick and take care of ^J* lJ J> t J !\\ <>l>^* ^ ^ 

the wounded, but they did not take , , *■-!-*'» ✓ 

part in fighting; as for the child, he '-ir*" U -> tJU ^ ^ 

is no longer regarded as an orphan t A^Jl lS \ j , il^Uil 1^3 1 & 

when he reaches puberty; as for * / * 

slaves, they had no share of the ^ ^ J4^J 4 4^ ^ ^ 

booty but they would be given [YYro ■ ' ji 

something. ^ 

Comments: [A sfl/^e/r /rtt(ieef/i] ^r^^ 1 ^^>^ * 

1968. It was narrated that Ibn :ijUi j\ tf^U -WW 

'Abbas said: The Messenger of ' ' . 

Allah (Sg) said: "There are no J* J>. ±2^ J* t 0=K ii (4^ J* 

days on which righteous deeds ^ . ^ >^ 3^ '.^ ^ ■ 1 

are more beloved to Allah than fl ^ / ' , ' 

these days/' meaning the first ten *Ul J J ^LaJI J-**Jl ^ 

days of Dhul-Hijjah. They said: O ... « 1^*1 JLi r V' 

Messenger of Allah, not even jihad f • ~ f" ? ' ^ ^ 



for the sake of Allah? He said, t^JLJl dj^j U : Jli _ 

"Not even jrTiod for the sake of 



Allah, unless a man goes out with J ^ ^' : Jli " ^ ^ 

himself and his wealth and does p j^^ vjj t jji 

not come back with any of that," " " ' ' " " 

Comments: [Its isnad is saheeh] 



[rrrA t m«urm 



1969. Al-A'mash narrated a 
similar report from Mujahid - and 

it does not say from Ibn 'Abbas - ^ ^L*Vl : Jli tj^Li ^ ^ 



from the Prophet (^), i.e„ "There 
are no days on which righteous 



Ct* - a? 1 : ^ CrP - 



deeds..." JUJI f d ^ U« ^ % 
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Comments: [Its men are fttfjaf but ^ . ,c£J toUS -JU- ■ 

it is mursaU See the previous ^ J ^^-^ ^ ■ J ' ff-^ 
report] .*UU 

1970. It was narrated that Ibn ^ : « jU j; ^ ^ 
'Abbas said: A woman came to the " ' 

Prophet (5^) and said: O a* J~*r ^ ^ t 0^ i J* 

Messenger of Allah, my mother W m ^ ^ . ^ * ^ . ( 
has died and she owed the fasting * ' ' 

of one month; can I make it up on ^lUj cjU J»\ jj 1 U : cJlii 
her behalf? He said: " Do you think r: * 

that if your mother owed a debt * J ; J ^ , ^ ^ ^ 

would you pay it off?" She said: Of cis Ul dJul Ji- 015 )J cJljl* 

course. He said: '"The debt owed to * , * , - - ^ ( - , *, 

Allah is more deserving of being ^ ^ : Ju or 1 ? ^aL^u; 

P aidoff " [u*n .i^f j 

Comments: [Its ismid is saheeh, al- 

Bukhari (1953) and Muslim -^°r> £ oL ~*J 

(H48)] .(UiA) : f ,(tOc 

1971. It was narrated from f ... - . ^ *\ . ;* , 
Abdullah bin 'Umair, the freed ^ ^ ^ ^ ^ 
slave of Ibn 'Abbas, that Ibn Jl Jjl jl* ^ ^ »-J? 
' Abbas said: The Messenger of ' - - # „ . *„ ' , 

Allah (M>) said: "If I live till next :JU ^ ^ l ^ ^ l ^ 

year, I will certainly fast the ninth £j£ ^» ; (r Ya /\) Jjl Jii 
day [of Muharram]," 

Comments: [Its isnad is qawi] 



1972. It was narrated that Ibn °- ' Vi *r r' 'j ^/ taw 

Abbas said: The Messenger of Allah % , ' 

(3fe) trotted (ram/) in both his Hfljy ^ J j^j : <J*» ^r 1 ^ a* 

and his 'Umrah, as did Abu Bakr, t~ >^ r r> .1 % . . 

'Umar/Uthman and the caliphs. ^ ^ V*f^ ^ ^ 

Comments; [Its isnad is saheeh] ^ ^ ^^^'3 'J^Uj 



^ . , i = 

Allah (1^) said: "Whoever wants <-o\y-^ j 



1973. It was narrated that Ibn > - -u - \-> >\ \''*\- \4wr 

Abbas said: The Messenger of 
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to do Ha//, let him hasten to do t ^ ., . * * _ -. - - . 
it » Jj^-j ^ ^ ^ l 

Comments: [A /ws/m hadeetir, this is hAVT £^ 

a da'eef isnad] 

1974. It was narrated that Safwan t jX <>^-^ - ^ £ 

al-Jammal said: I heard Ibn 'Abbas ( \ „ ,? 

say: The Messenger of Allah (ggj) ^ ^ ^ ^ - 

said: "Whoever wants to do Hajj, .j,:,, /.. ; J Li *. JlL^Ji Jl^i^ 

let him hasten to do it" * . - 

Comments: [It is repeat of the ™ J ^ ^ J ' 

previous report] [MTV : ^ I j] . « J^-^ 

1975- It was narrated from Ibn ^qj, .j^LLM tijb^ -^Yo 

'Abbas that the Messenger of £ t ' ^ o t a 

Allah (#5) prayed when the sun 0* 'S-^ ^ ^ V~>- ^ ^r^ 1 

was eclipsed, bowing eight times ^ ^ 3^- ^ . ^ ^ 
and prostrating four times. 

Comments: [Its isnad is da'eef] 



1976. It was narrated from *lU U^lil : J^U.'*} -^Vt 

'Ikrimah that 'Umar used to say , ^ ^ , £ yt ^ , _ ; 

concerning declaring one's wife to ^-^t ^ ^ ^ ^j^. ^! 

be /iflram: It is an oath for which j otf ^ M ^ 

expiation must be offered. '\ " ■ ^ ' ' 

Hisham said: Yahya wrote to me, ^r^j J^* Or^ 



narrating from Ya'la bin Hakeem, 
from Sa'eed bin Jubair, that Ibn 
'Abbas used to say concerning dyi Jl^ *y\ o\ '■ J^r y 

declaring one's wife to be haram: 
It is an oath for which expiation 



must be offered. And Ibn 'Abbas £\ ^ J^j Slf : 

said: "Indeed in the Messenger of 

Allah (Muhammad (3*5)) you have * (n : ^ '> i & 
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a good example to follow for 
him" [al-Ahzab 33:21]. 

Comments: [Its isnad is munqati'] 

1977, 'Abdullah bin 'Ubaiduilah 
bin 'Abbas narrated that he heard 
Ibn 'Abbas say: The Messenger of 
Allah (jfe) was an obedient slave; 
he conveyed - by Allah - what he 
was sent with and he did not tell us 
anything in exclusion to the people, 
except for three things: He 
instructed us to do wudoo' properly, 
not to consume charity and not to 
breed a donkey with a mare. Moosa 
said: I met 'Abdullah bin Hasan and 
said: 'Abdullah bin 'Ubaidullah told 
me such and such. He said: Horses 
were few among Banu Hashim, and 
he wanted to increase their 
numbers. 

Comments: [Its isnad is saheeh] 



1978. It was narrated that Ibn 
'Abbas said: Khalid bin al-Waleed 
and I entered upon Maimoonah 
bint al-Harith with the Messenger 
of Allah (jg). She said: Shall we 
give you some food that was 
given to us by Umm 'Ufaiq? Two 
grilled lizards were brought, and 
the Messenger of Allah (^) spat. 
Khalid said to him: I think you 
find it off-putting? He said: "Yes/' 
She said: Shall I give you some 
milk that was given to us? He 
said: "Yes." A vessel of milk was 
brought and the Messenger of 
Allah (^$) drank. I was on his 
right and Khalid was on his left, 



.p^n* 3^ ^^y* p-^^* L*?? 

^1 ^ ifc^ ^1 ^ ^jj- : Jli 
£ jjjil y jJU.3 LI cJUs : Jli 

l f \ Soi ^ fiii: Vf :dJLii 

LMj ^ Jjl 0? ^ 
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& owtjuJI c£ *ul ^£ Villi * 



and he said to me: "The drink is 
yours, but if you want you can 

give precedence to Khalid/' I said: ^» : JUi .Uil ^ ^j}^ 
I will not give precedence to - . „ \ > \ ' , ♦ ? 

anyone with regard to your 3s? ^ -V 1 * r**^ - ^ 

leftover drink. Then he said: "If £j ^j, ^ llUl/l} 

Allah provides food for anyone, ^ r ^ ^ . , ' 

let him say: 'O Allah, bless it for ^i* ^ &jj ^ ^ ^ j^ 1 : 

us and give us something better ^ ^ ^ ^ , ^ 

than it/ If Allah provides milk for ^ ; ^ J \ ^ ~ ^ V 

anyone, let him say: 'O Allah, [\<\>t ji^Ll 

bless it for us and give us more/ 

And there is nothing that takes >M ,Ia J ^ 

the place of food or drink except ^ & xj ^ ^ 

milk/' - Jj-^>* ^ ^ 

Comments: [A hasan hadeeth; this is a da'eef isnad] 

1979. It was narrated from Ibn : ^ JUj: £U tlil- 
'Abbas, from Umm 'Ufaiq who # ^ ^ 

gave two (grilled) lizards to her ^ a* 4 y/j^ It* & & ^'Jr ] 

sister Maimoonah... a similar £^ Jj ^ j{ - 
report * ' 5 ' " ^ ^ - - 

Comments: [A hasan hadeeth, like * ' CT^ J ^ "o'-> fl \ 



the previous report] 



L-5 



1980. It was narrated that Ibn £^ ^ ^ _ m * 

'Abbas said: The Messenger of , ' t > ^ , „ M 

Allah passed by two graves, _ a^^ 1 ^ 

and he said: "They are being ^ _ ^ ^ 

punished, but they are not being * ' ' 

punished for anything that was y> :JL* ^ ^ t L r'^ 

difficult to avoid. One of them did . . „ . -r " 

not protect himself from urine - ^ - ■ - - * - r ^ * - 

Wakee' said: from his urine - and _ J_pt Jj-LlJ ^ oL&i Uajl^-I l5l t ^ 
the other used to walk around ^ , ],j tf ^ t ^ 

spreading malicious gossip/' He ^ ^ : JLi 

called for a palm branch, split it ^ ^ ^ _y ; ^- =1^ iif p 
in two, then planted one piece on ~" ti ' , ^ ^ 
each grave. Then he said: jr! ^ : £ J 5 

"Perhaps it will be reduced for u ^ y ^^j,, . ^j^ 
them so long as this does not dry 

out/' : ^1] Jli.«Ll£jJ 
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Comments: [Its isnad is saheeh 
according to the conditions of al- 
Bukhari and Muslim] 

1981. It was narrated that Ibn 
'Abbas said: The Messenger of 
Allah passed by one of the 
gardens of Madinah and he heard 
the sound of two people being 
punished in their graves... and he 
quoted the same report. And he 
said: "... until this dries out" or 
"... so long as this does not dry 
out." 

Comments: [Its isnad is saheeh, al- 
Bukhari (216) and Muslim (292)] 

1982, It was narrated that Ibn 
'Abbas said: The Messenger of 
Allah (#*) cursed effeminate men 
and women who imitate men. He 
said: "Expel them from your 
houses." And the Messenger of 
Allah (sfe) expelled So and so, and 
'Umar expelled So and so/' 

Comments: [Its isnad is saheeh t al- 
Bukhari (5886)] 



1983. It was narrated that Ibn 
'Abbas said: I bear witness that 
the Messenger of Allah (^) 
prayed before the khutbah, then he 
delivered the khutbah. Then he 
thought that the women had not 
heard him, so he went to them, 
accompanied by Bilal who spread 
out his cloak, and he exhorted 
them and enjoined them to give 
charity, so the women started 



If lei tfii l£U -HA\ 

ijk l^^™-*! ^3"^ (^s™ 3 4 ^4-*^' 

j\ «L^J JiH ...LU^ 

hiA* jfL^i; jj U» 

m &\ d^j & :Jli ^ ^ 

, u^i ^ 4L1 j^; ajjo^; 

4 Y Y It JHV t Y* *1 ;^|] Xyl ^ 

[rioA t r\o \ t ro^ t ytm 

r^J <K i^j l^uU auii ^ jj 2i 

[ ^ • T : iS^J!) i J-Ji 21* 
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^LxaJl 41)1 JU£ * Jj *' 



throwing - and Ayyoob [one of , . £ , fl , , , . 

thp narratnrsl nmntpri to his pars v ^- 



and his throat, as if indicating .(AAi) 



the narrators] pointed to his ears 
and his throat, as if 
earrings and necklaces. 

Comments: [Its isnad is saheeh, al-Bukhari (1449) and Muslim (884)] 

1984. It was narrated that Ibn '^1* £^ :J r *U-^] Hil^ -\\M 
'Abbas said: The Messenger of ' ^ t ^ > ^ 
Allah (^) said with regard to the J* & U v r^^ y 
mukatab [a slave who has drawn ^, ^Vj 3^ ^ ^ ^ ^ J* 
up a contract of manumission ^ ' 
with his master and is buying his u5^ ^ j^. ^ J~*i B : v- 1 ^*^ ^§ 
freedom in instalments]: "A — - 
portion of the diya/i of a free man " " - * r 
should be paid, commensurate [^S£ : ^Hj] 
with how much he had paid 

towards his manumission, and a '£7" ! 'gts** 

portion of the diyah of a slave 
should be paid, commensurate 
with the extent to which he was 
still a slave." 

Comments: [Its isnad is saheeh] 

1985. It was narrated that J ^ L;UL £yJ-\ : ju*UJj fiji^ -UAo 
Tkrimah said: I heard Ibn 'Abbas 't , , , ' 

say: The Messenger of Allah : JIS ^ l*-/^- ^ llUL-* ^ 

said: "Fast when you see it and ^ ' ^ , * . * , „ 

break the fast when you see it. And : * ' ^ Jli : ^ ^ 

if it is too cloudy, complete the jiio^JL^JLi t ojjj Ij^l? *£3'4 
number [of days in the month] as - ~ , s • „ „ 

thirty. And do not anticipate the ^ ^ l ^ 1-^^., 

month/' Hatim said: i.e., the ji; nVii-M ^ "mi i y 

number of days in Sha'ban. " 

Comments: [Saheeh] ^ 

1986. It was narrated that Ibn jlp jl^- ^ jj^J - 
'Abbas said; The Messenger of * . . , + , , 
Allah (sg) moved on from 'Arafat, ^ ^ ttUa * ^ : 
with Usamah bin Zaid seated ^] foy^ ^ ^ Jjl >uf 
behind him on his mount. His ' ^ e 

she-camel shifted position when ^ >J ^ ^-J^ 
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he was raising his hands, and ^ , , , f 

they were no higher than his ^ ^ — J* ^ iA ^ r -> ^jJ^h V 

head. Then he moved on at a ^ jvjj, ^ & *j t ^ 

measured pace until he came to 5 " r r 

Muzdalifah, then he moved on lt^ J'j ^* 

from Muzdalifah with al-Fadl [\A-\* • t ] CUJl 

seated behind him on his mount. J 

And he continued to recite the OJ ^i 

Talbiyah until he stoned jammtal- * 

Comments: [Its (sriflrf is saheeh] 

1987. It was narrated from .; - — ^ _ mv 
Habeeb bin Shihab: My father told 7. \ . 

me: I heard Ibn 'Abbas say: The If} ^ 

Messenger of Allah (&) said on . ^ ^ ^ ... % J,, ^ 
the day he addressed the people in , r ' 

Tabook: "There is no one among ^'i ^ jij |; ^fil j 

the people who is better than a , ,\ \ /. ^ * \ s - in i ' -> 
man who holds on to his horse's JJ ^ ' ^ J * - <A 

head and wages jihad for the sake <.<ip> ^ ^ ^ 'JC\ jLj 
of Allah, may He be glorified and " ' * ^ 

exalted. And avoid the evil that [XArv tYM1 J&j 

people do. And there is no one is 

who is better than one who is out in oj t . 

the desert and enjoying the 
blessings of Allah, honouring his 
guest and giving him his due." 

Comments: [Its isnad is saheeh] 

1988. It was narrated from Ibn ^ . ^ u - ^ _^ A 
'Abbas that the Prophet ate ^ " 



some meat from the shoulder (of : w& * 0? ^ jJL^f ^1 

an animal), then he prayed and ^ ^ ; ^ ^| # ^ ^ 

did not do wudoo'. ^ ^ J ^ r - ^ sr" J 

Comments: [Its isnad is safceeft, al- 4 Y Ua tU ° r 1 1 * » Y * : ^1] 

Bukhari (207) and Muslim (354)] [mi tnor 



.(rot) :^ t (Y'V) ^.^^w^ :g->«' 



1989. It was narrated that Ibn fctf : r li* ^ ^A; \£x^ -\\*\ 

'Abbas said: The Messenger of , 

Allah {%) forbade the milk of a J J^J ^ : J 1 * u* 1 ?* 0? 1 a* 1^ 
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^LuJl ^ 4Jji JU£ Vim* 



sheep that feeds on filth, (the meat 
of) an animal that has been used for 
target practice, and drinking from 
the mouth of a waterskin. 

Comments: [Its isnad is saheeh] 

1990. It was narrated that Tawoos 
said: I was with Ibn 'Abbas, when 
Zaid bin Thabit said: Are you ruling 
that a menstruating woman may 
leave before the last thing she does 
is to circumambulate the House? 
Ibn 'Abbas said: Yes. Thabit said: 
Do not do that. Ibn 'Abbas said: 
Why not? Go and ask So and so / 
the Ansari woman, whether the 
Messenger of Allah (^) told her to 
do that? Zaid came back to Ibn 
'Abbas smiling and said: I see that 
you were telling the truth. 

Comments: [Its isnad is saheeh, 
Muslim (1328)] 

1991. It was narrated that Ibn 
'Abbas said: The Messenger of 
Allah said: "There is no 
migration after the conquest, but 
there is jihad and good intentions, 
and if you are asked to mobilize 
then do so." 

Comments: [Its isnad is saheeh, al- 
Bukhari (2783) and Muslim .< 
(1383)] 

1992- It was narrated from Ibn 
'Abbas - Sufyan said: I think it 
must be from the Prophet (^) -; 
"Bring me a Book (revealed before 
this), or some trace of knowledge" 
[al-Ahqaf 46:4]. He said: "The 
calligraphy/' 



.uklJi su -p 3g «Lt 

jni : ^i] .*LlUi ^ I,* ^3 
[rur t r\iT jmi iY-ivi 

cJS :Jli ^jli *y m 
oi; :Jli l^JL; :Jli VcJIJL Uj4^ 

V» : ^ Jul Jtf : J\i ^ 

^J^ill^l lijj <.£j Stj^ j&j jJC 

\ror) : r tCrvAr) ^.^wL] ^z* 1 
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Comments: [Its isnad is saheeh] : 

1993, It was narrated from Ibn ^ _wa r 

'Abbas that the Messenger of Allah ^ ^ f"' 

(^) used to recite in Fajr prayer on y. +^ J* * 0^ J 5^-* 

Fridays "Alif lam meem Tanzeel" ^ in 'i *f /- 

(i.e., Soorat as-Sajdah) and "Hal * ' ^ J ° l ^ ^ ^ 

dffl" [i.e., Soorat al-Insan]; and in ;JI^ ^UUJI ^ ^L^\ vj^ j> \'Ju ^ 

Jumu'ah prayer (he used to recite . , % , . > „ 

Soorat) al-Jumu'ah and " hihajaakal- — 1 ^ J ^ J W 

Munafiqoon" [i.e., Sooratal- : ^i] .^S^'i Hftl ; 
Munafiqoon]. 

Comments: [Its isnad is sa/iee/i] 



[r £ ♦ i t rm t mo t nv tr-iv 

1994. 'Umar bin 'Ata' bin Abul- - - < t - ^ 
Khuwar narrated: I heard Ibn „ ^ <r - f - 
'Abbas say: The Messenger of '■ ^ j'^ 1 y y 

Allah ate food that had been Jfo ^ ^ ^ 

changed by fire, then he prayed ' ^ y' r ' ^ 

and did not do wudoo'. jjj JL ^ 

Comments: [Its isnad is ss/icii] [ \ <UA * ^1 ,] 

1995. It was narrated that Ibn ^\ JJ^, t£U 
'Abbas said; We travelled with the ^ . 

Messenger of Allah (^) between <T ^ ^ L ^*~ 

Makkah and Madinah, and he JjJ ^jJij & ^ ^ J 

prayed two rak'ahs, not fearing s 5 a ' , 

anyone but Allah. -J^J 3* ^ j ^1 — »Vi*J ^ ^£53 

Comments: [A saheeh hadeeth; its [\AoY :^1 - >] 

1996. It was narrated that Moosa 1^ - . , t - ^ ... , ^ . , a fl 
bin Salamah said: I said to Ibn ^ ^ ^ ^ ^ ""^ 

'Abbas: If you do not catch up with i}X ^ ,> > ^y> if 
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the prayer in the mosque, how 
many {rak'ahs) do you pray in al- 
Batha'? He said: Two rak'ahs. That 
is the way of the Prophet (^). 

Comments: [Its isnad is saheeh, 
Muslim (688)] 

1997. It was narrated from Ibn 
'Abbas that the Prophet (^fe) used 
to say in his du'a': "Q Lord, help 
me and do not help others against 
me, support me and do not 
support others against me, plan 
for me and do not plan against 
me, guide me and make guidance 
easy for me, and help me against 
those who wrong me. O Lord, 
make me grateful to You, make 
me remember You much, make 
me fearful of You, obedient to 
You, humble before You and 
turning to You. O Lord, accept 
my repentance and wash away 
my sins, answer my supplication, 
make my proof firm, guide my 
heart, make my tongue speak the 
truth, and remove resentment 
from my heart. 

Comments: [A saiteeh hadeeth] 



1998. It was narrated that Ibn 
'Abbas (\&) said; The Messenger of 
Allah (^) would fast until we 
thought that he would never break 
his fast, and he would not fast until 
we thought that he would never 
fast. And he never fasted any 
month in full since he came to 
Madinah except Ramadan. 



J\ %1* ilL; :JU ??U*kjL 



jil^ ijlwii «im v- 

: jtf ^ Jji M 
^'3 ^^ l 3 % 



> k 



iju ti3iLi du ^i^-i 4o ^ ^ 

's^° '^-^ Jt-^j 

jLlj ^L^J Sl^j t^jii jilj t^^J- 

: ^1] .OUij LjuJI fa5 ili lit l^i 
[Y^V ,TVrv iYio»*Y^ ,Y*M 
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Comments: [Its isnflii is saheeh] . ' 

1999, It was narrated from Ibn fc£ ^ ^ IA: -MM 

'Abbas (4b) that the Prophet (gg) . . fl ' 

said: "This and this are the same ^ 4; ^ if 

[with regard to diyah]" - the V\jV '-?-'u «+\— V- .\ u- 

pinkie finger and the thumb," rTj ^ " J " 

Comments: [Its fsjwd is saheeh, al- [VTY* t no* t UYi ,\\^\ 
Bukhari (6895)] 



2000. It was narrated from Ibn 
'Abbas that the Prophet (gg) said 



Comments: [Its isnad is safoe/i] 



"No man ever learns anything j£ ^1 ^ ijjji tfj^ ;ju ^iiVl 

about astrology but he also learns s s. , , , - 

a branch of witchcraft; whoever *T ^ ^ ■ ^ ^ ^ 

learns more (of the former) learns & UJU ji^ ^-31 U» : Jli 

more (of the latter)/' , ^ - ' * . / 

[YA£ » :^|] 

2001. Ibn 'Abbas narrated that ^ ^ ^ £j£ _ Y . M 

the Prophet (^) said; "If [a person] tf ^ . 3 f 

thinks of doing a good deed then </*^ i>' ^ tol^Si 

does it, it will be recorded as ten, r T -r - - * - ' .„ . v ^ „ *„ - 
and if he does not do it, it will be ; " - ^ ^ 

recorded as one hasanah. If he \^J^ oij J^Ip c >5 

thinks of doing a bad deed and ? r r r s „ * , 

does it, it will be recorded as one ^ ^ ~ A* 
sayyi'ah, and if he does not do it it ; ^1] cJ5 * L^ili. 

will be recorded as one/wsffna/i." 

[ri • Y ; YAYV 

Comments: [A saheeh hadeetk] 

^J$* -Ji J— 5 ^ 1 tLjJb- gjP+Z 



-Y^*T 



2002. It was narrated from Ibn 
'Abbas that the Messenger of 

Allah (^c) ate some meat or a jj^* J> ^ 'ol^S 'J, J^j ^jl^ 
bone with meat on it, then he /, - c c , . - 

prayed and did not touch water :JU ^ ^' ^ $ 

[do wudool ^ ^ ^ M xS Jl & X ^ 
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Comments: [Its isnads are sate*, * 1^ .j^ ^ - 

Muslim (354,359} * 



[\<UA JJj 
.(ro^roO : r .^^^ fl -kJUi :^->«" 

2003. It was narrated from Ibn i^-^ldl^ : ^ - T • « r 
'Abbas that a sheep belonging to # / , ^ , - 
Maimoonah died, and the Messenger t CjU ^ b ° l : ^ 1 ^ ^ 
of Allah flg) said; "Why don't you t ll^il N !» : ^ Jbl J Jlii 
make use of its skin? Why don't ; t: » m ,*>*^, 
you tan it, because that will purify ^ Qti tYri< ^ t .^> 

Comments: [Its isnad is saheeh, al- 

Bukhari (1492) and Muslim .OnO : 
(364)] 

2004. It was narrated from Ibn J?*** ^ 0* J^< " r * ' * 
'Abbas (^) that the Messenger of - > r . - 1 11 
Allah offered the Eid prayer ^ & V J ^ ^ ^ 

with no fldftan or iqamah. Jl^ ^ Jjl ji : ^\^ 



Comments: [Its isnad is satefj] 



[ruv t m° t Yov£ jwr t x >v> 



2005. It was narrated from Ibn :^iSJl cJw-^ J^J lijb- -*»•« 

'Abbas that a woman said: O o ^ s ^ #J ,^ 

Messenger of Allah, [my] mother yi' y* ^ ±^ ^ s^"^ 

owed the fasting of one month ^ t Jj, j^/j u ^ *f- ; ^ 

but she died; should I fast on her *\ * . ■ - * ,r ^ ' - . 

behalf? He said: "If your mother tcJlli t ^ \^»\ ^ o\S 

owed a debt wouldn't you pay it ^ ^ ^ Zj J^ 

off?" She said: Yes. He said: "The _ t >/ , 

debt of Allah, may He be glorified :Jli .J^ :JJU u ?4^?^ 
and exalted, is more deserving of , . t j £ * * , 

being paid off." ^ J ' > J > ^ ^" 
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Comments: [Its isnad is saheeh, al- 
Bukhari (1953) and Muslim 
(1148)] 

2006* It was narrated that Ibn 
'Abbas said: The Messenger of 
Allah (ag) cursed women who 
imitate men and effeminate men, 
and he said: "Expel them from 
your houses." The Messenger of 
Allah (sg) expelled So and so, and 
'Umar expelled So and so. 

Comments: [Its isnad is saheeh, al- 
Bukhari (5886)] 

2007, It was narrated from Ibn 
v Abbas that the Messenger of 
Allah (gg) drank some milk then 
he rinsed out his mouth and said: 
"It is somewhat greasy." 

Comments: [Its isnad is saheeh, al- 
Bukhari (211) and Muslim (358)] 

2008, It was narrated that Ibn 
'Abbas said: Abu Talib fell sick; 
Quraish came to visit him, as did 
the Messenger of Allah (0,). 
There was a place by his head for 
a man to sit, and Abu Jahl went 
and sat there. They said: The son 
of your brother is criticizing our 
gods. He said: Why are your 
people complaining about you? 
He said: "O uncle, I want them to 
affirm one word by means of 
which the Arabs will submit to 
them and the non-Arabs will pay 
the jizyah to them/' He said: What 
is it? He said: "La ilaha illallah" 
They stood up and said: Has he 
made the gods all into One God? 
Then the verse " 'Has he made 
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the alihah (gods) (all) into One ilah j> * ---i i" - v-- 

(God - Allah). Verily, this is a ( ° ^ ^ ^ 

curious thing!"' [Sad 38:5] was [vi^ 
revealed. 

Comments: [its isnad is da'eef and : iiLil ^1 JLj : Jjl j^- 

Yahya bin Umarah is unknown] * #H . , > -*V\ - 

2009. It, was narrated from ^ J, ZzZ -f. Jj^ -y «« <\ 

'Uyainah bin 'Abdur-Rahman: My " , / „ „ £ ^ 

father told me: A man came to Ibn J! J^-j ; JL* ^ : ^-^ ! 



'Abbas and said: I am a man from • V - . l ^ 

Khurasan, and our land is a cold - ^ ^ ' ^ 

land. He mentioned different types ^ "jSjs t^jl L^jl jjj njU^- 

of drinks. He [Ibn 'AbbasJ said: u . ^,1 ^ 

Avoid that which intoxicates of ■ ' * ; ~ > ~ 

raisins, dates or anything else. He ; Jli ,JiJi Li ji t^Ii jl 

said: What do you say about drinks * * „ ^ '£■*-(." V - 

[nnbc^/i] made in earthenware ^ J ^ ^ : Jli V ^ Jl ^ s*? J ^ U 

vessels? He said: The Messenger of [T * Y * : ^1] ,^>Jl jlJ 'J* 
Allah (^) forbade nabeedh made in 

earthenware vessels. -fv^ '-{Hj** 
Comments: [Its isnad is saheeh] 

2010. Ibn Abi Mulaikah narrated j; Jj| jlUp ^ JJ^ -X M * 
that Ibn J Abbas told him that the l t _ ^, ( > , , . . . , * ; • 
Prophet (sg) said: "It is as if I can 01 s^ 1 ^ s*^ 1 : JLi 

see him, a pigeon-toed black man, Jfc, . jj ^ ^ 

dismantling it stone by stone/' * ' />. ' * / ^ 

meaning the Ka'bah. ^ >^ 

Comments: [Its isnad is saheek, al- .SliiCJl 
Bukhari (1595)] 

2011. It was narrated that Abu J;%^ . ^ ^\ ^ jj^ £^ _ Y , \ \ 
Ghatafan said: 1 saw Ibn 'Abbas " ' ' . „ 



doing wudoo' and he said: The u^ 1 ^ 

Prophet (^) said: "Rinse your \^ ^ -jj ^ 

nose thoroughly twice or three - ' " 

times." [VX^l ,XAAV : M$ j\ 
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^ i^LjjJl £j fill jJtC .Vimi 



Comments: [Its isnad is 



2012* It was narrated from Ibn :£lLa tfjti i^^J 
'Abbas that the Messenger of Allah ti r _ \ ^ # , ^^ 
(&) used to say at times of distress: 01 ^ ^ ^ & 
'There is no god but Allah, the ^ .^j, ^ j^: ^ ^ Jjt 
Almighty, the Forbearing; there is * * , . . ' C 
no god but Allah, Lord of the ^ VI V .j^UJl jLi^l ilM V| tfl 
Mighty Throne; there is no god but >;„ v f, ^ ;~ 
Allah, Lord of the heavens and the * ( * t % r^J, - * 
earth, Lord of the Noble Throne/' ^yJl 4-3 ^j^O ^jUJJl 

Comments: [Its zauzrf is saheeh, al- t mo ^rii t mv ■ Jiil] 

Bukhari (6345) and Muslim ^ 

(2730)] [rrot t ruv iYoia t xorv ,Yor\ 



2013. It was narrated from Ibn 
'Abbas that the Prophet (0) said: 
"I have been supported with the if lt 1 ^ 0?* J* if jL^AJl 
east wind and 'Ad were destroyed >v •>i**f- ■* » ? ^ 
by the west wind. ' - ^ 

Comments: [Its isnad is sa/irc/i, al- [rrrA tTW ^ tY ^ M 
Bukhari (1035) and Muslim 

(900)] .<V0 :( tO*ro) i^.^^^L.! :^>J 

2014. 'Amr bin Deenar narrated J>) if -t'U 
that Abush-Sha'tha' told him that * * tf / , , t , . * 
Ibn 'Abbas told him, that the V 01 : J L -* ^ ^ ui^ 1 
Prophet (^) got married when he ^ ^ ^ ^ 

was in ihram. " * ' ^ 

Comments: [Its isnad is saheeh, al- • £>-IJ >3 ^ 

Bukhari (1837) and Muslim m*\^- / v .rv^ ■ • i. i . 

(U10)] ' - mw) r * <urv) ■cc^^i -e^ 

2015* 'Amr bin Deenar narrated -^f . . - ( , - 

that Abush-Sha'tha' told him that ^ , , ' \ <' ?W 

Ibn 'Abbas told him that he heard ^ : v?^ 1 j^xlJl Cl jl : ^ILj ^ j^I* 

the Messenger of Allah (Si) in 'i * ^--f i 5 - 

deliver a speech in which he said; ' , ■ 

"Whoever cannot find an j'zar but L J^j'j^ ^r-JJ OCl i>d J^ J) : Jj* 

can find pants, let him put them .... , . _ 

on, and whoever cannot find ^ JJ ^ ^ r 1 ^ ' W^H* 
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sandals but can find leather 
slippers (khuffain), let him put 
them on." I said: Did he not say 
to cut them down? He said; No. 

Comments: [Its isnad is saheeh f al- 
Bukhari (1841) and Muslim 
(1178)] 

2016. It was narrated from 
'Abbas that the Messenger of 
Allah (ig) defecated, then ate, and 
he did not touch water (i.e., do 
wudoo'). 

Comments: [Its isnad is saheeh, 
Muslim (374)] 

2017. It was narrated from Ibn 
'Abbas; Revelation came to the 
Prophet (jg) when he was forty- 
three; he stayed in Makkah for ten 
years and in Madinah for ten 
years, and he died when he was 
sixty-three. 

Comments: [Its isnad is saheeh] 



-OWA) 

^1 \^t± ^\ ^ 

[ron ; t i t ^ t mi Jow t ro-r 



2018. It was narrated that Tbn 
'Abbas said: The Messenger of 
Allah (ag) enjoined this zakah, 
such and such, and half a sa' of 
wheat. 

Comments: [Its isnad is da'eefl 



_ — ^J_c- ijJLjLi j i i-* o^JLf- 0*>C (• L? ii 

/j.Jfljj lis" <*Ju2iJl ojji ^ aJJI 



2019. It was narrated that Abu ; 

Jamrah said: I heard Ibn 'Abbas - ,^ f - ^ . , > . -..= 

say: The Prophet (ffi) prayed ^ « ^ op JU ^1 c-^: JL. 

thirteen rak'ahs at night. [nr* t Y^Ao : ^Gi^Ui^jlil^ 
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Comments: [Its isnad is saheeh, ah 
Bukhari (1138) and Muslim 
(764)] 

2020- It was narrated that Abu 
Jamrah said: I heard Ibn 'Abbas 
say: The delegation of ' Abdul-Qais 
came to the Messenger of Allah 
Ofe) and the Messenger of Allah 
(£fe) said: "Who is this delegation?" 
- or: "Who are these people?" - 
They said: Rabee'ah. He said: 
"Welcome to the delegation - or: to 
the people - who were neither 
humiliated nor do they have any 
regrets." They said: O Messenger of 
Allah, we have come to you from a 
far-off land, and between us and you 
there is this tribe of the kuffar of 
Mudar. We can only come to you 
during a sacred month, so give us a 
clear command by which we may 
enter Paradise and which we can tell 
to those whom we have left behind. 
And they asked him about drinks. 
He enjoined four things upon them 
and forbade them to do four. He 
enjoined them to believe in Allah 
alone and said, "Do you know what 
believing in Allah alone means?" 
They said: Allah and His Messenger 
know best. He said: "(It means) 
testifying that there is no god but 
Allah alone and that Muhammad is 
the Messenger of Allah 
establishing regular prayer, paying 
zakah, fasting Ramadan and giving 
one-fifth (khumus) of the war 
booty." And he forbade them to 
use gourds, green glazed pitchers,, 
hollowed -out stumps or varnished 
jars - perhaps he said [another type 
of] varnished jars - and he said: 



.(vi O 

<u*J- Lj.x>- :JLi yiK-=r *j+*r 
Jt!i. jjj jl JjJl cJU~- : JU i'JL>~ 

^^iJlj : J Ls Ujjj : Jl* _ c^ijilj t 
[ri'i t Ym : 

(^v) : r t (or) :^ 
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"Remember this and tell it to those 
whom you have left behind," 

Comments: [Its isnad is sahech, al-Bukhari (53) and Muslim (17)] 

2021. It was narrated that Ibn f J>\j £li lL ; jb- — Y * Y > 
'Abbas said: A red velvet cloth \ , t ^ >E ^ _ > t ^ <s , 
was placed in the grave of the ^ & ^ : ^ : Jli 
Messenger of Allah ^ Jj t ^ : ju ^ 

Comments: [Its isnad is saheeh, r , , a . V; , * 

Muslim (967)] Lr 1 1 ^ : J* lJ 

2022. It was narrated that Ibn ^ (m/0 -- Y * Y Y 
'Abbas said: It was said to the ' : , 

Messenger of Allah ($&,), when he ^ ^ t-^'^l ' ^ 

had finished with Badr: You 



should go after the caravan [of 

Quraish]; there is nothing to wiilii : jX> ^ y ^ <JJI J^^J 

prevent yon getting it. Then al- > (i * : ^ , ; r : > „ - - u 

'Abbas bin 'Abdul-Muttalib called ^ ■ > bU ^- JL > ^ ^ ' 

out to him, saying; You cannot :Jli N *J] ■ ^ U^H 

have it. He said: "Why not?" He , , _ - . ^ 

said: Allah only promised you ^ R J^J > ^ ^ :JU "r^ J> 

one of the two parties (cf. al-Anfal ^ , J?\\L\ 
8:7), and He has given you what 
He promised you. 

Comments: [At-Tirmidhi said: A ^ 4^ ^ . 

sa/ieda /wsan hadeeth. Al-Hakim H . , , * 

said: Its isnad is m/h*/i] Jb ^ ^ (T J 

l j 1 ^jw? : UJ 1 J L> j ^j>^s Cj^^ 

■'^j>* Cf' ^ 



: Jf* ^ i? £^ - y * Yr 



2023. It was narrated that Ibn 
'Abbas said: A man of Banu 
Sulaim passed by a group of the ^ l J* ^ J* ^ Ji'^! 



Companions of the Messenger of 
Allah (^fe), driving some sheep of 

his, and greeted them with solum. ^ylZ y>j ^ Jji J^i j ^U^l ^ 

They said: He only greeted us = , ' ^ . .r. ,f ^ *; , : 

with sfl/flm so as to protect himself U : ^ U ^ ^ ^ 
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from us. So they went and killed , * ^ * > - tf ^ s 

him, and brought his sheep to the ^ ^ ^ ^1 ^ 

Messenger of Allah (fe). Then this t xk ^ ^ ^ 

verse was revealed: "O you who ^ ^ ^ 7, \ , 

believe! When you go (to fight) in 4 \r*& t£t£^ 

the Cause of Allah, verify (the . ^ ( ^ . tUj|) $ 

truth)." [an-Nisa' 4:94]. J ' 

Comments: [Saheeh because of jnT 
corroborating evidence] . f t (i 0 <W ) : ^,^J : 

2024. It was narrated that Tawoos fa : ^ ^ — ^ _y t y £ 
said: A man came to Ibn 'Abbas and " v, 

asked him - Sulaiman bin Dawood ^ ^ : ^ jiUJl 

said: Shu'bah told us: 'Abdul-Malik , ♦ OUlLi' SLi V' 

told us: I heard Tawoos say: A man * J 5 ^ J " J 4 J 31 "-* a* - 

asked Ibn 'Abbas about the meaning :JU jlp ^tjt : txl £'jJ-\ : Jli 

of the verse in which Allah says; , , - > t 

"Say (O Muhammad 'No ^ ■ ^ ^ J JU :J -^ 

reward do I ask of you for this except ££j v ji^ :J^j ^ ^ ^ ^UJl 

to be kind to me for my kinship with j ****** * + - 

you'" [ash-Shoora 42:23]. Sa'eed bin (Tr 4 Sp" Vj £1 & 

Jubair said: [It refers to] the relatives ^ ft» : - - ^ j£ 

of Muhammad Ibn 'Abbas u „* ' £ 

said: You have been too hasty (to p- 3 ^Sls ^ Jj^-j ^! ^^-^ 

understand the meaning). There * . ^ . >M . 

was no clan of Quraish but the ^ *** f ^ ^ ^ ^ > ^ 

Messenger of Allah (jg) had ties of ^ £^ ££J V jft : cJ jli 

kinship with them. Then this verse 0 . r ^ ; \ - * * * 

was revealed: "Say (O Muhammad u ^ ^ Ji ^ ^ l 4 »P l 

(fe)): 'No reward do I ask of you [T&<^ 

for this except to be kind to me for 

my kinship with you'" [ash-Shoora .(V i <\v) : ^ 

42:23], [meaning], will you not 

uphold ties of kinship between me 

and you? 

Comments: [Its isnad is saheeh, al-Bukhari (3497)] 

2025. 'Ata' said: I heard Ibn . . *i - - i^- y (Va 
Abbas say: The Messenger of ^ V ; y 

Allah said to a woman of the 'J 1 ^ ^jI cJ^- :Jli 2Qai 
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Ansar- Ibn 'Abbas named her but I s ( y , * , . . t& * > ^ 

have forgotten her name - "What ~ - ^ - ^ * ' 

kept you from doing Hajj with us Jji :_ l^l^l ^ll* ^1 

this year?" She said: O Prophet of ^ * , , - . # 

Allah, we only have two camels. ^ 4r l - :cJU "'f^ 1 ^ 

Abu So and so and his son - _ £^ ^ ^ cjlAj-U 6 h\S 

meaning her husband and son - 

rode one camel and left us a camel ±Sjj L>*^>1 „ feb L^rjjJ 

to bring water. The Prophet ^ ^ ^ ^ ^ ^ 

said; "When Ramadan comes, do ^ ^ 5 - ; 

'Umrah, because 'Umrah in J-u: 4-3 s^Ii oii <.jJ ^s^^ti 

[Ramadan J is equivalent to Hajj ." [ Y A • ^ Y A * A - 
Comments: [Its isnad is saheeh, al- 

Bukhari (1782) and Muslim :f ^wat) ^.^^^L-J :g>>J 

(1256)] 

2026, It was narrated from J*y ti^li ^ ( _ f ^ tfjU- -t • 
'A' ishah and Ibn 'Abbas that Abu ^ # « ^, r 
Bakr kissed the Prophet (^) after ^ ^ ^ ^ ^ ^ U s^ 1 ^ 

hedied * ^ ^ M 0? l J S*^ 1 

Comments: [Its isnad is saheeh, al- ' " ip , *. 

Bukhari (4455)] s*J m 

2027. It was narrated from Ibn : jj ^ -t<YV 
'Abbas from the Prophet (s£): "The ^ / # " " ^ ^ j ^ 
people will be gathered naked, "J^r ^L^ 1 i! 
barefoot and uncircumcised, and > i . ^ - & ^ ^ 
the first one to be clothed will be J - ' ^ ' ^ 



Ibraheem (M). Then he recited: l ^ 
" As We began the first creation, We *t >^Uw * u A- ' 

shall repeat it" [al-Anbiy a' 21:104]. ' ^ ^ ^ 

Comments: [Its isnad is sato/i, al- : *W^ l > Jjl l3> 

Bukhari (3349) and Muslim r , fl , * i /v 4 

(2860)] [ ^°* ' (W 

,(uv) :^ arm) oL-i 

2028. Salamah bin Kuhail said: I ' ^ -T • T A 

heard Abul-Hakam say: I asked V j < - : ,> > - 

Ibn ' Abbas about nabeedh made in C^ 1 ^ :JU ^ ^ 

earthenware vessels and he said: t ^Ji i_J ^ 'JA JjU. :Jl* 
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The Messenger of Allah (^) * , ... 

forbade nafeoto made in earth- ^ 0* *5 ^1 J^j ^ :jUi 
enware vessels and gourds. And he ^ u ;>J ^ ^ ; J Li j 
said: Whoever would like to regard , s (J ^ ^ 

as fiarflm what Allah and His ^ Ao : CfrU <W 
Messenger forbade, let him regard 

nabeedh as foiram . ^ : ff^" 

Comments: [Its isnad is sateJi] 

2029, It was narrated that Abut- >\ 1 " ri^ * * fl 
Tufail sazd: I said to Ibn 'Abbas: ^ ^ ^ J 
Your people are saying that the oj j?N di :J15 JliLjl 
Messenger of Allah (jg) trotted ' v /. ; ' * - m 
{rami) around the House and that it lTj ^ m ^ Oj^j o\ Oy^j* 
is Sunnah. He said: They are telling : JJu J^jSj :jj .5Li 

the truth and they are lying. I said: * , . ^ „ . - - * * 

How can they be telling the truth eP; : Jli ^ 

and lying? He said: The Messenger jfo j ,^3 -J ^ -j-j ^ jj, 

of Allah (3^) trotted around the ' > . / // ; - ' 

House but it is not Sunnah, The ^J* kjU^-M} ^ 

Messenger of Allah (5^) and his - , * f : * ; r .^* 

Companions came [to Makkah] J * 

when the mushrikeen were on jl p4i_*! J' p-*/*^ 

Mount Qu'aiqi'an and he heard 

that they were saying that they [the n -(V- 1 jJ 

Muslims] were emaciated, so he . t(nM) . . ^ . 

told them to trot in order to show t -* 
them [the mushrikeen] that they had O ^"0 

strength. 

Comments: [Its /sjwrf is sate/i, al-Bukhari (1649) and Muslim (1266)] 

2030. It was narrated that Ibn - gfc -Y*r- 
'Abbas said: The Messenger of ^ 

Allah (^) cursed women who 0^ J* ^ ^ 5jb»^i -J>\ 

visit graves and those who build > \ s\ * . t ^, * , - ; , _ 

mosques over them and set up V* - ^ • C^ JJ 

lamps on them. J> Lij£ il^ ^JU, tf JJL^- : JU 

Comments: [Hasan because of - l-m' \w \ >* * *\ . 'n- i 3 - *. 
corroborating evidence; this is a ^.^n 
da'eef isnad] ijUJl L^U ^l>Ul3 
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2031. Abu Hasan, the freed slave 
of Abu Nawfal, narrated that he 
asked Ibn 'Abbas about a slave 
man who is married to a slave 
woman and divorces her twice 
(two talaqs), then they are both 
manumitted; can he propose to 
her? He said: Yes, the Messenger 
of Allah (gg) passed a verdict to 
that effect. 

Comments: [Its isnad is da'eef and 
Umar bin Mu'attib is da'eefl 

2032. It was narrated from Ibn 
'Abbas, from the Prophet (jg) about 
one who has intercourse with his 
wife when she is menstruating: 
"Let him give a dinar or half a 
dinar in charity." 'Abdullah said; 
My father said: And neither ' Abdur- 
Rahman nor Bahz attributed it to 
the Prophet 

Comments: [Saheeh mawqoof] 



2033. It was narrated that Ibn 
'Abbas said: The Messenger of 
Allah said: "If a person speaks 
on a Friday when the imam is 
delivering the kltutbah, he is like a 
donkey carrying books (without 
understanding them). And the one 
who tells him, 'Be quiet/ has no 
Jumu'ahr 

Comments: [lis isnad is da'eef and 
Mujalid is da'eef] 



[r*AA : J&\] . ^ Jjl J^j Jiji ^ 



.(J^Jt ^ (yW\) : 

t Y A^o t Y AAT t Yo<U t Y i OA JHT 

^--r*" 



^ ijiLiii jJaj*^ J^*^ j4-* <. t_~Lj-»-ji 
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2034, It was narrated that Ibn 
'Abbas said: People should reduce 



it [the bequest] from one third to >3 : Jli ^t* y\ 

one quarter [of the estate], ; * „ " : ' fii - \ f: 

because the Messenger of Allah - J -^ J ^ Ji ^ l & ^ 

(2fe) said: "One third is a lot." : .i^S Jj&u : J li ^ 

Comments; [Its isnad is Stf/iee/z, al- 

Bukhari (2743) and Muslim : f t(mr) : CC^ °M : {gt> 1 
(1629)] .<m<0 

2035. It was narrated from Sa'eed - ^ ^ . >> } ^ _ Ylffi 

bin Jubair that a man came to Ibn , \ 

'Abbas and said: The Prophet (#J 4^ 0* o? :^JLi 

received Revelation for ten years in . v : ,^ ... :f .j * - * f / 

Makkah and ten years in Madinak ^ V ^ ^ ^ / ' ^ *\ 

He said: Who is saying that? He I^JLp ^ ^Jl JU J^f 

received Revelation in Makkah for r f 



fifteen years and in Madinah for ten 



years and sixty-five days or more, J^ii j^Li ^ Op 

Comments: [Perhaps this report is " - 

the abominable action of al-Ala MAM .^iSlj 

bin Salih] 



2036. It was narrated that Ibn 
'Abbas said: The Messenger of 

Allah said in his Farewell ^'1 ^ ^ _ h\y^ ^ ^ 

Sermon: "O people, what day is ^ . ' f > — - , 

this?" They said: This is a sacred ^ ^ » ' J >* J JU : JU y"^ 

day. He said: "What land is this?" «?1jLi ^ £f t ^\ln & 

They said: This is a sacred land. . , „ \ \ - * , 

He said: "What month is this?" < * ki * ^ :Jli -f l > f>- lji ; ^ u 

They said: This is a sacred month. ({ ^ ^ £ . , j j 

He said: "Your wealth, your / , , 

blood and your honour are sacred p^V' lj! 11 :Jli -f 1 ^" S*-* ^'^1* 

to you, as sacred as this day of V * 1 ♦ - 

yours, in this land of yours and in * ; 1 ^ 

this month of yours." Then he <^ Jt 4 ^ ijj tL5L * f^fj? 

repeated it several times, then he t, c j 

looked up to the heavens and J ' ^ J & f tlj! f ^ r ^ 

said: "O Lord, have I conveyed t Ji :Jlii *L1LU 

(the message)?" several times, - - s a „ J » / . „ 

And Ibn 'Abbas said: By Allah, <4 ^> *l ^ ^ l : Jli 
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this is advice for the sake of 
Allah. Then he said: "Let those 
who are present convey it to those <1*^£ ljUl ^Ji^ ^y^ry ^ t^UJl 
who are absent. Do not go back to ' ' 
being disbelievers after I am gone, J ^j^ 
striking one another's necks." .< wr <0 : ^ M : g.>j 

Comments: [Its isnad is saheeh, al-Bukhari (1739)] 

2037. Moosa bin Muslim at- 'j; tfjU. ; j£ <£\ -Y*fV 

Tahhan as-Sagheer narrated; I , , , t „ * j „ , 

heard 'Ikrimah attributing the :JLS ^ aJI 

hadeeth, as I think, to Ibn 'Abbas. . Jj ^ ^^1*1]- 

He said: The Messenger of Allah . * /\ *' "* > - - 

(^f) said: " Whoever leaves snakes ^j'J** '■ ^ <-J>^5 

alone out of fear of their pursuit is ^iiU3U U * lL ^ Sl^ 

not one of us. We have not made ^ - 

peace with them since we fought [TYs* : ^l] .«"y*£3U^- 

them." 

Comments: [Its isnad is salweh] 



2038. It was narrated from Ibn ^ _y « Y'A 
'Abbas that the Messenger of Allah * / f . , , 

used to recite in the first rak'ah Cf. ] 0? s*^ 1 

of : Ffl/> prayer: "We believe in Allah . ^ ^ Jjl & 
and that which has been sent down " ^ J o ^ 

to us and that which has been sent 3>1 tj ^ : ^5 Jjt >?*^ 

down to Ibraheem (Abraham)../' , T j „ ... «. -.3 r,, 

[al-Baqarah2:136]to theendof the ^' ^' ^ ^ ^ # Uj ^ 
verse; and in the second rak'cdi he : Us^Jl ^3 Of" 1 :SyLJl) 

would recite: "we believe in Allah, - , , ^ 

and bear witness that we are Jt) °V ^ 

Muslims (i.e. we submit to Allah)" [1 "to : ^1] .( 0 Y 

[AlTmran 3:52]. 

.(vyv). : * ob-i : 
Comments: [Its isnad is saheeh, t - 

Muslim (727)] 

2039, It was narrated from Ibn ^ ^ul^ -y 
'Abbas that the Messenger of t „\ s 

Allah (^) went out humbly, ^ tiil1 ? 0? ^ ^ j? ^ ^ 

beseeching, with humbleness, jg Jj, ^ ^, ^ 

wearing shabby clothes and ,/ - ; 

walking at a measured pace, then tVilu ;UJ»1^u U-l^ 
he led the people in praying two 
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rak'ate, like the Eid prayer, and he * , , ... . , s c .. 

did not deliver a khutbah like this ^ y?*^ l^* 1 ^ ' 

khutbah of yours. . >(] ^ Jjj jj ^ ^ 

Comments: [Its tsnarf is /wsflnl 

[rrr\ ,mr 



2040. It was narrated that Ibn 
'Abbas said: When the Messenger 
of Allah (aft) left Makkah/AIi took ^ y\ ^ 

the daughter of Hamzah with him; * , /* **' , ' = ,\ ^ 

'Ali, Ja'far and Zaid disputed ^ ^ ^ 0? ^ ^ £> U 
concerning her (i.e., who would Jj ^ j^iu 

take care of her) and referred their , - * 

dispute to the Messenger of Allah Uj? ^ JU * ^ ^ ; ^r-j 

Gfe). 'Ali said: She is the daughter ^ £l :>U Jlij ,^>[ 

of my paternal uncle and I brought ^. . . „ / , ^ 
her with me. Ja'far said: She is the v^' : ^ J^i -lS^ 

daughter of my paternal uncle and 4 m 't > - r *>- :r 

her maternal aunt is married to me. , t( s , - ' * 

Zaid said: She is the daughter of my J>X>* ■'jJjJ 3^ Jui J^j Jul 

brother - Zaid had become the .f * r* ,„ * _ 

brother of Hamzah when the ^ Jbj jUV >-> 

Messenger of Allah (0) established J.jT.lf" : Jlij 

bonds of brotherhood [among the " _" >> 

believers, after the Hijrah to J! 
Madinah]. The Messenger of Allah . ,. ... .. 

(5fe) said to Zaid: "You are my * ^ 

mtfw/fl and her mawla!' He said to ^ r- ^ r^ lj ^ ^ ^ ^ 

'Ali: ''You are my brother and my ^ ^ ^ ^iUl ^ ^ 

Companion." And he said to Ja'far: 

"You resemble me physically and 

in attitude. And she should stay 

with her maternal aunt." 

Comments: [Saheeh because of corroborating evidence; this is a da'eef isnad] 
2041. It was narrated that 
'Abdur-Rahman bin Wa'lah said: 



j>_ X+^xa L,_b- uij^ -Y*IM 



I asked Ibn 'Abbas about selling ^ .^SS- J ^iij^Jl ^ Ju^i 

wine and he said: The Messenger . , ^ ' ' ' 

of Allah (m) had a friend from ^ *f ■ ^ : M ^ y? v^^ 1 

Thaqeef, or from Daws. He met Jul 6£ : Jiii g 
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him in Makkah during the year of „ >a ^ - ,„ , . ; . 

the conquest, and brought a skin f U ^ ^ ^ ^ ^ 

of wine to give him as a gift. The J^3 Jlii <.<^] L^-^ y^- %y'j> ^ ! ^' 

Messenger of Allah (sfe) said: "O s it \ ^ * t ' ^ , 

Father of So and so, don't you ajl ^ ^ Ul ^ ^ : * M 

know that Allah has forbidden *^ jjU ^'^^ 

it?" The man turned to his slave " 5 > 

and said: Go and sell it. The ^ L ? : SI ^ JpJ <J^ 

Messenger of Allah said: "O ^ y ^{ . ^ ^ ^ 

Father of So and so, what did you f 

tell him to do?" He said: I told y& ^ ^ <jjjt o1» : J15 

him to sell it. He said: "The One , . , ^J^j * 1 i_L 

Who forbade drinking it also 4 ^ 

forbade selling it." So he [rrvr a<WA 

instructed that it be poured away 

inal-Batha'. J : f 

Comments: [A saheeh hadeeth] -gy jl>— » ♦-^ 

2042. It was narrated that Ibn ^ jjjj> ^ : JL^ £1- — Y * t Y 
'Abbas said: The Messenger of * ' * > r at 
Allah used to review the J ^ 0? ^ l ^ J* 
Qur'an with Jibreel (aa) every ^ ^ ^ (Y rWU ^ t £=i 
Ramadan, and the morning after ^ y . > 
the night in which he reviewed it, 5^ JiJ^r ^ JjJ^ 
he would be more generous than ^ ,^ " " 1 llu tOU^" *l£ ' 'vLiJl 
the blowing wind; he was not " ^ J ' / ^ 
asked for anything but he gave it. ^^Ji ^ *4s* ^ ^=^' 0^ ^ 
In the month (of Ramadan) after j[^/v *Ji ' 4 1 ' ' s { 
which he died, he reviewed it c - Cj^ & ^ J 
with him twice ^ Uii ^Ikpl VI ^ ^ 
Comments: [A saheeh hadeeth, al- ..,.-1 . - -r^ - 

Bukhari (6) and Muslim (2308)] >U ^ ^* 

t ror^ jn^ .rno t r* u t nn 

.(irr • a) :^ t (^) :^.^^ ^J^- ■ gi-^* 5 

2043. It was narrated that Ibn ^ *i ^ ; CjI^ -Y*tr 
'Abbas said: The Messenger of » . * 
Allah (SS) said to Jibreel (m): ^ $ £ ^ ^ 
"What kept you from visiting us ^ -/^J^ ^ aL 1 ^3 ^ 
more than you visited us? Then the 
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verse "And we (angels) descend v r , f . tf 

not except by the Command of Jb "'^^ ^ ^ l l JJy ^ 

your Lord...- [Maryam 19:64] was A ] J } ^ ^ $g ^ . jjr- 

revealed. ' ' 



Comments: [Its isnad is sa/iee/t, al- 



[mo ,t-va :>;i] ,(nt zy 
Bukhari (3218)1 .(rr \ a) : c ,L| : 

2044. It was narrated that 'Ata' -| : j> ^ tilt -Y • t * 
said: We attended the funeral of 

Maimoonah, the wife of the l* 1 ^j-^ -Jli 6* 

Prophet (ft), in Sarif, with Ibn ' /■ . m - £ 

'Abbas. Ibn 'Abbas said: This is ^ « ^ ^ *f=* °^ 

Maimoonah, so when you lift up ^! 4 ^ >^ 6^ 

the bier, do not shake it or make f n "1 » - "r ,r f \,> ^ ' - * " 

it wobble, because the Messenger ' 1 ^ Vj U ^>>" * 

of Allah (3^) had nine wives and t uUiJ ^ *J ■ (JlSj ijj^ ^ 5 15 jjg 

he used to divide his time , - * * L- '1 r - *- 

between eight, and did not give a r ^ : tlW JU ^ r 5 

share of his time to one. 'Ata' [m\ : ^1] J^^jL^^fc 
said: The one to whom he did not 

give a share of his time was ^ ..(civ) :^.^>^ :^>^' 

Safiyyah. .(Uio) 

Comments: [Irs isnad is safo^, al-Bukhari (5067) and Muslim (1465)] 

2045. It was narrated that Ibn k jZ JUjU tijJ- : -r * 1a 
'Abbas said: What the Messenger > „ * ., £ - , . , 

of Allah (jg) mostly recited in the J>_ ^ ^ U ^ 015 : Jli ^ ^ & 
two r^'o/is before Fajr was: "We ; j&\ J&k*J\ ^ «Li 

believe in Allah and that which has / ^ ^. ; > ^; „ . ^ \, 

been sent down to us and that which iS^H &\ ^ Jj3 Ty ^ 

has been sent down to Ibraheem t (\n JUi) ±\ jt 

(Abraham) Isma'il (Ishmael)../' [al- „ 

Baqarah 2:136] to the end of the J'> 4^>A^ &\ SL 
verse, and: "we believe in Allah, and rvv*. tw.v 

bear witness that we are Muslims 

{i.e. we submit to Allah)" [Al Tmran .(vtv) : r ,^ (J u ■ ~ ^; 

3:52]. r * 

Comments: [Its tswarf is saheeh, Muslim (727] 

2046. 'Uthman bin al-Hakam ^ r ;> r iv r ;* „ w £ 
said: I asked Sa'eed bin Jubair °^ ^ ^ ^ ^ ^ " Y * " 
about fasting in Rajab: what do ^ 65 6? 1 
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you think about it? He said: Ibn 
'Abbas told me: The Messenger of 
Allah (sg) would fast until we 
thought that he would not break 
his fast, and he would refrain 
from fasting until we thought that 
he would not fast. 

Comments: [Its isnad is saheeh] 

2047. It was narrated that Ibn 
'Abbas said: The Messenger of 
Allah (#;) said: "The best of your 
kohl is antimony; it makes the 
vision clear and causes hair to 
grow/' 

Comments: [Its isnad is qawi] 



2048. It was narrated that Sa'eed 
bin Jubair said: Ibn 'Abbas met 
me and said: Have you got 
married? 1 said: No. He said: Get 
married. Then he met me after 
that and said: Have you got 
married? I said: No, He said: Get 
married, for the best of this 
ummah is the one who has the 
most wives. 

Comments: [Saheeh because of 
corroborating evidence] 

2049. It was narrated that Ibn 
'Abbas said: The Messenger of 
Allah (^g) said: "If you send out 
the (hunting) dog and it eats some 
of the prey, do not eat it for he 
only caught it for himself. But if 
you send him out and he kills (the 
prey) but does not eat any of it, 



up^^~ :Jl* <J>y ■SXS t ^-^rj f3~^ 

[mA : ^\] .J^i; 
ouii. tfj^- \£i *J>. JZ \£U -r*iv 

ir-re t rm iYy>a : ^i] .«yJbi 
[un ,mt 

,£UJ Li^l jlS oNl oli (jLi 

[rotv tY Wl : 

0? 1 ^ ^ v s\ If- If 
iS I » : Jj! J l* :JU 
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then eat it, for he killed it for his - - f * - t , . . it 
master." ^ ^ l ^ ^ ^ 

Comments: [Saheeh because of .«5^U? 
corroborating evidence; its isnad 

^da'eef\ ^ : J{ j jtfj :J)l Jli 

-C^^ (>* — . f^'^l 1 ' ^ • £ij>*> 

2050. It was narrated that Ibn 



'Abbas said: I heard the Messenger " / , 

of Allah (^) say; "There are three J* j* ^?J& ] 

things that are obligatory for me ^ : « Jjl 1^ : Jli 

and are voluntary for you: Wttr # ^ J 

prayer, offering sacrifice and Duha :^L : jjt5 ^ij i^l^ 

prayer/' 



Comments: [Its isnad is rfa'eef, Abu 



Janab al-Kalbi is [ Y ^ \ V t Y M 1 t Y * A ^ 

2051, It was narrated from Ibn ^ ^ ^ _ r , M 

'Abbas that the Prophet (%) " \ . 

moved on from Muzdalifah before 0*" 'p^Jl J^^\ vjii^- : Jli 
the sun rose. 



Comments: [Its isnad is saheeh] 



[Ai : j] . ( _ r wJjJl £jJlU Jli ^ 



2052. It was narrated that Ibn 
'Abbas said: The Messenger of 

Allah said: "Seek it [LailataU o*^ 0?* 0* V** 

Qflrfr] in the last ten days, on the j u >^ . ^ . ^ 

twenty-ninth or the twenty-fifth / ' rt 

or the twenty-seventh." jl ^ t^l^Vl yJJl 

Comments: [Its isnad is 5*fe/r, al- : .« j< •{ t jg 

Bukhari (2021)] ^ ' : J ^ ' ' 

[.rto^ ,ri . ^ ^YaY ■ 
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'Jk jj^tjudt |JJ fill JULC. JUml.* 



2053, It was narrated that Ibn ^ . ^ >^ ^ _ Y . &r 
'Abbas said: The Messenger of 

Allah (3^) did not fight any people ji- s*; 1 ^ ^ ^ C*"^ 

until he called them [to Islam first]. ■ * n- t s - «i - f 

Comments: [A sahech hadecth] _ * ' / 

[Y ^ ■ 0 : J^\] .jj^ijb' C'y |g *U! 

2054. It was narrated that Ibn ^ £^ t£U -Y-o£ 
'Abbas said: The Messenger of 

Allah used to enjoin his J? 1 0? ±* 

daughters and wives to go out on ^ '>jfc ^ Jj, ^ ^ . 

the two Elds. 



Comments: [Saheeh because of -Ji^i^* u£ Cft 

corroborating evidence] 



00 



2055. It was narrated that Ibn 
'Abbas said: When the Prophet 

(jte) fell sick, he instructed Abu ^ptJlA^I ^ ^1 s^"^" 

Bakr to lead the people in prayer. ^ ^ M - . ^ 

Then he felt a little better so he u ^ ^ ^ ^ ' ^ 

came out, and when Abu Bakr <xrY/\) tf >f 2§ LIS 

realised he was there, he wanted ^ * , 

to step back. But the Prophet 'C-^ - ^ ^ r V U ; ^ 01 

gestured to him and sat down to ^j^C-: jf t ^fc ^{ ^ Uii 

the left of Abu Bakr, and he : , ' . " s ^ f iU 

started to recite from where Abu ^ ^ *-4 ir 11 
Bakr had left off. 

Comments: [Its isnad is saheeh] 



2056. It was narrated from Ibn • < : 1 * -Y.$n 

'Abbas that the Prophet (jgg) stoned ' J ^ 

the Jamrah, Jamratal-'Aqabah, on the t^lill ^1 t (t i^Jl ^ ^^>^ 
DayofSacrifice,riding. "* ^ . f /^^ ' 

Comments: [Saheeh because of *\ 

corroborating evidence] f}i L V**^ 5 j^r 
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2057. It was narrated that Ibn 
'Abbas said: Do not criticize the 
one who fasts when travelling or J>) t^Jli j* ^j]^>\ 

the one who does not fast for the . ' t \ - , . - " - - ' " , 

Messenger of Allah («g) fasted ^ 0* «> ? ^ 

whilst travelling and did not fast. J^ij f Li oj i>Sf ^ J£ % .I'M 

Comments: [Its isnad is sahceh, r*r* , ....i :f- . ^ 

Muslim (1113)] [Yr °* -> 1] *fe 5^1 

. Our) : f oU 

2058. It was narrated that Ibn }l J-3l^! ^ liijU -Y*oA 
'Abbas said: The Messenger of / ; s „ , , 

Allah (fe) sent word to the people :JLi ^ ^ 0* 0* ^ <^ 

of a village four parasangs away - 0 Jj ^ Jji j^f 

or he said: two parasangs - on the , . ( 

day of 'Ashoora', telling everyone -ije^y '-<-^ _ j^'y 5^3' 

who had eaten not to eat for the ---- vj \; . - -f' . r V 

rest of the day, and telling those tr - ^ ^ r 

who had not eaten to complete .<ujJ* ^ jl J5U J J»j 



the day fasting. 

Comments: [Saheeh, because of 



corroborating evidence; this is a cf**^ 1 j.^j ^ 



2059. It was narrated from Ibn - ^ ^ _ Y ,^ 

'Abbas that a man came as a * 

Muslim at the time of the ^rj jf ^^t^a* '^J^- 0* tiiU-^ 
Messenger of Allah then his . ' f ' ' ' 

wife came as a Muslim after him, — f ^ ' ^ J ^ 
and he said; O Messenger of Allah, L£] t UJI J U ; JLu iU^i 
she became Muslim with me. So " . s t - 

the Prophet (ag) told her to go back ^ ^T 31 ^ U V * ^ ^ 

to him. 

Comments: [Its isnad is da'eefl 



2060. It was narrated that Ibn f ,<* - . w „ 

'Abbas said: The Messenger of *f ^ °; L ^ ^ ~ Y,V 

Allah (^) commanded us to do J>\ J* <.*ti\ jIp J, Jjl j^i ^ t 

wudoo' properly. ' * x ..... f, / - ( . , - 

[\*vv - ?> ijJ1 
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4* ^LleJI tjj edit alt. JLuU> 



Comments: [Its isnad is saheeh] 0 ^L^l 

2061. It was narrated from Ibn - ^3 ^ ■ *^ ^ _ Y , M 
' Abbas that the Messenger of j\ ' ' 

Allah prayed on a reed mat. cr 1 ^ Ji l 0? if 

Comments: [Saheeh because of jjjl :^up J>\ tl^^SC* i>! 1 
corroborating evidence; this is a " ' , t t * ' 

da'eef isnad] ^ ^ ^ ^ J ^ 

[Tm t Y £ VY 

2062. It was narrated that jj^ ^ t 0ul^ ^ ^J^- -T*^T 
'Abdur-Rahman bin 'Abis said: I s ^ > * , \ , , 



said to Ibn 'Abbas: Were you 

present on Eid with the Messenger :J|j Jjl J^ij ^ JL^Ji oi^il 

of Allah (#*)? He said: Yes; were , „, , „ „ , - - 

it not for my being close to him, I U ^ ^ ^ 

would not have been present jlS Hp- Juki <.^| 4L1 J_^3 ^r_^ 

because I was too young. He ^ - ^ £ j 

said: The Messenger of Allah (jfe) r r ^ j£ 

came out and prayed two rak'ahs ^ : JX\] .iiUJ Vj UJjI ^Iju 



at Dar Katheer bin as-Salt, then 
he delivered the khutbah. And he 



[ruv t rroA <.rr\o ( nn t Ym 



did not mention any adhan or . 
iqamah. - £r 

Comments: [Its isttfld is 

2063, It was narrated that Ibn J j. ^ ^ ^3 ^ _ Y , nr 
'Abbas said: The Messenger of V ^ , ^ ^ m * ; t * r 

Allah (^) offered the fear prayer ^ 'J~> 0? r^ 1 ^ 

in Dhu Qarad - land belonging to : Jtf JA ^ J, *\}\ xi- o? 1 
Banu Sulaim. The people formed - * • ^ > f, ' , f 

two rows behind him: one row ' - ; ' ^ 

facing the enemy and one row _ ^ ^ _ 

behind him. He led the row that . f,:, " .,,> 3 . 

was behind him in praying one , " ' w ; \ 

rak'ah, then they moved back to ^ *-4-SJIj ^fUii 

where the others were and the J, J, ^ 

others took their places, then he 
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led them in praying another , - - * 

r£ J-* 3 4 ;*>* 

Comments: [Its isn«* is sfltofr] f rr " * ^ YrAr : ^ 

2064, It was narrated that Ibn £ - fc^f tfk ^ -y.^t 

'Abbas said: The Messenger of \ _ ^ - , *r 

Allah (^) enjoined prayer when : <-^ ^—-^ ^ cJU- : JU 

travelling and not travelling. Just fc \ ^ , , > 

as (na/?) prayers are offered when y * ' - y u 

not travelling, before and after ±r*j^* : ^r-j^j (4-^ J? Jr-^ 

(the obligatory prayer), they 4 f l( . v ' - 

should also be offered when * f ^/ J j r^ 1 ^ 

travelling, before and after (the J Ji^l\ J> U£i t ^LUl^ ^i^Jl 



obligatory prayer). 
Comments: [Its iswad is ha$an\ 



2065. It was narrated that Ibn ^ <-J-j1 

'Abbas said: The Messenger of , , . . . , 

Allah (jfe) said: "I was commanded JLi : ^ ^ ^ ^ 4 V* ^ ^ 

to pray two rak'ahs of Duha and c^^^Ji J*S y : jgg 

WiVr, but that is not obligatory for : ... 

you." ^* 3 ' .«^& fJj J^Lj 

Comments: [Its isnad is rffl'ee/] 



2066. It was narrated from Ibn ^ Jc^rM 

'Abbas that when the Prophet j \ , b t 

recited "Glorify the Name of ^ ^ ^ ^ 

your Lord, the Most High" [al- ^ m ^ ^ ' ^ v" > ^ v* 

A'la 87:1], he would say: "Glory . ' ^ ' 

be to my Lord, the Most High." ^ -J*^) &j ^ ^ : 1> 4 

Comments: [Sa/i^Ji mawqoof] .« JJ^Nl : Jli 



^JU* ^ ii-ij £ji ujii ~y^v 



2067. It was narrated that Ibn 
'Abbas said: When the Messenger 
of Allah (sg) passed by Wadi J* *>**jy* ^0*3 J> 
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'Usfan, when he went for Hajj, he ft, 't >- - 1*1 V 

said: "O Abu Bakr, what wadi is *H ^ ^ J >"^ ^ U " JLi ^ 

this?" He said; Wadi 'Usfan. He ^\ ^ Jz CI U» :Jii ^ OLi^ 
said: "Hood and Salih passed 

through it on red camels, with * ^ - aU : Jli * 0U ^ ^ : M "-^ 

reins of palm fibres. Their izars r^Ll ^ J£ £JU>j S^i 

were woollen striped cloaks and " * * , ' , . 

their rida 's were woollen garments, ^j^l <.jUx\\ ^j^j \ j i * u«J i ^ j j » 

They were reciting the Talbiyah, [Uo£ g ^ ^j^Jj^ 

performing pilgrimage to the { - 

Ancient House." ± ^ 6J L-l : ^j>^ 

Comments; [Its isnad is da'eef] ^ _y*_, ^ iJ^-j 

2068* It was narrated from Ibn (rrr/\) £jLi til; til; -Y<1A 

'Abbas that dates would be 



soaked for the Prophet (^) on the ^ 0^ J* ^ ^ 

night before Thursday, and he ^ ^ 2 j£ Ltf * ^lil 

would drink it on Thursday and ^ / ' e 

Friday. - [The narrator] said: And *hh -i!**^ fjis ^j-^' ?ji 

I think he said: on Saturday. - . -* i ^ „ s ,. 

Then when the time for Asr - ' * ' 1 

came, if any of it was left over, he ^ j\ <,pliJI i\X^ o ^£ jU 

would give it to the servants or r^^^ M "fc 

order that it be poured away, * J " L, V A 

Comments: [Its isnad is saheeh, .(Y«*0 : » .w^* ^L^l '■ 7y rJ ^ 

Muslim (2004)] ° ' ^ 

2069. It was narrated that Ibn jl* 0^-^ : JcIj -f *H 
'Abbas said: The Messenger of „ t ^ 

Allah (m) said: "Whoever speaks ^ 4 ^ ^ ^ ^ 'C^ 1 

about the Qur'an without : ^ Jji j ^ 

knowledge, let him take his place t , ' . _ y '„ 

in Hell/' ^ *^ »5r?U ^ ^ J u 

Comments: [Its isnad is rfa'ee/ [r*Yo .Y^vo t T £ Y ^ : ^1] P «jllJl 
because of the weakness of 

Abdul-A'la ath-ThaTabi] ^Ju^A t^L^? ^^r*^" 

2070. It was narrated that Ibn ^i^id^^ : Lr, l£U -Y < v* 
'Abbas said: When this verse was , / ^ . - 
revealed: and whether you :JL* oJU- ^ aJU jUlli 
disclose what is in your own ^ £ .3^ ^^'^ ^ ^ ^ 



Musnad of 'Abdullah bin al-' Abbas & 310 4> ^liiJI & ju 

selves or conceal it, Allah will call % >- > , > >x _ **> • \ > J 
you to account for it..." [al- '^^(^ l ^ u, ^o^ 
Baqarah 2;284], their hearts were jis : Jli (XA£ : e >LJ1) 4IiJl 4j li^Uj 
filled with distress as never M ✓ 

before. The Prophet (jg) said: Ji r^J^ J*-** r 1 ^ r*?^* 

"Say: We hear and we obey and ^ . , j s, :^ Jlii : JU 

submit." Then Allah instilled faith ^ #r „ ' „ 
in their hearts and He revealed: '-pfrjj^ ^ oU^H <AJl ^IJU 

The Messenger (Muhammad (ft)) ^ ^ j J - j ^ ' ^ ^ ^ 
believes m what has been sent ^ " - < - °\ 7 °^ f 

down to him from his Lord, and ^L) L J£ j^L^lt} ^3 

(so do) the believers. Each one ^ , 4 . £ ... : 

believes in Allah, His Angels, His - J ^ ^ ^ °> ^ ™ 

Books, and His Messengers. (They O^Jl £3 lLM>£ lliiij GL^ 

say,) 'We make no distinction . , . „ - , * ^ > *- , - 
between one another of His U * N [ ^ ^ ^ 

Messengers' - and they say, 'We ^, ft^jj N fl; dllSl U L^j 

hear, and we obey. (We seek) f „ " / ^ / \ t ] tt 

Your forgiveness, our Lord, and «^>- ^ I^J J*^ ULL>-1 
to You is the return (of all)/ Allah ^ ^ ^ ^ ^ ^ . , 
burdens not a person beyond his ' '* ^ ' ^ 

scope. He gets reward for that ^ lliijtj ll3 lip ^opIj 4j £J 

(good) which he has earned, and tm . ,„ y - u > . ; r " ^ 

he is punished for that (evil) ^1531 > L^U 

which he has earned. 'Our Lord! [r*V* ; ^1] .(YA*i t YAo 

Punish us not if we forget or fall 

into error, our Lord! Lay not on $ ^ : |JU ft : jZJ-*J\ Jlj 
us a burden like that which You 

did lay on those before us (Jews T 

and Christians); our Lord! Put not <m) ■ l^i 

on us a burden greater than we ' ^ eJ * 

have strength to bear. Pardon us 

and grant us forgiveness. Have 

mercy on us. You are our Mazvla 

(Patron, Supporter and Protector) 

and give us victory over the 

disbelieving people'" [al-Baqarah 

2:285, 286]. 

Comments; [Its isnad is saheeh, Muslim (126)] 

2071. It was narrated from Ibn ^ ^ . ^ ^ _ YlVM 

'Abbas that when the Messenger 5 " J ^ , . 
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of Allah (^) sent Mu'adh bin <* ^ * , .. 

Jabal to Yemen, he said: "You are 61 V • ^ ^ ^ ^ 

going to some of the People of the Jj ^ i Ui JjJ ill ^ -AJ I J^j 
Book. Call them to bear witness ' ; - , r „ * j~ ^ 

that there is no god but Allah and 4 ^ ^ ^ ^ U ^i* :JU y^ 1 

that I am the Messenger of Allah. Jf* ^ ^ 'J ^ Jj 

If they obey you in that, then * „ , ^ * ^ ' # \ 5 * > 

teach them that Allah, may He be *^!^ hjZti>\ J> j^i 1 Jjl Jy^3 
glorified and exalted, has enjoined ^ ^ ^ *j 

upon them five prayers each day 1 _ 1 

and night. If they obey you in J^i tillJj fjj J5 ^ 

that, then teach them that Allah, * ^jf ' f LLIIpU ^jj I 'lU 

may He be glorified and exalted, ^ J ^ 0 f-fr*^ 1 . . 

has enjoined upon them charity ^ iij; J> Isju^ , 

(zakah) to be taken from their rich 



and given to their poor. If they ^ J V; r* 1 ^ 

obey you in that beware of taking s^S jjlj ,1^1^! lil^j ilL> t JlUJ 
the best of their wealth, and fear s s " tf „ ^ / 

the supplication of one who has J^J > ^ l Ir53 ^ 0^ W 
been wronged, for there is no «Jl.b^>. 
barrier between it and Allah, may 

He be glorified and exalted/' .(^> ; f <.(\r<\Q) : c *£^ .ibj :gi>J 
Comments: [Its l'snad is saheeh, al-Bukhari (1395) and Muslim (19)] 



2072. It was narrated from Ibn 

'Abbas that the Messenger of 

Allah (jg) did wudoo' washing $ ^J 1 ^- J ^ ^ y^ 1 

each part once. J- £ ^ Jj, *f 

Comments: [Its isnad is saheeh, al- „ * 

Bukhari (157)] [rnr .r-vr t riU 



<J> J\ f J\ tfi^ iliU -r-vr 



2073 * It was narrated from Ibn 
'Abbas that when the Prophet 

(^) prostrated, the whiteness of : «/^ j! 1 J 1 <Jj* V-^ J* 

his armpits could be seen. > . * - . , ^ ^ ^ > £ n ■ f 

Comments: [Saheeh because of 

corroborating evidence; this is a [Ti«o iYT-o iMfi t Y*YT 
da'eef isnad] 
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^ OLZU ^j! tijU- djjb- -T*Vt 



2074, It was narrated from Ibn 
'Abbas that the Prophet (^) 

addressed the people wearing a jt : CS.^ if ^ J** if *Js*r*J' 
laree turban. * =, * . .' * 

.^i ^UtP ^LJI ^ia^ ^ 

Comments: [Its isnud is saheeh, al- ■ - 

Bukhari (927)] .<* T v) ^ oL _j 

2075, It was narrated from ^; Jji Qjb- -Y^vo 
Muhammad bin 'Abdullah bin \\ ; 
'Amr bin 'Uthman, from his 0? ^ 0? t^-* ^ W j! 
mother Fatimah bint Husain, that ^ ^u'yf ^ t jUii 
she heard Ibn 'Abbas say: The ; " ° 
Messenger of Allah (^fe) said: "Do u^l jLJiij ^1 if'-J?-*- 
not keep staring at lepers." . . . . * • " /. * 

^ Ji ^ ^ ^1 ^ JL^, ^ «JJ! 

Comments: [Its isnflii is da ee/] ; ^ * Y, ' s 

J La : y}yC c.*^ Lgji 

,^1 jP k^l ^_-l>Jl lift ^l^jJl ^ <dJl_L* JUj^J t^*^ *jL-I 

2076. It was narrated that Ibn <A J : * ^ ^ _ Y , V ^ 

'Abbas said: I wish that the people " : 7^ r / s , ™ 

would reduce one-third to one- it l-^ 1 o \ ou^j : Jli ^1 ^ 

quarter when making bequests, ^ tf ? -< m, ■ ;/ > ft, 

because the Prophet («) said: * ^ J ^ ^ ^' 

"One third is a lot." [V « T£ i^lj] JJSil* : Jli 

Comments: [Its isnad is saheeh, al- 

Bukhari (2743) and Muslim : C '< Yvir > : C^ rib l : £?> J 
(1629)1 Xnn) 

2077. It was narrated that 'Amir 
bin Wathilah said: I said to Ibn 



'Abbas: Your people are saying ^> : Jli iJWj ^ 

that the Messenger of Allah (m) y- \ ^ *\ r ; r ,: f. 

trotted (ram/- around the Ka'bah) ^ * ^' J ^ oi J >^>- J l 

and that it is Sunnah. He said: My ^y^j ^'J Jm-^* : Jl# t J^3 
people are telling the truth and e , / t . * , 

they are lying. The Messenger of ^ ^ J ^ c>S ^ 
Allah (^i) trotted (around the 
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Ka'bah) but it is not Sunnah. He - , t , f , , \, - > ■ > \ , , - 

came [to Makkah] when the toU ^ <> ^> o^^Jlj r ^ -efT, 

mushrikeen were on Mount ujLi} Ij4>v "^3* ^^-^U ^ ^ l^i^i 

Qu'aiqi'an and saying that they t , t fi£ tt ^ \ 

[the Muslims] were emaciated and r 3 i^ 1 ^> ^>li 

exhausted, so he told them to trot [T • : .iff <« T. 

around the House in order to show c - 
them [the mushrikeen] that they 
were not exhausted. 

Comments: [Its isnad is saheeh] 

2078, It was narrated that Ibn ^ jl ^\ lii*- -Y *VA 

'Abbas said; The Messenger of 



Allah (^) said to Jibreel (m): 



Jli : Jli J\ tf, ,J^r J 4^ If 



"What kept you from visiting us ^ (lTl/\) Jjl J^j 

more than you visited us? Then the ^ ,/ \ „ ^ , 

verse "And we (angels) descend a - U ^ ^ ^ l ^ Vl " : f^ :JI 
not except by the Command of C % &j J\ :dJ^ 

your Lord(0 Muhammad (^))To „ „ „- 

Him belongs what is before us and * m : r^ } 5 VI ^ ^ ^ ^ 
what is behind us, " [Maryam [Y**r 
19:64) was revealed. 

Comments: [Its isnad is saheeh, al- ^ ^ 

Bukhari (3218)1 

2079. It was narrated from Ibn f ^ ^ ^ ^ . ^ ^ _ Y . vn 
'Abbas that among the animals " - - t u ' „ 

that the Prophet sacrificed : J>) j* ^^-^ ^ ^ l <-J^ 

was a camel that had belonged to % ^ ^ ^ £f ' ^ *( 
Abu Jahl, and it had a nose ring ^ ' J ' 54 ■ ^ " 
of silver. [yaa* tY£YA : J£>\].k^ai£y <-j£>- 

Comments: [Hasan] , . 



2080* It was narrated from Ibn 
'Abbas that some cheese was _ ^ 
brought to the Prophet and his 01 ¥ ^ 

Companions started hitting it with Z\±S\ Ji^J : Jli Zk, J\ ^Aii 
sticks. The Messenger of Allah (^) 3 / ^ / " ' ' \ \ " \ 

said: "Put the knife through it, J^j JUi t^Jlj 

mention the name of Allah, and ? lt - . . , -*^- r - ^ h , 

eat. 1 
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Comments: [Hasan because of - . , - .. 

corroborating evidence. This is a u tr 

da eef isnad because of the weak- -gy >J**JA 

ness of Jabir] 

2081. It was narrated that Ibn ^ ^ 

'Abbas said: The Messenger of Allah , f V . , ; 

(^) said: "I have been commanded J* * y^r 

to pray Duha and Wi tr r but it is not 'u; . 'u; ' - ^ V- 

obligatory [for you]. ^ - - - s 

Comments: [Its isnarf is da'eef ' M ^ 

because of the weakness of Jabir [v , * , . u-u « • ' y 

al-Ju'fi] 1 .>l].'^^ 

2082- It was narrated that Ibn * : ■ ^ -t«AY 

'Abbas said: We, the young ones f > , > . - - 

of the clan of Banu 'Abdul- ^ l ^ ^ ^ ^ 

Muttalib, came to the Messenger t ^ ^, ^ .3^ ^ • | ^ 

of Allah (3^), riding red camels of „ , tf , - ' - " ^ ; 

ours, from Muzdalifah - Sufyan & v" 1 ^ - i^AkJl ^ 

said: at nieht - and he started to v: i-T -i'*> ^i- - 

pat our thighs and say: "My ^ * "~ " ^ ^ 

young ones, do not stone the s^^' L^V ^ : tUiliif 

JamraJi until the sun rises/' Sufyan v ' ! , ^ , . * - a . 

added: Ibn 'Abbas said: I do not ^ Jb :u - (T*" ^ 

think that anyone with any sense y^C J Li J U 

would stone the Jamrah until the " ' ' * 

sun has risen, [ * : .^Ul 

r> l> lt- 1 ^ ^ Cr-^ 1 

.^5 iJj 



Comments: [A saheeh hadeeth, and 3 l^J lJubj -w>«" 
its isnad is interrrupted] * ' 



2083. It was narrated from Ibn ^ ^ ^ _y • Af 

'Abbas that the Messenger of " ^ 

Allah (^) got up at night and j?l ^ ^V 0 ^ ^ Jr^ 0? 

relieved himself, then he washed ' . * ; ^ ?>, ^ *f 
his face and hands and went back ^ T b « ^ l J ^ ^ 



to sleep. i^Lj j^, 

Comments: [Its isnad is saheeh, al- MA\Y • M 'ill 'U. 

Bukhari (138) and Muslim (763)] ' C/ jJ *f 



Musnad of 'Abdullah bin al-' Abbas & 315 



(JmwUaJI fill Jl-lc ■ L'iiii * 



2084. It was narrated from Tbn ^ - : - ^ ^ _ wi 

'Abbas that the Prophet (m) slept ^ ^ ' , . > 

until he breathed deeply, then he ol oil o* 0* O? 1 

eot up and prayed and did not do * : *i * ^ , = u 

Comments: [See the previous ^ MY ^jl-^^ 

report] 



2085- It was narrated that al- ^ o^ L£j &Jb- -Y>Aa 

Hasan - i.e., al-'Urani - said: Ibn . , , „ >% 

'Abbas said: We do not know oi' J u : J u - giS^' - O-^ 1 

whether the Messenger of Allah . \£ ^ fa ^ ^ ^ u . ^ 

recited Qur'an in ZwJir and *" . * 

v Asr, but we recite it. [YTM : >;t] J> £fJ} ^1 

Comments: fits isnfld is da'eef .. ,, i. i ■ * - 

because it is interrupted] w * 



2086. It was narrated that Ibn . • - ^ Gjj^-y-AI 
'Abbas said: The Messenger of ? 

Allah (^) said: "1 looked into JLi ^JU^l^o^ o* 
Paradise and saw that most of its * *f,r . ; .rf. . ^ u. *i 

people are the poor. And I looked - 5 j# 

into Hell and saw that most of its cJdkl} tSl^l l^iii 

people are women." ' [rrM ., uuil ^ 

Comments: [Its isnad is saheeh] 

2087, It was narrated that 'Amr \^ -Y*AV 
bin Deenar said: I heard Ibn 'Umar ; - ; 

say: We used to lease land in return : j** C* 1 : J I* 0? J-r** 

for a share of the crop (mukhabarah), ^ ^ ^ ^ ^ ^ 

and we did not see anything wrong ~ . / , ' ; * * . ; 

with that, until Rah' bin Khadeej s^ 1 ^ : 0? fj'j 

said that the Messenger of Allah . * 'm_ J iu '-*_c r * ■ A\i 

had forbidden that/ Amr said: * ° f V J - ^ ^ , 

I mentioned that to Tawoos and -dH U:j o^ Jti 

Tawoos said: Ibn 'Abbas said: . c , ^ , . 

Rather the Messenger of Allah (^) ° l ^ J ^ r^ 1 ^* 

said was: "For one of you to give ja^ : ^l] .«1^jJL^ b^-i^i 14J Jblu 
land to his brother is better for him 

[mr ,r\ro t >rA^r jo^a 
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than if he were to take a set amount (yrr*) ^ 

(of the produce) in rent for it." " f ' C 'C^ 3 * ' ' ff^*" 

Comments: [Its isnad is saheeh, al- 
Bukhari (2330) and Muslim 
(1550)] 

2088* It was narrated that Ibn l^JU- -Y*AA 

'Abbas said; When the prohibition tf - . ^ o , , • 
on Jtfiamr (alcohol) was revealed, ^ : JU y^ 1 I* 
they said: O Messenger of Allah, ^ t Jji tj : l ^ t ^ ^ jit 
what about our brothers who . , / i 

died, and they used to drink it? -cJyi ^L^i^ ^ iyU ^_L!l 
Then the verse "Those who s • f ^ i; •:- — 

believe and do righteous good . 
deeds, there is no sin on them for : XW :s^LJi) EV! ^1 jl 
what they ate (in the past)..." [al- { t \^\ T £oY 

Ma'idah 5:93 - to the end of the 1 VVi tU ° T 

verse] was revealed. , . f n - , , t . *- 

Comments: [Saheeh because of .^l^k^i l^j 

corroborating evidence; this is a 
da'eef isnad] 

2089. It was narrated that Ibn L ^ ^ OUi ^ :Ls) ~Y . a\ 
'Abbas said: We, the young ones of ^ . 

the clan of Banu 'Abdul-Muttalib, ^ : J 1 * O? 5 ^ <• y ^ 
came to the Messenger of Allah . ^ ^ ^jfc, j - 

(*0 from Muzdalifah at night, *f..\ ^ " . 

riding red camels of ours. He ^ 
started to pat our thighs and say: tf - - - Ii i v - ? A f-* 
"My young ones, do not stone the ^ ^ ^ ^1 

/amra^ until the sun rises/' [Y * AY : £>-lJ .i^jjjl £lL : 

Comments: [Sfj/i^i berause of 

corroborating evidence. It is a ^ 

repeat of 2082]. .^U j,\ jj ^y^Ji 

2090. It was narrated that Ibn - ^ ^ „ Y , V 
'Abbas said: When you have stoned r ♦ , 

the Jamrah, everything becomes ^ j^AJl ^ tilU- 

permissible to you except (intimacy 
with) women. A man said: And 
perfume? Ibn 'Abbas said: As for J5 iii t s^UJl 

me, I saw the Messenger of Allah , s f ... « ^ ? * , , 

(«) apply a lot of musk to his ^\ ^ JU JU * 

head. Is that perfume or not? ^JLX ^ ^Ul Jj^j cJtj jJi t LM 
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Comments; [Saheeh because of . ... n .f ; h r * ■ r f * 

corroborating evidence and its ^ t * " : 

iSMflrf is interrupted] [Ti\\ t f V » i 



ioi L^Jb^ GJjU- -Y^\ 



2091. It was narrated that Ibn 
'Abbas (-&*) said: The Prophet (afe) 
was treated with cupping in the : JL» ^ j*- < ^ ^ 



two veins on the neck, and 
between his shoulders. 
Comments: [Hasan, because of [fT * VA , Y <W<U Y <W t Y > o :> 

corroborating evidence and its 

isnflrf is rfaVf/ because of the a M 0-^ 

weakness of Jabir al-Ju'h] w^^J 

2092. It was narrated that Ibn :j, Qj^ : -Y'^T 
'Abbas (4) said: The Messenger " - , * ^ ^ 

of Allah forbade mating a ^ ^' 0? ^ 0* 

donkey with a mare. jfo ^ : Jtf ^ 

Comments: [Its isnad is saheeh] - - „ , . ' •* (1 , 

^> JLp IjU^ (YTo/\) ^ 

[\<WV i^l,] 

2093. It was narrated that Ibn ^ : j &JL>- -T*VT 

'Abbas (4:) said: A caravan came , . ' ^ ^ , . 

to Madinah and the Prophet : JU ^ 0? 1 a* 

bought something from it and ^1 ^ JJjJ 

earned a few Ooqiyyah (by selling -; ' .. ^ ' £ 

it), which he shared out among ^ ^ Jfb^ ^ Lfl— ^ ^'j^ Qj* 

the widows of Banu 'Abdul- ^ ^\ , t _[L;!u 

Muttalib, and he said: "I shall " ; ' 

never buy anything for which I [T*\V) J'lV' .«<c^ ^jIp 



do not have the price/' 
Comments: [Its isnad is da'eef] 



2094. It was narrated that Ibn - '^-j ^ ^ _ Y ^ t 

'Abbas (Jfe) said: The Messenger - \ • 

of Allah forbade the fee of a Ji u-P 0* ^j^ 1 

prostitute, the price of a dog and ^ Jj| j £ : ju .;i .a 

the price of alcohol. ^ ' ^ ^ ' ^ ^ 
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2095, It was narrated that Ibn 
'Abbas (^) said: The Prophet 
was praying and two young girls 
from Banu 'Abdul-Muttalib came 
and held onto his knees, and he 
separated them (the two girls). 

Comments: [Its isnad is hasan; its 
men are thiqat, the men of al- 
Bukhari and Muslim] 

2096. It was narrated that Ibn 
'Abbas (40 said: The Messenger of 
Allah stood before us, exhorting 
us, and he said: "You will be 
gathered unto Allah barefoot, naked 
and uncircumcised. 'As We began 
the first creation, We shall repeat it. 
(It is) a promise binding upon Us. 
Truly, We shall do it' [al-Anbiya' 
21:104]. The first of mankind to be 
clothed will be Ibraheem, the Close 
Friend of the Most Merciful 
(Khaleelur-Rahman). Then some of 
you will be taken to the left - Ibn 
Ja'far said; Some men of my ummah 
will be brought and taken to the left 
- and I shall say: 'My Lord, my 
companions!' but it will be said to 
me: 'You do not know what they 
introduced after you were gone; 
they kept turning on their heels 
since you left them/ And I shall say 
the same as the righteous slave 



;rYvr .rnn jou : t jJJ\ 
[.(mo t rm 

'^F if is. u=^t if ^(J^Jl 

ol5 :Jli [l^J- lui ^jtj ^\ 

±f J?, if o\£j\>- ij-ii 

[.(ta^ k u«r .rroA t rnv : ^1] 

JlUJ! yLL^ ^Ij £53 -Y'Al 

ftf : Jli ^ ^ ij£ y if 
feu :jUi <.&*jL j£g M CJ 
:N> sl^ slit JU; Jul J] Ojj^ 

si \iz ;ii ^ # bti: o> 

> ^> JJi ^ js^Zji 

C->b (*J-^ p -J^ J^-J 

_JU^Jl oli i^jj ^ Jb^ 
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<TAV> 



['Eesa] said: 'And I was a witness j ^ ^ ji 4* ■ U 

over them while I dwelt amongst ^ - ^ -™r*£ 

them, but when You took me up, (\<ur .h W :sjjLjl] ^^0i 

You were the Watcher over them; 

and You are a Witness to all things. [rrTV tTtAr ' TYA> >^ 

If You punish them, they are Your ' ^L-l ■ 

slaves, and if You forgive them, *f '^^^ 6-1 - 

verily, You, only You, are the All- 
Mighty, the All- Wise' [al-Ma'idah 
5:1173. 

Comments; [Its isnad is saheeh, al-Bukhari (3349) and Muslim (2860)] 

2097. It was narrated that Ibn tJJP il;^ t Jllli .^Sj lliJLi- -T * 
'Abbas said: A man came to ' * o , p . * 

the Prophet and said: O ^! ^ l ^ ^ 5^ ^ ^ > 

Messenger of Allah, things cross Jj ^ ^ . jtf ^ t ^ 

my mind, that I would rather fall > t f * * - " - ^ s 
from heaven than speak of them. ^1 ^ Jj^j t : <J^ ^ if 1 ' 

The Prophet (#,) said: "Allahu ^ , * j r# fri tj L * 

Akbar, Allahu Akbar, Allahu Akbar, *f * • ' ^ ^ "^Z. : 
praise be to Allah Who has Jl£ : jJ&i M ^ 

reduced his (the Shaitan's) plots to , ^ j> 7^ ^ { J j J| ^ ^ ^ 
whispers. - ' ' ' ^ ^ ~ 

Comments: [Its isnad is saheeh] t r n ^ : > U •* 1 Ji ^ 

2098. It was narrated that Ibn ^ t ^U*- jLlii ^ - X » 
'Abbas said: The Messenger of a > , „ , . J , „ . 
Allah (^) said: "If you have a *fe J\i :Jli^U^I^ ,U£p 
dispute concerning the road, then t ,'-f > ^Jj, ^ ^-j-li ,-,„ : 
make it seven cubits, and whoever r- _ J 

builds a structure let him support it J SJ^r -M^- *^ ^ Cr°J 

with his neighbour's wall." [TMV tTr%v tTMY tWoV 

Comments: [Saheeh because of 

corroborating evidence; this is a jl^-l to^JJ £f^* '-{Hj*™ 

da'eef isnad] ^ ^ ^ ^ VjJ 

2099. It was narrated from Ibn ^ t^^jLlJl ^ -Y*^ 
'Abbas (&) that when the Prophet * * " a _ , . . . 
(M) moved on from 'Arafah, the 01 ^ ^ 'f^ ^ 'f^ 1 
people began to rush and he said - tf^i ^ ^lil* UJ ^ ^1 



If jQ^ 61^- liijLi- -Y \ 
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or it was called out to them -: "It is ; ■ r 

not righteousness to make the ^' ^ B : - ^ l - ^ 

horse or camel rush." He said: And ^13 Jjt; t^\s 9 )\ ^ j^ji 

I did not see any of these mounts ^ ^ \ f 

raising its feet and rushing, until : A *^ L ^-^ ^ 

we reached Muzdalifah. [Tr .< tY3<y ^ mv 

Comments: [A saheeh hadeeth; this 

is a hasan isrtad] J M 'Cr" 

2100. It was narrated that Ibn 
'Abbas (^) said: The Messenger of 

Allah (sjg) said: "Nothing makes ^ JrfO J) J- 
water naps." 

Comments: [Stftofr because of 

corroborating evidence] t Y 0 "n t Y \ * Y / ^1] 

[.(nr. . YA»V tYi • * JAo 

^ Aljljj ^Jis^ ijLw t 6jJ jJ t^t^ 'gO^ 

2101. It was narrated from Ibn j; ^ ^ ^ ^ „ n M 
'Abbas (£) that one of the wives - - r 

of the Prophet (^5) did gJiusJ for ^ J>. ] J* ^ 

>«flto/i and the Prophet (m) did ^ t - j^ t * „?,, ^{f • 

g/ius/ or uWoo' with her left-over " ' ^ > 

water. 1 Y \ * Y : ^1] .l^ii*^ -l^> : ji^^l 

Comments: [Saheeh because of [Y no 4T\ Y • t YA* 0 t Y<m 

corroborating evidence] 

.0 j** "^.hj ^j* ^j^l* £Ll-m La ^J £~ > *- j * ■ %y.j*" 

2102. It was narrated from Ibn £^ : JL^l ^; UJji -y \ - y 
'Abbas (&) that one of the wives . . , s ; 
of the Prophet {m) did gftus/ from J* lj* C^ii : J3I 
janabah, and the Prophet (sje) did 
wudoo' with her left-over water. 



She said something about that to ^ Ua^Es ^VCJ*1\ c_L_£lt 

him and he said: "Nothing makes ^ . .-. r ,. : 

water naps (impure). - - y 

Comments: [Saheeh because of [Y\*\ t Y\" ; *j r \ J ] .nt^i '*U>Z N 



corroborating evidence] 



2103. It was narrated that Ibn 

'Abbas (ife) said: The Messenger of 
Allah (55) kept away from his " & ^ 
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wives for a month. When twenty- 
nine days had passed, Jibreel came 



to him and said: Your oath has ^ LUi t l^i J* Hi ^ Jill J J^j 

been fulfilled; the month is over- 



Comments: [Its isnad is saheeh] 



O^j JL* :JUb ^(Jijr^ t( jjj--*J 

2104* It was narrated from Ibn _ci ^ iU^j : Jai ^ l^j -YWi 

'Abbas (4.) that the Prophet (^) - " \ t / m ' , t \< ^ . . 

said: " Whoever has two sisters and J* v ^ lsi} ihf^j^ J* M : ^ 

is kind to them whilst they are with ^ : ^ ^ ^ ^ 

him, will enter Paradise because of ""'/„" > 

them." Muhammad bin 'Ubaid J*-^ tel^>^ ^ U^I^ ijl^t 

said: "Anyone who has two jj ^ - . ^ ^ ^ ^ 

daughters and treats them kindly - — ^ . ; 

so long as they are with him, Allah, IS U*IM ,^^4* ^ (Yti/U 

may He be exalted, will admit him , ' * • - ^ ,* * .t * 

to Paradise/' [nYi ->*].«^ J^^^^i 

Comments: [Hasan because of J M io-l*!^ '-Qis™ 

corroborating evidence; this is a tJj ^ ^ ^.-^ . - ~ 
da'eef isnad] 

2105. It was narrated that Ibn odi l£U ^ ^1 t25U. -TW 

'Abbas (&) said: The Messenger ^ , f „ c 

of Allah (jg) did not fight any ^ ^ If ^ v* 1 9* 

people until he had called them Vi Li U'J ffi <Ll J **' pi; U Jli 

(to Islam). ' * J ' ^ ^ 

Comments: [Its rsnflrf is sate/r] ^ r ' ° r : C? 1 ^ 



2106. It was narrated from Ibn 
'Abbas that the Messenger of 

Allah (5^) said: "If I live - Rawh ^-iSl ^ ^Ji ^1 ^1 : -v^ 

said: If I am still sound - until ' . * , 

next year, I will definitely fast the ^ l ^ f & ^ ^ & 

ninth," meaning the day before : Jtf ^ Jj| J ^3 M ^1 ^ ,^1^ 



'Ashoora\ 
Comments: [Its isnad is qawi\ 
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2107. It was narrated that Ibn *• , J - Wl w 

Abbas (^) said: It was said to the ^* ^ . ' 

Messenger of Allah Which ^'J^ 1 ^ 1 ,>! ^ 0* 

religion is dearest to Allah? He t j\ < ' - > , „ * 

said: "Easy monotheism/' ^ " ^ ^ * JU ^ 

Comments: [Sa/iee/i because of '4^^ J\ ^ j&Vl 
corroborating evidence] 



I 

2108. It was narrated that Ibn fil* U^if :ju>; Gili -YW 

'Abbas (\&) said: The Messenger „ . . t y . V* ^ - 
of Allah (m was treated with ^ 0* f 1 ^ ^ ^ 



cupping when he was in ihram; he ^ ^ Jj ( : ^ -, 

was treated with cupping on his , „ t * * - ' 

head. Yazeed said: Because of a 0t '--^i ^ i^UcAl 

P airihefelt .tro/ 4 mr oi§ ^sf 

Comments: [Its isnaii is saheeh, al- 

Bukhari (5700)] ^AM t roYr t TYAY t tYrT 

2109* It was narrated that Ibn jlll* £*jJ-\ -Y V ^ 

'Abbas said: When the Prophet , s , > . „ ^ , 

(Sg) died, his shield was being held « ^ 1 ^ : J U ^ ^ l ^ 4 

in pledge by a Jewish man for S^; ^ jij 
thirty sa's of barley that he took as 

provision for his family. u 3j ^ Li-U> jJ^J 

Comments: [Its isnod is saheeh] [YVY £ *r i ^ 

2110. It was narrated that Ibn ^Ll* L^J-i : J LS i,^ tili- -YU* 

'Abbas (4k) said: The Messenger of ^ . y , - - 

Allah (^) was sent -or the Qur'an ^ 0* f 1 ^ ^ :JLi >^ 

was revealed to him -when he was j[ ^ g Jj, ^ .j^ 

forty years old, and he remained in ^ \ { t " >4 ' / / ^> 

Makkah for thirteen years and in c^ 1 >3 <1U J^l 

Madinah for ten years. He said: . A\ - *<, ; & &~ ; 

And the Messenger of Allah (^) / ^ ^ - 

died when he was sixty -three years ^ <Ul 
old. 
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4^ ^IIaJI jj ah\ ale , Tiin * 



Comments: [Its ismri is saheeh] ejL _j . ^ 

2111. It was narrated from Ibn ^ ^L?*AJ) l/^S-l ; 1^ -T\U 

'Abbas (&) that the Messenger of U s ^ ^ ' ; 

Allah (jg) used to manumit any ^ 0? 1 'r**? 0* ^f^ 1 

slaves who came to him, if they j^jjj ^ fc^ ^ ^'itf ^ Jjl'j^ 

became Muslim before their " % f ... 

masters, and on the day of at-Ta'if fjt 4 lij 



he manumitted two men. 



[\W :cr ij] .^lij ^ 
Comments: [Hasa/i because of 

corroborating evidence; this is a ^U^J> jL^I Ijuj ^^jJ ^^j- 
da'eefisnad] y ^ ^ ^ ^ ^ 



IkJI 



2112. It was narrated from Ibn ^ oLii ir^ii : ^jbi -TUT 
'Abbas (4*>) that the Messenger of 



Allah (sg) used to seek refuge for 



Hasan and Husain, saying: "I ^ Jji jf ^ 

seek refuge in the perfect words ^ . \ ? > > 

of Allah, from every devil and ^ l L ~^; ^ 

every poisonous reptile, and from ^ *g - - ^ ^ 

every bad eye/' And he used to ;* £ * \ > 

say: "Ibraheem used to seek **yk ^) ^')\ : <j>* 

refuge for Isma'eel and Ishaq with r v , w £ .. , n 

these words." [UTi Hi 

Comments: [Its isnad is sa/iee/j, al- ,(YTV\) ;^ 
Bukhari (3371)] 

2113. It was narrated that Ibn ^ jlLi -TUT 

'Abbas (\&) said; A man saw a * w •* * 

dream and came to the Prophet ^ ^ ^> ^j*y ] tf> ^r~^ 

(*K) and said: I dreamt that there ^ ^ J 1 ^ ^ 0? ^' 

was a cloud dripping with honey , „ / ^ . / / / \ * /, 

and ghee, and the people were ^'3 J\ : J^* ^ ir4 ' L -33 

picking it up and taking it: some , ft, ^ t ^ ^ ^ ^ ^ 

took a lot, some took a little and ^ , > ( 

some were in between that. And J4^* J^.J 0? ' ^ ^j-^^ 

there was a rope connected to the ^ .-.^ ^f-. .... 

sky - and on one occasion Yazeed ^ 

said: As if it was let down from _^U-1S1 'j* ^ Cj- JLj^ 
the sky - You took hold of it and 
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wanted to rise, and Allah lifted . 

you up. Then a man came after t<djl ^ U l * td V 

you and took hold of it, wanting t ^ ^ j^U t £l^ ^ £^ * £ 

to rise, and Allah lifted him up, ,/ a * , '* ,7 

Then another man came after 1 U5-L-J ^ Jp-j p *^Ul 

both of you and took hold of it, ^ ^ ^ ^ ^ ^ 

wanting to rise, and Allah lifted ^ J ^ ^ ^ 

him up. Then a man came after ^ J-fj p ^ ^ijaii ^ iiU tJLSjJ^ ^ 

you and took hold of it, but it was , r >*, i-.f; - : 

cut, then it was put back together - * ■ * 

for him and he wanted to rise, ^! :JLk <. i5 Oili <«Ll J_^,j 

and Allah lifted him up. Abu ft , > ■ ^ 

Bakr said: Ut me interpret it, O ^ Ulj 'f*^ 

Messenger of Allah. He gave him ^ ^ t ^ 

permission, so he said: As for the ^ 

cloud, it is Islam, and the honey oJl : 4-^ J1 o^'j 

and ghee are the sweetness of the ^ ^ • ^ & ^ ^ 
Qur'an, some people read more, , , J , " " 

some less and some in between ^j^i <^ <-^r^? ^ 

that. The rope is the path you are r i , f ^ ^ ' r v - , ^ - ■ 

on; you want to rise and Allah , ' \ \ / ' 

will lift you up. Then after you £U* J>*j '^J^X tiiJl 
are gone there will be a man who - ; >r > * * , f > 

follows your path; he will want to J ^ — ^ ^ ^ r 
rise and Allah will lift him up. tcJ^f* :Jli i; 
Then after the two of you are * - . ^ * r 

gone, there will be another man, L - * ! "^U^lj 

who will hold on to the same [mi : ^ . j£ 

(rope) as you did; he will want to - ' 

rise and Allah will lift him up. : r l(v»£i) i^.^^^ ui^Jb- *^;>^ 
Then after you there will be a ^ ^ ^ ' ^'^t^) 

man for whom it will be cut, then 

it will be put back together for * & 

him; he will want to rise and 

Allah will lift him up. He said: 

Did I get it right, O Messenger of 

Allah? He said: "You got some 

right and you got some wrong." 

He said: I swear that you should 

tell me. He said: "Do not swear/' 

Comments: (A salieeh hadeeth, al-Bukhari (7046) and Muslim (2269)] 
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2114. It was narrated from Ibn - : jij-J| ^ - Y\U 
'Abbas (4*) that a man came to tf ' ^ 

the Messenger of Allah and ^"1 Ju£ ^* <Ul jlIp ^ ^}Ji 

he narrated a similar report. --.i , , :{ / ^ ,^ 

Comments: [Its r'sttarf is saheeh, al- 

Bukhari (7046) and Muslim [\\M 
(2269)] 

,(YYH> : f Uv*il) :£■ : 

2115. It was narrated from Ibn lUJj t±l ti^ L^U -TUo 
'Abbas (^) that the Prophet ^ / . ^ , ^ _ 
said: "This is an 'Umrah which we 'r 5 ^ 1 0* ^ 

have joined to Hajj . Whoever ^ : ju ^ ^ji ^ & ^| ^ 
does not have a sacrificial animal ^ " ' , " * ' 

with him, let him exit ihram ^4-^ Ife ^ Ir** Uilti^i 
completely, for 'Umrah has been ^ ^ - ^ ^ vj: 

incorporated into ffo/; until the - J ' ^ , . 

Day of Resurrection" : ^1] .«oQJl (Yrv/O r >: Jl £Jl 

Comments: [Its iswad is saheeh, [YYAV <.r\vY 

Muslim (1241)] 

2116. It was narrated from Ibn -j. ^ J\ >j>\ u^f ^ ^ -tUl 
'Abbas (4*) that the Messenger of , / 

Allah (§5) came out to them when *>***24^ 0? J^ 1 *- 1 ! 0* ^ 
they were sitting, and said; "Shall . & ^ t jLJ - ^ - t ^ ^ ^ 
I not tell you of the best of people ' , J ' ' „ ' 5 ; " 3 £ 

in status?" They said: Yes, O ^j^ - p-fc^* ^ ^ l ^ j^j 
Messenger of Allah. He said: A man .^J ^ 

who holds on to his horse's head for - v t^^v 

the sake of Allah, until he dies or is >;L.^ Ji3» : JU .Jji J ^3 U Jb : I^Lu 
killed. And shall I not tell you of the * „ „: r 

next best?" They said: Yes, O j1 ^ - J ^ji 

Messenger of Allah. He said: "A £ j^J : i^ju ^i^J-Lil t j£i 

man who stays away in a mountain , t * - ; s ' 

pass, establishing prayer and 'T*^ ^ ^^-^^^j 

paying zafaift, avoiding people's evil. ; ^ ^ t - ^ 

And shall I not tell you of the worst ' > , ' J* . ~ / , , $ , ( 

of people in status?" They said: Yes, L - ^ ^-llil ^ 

OMessengero£AlUh.He S aid:''The ^ ^ ^ ^ *> ^ 
one who is urged for the sake of - " ; " - ' ' 

Allah to give, but he does not give/' [T^oa tY^YA tY^YV : J&\\ 
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Comments: [Its isnad is sfl/ieeft] 

2117* It was narrated from Ibn 
'Abbas from the Prophet 

(*&}* that he said regarding the 
skins of dead animals: "Tanning 
takes away their badness, filth or 
impurity," 

Comments: [Hasan] 



^ 0 ' 



[ Y AA * t U<U 



2118* It was narrated from Ibn 
'Abbas that the Prophet (ajg) 
circumambulated the Ka'bah on 
his camel, touching the Black 
Stone with his crooked stick, and 
he [did sa y] between as-Safa and 
al-Marwah. And on one occasion 
Yazeed said; On his mount, 
touching the Black Stone, 

Comments: [A saheeh hadeeth] 

2119. Ibn 'Umar and Ibn 'Abbas 
attributed to the Prophet (ag) the 
words: "It is not permissible for a 
man to give something then take it 
back, except a father with regard to 
what he gives to his son. The 
likeness of the one who gives 
something then takes it back is that 
of a dog that eats until it is full, 
then it vomits, then it goes back to 
its vomit/' 

Comments: [Its isnad is hasan] 



Cri <JL- (X. 



• (*4^-*i ^"^J : ^ijL J^J 

[un i^ij j <mv : ^i] 



i^jJul* ^r^r^ .£_>v^» 



* > < 



(iJJ* J^*J ^3 

[tnv ttro* tonr 
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2120. It was narrated from Ibn 
'Umar and Ibn 'Abbas 4* from the 
Prophet that he said... and he 
narrated a similar report. 

Comments; [Its isnad is hasan] 



2121. It was narrated that Ibn 
'Abbas (&) said: The Messenger 
of Allah (#5) ordered the one who 
had intercourse with his wife 
when she was menstruating to 
give a dinar or half a dinar in 
charity. 

Comments: [Saheeh mawqoof\ 

2122. A similar report was 
narrated from Ibn 'Abbas (vfc), 
from the Prophet (^). A similar 
report with the same isnad was 
narrated by 'Abdul-Kareem Abu 
Umayyah. 

Comments: [It is a repeat of the 
previous report] 

2123. It was narrated from Ibn 
'Abbas (&) that the Prophet (gsj) 
cursed effeminate men and women 
who imitate men, and he said: 
"Expel them from your houses." 
The Prophet (jg) expelled So and 
SO; and 'Umar expelled So and so." 

Comments: [Its isnad is saheeh, al- 
Bukhari (5886)] 



2124. It was narrated from Ibn 
'Abbas (A) that Allah (may He be 
glorified and exalted) enjoined the 



- -■ « ■ 

ju*^ U^it ^J^- -Y\Y^ 

^3 ti^ 1 s£s ^ 

[Y*rr j tYAir : ^1] 

iSi^ * Ju*^- ^lijjt jlp IjjU- -Y \ Y Y 

[r»r\ ^tjj ,nvr : >i]ULi L. ^ 
& fli* U^-l ^ -nrr 

^ 0? 1 y* tus^ 

^! U^l ilij^ -rut 
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duty of prayer on the lips of your 
Prophet, four (rak'ahs) for the non- 
traveller, two rak'ahs for the 
traveller, and one rak'ah for the 
one who is in a state of fear. 

Comments: [Its isnad is saheeh, 
Muslim (687)] 

2125. Jt was narrated that Ibn 
'Abbas said: The Messenger of 
Allah (3^) said: "I was commanded 
to use the siwak until I thought - or I 
expected - that Qur'an would be 
revealed to me concerning it." 

Comments: [Hasan because of 
corroborating evidence; this is a 
da'eef isnad] 



2126, It was narrated that Ibn 
'Abbas (&) said: The Messenger 
of Allah entered the Ka'bah, 
in which there were six pillars. He 
stood by each pillar, but he did 
not pray. 

Comments: [Its isnad is saheeh, 
Muslim (1331)] 

2127. It was narrated that Ibn 
'Abbas (Jfc) said: When 'Uthman 
bin Maz'oon died, a woman said: 
Congratulation, Paradise is yours, 
'Uthman bin Maz'oon. The 
Messenger of Allah looked at 
her and said angrily; "How do you 
know?" She said: O Messenger of 
Allah, [he was] your horseman and 
your companion. The Messenger of 
Allah (*£) said: "By Allah, I am the 



Jz'j pjiji ji. ju 
[rm t mr ^ywv : ^i] 

t tilA^l Ij* Jj( ^ ijLp 
<U1 J^j Jli : Jli ^ j|i ^ 

jL^j to^^jj v^^- \^j>C 

^ Jj*~ t ^ jl 

^* flli U^ii lij^- ~Ym 

u4^ iu * ^3 o?t y* ^ £1^ 

jU^ L^l U-Ip- ~Y\YV 

'J> oUU llj :JU j;\ j£. 
iuU £jJi ill iL^i cjii j^lk. 

> : iyi ^ «Li .j^L ^1 
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Messenger of Allah, but I do not 
know what will happen to me." 
The people were worried about 
'Uthmaa Then when Zainab, the 
daughter of the Messenger of Allah 
died, the Messenger of Allah 
(M) sa id: "Join the one who went 
ahead of us, 'Uthman binMaz'oon/' 
The women wept and 'Urnar started 
striking them with his whip, but the 
Messenger of Allah (^) took him 
by the hand and said; "Take it easy, 
O 'Umar." Then he said (to the 
women): "Weep, but beware of the 
wailing of the Shaitan," Then he 
said: "Whatever comes from the 
eye and the heart is from Allah, 
may He be glorified and exalted, 
and is a sign of compassion, but 
whatever comes from the hand and 
the tongue is from the Shaitan." 
Comments: [Its isnad is da'eefl 

2128. It was narrated that Ibn 
'Abbas (4*>) said: The Messenger of 
Allah (3^) defined the meeqat of the 
people of Madinah as Dhul- 
Hulaifah; that of the people of 
Sham (Syria) as al-Juhfah; that of 
the people of Yemen as Yalamlam; 
and that of the people of Najd as 
Qarn. And he said: "And these 
meeqats are for the people at those 
very places, and besides them for 
those who come through those 
places with the intention of 
performing Hajj and 'Umrah; and 
whoever is living within these 
boundaries can enter ihram from 
the place he sets out, and so on, 
and the people of Makkah can 
enter ihram from where they start." 



<JUl J jLtj ijl C-jU UJi tjUJ^ 

/0 "iP" :J^j toJU; Jil Jj-^j 

(IrfJ 3* ^ im*Jlj J^l 

jj- ^ Siu tf^f tilt -y ^ ya 

jiV ^ *1JI = JLi 

fill! jiVj ti^jUJl la ojJi 

Jju Ji? iiJlKi dills' j 

[tua t r^o t Y YVT 
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Comments: [Its isnad is stf/iee/i, al-Bukhari (1526) and Muslim (1181)] 

2129. It was narrated from Ibn (0^<S? S-Jr : ^±jt 
'Abbas that the Messenger of „ / . ^ ' r a , ( 
Allah (gsg) said to Ma'iz bin Malik, ^ l ^ '^/^ ^ ^ ^ 2^ 
when he came and confessed to j; ^UJ Jli ^ Jui'j^O 01 : 
him that he had committed zina: \ . \ . ^ ' # f 
"Perhaps you kissed or touched ^ ^ ^ ^S* 
[her]?" He said: No. He said: "Did : ^ . ■ •{ 
you have intercourse with her?" ' f 

He said: Yes. So he ordered that he : -^j* ^ ^ tjLC :Jli 

bestoned - [nu'.nw t rtrr t m. 

Comments: [Its isnad is saheeh, al- 
Bukhari (6824)] .Oat o : ^ ijL ^j : 

2130. It was narrated that Ibn ^ - ^ ' . ^ _ nft 
'Abbas (^) said: The iqamah was 1 _ >' s - 

given for Fajr prayer and a man j* ^ Jt jlJI ^ ^? 

stood up to pray the two mk'ahs. '.n . * u ^ / . . * - #1 

The Messenger of Allah (£;) took ^ ^ : Jb f ^ ^ l 

hold of his garment and said: M Jj^S ^O^^ 1 
"Are you praying Fajr with four * ^ - 

raJfc'ohs?" C^ 1 = J^i ^ 

Comments: [Its isnad is hasan] [YT Y ^ : 



jjj^ ^ ife u^ii £jb- -y^*\ 



2131. It was narrated that Ibn 
'Abbas (uja,) said: When the verse 

"And those who accuse chaste ^ : ' ^ ^ ^ 

women, and produce not four ^> ^ ^^i? *>r '<;a . 

witnesses, flog them with eighty ^ r 

stripes, and reject their testimony '^r 1 ^ l& >jj^S 

forever" [an-Noor 24:4] was ^ ^ ^ ^ a ' 
revealed, Sa'd bin 'Ubadah, who , / ^ ^ £ J. , 

was the leader of the Ansar, said: ^A" ^y'j ^ 'iSjil : jLiS/l jl^. 

Is this how it was revealed, O ^ ^ ^ J, 
Messenger of Allah? The - , , 

Messenger of Allah (ft) said: "O ^ : '^^ J ^ ^ J[ Ojil^i 

Ansar, don't you hear what your 1 ]r * v '-r 'm- m in 'i >' 

leader is saying?" They said: O ^ f iT . tf j ' 

Messenger of Allah, do not blame s 'j^ ^ 1 'S^ ^! ^» ^J> : ^ 
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him, for he is a man of protective 
jealousy; by Allah, he has never 
married any woman but a virgin 
and he never divorced any wife of 
his but no man among us would 
dare to marry her because of his 
strong protective jealousy. Sa'd 
said: By Allah, O Messenger of 
Allah, I know it is true and that it 
is from Allah, may He be exalted, 
but 1 was surprised that if I were 
to find this stupid woman with a 
man on top of her, I should not 
disturb him or make him move 
until I bring four witnesses; by 
Allah, I would not be able to 
bring them before he finishes 
what he is doing. A short while 
later, Hilal bin Umayyah, who 
was one of the three whose 
repentance was accepted, came 
back from his land at night and 
found a man with his wife; he 
saw with his own eyes and heard 
with his own ears, but he did not 
disturb him until morning came, 
then he went to the Messenger of 
Allah (afeO and said: O Messenger 
of Allah, I came to my wife last 
night and found a man with her; I 
saw with my own eyes and heard 
with my own ears. The Messenger 
of Allah disliked what he 

said and was very distressed. The 
Ansar gathered and said: Now we 
are facing the problem that Sa'd 
bin 'Ubadah expected; the 
Messenger of Allah (gfe) will beat 
Hilal bin Umayyah and declare 
his testimony invalid among the 



Jj-^j ^ • JL *-- i-**? t>? 

4 ^Ajj-j J^*' X> Jl>-y ^ti^ Jj? 

tli^ ji-5 t^* - ^ l ??r^ 

U : JlS jilt iJ^i t^ 9 ' 
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Muslims. Hilal said: By Allah, 1 
hope that Allah will grant me a 
way out. Hilal said: O Messenger 
of Allah, I can see that you are 
very distressed because of what I 
told you, but Allah knows that I 
am telling the truth. By Allah, 
when the Messenger of Allah 
was about to order that he be 
beaten, Revelation came to the 
Messenger of Allah When 
Revelation came to him, they 
could tell because his colour 
changed, so they left him alone 
until the Revelation was over. 
And this verse was revealed: 
"And for those who accuse their 
wives, but have no witnesses 
except themselves, let the 
testimony of one of them be four 
testimonies (i.e. testifies four 
times) by Allah that he is one of 
those who speak the truth" [an- 
Noor 24:6]. The Messenger of 
Allah (sg) recovered and said: Be 
of good cheer, O Hilal, for Allah 
has granted you a way out/' Hilal 
said: 1 hoped for that from my 
Lord, may He be glorified and 
exalted. The Messenger of Allah 
(m) said: "Send for her." So they 
sent for her, and she came. The 
Messenger of Allah (#0 recited 
the verse to them both, and 
reminded them of Allah, and told 
th em that punishment in the 
Hereafter is more severe than 
punishment in this world. Hilal 
said: By Allah, O Messenger of 
Allah, 1 spoke the truth about her. 
She said: He is lying. The 
Messenger of Allah (^) said: 



332 ^iiiojJl ^jj curl i*'^- . 1 \ .* M a 

iJ.J Of ^ yr$ £ls Ai :J-** jiii 

.l^u cJii jiJ t Jui u Jji; 

-A^il :J^J |^'» 

tS^^i w,(Ap ^ jytl OlJue 0Li 

.^ijbJl in^ L- £\ .ai oij 

jj US' iL^U JLi V ijij : Jlii 
.j^ilSil ^ ilf 5[ ^ ill (xr^) 

Of <J>*' ^1 V* 1 ^ ^ ^ 

V iiilaa .olLji 

<>0^^ Of o\ L^yU Jjl C-^i 
^ Si ^? J^s Uaj; ^l; 
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"Invoke curses upon one another 
(Wan)." It was said to Hilal: Bear 
witness. He bore witness four 
times by Allah that he was one of 
those who speak the truth. And 
when it came to the fifth time, it 
was said: O Hilal, fear Allah, for 
punishment in this world is easier 
to bear than punishment in the 
Hereafter, and this is the one that 
will incur the punishment for you. 
He said: By Allah, Allah will not 
punish me for it, just as He did 
not cause me to be flogged for it. 
And the fifth time he bore witness 
that the curse of Allah should be 
upon him if he was one of those 
who tell a He. Then it was said to 
her: Bear witness four times by 
Allah that he is one of those who 
tell a lie. And when it came to the 
fifth time, it was said to her: Fear 
Allah, for punishment in this 
world is easier to bear than 
punishment in the Hereafter, and 
this is the one that will incur the 
punishment for you. She hesitated 
for a while, then she said: By 
Allah, I shall not bring disgrace 
upon my people. And she bore 
witness the fifth time that the 
wrath of Allah should be upon 
her if he was one of those who 
speak the truth. Then the 
Messenger of Allah (^) separated 
them and ruled that her child 
should not be named after any 
father; she was not to be accused 
(of adultery) and he (the child) 
was not to be accused (of being 
illegitimate), and anyone who 
accused her or her child would be 



\£j J oi£j*ou#i i& >0, M 

af'A 'A afA 

[rrr<\ jha : 
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subjected to the hadd punishment. 
And he ruled that she had no right 
to accommodation or maintenance 
(food) from him, because they had 
been separated by means of some- 
thing other than talaq (divorce) and 
he had not died and left her a 
widow. And he said: "If she gives 
birth to a child with a reddish 
complexion, small buttocks and 
thin legs, then he is the child of 
Hilal, and if she gives birth to a 
child with dark skin, curly hair, a 
heavy frame, thick legs and large 
buttocks, then he is the child of the 
one with whom she was accused of 
committing adultery," And she 
gave birth to a child with dark skin, 
curly hair, a heavy frame, thick 
legs and large buttocks. The 
Messenger of Allah said; 
"Were it not for the oaths, I would 
have something to settle with her/' 
'Ikrimah said: After that, he 
became the governor of a city. He 
was named after his mother, and 
not after any father. 

Comments: [A Hasan hadeeth]. 

2132. It was narrated from Ibn ^ 

Umar and Ibn 'Abbas that they c , 

testified that the Messenger of <jj If'jg ^} Ji J^t ^ 

Allah said, when he was on ' A v "., ' , " ' , - . 

the minbar. "People should stop ' ^ - & 

neglecting Jumu'ah or Allah will Jll ^ aL| J ^ JU \^ l^I! 

put a seal on their hearts and they > ^ * ' ff , 

will be recorded as being among fi** J & ^ ^f^" ^ J* 

the negligent." > <>j > ^ ^ 

Comments: [A saheeh hadeeth] ...r:. , . , >t - t 

[oov t r\* . ,r*^ t y y ^ * 

■G^" l ^ & f ^ </ 5 ^ ^ ^ iljj 0\j .ry^ ^_J^ ; 
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4-* ^ClaJI ^>J <UJl Jilt, i \ \ in 4 



2133. It was narrated from Ibn , , _^ , -Y\YT 

'Abbas that a woman brought ^ ^ * -ji 

her child to the Messenger of .J^. y ^ If- 

Allah (3^) and said: O Messenger * , ' t ^ e \ t 

of Allah, he is possessed; it affects J\ U ^> ; st > ! 01 V ^ 0^ 

him when we are eating and ^ ^ ^ -jj^ jj, j^- 

spoils our meals. The Messenger 7 - - /, f j£ - 

of Allah (^) wiped his chest and -^-4* tkUk III* I^-VJ c LUJ 

prayed for him, and he vomited, ^ ^ J Jj ^ ; ^ ^ 

then something like a little black f ^ ^ 

dog came out of his mouth, and <J ^ £3>j tU: t J Lioj 
he recovered. 



[YMA t Y Y AA ; ^1] <t ^i 



Comments: [Its isnad is da'eef 
because Farqad as-Sabakhi is 
da'eef] 

2134, It was narrated from Ibn ££U ;1lU LT^l Li!U -T\rt 

'Abbas (j^) that 'Uqbah bin 'Amir , , f . ' , • 

asked the Prophet (gg), saying V* ^ ^ ^ ^ 

that his sister had vowed to walk J^f ^ :Jiii ^ ^1 

to the Ka'bah, and that she was , *' r / y ^ /J ( ,\ 

too weak. The Prophet (3^) said: *P[ J! ^ ^ 

"Allah has no need of your * a r -. 

sister s vow; let her ride and offer w - - - 

a sacrifice/' : ^1] J^Jj j^ 5 

Comments: [Its isnad is sfl/ief/i] [Y A Y A ,YAri t YYVA t Y\r* 



2135. Hajib bin J Umar narrated: J^-l^ ; iUi y t iUi -Y\ra 
My paternal uncle al-Hakam bin 



, * > 



al-A'raj told me: I came to Ibn ^ r^ 1 ^ ^ 

'Abbas (^) when he was reclining ^ ^ -\ ^ 

beside Zamzam, and I sat with " \ . , A - \ - 
him and what good company he <-ir^* f*i '^1 
was. I said: Tell me about the day ^ : u y ^ :f : Jjj- 

of 'Ashoora.' He said: What do ^ " £ ^ ^ f ^ f 
you want to know about it? I ^ ?JLU -JU ^1 

said: About fasting it; on what * - - .f- t - r '* >f 

day should I fast? He said: When V ^ ^ 

you see the new moon of L i^^ If? c-Al^i lj>^ 

Muharram, then count, and on * ^ 



the ninth day, fast that day. I said: 



ij^: Si5 iiiJii :cJi .lii^ 
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Is that how Muhantmad used 

to fast it? He said: Yes. ' tToi * tYYU :<3^ ?3g 

Comments: [Its isnad is sfl/f^] [WW ; t YT <\T t TY \ t 

' -■ ,* t ' t ^ J . i ^ 

said: "Teach and make things U-jlL JjL^ ./ : 



2136. It was narrated from Ibn * r ;v - >» - 

'Abbas (fc) that the Prophet («) ^ ^ ^ ^ L ^ " nn 



easy; do not make things difficult. >* - : s 

If one of you gets angry, let him 1 : JU * ^ ^ ^ .j? ^ 

keep quiet" ^ ^>jji ^ ^ . 

Comments: [Hasan because of FrMA Va „_ ..... . >. - 

corroborating evidence; this is a [ftU tt0<n 
rftf 'eef isnad] 

iJyj J,*^L ^ ^ ^ ^ a u-i i.^jj ^ : ff> ^ 



2137. It was narrated from Ibn u iX: ^ : ^ ^ -Y >rv 
'Abbas (&) that the Prophet . / . 

said: "There is no Muslim who if* it J^V 1 ; JL* .aJU ij; 

visits a sick person whose time - f- *, - . . . . * * 

has not yet come, and says seven ^ ^ f F ^ X O* 
times, 'I ask Allah the Almighty, * yk (4^ & ^* • *Jli £t ^ 

Lord of the Mighty Throne, to - n .'*if.f * 

heal you/ but he will be healed/' ^ ^ . ^ ' ^ ^ 

Comments: [A salieeh hadeeth] ^^K&i o\ t^UiJl yi^l 

[YUY : 

2138. It was narrated that Ibn lL ; l^ : £jUi r 1 LilU. -Y \YA 
'Abbas (yfc) - Abu Mu'awiyah said: s 

I think he attributed it to the <>■ ^ ^ ^ 0? S^ 1 ^ 0* 

Prophet (jg) - said: "Whoever 
visits a sick person and says, 'I ask 
Allah the Almighty, Lord of the 



times, Allah will heal him if his y\ ^/ * u 

time [of death] is delayed." oi Jl5 iLl ^,1^ ^ .m^*_? 

Comments: [A salieeh hadeeth] [r nA : .4^1 j ^ «^.f 
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^Ludt <uJl ale '' •*■ * 



2139. It was narrated from Ibn t£ £ - ^ ^{ ' ^ ^ _ nM 

'Abbas (^) that 'Uqbah bin 'Amir \ ^[ , z ^ ~f 

came to the Prophet (%g 3 ) and said £ & 0? V* ^ - 0?' 0* c ^ ^ 0* 

that his sister had vowed to walk „ L t f ; - ■ f ^ . * Tl ;f 

to the Ka'bah. He said: "Tell your , " , 

sister to ride, and to offer a -J-gij ^CS'J d\ JJzi-\ :Jli ^c4~! 

sacrifice/' r , ^ 

Comments: [Its isnad is saheeh] ^ 



2140. It was narrated from Ibn 
'Abbas that a woman vowed 

to do Hajj, then she died. Her J^r :JIj jJL; j* 



u 1 . 

»- > 



brother came to the Prophet ?{ . , ' ^ * \. " > 

and asked him about that, and he ° ^ r f ^ ^ ° 

said: "Do you think that if your ^p] U^il J\l ciUJ (Yi • / \) t^i: 

sister owed a debt, would you , ■ * - 

pay if off for her?" He said: Yes. J ^ ^ : JUi ^ ¥ ^ ^ 

He said: "So pay off what is due ^ : .tfc^ ^\ t ig J± 

to Allah, for He is more deserving ^ ^ _ £ " s * 

that what is due to Him should ^ i& 'J 5 ^ 3* ^ \ J ~a*\** :Jli 

Comments: [Its I'snad is saheeh, al- 

Bukhari (6699)3 .<*nW i^.^^oM : 

2141. It was narrated that . v v . >. . vw . 

Muslim alburn said: I heard Ibn ' ^ ^ J / J ^ ^ ^ 

'Abbas (^b) say: The Messenger of ULli cJU^ : ^jj J L* : oLi lliJi^ 

Allah (^) entered ^ram for v . , . , * 

'Umro/i, and his Companions : J ^s^ ^ JU i^l 

entered ihram for Hfl/j - Rawh Jj| Jit : J^i ^rj£ ^| ^ 

said: The Messenger of Allah {^) - * ^ > f \ * ' x 

and his Companions entered jLi J**3 ^ 

ftram for Ha// - and those who did 1^ ^b^|; ^ Jj» Jy^ jif : * ^ 

not have sacrificial animals with ~. \ " A ' t \ , _ c 

them exited r/iram. Among those 5*^ ^J^ 1 l?- 1 * ^ f- 3 
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& ^UaJI |jj -luI due JLuIi.4 



who did not have sacrificial 
animals with them were Talhah 
and another man, so they exited 

ihram . 

Comments: [Its isnad is saheeh, 
Muslim (1239)] 

2142. It was narrated from Ibn 
'Abbas (4,) that a man came to him 
and said: What do you think of a 
man who kills another man 
deliberately? He said: "his 
recompense is Hell to abide 
therein; and the Wrath and the 
Curse of Allah are upon him, and a 
great punishment is prepared for 
him'' [an-Nisa' 4:93]. He said: It 
was one of the last verses to be 
revealed, and nothing abrogated it, 
until the Messenger of Allah 
died, and no revelation came down 
after the Messenger of Allah 
died. He said: What do you think if 
he repents, believes and does 
righteous deeds, then follows true 
guidance? He said: How can his 
repentance be accepted, when I 
heard the Messenger of Allah (5^) 
say, "May his mother be bereft of 
him! If a man kills another man 
deliberately, he [the victim] will 
come on the Day of Resurrection 
holding on to his killer with his 
right or left hand, or holding on to 
his killer's head with his right or 
left hand, and with his vein 
gushing with blood before the 
Throne, saying: O Lord, ask Your 
slave why he killed me/' 

Comments: [A saheeh hadeeth] 



[nn cxr-w .xrvi t y w : 

* * - - * J ^ £ '"tl^ * ■* > ^ ? * d - 
*Ap-j c^ljl ;Jui toUl *^>-j 01 

iftjLlIj j\ i 1JL>-1 <UllflJl 

tjiU-tj jl U>-!j 

Ij ■ 'u^J**^ (J"T* o£ ^ J ^^3' 

[\m i^ij .«?JS iiiu 
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4» i^fUihJt tjj 4jul Juj^ * '' * 



2143. It was narrated that Yahya ■ * ' il^i tljji t \ tT 

Abu 'Umar said: They mentioned ' ^ - ' ^ 

nabeedh in the presence of Ibn ij) j* 

'Abbas (Jfe) and he said: Nabeedh >r ^ f n 'i > - ' 'n:: i— ■, 
would be made for the Messenger * " r * ?' 

of Allah (^) in a leather skin - : v^i JL* ^ 

Shu' bah said: For example, on the \ • - ; -* - < j , „ ^ 
night before Monday - and he 4 ^ - L ^ ij 
would drink it on Monday and ^ $ ^i^Ji JO^ 0 Jii 
Tuesday until the afternoon, then if , „ 5 J( ^ , ( , 

there was any of it left over, he f>-J ^1 ^ Jli 

would give it to the servants or pour ^ ^ jjj ^ t ^J t J s 
it away, Shu'bah said: And I think - ' ' - t '* > ; 

he said: and on Wednesday until the ^^r^jl -4*^ J 1 a ^ 

afternoon, then if there was any of it 

left over, he would give it to the .0r« - 1) : f .*M rg./* 

servants of pour it away. 

Comments: [Its isnad is saheeh, Muslim (2004)] 

2144. It was narrated that Ibn hi l33U : ^ v &± -tUi 



'Abbas (4b) - he said: one of them ' , ^ 

attributed it to the Prophet (^5) - J* ^ ^? ^ 

said: "Jibreel was shoving mud >-r- . l*- », - * • , „ 

intro Pharaoh's mouth, lest he say \ * ' - - * - 

La ilaha illallaah." Ojn :Jli _ ^ Jj UijUi 

Commenls: [Sa/ik/i mawqoqfi $ ^ t :Jj, T^- ^ J itf 

[TT *r : ^l] ,«ilJl ^ : jju 

2145. It was narrated from Ibn zll : j£± <! ilii Ciji -YUo 
'Abbas (^) that the Prophet (ft) \ . . . . . 
said: "Paying in advance for the ^ ^ Ji ^ ^Vj? 1 1^ 
offspring of what is in the uterus J> , ^ ft ^ ^ j, ^ 
is riba!' ' - J - ; - - ' 

Comments: [Its isnad is sahw/i] [n * 0 : > l] J ^ l J 

2146. It was narrated that ^i ^ . ^ - ^ _ Y un 
'Abdullah bin Abi Mulaikah said: ' > ^ 

I saw Ibn az-Zubair and Ibn o^ 1 - -°kf^\ -V^ - 1^ 
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'Abbas (4e>), and Ibn az-Zubair 
said to Ibn a!-' Abbas: Do you 
remember when we went out to 
welcome the Messenger of Allah 
when he came back from a 
journey? He said: Yes; he carried 
me and So and so - a boy from 
Banu Ha shim - and left you. 

Comments: [Its isnad is saheeh] 

2147* It was narrated that Ibn 
'Abbas said; The Messenger of 
Allah (^) said: "A man will enter 
upon you who looks with the eye 
of a devil or with the two eyes of a 
devil." Then a man with bleary eyes 
came in and said: O Muhammad, 
why did you insult me - or impugn 
me (or words to that effect)? And he 
started to swear oaths, then this 
verse in Sooratal-Mujadilah was 
revealed: "and they swear to a lie 
while they know" [al-Mujadilah 
58:14 j, and the other verse. 

Comments: [Its isnad is da'eefl 



2148. It was narrated from Ibn 
'Abbas (&) that the Prophet (^) 
said concerning the Dajjal: "He is 
one eyed, white with a pinkish 
hue, as if his head is a kind of 
snake. The one whom he most 
resembles among the people is 
'Abdul-'Uzza bin Qatan. Those 
who are misled by him are the 
doomed ones, for your Lord, may 
He be exalted, is not one eyed/' 



Jj^j Jli :Jli ^ll^ ^| ^ 

u& 'M &j <fo 
ji-ii :Jli fljLLli I ylk i ji jlLli 

[uw t Yi .a cTi *v : ^i] 
. (rvw) j (u*v) 

^aL^I jl5 tytjl 

^4J JUS ^3 tiujii 

[YAoY : ^1] 
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Comments: [S<a/?ee/i] o , , tf : r > - s *„„ > - ^ 

2149. It was narrated from i x >» V' i:;* - V wa 

'Abdullah bin 'Abbas {&) that a " ; * . 

man came to the Prophet (^) and 0^ ^jU* ^ 

said: O Prophet of Allah, I am an ^ . j£ ^ ^ \ ? ^ - ^ 

old man, I am sick and it is difficult " - ' 

for me to stand. Tell me of a night Cf* i J^* £p ^y; 1 ?^ 1 ^ 

that Allah may make coincide with ^ JJ , ^ vj' ^ ^ ^ 
LaiiataUQadr. He said: "You should - ^ */ ; ~ 

[strive to pray] on the seventh J^-.LUL ^Hp" : JU .;AiJl 

night." 



Comments: [Its isnad is sahech] 



2150. It was narrated from Abu 
Hamzah: I heard Ibn 'Abbas (4*) 
say: The Messenger of Allah ^ 1)} *LX*Z 

passed by me when I was playing /v t x /4 , \. > *? * . .. 

with some other boys and I hid CT * -? *^ , 

from him behind a gate. He called il* ofciu tjUliJI 

me and clapped me between the \ * , - - 

shoulders, then he sent me to tZ -^ Ji ^ ^ ? tiLk ^ 
Mu'awiyah. [r ^ V ^ t r\ • £ t Tl3 > : ^|] 

Comments: [Its isnad is frown] 

2151* It was narrated that Ibn £^ 
'Abbas (Jfe) said: The Messenger 

of Allah (jg) used to fast until we t ^ ^ < ^ I j£ 

thought that he did not want to * ' ' "~ 

stop fasting, and he would not - ^^o^^ 1 ^ 

fast until we thought that he did ^ t ^ ^ y >^ 

not want to fast, but he did not " 

fast any month in totality apart p 1 -^ ^ -kjt V :Jji < J^- 

from Ramadan from the time he > * . ; *.> - , 

came to Madinah. ■°^ JI ^ ^ J ^ > l ^ 
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Comments: [Its isnad is saheeh, (Uov) ^ 



Muslim (1157)3 



2152- It was narrated from Ibn ^ ^ ' -Y\eY 



'Abbas (&>) that he said: The 

Prophet entered i/iram for : JVi il ^l!* J>\ ^ ij^Uj ^ ^Uj 

Ha//, and when he arrived [in - < , * .111 ' * ^ . vf 

Makkah) he circumambulated the ^ ^ ^ G™H * ir 11 

House, and went between as-Safa t^^iiJ jjj ^j^Jlj 55 J i^IJL 

and al-Marwah, but he did not . >. t * ,„ . * 

cut his hair or exit ihram, because r 1 J*~ l Irf J** 

he had the sacrificial animal with ^ tL j^ ^ ^ j u 

him. He told those who had not , " 

brought sacrificial animals with tT\£\ *J>^ ^ j' 

them to circumambulate the [TIM tYrv <,YYV£ ■ Uji 

House and go between as-Safa 

and al-Marwah, and to cut their t Orr"0 ^ *£->*^ ^Jb- 



hair or shave their heads, then 
exit ihram. 



Comments: [A saheeh hadeeth; Muslim (1239) and this is a da'eef isnad because 
of the weakness of Yazeed] 

2153. It was narrated from Ibn ' [± frjjj - y^l -YWr 

'Abbas (4*) that the Messenger of , # , / 

Allah (fe) passed by a pot, and he 0? J?' ^ : l ^ J1 

took from it a bone with a little ^ - m jfo £f . ^ *, - 

meat on it and a shoulder (of an ; % ^ ^ ^ / - ^ t 

animal) and ate it, then he prayed ^J^* «-^5^ < U^Sj li^ i^-U 
and did not do wudoo'. 



Comments: [Saheeh because of 



corroborating evidence; this is a t0 ^j . 

da'eef \snad because of the weak- " * - li,- 



ness of Jabir al-Ju'fi] 

2154. It was narrated from 
Dawood bin 'AH, from his father, 
that his grandfather Ibn 'Abbas (&) J>\ *j£ ^1 y it ^ if 



J$ id o5' l ^ ^ — y \ o t 



said: The Messenger of Allah w/ , , . ^ . a . 

said: "Fast the day of 'Ashoora' but ^ § ' * ^ J f J Jb ^ 

be different from the Jews; fast one '^j-^ ^ ^ 4 ^j^ili- f)j 

day before it or one day after it." , * 

Comments: [Its isnad is da'eefl " 
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2155. It was narrated from Ibn - ^ ^ :^^Gil.-r\ 0fl 
'Abbas (&) that when the Messenger * s e * 

of Allah (3^) was treated with J^-j J 1 ^^O^J* J* L s}^ 

cupping, he was treated in the two ^ - » v.. t r H - , = 



veins at the side of the neck. He 

called the slave of Banu Bayadah, lj>\Z tpii :Jli 

who treated him with cupping, , „ *„ * . *~ > 9 % „ • 

then he paid the cupper his fee, one ^> ^ : JU ^ *> l f 1 ^ 

and a half mudds. And he spoke to : . jLU ilSj - V* ^ ilp I ^Lii 
his masters, and they waived half a 

mudd, and he had to pay them two ^ 1 * y i^j^tQV 



Comments: {Saheeh; this is a da 're/ 
isnad] 

2156. It was narrated that Jabir said: ^ ^ : ^ ^ 

I heard ash-Sha'bi narrate that Ibn > ^ * * 

'Umar and Ibn 'Abbas (&) said: The 5^ J1 ^ ^ 

Messenger of Allah («) prescribed J Ji ^ ^ ^ ^ ^ - 1 

prayer, two rak'ahs when travelling ' */ 

and it is a complete prayer, and ^ s^LIaJl ^ 

Witr when travelling is Sunnah. rvtww' en'** '*<i ^ u- 

Comments: [Its isnad is da'eef 

because of the weakness of Jabir ji^r ^-^J , A ^L-J : £!>^ 

al-Ju^i] 



2157* It was narrated from Ibn 
'Abbas from the Prophet (m,), 

that he said: "Whoever builds a 0? 1^ ^jUi 



t 1"*" ^ ■ * ' * • tf " J Tfc - w » w 



mosque for Allah, even if it is like a 
sparrow's nest for its egg, Allah 
will build for him a house in i ^a1L£ jJ} <JJ 



Paradise/' 
Comments: [Saheeh because of 



corroborating evidence; this is a ^± ^ : 
rf(7 y ee/ /snfl^ because of the weak- * 



ness of Jabir al-Ju'fi] 



2158. Shu'bah said: I heard Abu >J ^ ^ _Y^ ^ A 



Jamrah ad-Duba'i say: I did 
tamattu' and some people told me 



CI cJl^ :JL* 1^1^ :VU 



not to do that I went to Ibn * y t i . "n; 
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'Abbas and asked him about that 
and he told me to do it. He said: 
Then I went to the Ka'bah and 
slept, and someone came to me in 
my dream and said: (Your) 
'Umrah is accepted and so is your 
Hajj. I went to Ibn 'Abbas and 
told him about what I had seen, 
and he said: Allahu Akbar, AUahu 
Akharl The Sunnah of Abul-Qasirn 
(Sfe)! And he said concerning the 
hady (sacrificial animal) [that it 
may be] either a camel or a cow 
or a sheep or a share in a sacrifice. 

Comments: [Its isnad is salieeh, al- 
Bukhari (1567) and Muslim 
(1242)] 

2159. It was narrated that rbn 
'Abbas (4*) said: The people 
started asking about prayer when 
travelling. He said: When the 
Messenger of Allah (^) departed 
from his family, he would only 
pray two rak'ahs [in a prescribed 
four rak'ah] prayer until he came 
back to his family. 

Comments: [Its isnad is saheeh] 



2160. It was narrated that Sa'eed 
bin Shu fay said: I was with Ibn 
'Abbas And he mentioned 
the same hadeeth. 

Comments: [It is a repeat of the 
previous report] 

2161, It was narrated from Ibn 
'Abbas (Jfe) that the Messenger of 
Allah forbade (eating) an 



\ J! t_.jl. ki l ;JLi l l^j ^j^U 



a* 



t^-Llc- ^ji : jli i j/J^ ■Uli^ 
iill ^ ill I : JlS t±$j ^JJL 

«!Li £1^- : ^ jlI^ tii^ -Y^ 

[m* ,ravo ,yw 

If t^i^l tij^ Gjb- -YW 

i-li : jli ^ J, x^, tL 3U^! ^! 



JU- jLJ\ U-U-Jl^ Li^l ijj^l 

jjl ^p la ^p 
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animal that had been used as a ^ , ^ = . ^ 

target and an animal that eats 0*^*5^ ui 

filth, (and he forbade) drinking J ^ ^^Jl) 
from the mouth of a waterskin. 



Comments: [Its isrtflrf is saheeh] 



2162. Sa'eed narrated that an- 
Nadr bin Anas said: I was with 

Ibn 'Abbas when he was advising il* c-ls : Jii ^1 J> ^JalSl 
the people, and he was not ^ f f , % Kf ' , £ 
attributing any of his /flfwas to the J\ ^ ^ t > Ljl ^ W 
Prophet of Allah until a man V- >^ - ^ - ^ r 
from Iraq came to him and said: I ' * ? - 
am from Iraq and I make these JaI ^ J^-S ;Jlii <3^*Ji ^ 
images. Ibn 'Abbas (*) said to ' ^ - , ; * . 

him: Come nearer - two or three JU * J-H 9 ' ^ 

times - so he came nearer. Then ■{ . ^ >- t # 

Ibn 'Abbas (*) said: I heard the ~ ^ ^ ' ~ * _ ^ 
Messenger of Allah (3^) say: <iL Jj-^j ' ^r*& ^ J 1 ^ * 

Whoever makes an image in this . , / s „ . , *. ^ 

world will be told on the Day of ' * ^ ^ & -Oyi m 

Resurrection to breathe the soul ^ & ^ ua ], 

into it, but he will not be able to 

dothat" *YA^ ,TYVT .i^G ^ 

Comments: [Its rsnarf is saheeh, al- H All 1 I 
Bukhari (5963) and Muslim 

. <YU.) 

2163. It was narrated that Ibn - ^ >• ^ _ rnr 
'Abbas said: The Messenger of J 

Allah (sg) said: "The previously ^ « jAiJI ^ Jjl ^ 

married woman has more right \\\\*-\\~ 'w~ u - 

to decide concerning herself (i.e., ( ^ ; ' - ^ ^ 

her marriage) than her guardian ^ J^-i jl?SJl» :(YiYjM) ^ 

and the virgin should be asked ^ ^ . i-^t [ ^\- 

concerning herself, and her tl *^ ttJ JJ " -ry J * 

permission is her silence." [^aaa jl^LLi 

Comments: [Its isnad is saheeh, 

Muslim (1421)] .(WY\) : f : 
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2164. It was narrated from , . . ., s , - 'H-y\i* 

Kuraib, the freed slave of Ibn *^ ^ ^ ^* * 

'Abbas, that 'Abdullah bin 'Abbas Jl\ *_J^ t jUdb J> U>J ^p 

(4b) told him that he stayed * .J *f 

overnight with Maimoonah, the ^ ^ ' ^ ' ^ - 



wife of the Prophet (3^), who was lili ^ ^ 
his maternal aunt. He said: I lay 

crosswise on the bed and the ^ ' , * ^ , 

Messenger of Allah (^) and his ^ llifj ^ -Ijl Jj^3 g^kil} 

wife lay lengthwise on it. The 
Messenger of Allah (^) slept 
until halfway through the night or &ks^\ iJJJL tlZu j\ tJJi ill* */[ 
a little before that or a little after . , ^ ' * * , , 

it. The Messenger of Allah (jg) sat ^ ^ / , , 

up, wiping the sleep from his face v^lTsM ^iiJl jU oju ^>-j 

with his hand, then he recited the f * - 1 ^ : ... ,r 

last ten verses of Soorah Al- ^ ' ^ ^' C U r ^ 
'Imran. Then he got up and went JL> . i J^a t ^li p <,^j^j ^r^Li t L^? 
to a waterskin that was hanging 
there, and did wudoo' from it, 
doing wudoo' properly, then he 
stood and prayed. Ibn 'Abbas (&) 
said: Then I got up and did the 
same as he had done, and I went 
and stood beside him. He put his 
right hand on my head and took 
hold of my right ear and twisted 
it. Then he prayed two rak'ahs, 
then two rak'ahs, then two rak'ahs, 
then two rak'ahs, then two rak'ahs, 
then two rak'ahs, then he prayed 
Witr. Then he lay down until the 
mu'adhdhin came to him. Then he t (vir) : f t (ur) ; ^.^^ 6i >L_-i 
got up and prayed two brief 
rak'ahs, then he went out and 
prayed Fajr. 

Comments; [Its isnad is saheeh, al-Bukhari (183) and Muslim (763)] 

2165. Jt was narrated that Ibn 'J^-*JI & -TUo 

'Abbas ($&) said: I saw the ( " f , „ 

Prophet (^5) in a dream when I 0?' 4^ ^ J? Cr* i^ 1 
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slept in the middle of the day; (he 
appeared) dishevelled and dusty, 
and he had with him a bottle in 
which there was blood that he 
was picking up or something that 
he was putting in it. I said: O 
Messenger of Allah, what is this? 
He said: "The blood of al-Husain 
and his companions; 1 have been 
collecting it all day/' 'Ammar 
said: We remembered that day, 
and we found out that he had 
been killed on that day. 

Comments: [Its isnad is qawi] 

2166. It was narrated that Ibn 
'Abbas (&) said: Quraish said to 
the Prophet (^): Pray to your 
Lord and ask Him to make as- 
Safa gold for us, and we will 
believe in you. He said: "Will you 
do that?" They said: Yes. So he 
prayed, and Jibreel came to him 
and said: "Your Lord, may He be 
glorified and exalted, conveys 
greetings of salam to you and says 
to you: 'If you wish, as-Safa will 
become gold for them, then 
whoever among them disbelieves 
after that, I will punish him in a 
way that I have never punished 
anyone in the worlds. Or if you 
wish, I will open for them the 
gate of repentance and mercy/" 
He said: "Rather the gate of 
repentance and mercy." 

Comments: [Its isnad is saheeh] 

2167. It was narrated that 
Qatadah said: I heard Abul- 
'Aliyah say: The paternal cousin 
of your Prophet (ig) *- meaning 
Ibn 'Abbas - said: The Messenger 



f£ji j m & j& 

lj ! cJL* '. Jli t Uli j! jt 3 

JU Jili i£St Jjt jj t -uU^t3 

.^ji ojL-»I : 
jl :JUi Jj^r '^l* t li-jj :JIj 

^ ^ »*' / • J* ■"!>,- . ' 

V UJl* OOP p4r? -U, yi5 

\ J^Sj c-t ^ ^ : Jli oiUi 

J>) - ^p ^J>\ 
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of Allah said: "It is not 

appropriate for anyone to say, I 
am better than Yoonus bin 
Matta." And he mentioned the 
name of his [Yoonus s] father. 

Comments: [Its isnad is sahceh, al- 
Bukhari (3413)] 

2168. It was narrated from 
'Abdullah bin 'Abbas that the 
Messenger of Allah {^c) used to 
teach them this du'a* as he would 
teach them a soorah from the 
Qur'an. He said: "Say: 'O Allah, I 
seek refuge with You from the 
punishment of Hell, I seek refuge 
with You from the punishment of 
the grave, 1 seek refuge with You 
from the tribulation of the Dajjal, 
and I seek refuge with You from 
the trials of life and death.'" 

Comments: [Its isnad is saheeh, 
Muslim (590)] 

2169. It was narrated that Ibn 
'Abbas (Jfc>) said: The Prophet of 
Allah led the people in 
praying two rak'ahs on the day of 
at-Fitr with no adhan and no iqamah, 
then he addressed them after the 
prayer. Then he took the hand of 
Bilal and went to the women and 
addressed them. Then after he left 
them he instructed Bilal to go back 
to them and tell them to give 
charity. 

Comments: [Its isnad is saJweh] 

2170. Ibn 'Abbas (*) said: The 
Messenger of Allah (jg) said: "O 
Allah, You sent Your punishment 



t rW1 ^YYIA tU<U .aJ Jl 

[vyoy t ru* 
^ Jjl h\ J iji xi- 

tjlij^l J-Jl S ^4 JjL i> jilj 

Jo LIU I j) L>mJ) i^i J^a (jjL ijil} 

[YAfA t Yv^ ;T^nv t rrir : ^i] 



_ijlS ^ JbjJ ^ Jjl -TIM 

, £ - > „ .- , • 

h^Y i^Ijj t rw : ^i].^liS 
(AAV) :^ i(^A) a^L_J 

:Jli ti^Ni x>^- ^^Aj ilii^ 
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upon Quraish at the beginning, so . „ . . „ - * --*T 

bless them in the end." & ^ ^ 'S?^ ^ b ^ 

Comments: [Its isnad is hasan] *U\ Jj-^j d\* 0^ .t^" 

Wi£ jy} cJit iui ^Lmi : 

2171. It was narrated that lbn £ &± - ^ €± -T \V\ 
'Abbas (<&) said:! was present on Eid ' 

with the Messenger of Allah 'yjU* dr* '(4—* Cr- 5 ^' 4.-* 

Abu Bakr, 'Umar and 'Uthman. All jjl ~ ^j^' . j\= ^ - 

of them prayed before the khutbah, s ^ ^ - t - - 

with no ad/urn and no iqamah . p-fr^* t jUip) ^Xp) tJL*Ji ^ 

Comments: [Its is wad is s/j j^f dJji 'Ci JL> 

ttYYa JOi fc Y Wt t Y \ VT : ^1] 

[Y * • £ j t rYYv 

2172. A similar report was ^ - ^ _ nvY 
narrated from Jabir (^) from the 

Prophet (^), 3§ ^ ^ 4> ^ j* j* ^Jr 

Comments: [Its isnad is saheeh like m Jj]i jL^ 

the previous report) - ' 

2173. It was narrated that lbn ^! ^ Olil tiju- -Y wr 
'Abbas (4*) said: The Messenger , " * m • , 
of Allah (0) offered the Eid ^ ' ^ & (T ir ^ 4 ^> 
prayer, then he delivered the jj| J± : J\s^J\^ 
khutbah; Abu Bakr (^) offered the , ^ s , , ^ a * ; ^ \ , \ 
Efd prayer, then he delivered the * ^ J? lA^J lL r^ ^ ^ 
khutbah; 'Umar offered the Eid M "f -L'- * £ Vi*' - r i - 
prayer, then he delivered the - - * ' ' * 
Wiu^oft; and 'Uthman offered the [Y \ V \ : ^Ij j . Y ovi : ^l] .iilil S 1 j 
Erif prayer, then he delivered the 

taufbafc, with no adhan and no <X W 

iqamali. J^^—! 
Comments: [SaJteeh] 
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2174, It was narrated that Ibn 
'Abbas (&) said: The Messenger 
of Allah ($^) offered the Bid 
prayer with two rak'ahs, in which 
he did not recite anything except 
Ummul-Kitab (al-Fatihah); he did 
not add anything to it. 

Comments: [Its isnad is da'eefl 



2175. Ibn 'Abbas said: I set up a 
short spear in front of the Prophet 
in 'Arafat and he prayed 
facing it with a donkey passing 
beyond the spear. 

Comments: [Its isnad is qawi] 



2176. It was narrated that Ibn 
'Abbas ($>) said: The Messenger of 
Allah besieged the people of 
at-Ta'it Two slaves came out to 
him and he set them free; one of 
them was Abu Bakrah. The 
Messenger of Allah used to set 
slaves free if they came out to him. 

Comments; [Hasan because of 
corroborating evidence and its 
isnad is da'eef\ 



2177* It was narrated that Ibn 
'Abbas said: Allah, may He 
be glorified and exalted, enjoined 
prayer on the lips of your Prophet 
(#0: when not travelling, four 
rak'ahs; when travelling, two 
rak'alis; and at times of fear, one 
rak'ah. 



0? if ^^rfJ^ if 

dy^j J^e :Jli J,\ tf, 

[Too- ^ p ^l£fJl 

:^S^ ^1 ^ ijj Qjl^ -two 

Jit 2§ 5^ J>ij >^ : Jli ^ o?i 

i^jlaJ iLL^I iJutj iej^jJ ^~*>- ! ^< 



jUJ ^'ji j>-j UJi jj 
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Comments: [Its isnad is sfl/tee/t] 

2178. It was narrated that Ibn 
'Abbas (vjfe) said: The Messenger of 
Allah said: "Is one of you 
incapable of saying, when he 
comes to his wife, 'In the Name of 
Allah; O Allah/ keep the Shaitan 
away from me and keep the Shaitan 
away from what You may bless me 
with'? Then if Allah decrees that 
tbey should have a child as a result 
of that, the Shaitan will never harm 
him." 

Comments: [Its isnad is saheeh, al- 
Bukhari (141) and Muslim 
(1424)] 

2179. It was narrated that Sa'eed 
said: Ibn 'Abbas {^) said to me: O 
Sa'eed, do you have a wife? I said: 
No. He said: When you go back, 
get married. Then I came back to 
him and he said: O Sa'eed, did you 
get married? I said: No, He said: 
Get married/ for the best among 
this ummah are those who have the 
most wives. 

Comments: [Saheeh because of 
corroborating evidence; al- 
Bukhari (5069) this is a da'eef 
isnad because of the weakness of 
AH bin Asim] 

2180. It was narrated from 
'Ikrimah: Ibn 'Abbas told us: 
The Messenger of Allah (£§;) did 
ghusl for janabah, and when he 
came out he saw a spot on his left 
shoulder that the water had not 
reached, so he took some [water] 
from his hair and wetted it, then 
he went ahead and prayed. 



.(*\AV) :^ 'jy**^ «*L-J *^ J r^ 
OUdi ^1 jIAJ ^ -T \VA 

Olklll JUr'j cOlkljl jlJr ^ ijiJl 

:Jtf ^ :Jli Yifcl ilJl iio 

jl-*^' ^ ^ S^" ^ 

[T-U i^lj 

^ 3^ M Jy^j : jVi 

141^5 p j^jSJi ^f-U ^ am ^3 

.s^ill 
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Comments: [Its isnad is da'eef jiddan . r . 

because Aii bin Asim is weak] ^ > ^ ^> ,J M = G?-^ 

?" 1 " ™ 5 narrated from Ibn J*^-l ^ ^ ^ -m\ 

Abbas (&) that it was said to the ** " " 

Prophet feg): O Messenger of ^ (4^ > ^ ^ 

Allah, Jibreel (m) has not come to ^ ' ■ ' r 

you for a long time. He said: " Why ^ " s ^ ' ^ V ■ ^ ^ ^ ^ 
wouldn't he stay away from me, Jjl U :3 JJ 111 jgs ^1 j£ 

when you who are around me do V ' T-i m- * • • f ' * 

not brush your teeth, clip your r->* ''^ ^ ^ ^ l 

nails, trim your moustaches or V' J>^ lilfj < ^ V 

clean between your finger joints?" # * , ^. ? . * , 

Comments: [Its isnad is '^'^ ^ Tj < ^ Utl ^ 

? A u 8 u 2 ' U T a f fFOm ^ ^ ^ ^ U \AY 

'Abbas (*) that the Prophet (jg) a V . 

said: "No one visits a sick person 0? ^}^f^ ] J* i^M ^ Cj* vL: 

whose time [of death] has not yet ^ , . - - > . ... 

come and says seven times, 'I ask ^ ' ^ ^ ^ ^ 4 -V** 
Allah the Almighty, Lord of the Uu> jf :Jli ^ 

Mighty Throne, to heal him/ but 'f % |([ . „, - r: >-V # /. 

he will be healed." ^ JUl : - ^ CT JU > ^ ^ 

Comments: [A sa/ted? hadeeth] ^! t4 ^i ol p^Jl l^^ 1 40 

mrv ^ij 

2183. It was narrated that Ibn ^ CL; ^ ^ _ YUf 

'Abbas (4) said: The Prophet (^) ' ^ t ~ ^ tf 

passed by me near Zamzam, and : ^ 0; 1 i 4r*^ jl a* ^* 

he called for water and asked for #Uj ^ -'^ . ^ j ^ ^ ' , 

something to drink, so I brought ' ; _ " ^ 7 ^ ^ 

him a bucket of Zamzam water ^ j)±> 1 ' J j 
and he drank whilst standine, ' ril ' ' ^ >■ , 

Comments: [Its isnad is saheeh, a]- ' 

Bukhari (1637) and Muslim > i (^1rv) > uu ~i 

(2027)1 * c c ^ ' 
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2184* Ibn Shihab said; 
'UbaiduIIah bin 'Abdullah told me 
that Ibn 'Abbas told him: The 
Messenger of Allah sent 
'Abdullah bin Hudhafah with his 
letter to Chosroes, and he gave it to 
the ruler of Bahrain so that he 
would give it to Chosroes. Ya'qoob 
said: So the ruler of Bahrain gave it 
to Chosroes, and when he read it 
he tore it up. Ibn Shihab said: I 
think Ibn al-Musayyab said: The 
Messenger of Allah (^) prayed 
against them, that they would be 
utterly torn apart. 

Comments: [Its isnad is saheeh, al- 
Bukhari (64)] 



: jli ^ ^1 M : Jul ^ jlli 

Sui 'J, <Li v ^ Jji i^; 



2185. It was narrated that Ibn 
'Abbas (&) said: The Messenger 
of Allah (^) fasted on the day of 
the conquest of Makkah until he 
came to Qudaid. A vessel of milk 
was brought to him and he broke 
his fast and instructed the people 
to break their fast. 

Comments: [Its isnad is saheeh] 



2186. It was narrated from Ibn 
'Abbas (&) that the Messenger of 
Allah (^) was treated with 



- — ^ Jli .iij^ IVji ilia l ij"^S 

js (vtr/\) l££ ol Jji 

[Y VA * ; J±Q .JyJ, 

*J-^ J 1 * 

Li t£U -YUe 



Ji\ aSU ^ ^ JJl J^i-3 

/ v - - 

[\A<\Y i^lj j ,rYV<\ 
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cupping in al-Qahah, when he 
was fasting* 

Comments: [Its isnad is saheeh] 



2187. It was narrated that 
'Abdullah bin 'Abbas (^) said: The 
Prophet (^) passed by a woman 
who had a boy of hers with her in a 
howdah; she took hold of his arm 
and said: O Prophet of Allah, is 
there Hajj for this one? He said: 
"Yes, and you will have a reward." 

Comments: [Its isnad is saheeh, 
Muslim (1336)] 



2188. It was narrated from 
Muhammad bin Sireen that Ibn 
'Abbas (Jfa) told him: The Messenger 
of Allah (jg) took a piece of 
shoulder bone and nibbled the 
meat from it, then he got up and 
prayed and did not do wudoo\ 

Comments: [A saheeh hadeeth] 

2189. It was narrated that Moosa 
bin Salamah said: Sinan bin 
Salamah and I set out with two 
sacrificial animals, but they moved 
slowly for us on the road. Sinan 
said to me: How about going to Ibn 
'Abbas? So we went to him and 
Sinan asked him.... And he 
mentioned the hadeeth. And he 
said: And Ibn 'Abbas said: al- 
Juhani asked the Messenger of 



Jtm&s :M ^fc J, jLl 

s^-i>-ii j 43 ^ tys'j *rj>\ 

^ li^l ,M £j 1; :cJlS ^ 

_.>U>- tfjb- :^J_,; U\b- -Y\AA 
■ T ' • * " > ■ r - if • - ^ 

h<UA i^tj j t nrr t rru : ^i] 

^1 J iJU Ji :0lL, J JlS ^>J1 

^ * ^--f -- > ^ ^f-- 
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Allah O Messenger of Allah, f * * ^ ^ 

my father is an old man and he did 6^ ^ 1 °i 1 ^ 1 J L - : J ^ L i*^ 1 

not do Hajj. He said: "Do Ha// on .ijjj ^ Ai» : Jli IJj 
behalf of your father/' " L, - r 

MAH : j t To >a ; 

Comments: [Its isnad is saheeh, 

Muslim (1325)] .(WYo) : f .gts* 

2190. It was narrated that ^ ^ r£ ^ . , > > ^ 

'Abdur-Rahman bin Wa'lah said: I " c * 



asked Ibn 'Abbas (A): We live in a ^3 o! •£* ^{Uil 

land where there are vineyards, ^ ^( & & ^ JjL 

most of the produce of which is ; ^ * /. ' ^ ^ \ 

used for wine. He said; A man 3^1 

from Daws came to the Messenger m Jj, - . v.. ?ji 

of Allah (gg) with a skin full of wine « ; /^T. ,/ _7 

as a gift for him. The Messenger of ^ ^ ^ ^ 

Allah fe) said to him: "Don't you ftl !>! o-U£ \i» 

know that Allah has forbidden it , * . ^ 

since you last came?" The owner of ' *** ^ Sj 1 ^ 1 

the wineskin turned to someone .jj ^Jj-f ^ ^ 

else who was with him and told „/""\^> „ * *t\ . ] V. 

him to do something. The Prophet '(^ ^ 61 

«B) said: "What you tell him to sS^U : Jli j£lj iL*w 

do?" He said: To sell it He said: ; ' ^ 

"Don't you know that the One [rrvr tMvA : >^ -^>L* 

Who forbade drinking it also ^ ... 

forbade selling it and consuming Lr " > " * J 

its price?" So he told him to pour 

away what was in the skin. 

Comments: [Saheeh; this is a hasan isnad] 

2191* It was narrated that Ibn - 1. ? > - vi fl i 

'Abbas (*) - I think he attributed * ^ J ^ ^ \ 

it to the Prophet (^) - said: If he ' C* 1 J>^- : ^ 

halted in a place and liked the "rf v tr *. - t- 

place he had halted, he would ; Jb V ^ ^ 

delay Zwfrr so that he could put i^J-li J]; lit 015 : Jtf _ 1^3 jj 
Zufrr and 'Asr together. If he was j ,J *t > 

travelling and did not find a place ^ ^ ^ ^ l >' J > JI 

to halt, he would delay Zuhr until ^ t j^i ^ fcg t ^ ,-,5 t ^ lj 
he came to a halting place, then ' 1 
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he would put Zuhr and 'Asr j , * , » i s j 

together. ^ 1 J* ^r^ 1 <i^- ^ 

Comments: [Its men are thiqat] -VjLi Jji lij OIS JU ijn ^iJtj 



2192. It was narrated that Ibn J ■ ; £ r = >\ ^ . , J; ^ _ Y m 

'Abbas (*) said: The Messenger ^ f , 

of Allah forbade every wild y- 1 ^ ^ k >4 

animal that has fangs and every . - f„ >~ V; >.,, * ' 

bird that has talons. lb jUU^ ^ : JU l^* *Ul ^ 

Comments: [Its isnad is sufrtt/t, J* a* J t^llUl ^ & J* 

*r--T t Yvtv tY-m .JL]\ ^ 
ifou t nn t r*rr 



Muslim (1934)] 



2193. It was narrated that Ibn ^ JlU £j± -YMr 
'Abbas said: The first people " " ^ 

to hasten when moving on from ^^r- J> Cj* -^j 0?' 

Muzdalifah were the Bedouins; tf, ^ lUl'/J; „fc yl -S 

they would try to remain on the *\ , f - * ' t - ~ 
edges of the people so that they ^ irf f^ttj **A ^ 

could hang up their sticks, large # i. . *T \ * 

bowls and wooden cups, then ^ ^ ^ ^ U 

when they started moving they cJiii: li£ ^UUJlj ^U^jlj 

would make a lot of noise and the > t ^ ' , * ,A \ . 

people would start moving. And J -^ J & ^ 

the Messenger of Allah (%) was t l^>L^ 4^ Wj < M -il 

seen with the back of his camel's , , / >f * > / \ 

ears touching its hump [because ^fc 1 ^* ^y* >*j 

he was holding it back with the .i££Jl ±^ > £ t u 4iLejL 
reins] and he was gesturing with ' 1 ; 

his hand: "O people, be calm; O [WU ^ij] 

people, be calm," 

Comments: [Its r'srW is hasan] " Lr ^ 

2194. It was narrated from Ibn 5^ - ^ 
'Abbas (*) that the Messenger of _ ^ _ ^ ^ 

Allah (^) slept until he could be ^ t^lj j^li ^ 

heard breathing deeply, then he 
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got up and prayed and he did >\ - > s ■ - ' n ' > - s f 

not do wudoo\ 'Ikrimah said: The CT* ^ & ^* - J -^ J 01 

Prophet (i£0 was protected. JJ} 

Comments: [Its isnad is saheeh] . ,.. n < . - ^ , r , - > 

2195, It was narrated from lbn ^ . ^ ^ >J ^ tik - Y Ho 

'Abbas (^) that the Messenger of ^ ^ 

Allah {5^) delayed 7s/i/?' one night ^ ^ _ V-H 1 ^ 0^ 

until the people had fallen asleep f . ,r . . , ^, , ,■;„.*( 

then woken up, then had fallen J^^^^^J-^^ 

asleep then woken up. Qais said: *JU1 J ^ 01 : iUl 

Then 'Umar bin al-Khattab came ^ . r ' • ^ , u 

and said: The prayer, O Messenger r C^ 1 f L ^ ^ ob ^ ^ 

of Allah! So he came out and led : ^Ji Jli 1 1 * i^U * 1 

them in prayer, and [Qais] did not , „ . ^ , * , . > , , 

state that they did wudoo\ ^ : JLii ^U^Jl ^ ^ £l^j 

Comments: [Its isnoj is saheeh] ^Ju 

tliJLi- - Y \ ^1 



2196. It was narrated from lbn 
'Abbas (\&) that the Messenger of 
Allah (jg) was in the house of ^' (TU/O UJU- <v jL^- 

Maimoonah bint al-Harith and he 
got up to pray at night. [lbn 'Abbas] 



said: So I stood on his left, and he J* 6 IS Jbl of j^C^ 

took me by the hand and put rne on * - ( . „ - , 

his right, then he prayed, then he sP 0* 'V^ 1 ^ ^^4- 

slept until he started to breathe t ^ iifc t e^LlJ ^ Jjii ;Jli 

deeply. Then Bilal came to him to , tf> /' /, 

give the call to prayer, and he got up *J*~ p ^ ^i^i 0* 

and prayed without doing wudoo'. ^ -i t ^ 

Hasan said - i.e., in his hadeeth: I was ' ' ; ; , . f T 

with the Prophet (jjg) in the house : _ u£ J^t - ^ J^j 
of Maimoonah, and when he 



finished praying he slept until he fc ^-r*^ V^i u! fe-j ^ 

began to breathe deeply. [^U : ^Ij] ^ ^L T ^ Jil 
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Comments: [Its isnad is saheeh, al- 
Bukhari (138) and Muslim (763)] 

2197. It was narrated from Abul- 
'Aliyah: The paternal cousin of 
your Prophet (jg), Ibn 'Abbas 
told us: The Prophet of Allah 
(3k) said: "On the night on which 
I was taken on the Night Journey 
(the Isra') f I saw Moosa bin 
'Imran, a tall dark man with curly 
hair, as if he were one of the men 
of Shanoo'ah; and I saw 'Eesa Ibn 
Maryam (im), of average height 
with a red and white complexion 
and lank hair/' 

Comments: (Its isnad is saheeh, al- 
Bukhari (3239) and Muslim 
(165)] 

2198- It was narrated that Qatadah 
said: AbuI-'Aliyah narrated: The 
paternal cousin of your Prophet Ibn 
'Abbas narrated: The Prophet of 
Allah said... And he narrated a 
similar report. 

Comments; [Its isnad is saheeh, al- 
Bukhari (3239) and Muslim 
(165)] 

2199* It was narrated that Ibn 
'Abbas (^) said: The Messenger of 
Allah ruled concerning the son 
of the woman who engaged in IV an 
that he should not be called after 
any father; and if anyone accused 
her or accused her son, he was to 
be given the hadd punishment of 
flogging. And he ruled that she 
was not entitled to maintenance 
(food) or accommodation [from 
her former husband], because they 



OTA) 



.(v\r) 



1S\j* Jil ^ JU :JU ^ 

r# # ^ 

t nA* ^nv<* t Ynv t y\<u : >i] 
[ron t tT*iv t Ym 

.(no) 

jLi 5? I l&U- :^3Ui\ ^1 :Jli ESUi 

SS ^ JLi ^ o?l ^ 



.(no) 



-Ym 



M ^ Jj^j ^ :3u ^ ^3 
^3 j>± n of aI^^ji j 

tJS'A ^ ^ o U4:l jif 
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had separated by means of , 

something other than fa/ag ^ * ' 

(divorce) and he had not died and & V r 1 ^ J^-^ 

left her a widow. 

Comments: [Its rs«tfd is dfl'eefl 

2200. It was narrated from Ibn ii- ^ StU tfji :^J r ; -YY < • 
'Abbas that the Prophet £ ( a t , , 

married Maimoonah bint al- ^ l <j>) ^fi* 0* <--h^ J* 

Harith when they were both in uij'^uJt li ^ 3fe 

Comments: [Its rsmuf is * n ^ iYMY tYtVr 

t rt-- t rrAi ^ytu k rtAr .rrrr 

[\<m j .1010 

2201. It was narrated from Ibn ^ ^ ^ . : 

'Abbas (4*>) that the Messenger of ' y *' . , 

Allah (^5) said: "Let him give a $ if-^f* 0* ^jU^I fU* 

dinar, or if he cannot afford that, \ , ^ . v ^ > - f f . ,^ 

then half a dinar/ meaning the ^ t " 

one who had intercourse with his l jAt ^-<Lki jl>J o\* ^j^t-h 

wife when she was menstruating. w „ l " .. t . - 

° tTVAA ; y^lj .UijL>- ^1^1 jAij ^JJI 

Comments: [Sfl/iee/t mawqoofi this is 

a very weak (da'eef jlddan) isnad\ [Y*rr : c V i Y A 

* * 

2202. It was narrated that Ibn ^ £^ ^ .^j ^ _ n , r 
'Abbas (^b) said: The Messenger of 

Allah met Ma'iz bin Malik, ^ 0* " f£ ^ J* 

and said: "Is it true what I have - ^ ^ Jj, jp- 

heard about you?" He said: What ^ , / \/' % t ' , ^ 
have you heard about me? He said: ^? U i^ 1 " :JL ^* 

"I have heard that you committed j^f J^j: 

an immoral action with the slave ^ - " . . , ' r % 

woman of the family of So and so/' iy S ^ ,( *^ ^ 

He said: Yes, He sent him back 
until he had testified four times, " 

then he ordered that he be stoned, [r ' TA ^ AVi 
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Comments: [Its isnad is Hasan, / nar x . , , . 

Muslim (1693)] - <UVr) T 

2203* Jt was narrated from Ibn LJ JJ _ tiii. WjU- -YY«? 

'Abbas (&) that Jibreel (*£a) said ... 
to the Prophet (jfc): If only you ^ ^ ^ ^ If - ^ J? 1 

could have seen me when I was j,^ : y\ J. J\ 

taking the black mud of the sea 7>- C „^ ~ s - - ,V 

and shoving it into Pharaoh's ^ U1 3 $ : M ^ f^ 1 

mouth. . . > i *U »A. « 

Comments; [Its isnad is da 'eef\ 

J [X AX * : J*\j .XUi 

2204. It was narrated that Ibn ^ _ tSfc. -Y Y • t 
'Abbas said: The Messenger of ^ . i£ 

Allah (^) sent me with the 0?' & ^ & ^ 

luggage from Muzdalifah at night. J m, M :JU ^t* 

Comments: [Its isnad is sahteh, al- n ^. 

Bukhari (1677) and Muslim : > U ^ J^ 1 

a 293 )] ' [m- 

.<mr) : f t(uvv) :^.£^» 

2205. It was narrated from Ibn "J,\ jS: _^LL^ jk ^J^J LlJjl^ -Y Y * e 
'Abbas (v&) that the Messenger of - 

Allah (ass) said: "Jibreel (m) said ^ ^ ^ >■ ^ - ^ 

to me: Prayer has been made dear ^ ^| j^- j\ ^ ^ t 

to you, so pray as much as you /I , ' ' ' * 

want." ^ 2j : f ^l ^ J :Jli 

Comments: [Its isnad is date/] .cJLi U \£L» iiJ ■ ;S i Jjdl ^ll^ 

[Y^i ,XVO : 

2206. It was narrated from Ibn ^ : -,u^ -yy^ 
'Abbas (^) that a man came to 

Utnar and said: A woman came ^ - £j ^< J* - j>) J^> 

to buy something, and I took her j^. ^ ^ > ; _ ^ 

into a closet and did something v ' ^ ^ 

that was less than intercourse. He 4 J** ^ ">^>-j 0^ ■ J>\ ji- ^o'^ 
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said: Woe to you! Perhaps she is ,^r--f: *' i- 1 • ,■<■ *i-*t 

the wife of someone who is away ^ ? ■ 

(fighting in yi/iarf) for the sake of : Jlii .^Uj>JI jji U ol^^^J^ 1 
Allah? He said: Yes. He said: Go . . "* " „ , * - 

to Abu Bakr and ask him. So he : JU ±T ^ ^ ^ ' ~ J 



went to him and asked him, and ; _JjLi,U s^fc oti : JU .J^'i 

he said: Perhaps she is the wife of . * ,»* - : >^ 

someone who is away (fighting in ^ 4^ 6 ^ 

jihad) for the sake of Allah? And j\ fc ^ J_)i JlS : jti S'Jji 

he said the same as 'Umar said. s _ _ 

Then he went to the Prophet ^* : ^ ^ > J Ju * ^ ^ 

and told him something similar, ^ ^ 

and he said: "Perhaps she is the " , c ^ ^ ^ , , , * 

wife of someone who is away j[ ^ Wj>J j# •>^ Ji 

(fighting in /i/iflrf) for the sake of ^ ^ J ^ 

Allah?'' Then Qur' an was revealed: t \ * ' * - , 

"And perform As-Salat {Iqamaias- f' Jfi ^1 jp;, U : JU .( l U 

Sflfar), at the two ends of the day . „ , - » - - f .:s r 

, toJLj ajJL^ ^<uLp t r L - U 

and in some hours of the night [i.e. 

the five compulsory Sa/flr (prayers)]. Jj M} ^ :Jlii 

Verily, the good deeds remove the ' ,„> / . r 

evil deeds (i.e. small sins). That is a ^ * 

reminder (an advice) for the mindful .[ i T ^ • t £ T 3 ■ t o v 

(those who accept advice)" [Hood 

11:114], He said: O Messenger of *M : £tj>* 

Allah, is it just for me or is it for all jl^ j, r J jl.^ j> ^ ^Jt^J^ 

the people? 'Umar struck his chest 

with his hand and said; No, do not 

think that; rather it is for all the 

people. And the Messenger of Allah 

(i*0 said; " 'Umnr is right." 

Comments: [Sal well because of corroborating evidence; this is a da'eef isnad] 

2207. It was narrated that lbn jj± _Ju^ tiX^- : J -tt'V 
'Abbas (JSk) said: The Messenger 



of Allah (^) and the one who 



was riding behind him, Usamah Jji : jl; ^ yt .ji;4 

bin Zaid, came and we gave him 



some of this drink. And he said: ljL * ht 4 ^3 y. 



"Well done; this is the way to ^ ^ : jui 

make it." ^ r ; 
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Comments: [A sahcch hadeeth; this 
is a da'eef isnad] 

2208* It was narrated from Ibn 
'Abbas that the Prophet {^) said: 
"Healing is in three things: a 
drink of honey, the lancet of the 
cupper and cauterisation with 
fire, but I forbid my ummah to use 
cauterisation/' 

Comments; [Its isnad is sahcch, aU 
Bukhari (5680)] 



2209, It was narrated that Ibn 
'Abbas said: The mushrikeen 
used to part their hair in the 
middle and the People of the 
Book used to let their hair fall 
over their foreheads, and the 
Messenger of Allah (%) liked to 
do the same as the People of the 
Book - Ya'qoob said: in some 
matters concerning which he had 
received no command; Ishaq said: 
in that concerning which he had 
received no command - so he let 
his hair fall over his forehead, 
then ialer on he parted it. 

Comments: [Ita isnad is saheeh f al- 
Bukhari (5917) and Muslim 
(2336)] 



.(xrr 

2210. It was narrated that Abul- 
Tufail said: I saw Mu'awiyah 
circumambulating the House with 
'Abdullah bin 'Abbas (vfr) on his 
left, and I was following behind 



•jJ ^a* y. ****** i^jy.J* 

^1 y t Lio^ (Ttl/O - Y Y * A 

J 1\HSU :^ £\ ji; ^ J\ 

j^i £0 tyj-^j i J-^ ^ r j^ 

: Ljr ^ j; ^L>^l l&U- - Y Y • ^ 

^ ^ ^ ^ 

jlS : Jli ^fc. ^Jl ^ tJjl ^ 

Jit l)L5} Sfi^/'j hj'ju O^ilJl 

i.Yf*U :^l] .j^ p ^^*t : jila 

^1 iSo^ '.^y y t lr-J- -Y Y ^ * 

^f, J^*^ ^J> fJDi jIp ilil>~ 
^iJ^i : JlS JIUajl ^1 ^ 
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them and I could hear what they 
were saying, Mu'awiyah started 
touching the corner of the Black 
Stone, and 'Abdullah bin 'Abbas 
said to him: The Messenger of 
Allah did not touch these two 
corners. Mu'awiyah said: Leave 
me alone, O Ibn 'Abbas, for there is 
nothing of it to be forsaken! Ibn 
'Abbas continued to say the same 
thing and no more; every time he 
put his hand on either of the two 
corners he said that to him. 

Comments; [Its isnad is cjawi] 



221 1. It was narrated that Ibn 
'Abbas (4*>) said: The Prophet 
did 'Umrah four times: 'Umrah 
from al-Hudaibiyah, 'Umrah the 
following year to make up for the 
one that has not been completed 
previously, the third 'Umrah from 
al-Ji'ranah, and the fourth that he 
did with his Hajj. 

Comments: [Its isnad is saheeh] 



22 12. It was narrated that Ibn 
'Abbas (&) said: Allah, may He be 
glorified and exalted, revealed [the 
verses]: "And whosoever does not 
judge by what Allah has revealed, 
such are the Kafiroon (i.e. disbelievers 
- of a lesser degree as they do not act 
on Allah's Laws)" [al-Ma'idah 5:44] 
"such are the Zalimoon (polytheists 
and wrongdoers - of a lesser 



*J Jlii t j^*>Jl ^.".IJ 4jjUj> <J^** 

I - * > *\ * * *'* * ' * \ ' 

£^ I4I* ^ ^ J? 1 ^ ^ 

t rorr ^rorr t r*vi : 

[\AVV ^Ijj 

$\ ^ j!i ^ 

ll r j^ :^&Ji &^U- -yyu 
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degree)" [al-Ma'idah 5:45] (then) 
such (people) are the Fasiqoon [the 
rebellious i.e. disobedient (of a lesser 
degree)] to Allah" [al-Ma'idah 5:47], 
Ibn 'Abbas (&.) said: Allah revealed 
them concerning two groups of the 
Jews. One of them had defeated the 
other during the Jahiliyyah, until 
they reached a deal according to 
which the diyah of any person among 
the defeated group who was killed 
by the group that had the upper 
hand would be fifty wasqs, and the 
diyah of any person among the group 
that had the upper hand who was 
killed by the defeated group would 
be one hundred wasqs , They adhered 
to that until the Prophet (^.) came to 
Madinah; then both groups were 
subdued by the coming of the 
Messenger of Allah ($|z), and at 
that time he had not yet prevailed 
and he had a covenant with both 
groups. Then the defeated group 
killed a member of the group that 
had the upper hand, and the group 
that had the upper hand sent word 
to the defeated group saying; Send 
us one hundred wasqs. The 
defeated group said: Was there 
ever any deal between two tribes 
who follow the same religion and 
share the same lineage and live in 
the same city, according to which 
the diyah of some was half the diyah 
of others? We only accepted that 
deal because you forced it on us 
and we were afraid of you. But 
now Muhammad has come and we 
will not accept this deal any more. 



j^i # V\ j* j ip^i 

55 U iiui t|ji>Jl ji iyljl JSj 
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War almost broke out between < r Sjf * * > s> ^ ^_>— 
them, then they agreed to appoint ^ ^ o^A^. v*^!„ 

the Messenger of Allah to £f lL, i J^jf J\ rju 

iudee between them. Then the , . ± , „ . ^ 

group that had the upper hand v / ^^jy^ ^ ^ 

realized: By Allah, Muhammad is Jjji Jj> Uitflj ^JJ> Jjlj U^j : Jli ^ 
not going to give you a deal where- ' ' > _ ^ 

by he gives you double what he * 
gives them. And they were right; 

they only accepted this deal because ^"^ 
we forced it on them. Sent word to 
Muhammad to find out what he 
thinks: if he gives you what you 
want, then appoint him to judge, 
and if he does not give you that, 
then withdraw and do not appoint 
him to judge. They sent one of the 
hypocrites to the Messenger of 
Allah to find out for them what 
the opinion of the Messenger of 
Allah (^) was. When he came to 
the Messenger of Allah (3^), Allah 
informed His Messenger of what 
they were trying to accomplish, 
and Allah, may He be glorified and 
exalted, revealed the words: "O 
Messenger (Muhammad (^))! Let 
not those who hurry to fall into 
disbelief grieve you, of such who 
say: 'We believe' up to... (then) such 
(people) are the Fasiqoon [the 
rebellious i.e. disobedient (of a 
lesser degree)] to Allah" [al- 
Ma'idah 5:41-47]. Then he said: It 
was revealed concerning them [the 
two groups] and Allah referred to 
them [in these verses]. 

Comments: [Its isnad is hasnn] 

2213. It was narrated that Ibn jjii LT^-f : r fU ^ ^ -V Y ST 
'Abbas (4&) said: The Messenger > fi * . . 
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of Allah said: "Whoever . t , , e 

eavesdrops on some people's & J[ Cr^- ^ ^ 

conversation when they do not ^ \^ ^ • ^ ^ * ^ y 
want him to hear, will have „ , /' P ' & 

molten copper poured into his lr^3 J^- jiJ 

ear. Whoever claims to have seen - *r ■ V r .f > * 

a dream when that is not the case ^ ^ 

will be punished until he ties a .[\K\\ K^ill 

grain of barley, but he will never ' 
be able to tie it. Whoever makes ^V'*Y) 't 'Cr^ 
images will be commanded to ^ j> Jj. 

breathe the soul into it, but he 
will never be able to do that." 

Comments: [A saheeh hadeeth, al-Bukhari (7042)] 

2214. It was narrated that al- £<j£\ ■ ^ - ^ ^ _ YYU 
Hakam bin 'Abdullah bin al~A'raj * . 

said: I was with Ibn 'Abbas ($=} in (YiV/O ^ J, j JJ* 'J, 

the house where they provide f/ c . V -'vji < Tu - ■ 
water, and he was using a cloak of V - ' ' * r> 

his as a pillow. I said: O Ibn 'Abbas, J^'Ji y>j iClllJl^^^&^lx* 
tell me about 'Ashoora'. He said: • * *„ „* , , .V ' ^ „ V „ 

What about it? I said: About fasting ^ V ■ ■ l - :JU ^ 

it He said: When you see the new :Jli S^C & \£ :jLi .si^i* ^ 

moon of Muharram, count nine , - t s , *t \ - , >M 
(days), then fast on the ninth day. I cJI H : Jli -*?^f l£ : ^ 

said: Is that how Muhammad («) -j,f *i iULlj . - -jj 

fasted it? He said: Yes. P 

Comments: [A saheeh hadeeth, ^ ^ l ^ : ^ 

Muslim (1133)] [nro . .j^ 

2215, It was narrated that Ibn aw \*i ■ r**>\'\<'' 
'Abbas {*) said: The Messenger ^ ^ ^ J-.^^^' 
of Allah (^) said: "This Stone (i.e. $ J> ^ (Jii OUii ^1 
the Black Stone) will come on the ' ' . ' j A , : - / , - * ^ 
Day of Resurrection with two ^ ^ " * J ^ JU ( " Jb 
eyes with which it will see and a JUJj 4 Ll^ jC^ ^OJI ^ 
tongue with which it will speak; it * '.\ t , _ . 

will testify in the favour of the : ^ ,] -"^S ^ ^ ^ 

one who touches it with the [ro \\ t YV^V t YV^I t Y \\r , YT^A 

proper manner and attitude/' 
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Comments; [A hasan hadecth] Jl* .j—*- : g;>>^ 

2216. It was narrated that Ibn £^ ■ ^ ^ ^ -Ytn 

'Abbas (4^) said: Some of the . , \ I , 

prisoners on the day of Badr did ^ 

not have any ransom, so the ^ .L .j ^ ' ^ . , : ^ 

Messenger of Allah (m) made it !T , f > 

their ransom to teach the children ^ J^3 
of the Ansar how to write. One 



day a boy came crying to his 



father, who said: What is the Viifli U : Jlii iJ J| 



matter with you? He said: My 
teacher hit me. He said: The evil 



one is seeking vengeance for [the jii ^ >J ] ^- j^i 

people thrown into] the well at 

Badr! By Allah, you will never go <.^JulJ> <ui y ^J* '<^j>^ 
to him again. ^ ^ 

Comments: [Hasan] 

2217* It was narrated that Ibn J *U»p ^ ^ -mv 

'Abbas (vfc>) said: On the day of ' s , / ^ , , 



Uhud, the Messenger of Allah 

(flS) ordered that the weapons *li^iJL j^l ^ ^ Jj! J^j : Jli 

and leather armour be removed > , . • * 

from the martyrs, and he said: :JU J -W^ ^ & o\ 

"Bury them with their blood and .«i*USj ^JLo* U >i5l> 

garments." ~ " ; 

Comments: [Hasan because of ^ ^^r^ ^J*^ o-^ : 

corroborating evidence; this is a .1*1^. *_JLJ1 jj t LL*j Ji^J^ ^ j,) 

2218. It was narrated from Ibn y Sjl-i ^ -TT^A 

'Abbas (vfe) that a man from among \% a „ * . * 

the Ansar apostatised from Islam 0 • to A^ 0* ^ 

and joined the mushrikeen, then ^ jUif^l />* SU-j 

Allah revealed the verse: "How ^ / ' ; , , t 

shall Allah guide a people who ■ M 

disbelieved after their Belief and ^ ^ Jj ^ Ljy^ ^5 5f 

after they bore witness that the ^ t / * 



Messenger (Muhammad (^)) is f^^* ^ ^^-^ JO 

true and after clear proofs had ^ £ ^ ^ ^ 

come unto them? And Allah ^ J ' ' ^ ^ ^ " 

guides not the people who are ^ ^ 
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4 ^IImJI jj alt. Ji ^ 



Zalimoon (polytheists and 
wrongdoers)" [Al lmran3:86]. His 
people ^ent word of that to him; he 
came back repenting and the 
Prophet (5^) accepted that from 
him and let him off. 

Comments: [Saheeh] 

2219. rt was narrated that Ibn 
'Abbas (&) said: The Messenger of 
Allah said: "Wear white 

garments, for they are among the 
best of your garments, and shroud 
your dead in them. And the best of 
your kohl is antimony; it makes the 
vision clear and makes the hair 
grow." 

Comments: [Salieeh] 



2220. H was narrated that Ibn 
'Abbas (ufc) said: The Messenger 
of Allah (jg) trotted for three 
circuits of the House, and when 
he reached the Yemeni Corner, he 
began to walk, until he reached 
the [Black] Stone, then he trotted, 
and he walked for four circuits. 
And Ibn 'Abbas (^) said: And 
that was Sunnaih 

Comments: [Saiweh] 



2221. It was narrated from 
Barakah Abul-Waleed: Ibn 'Abbas 
(4*) told me: The Messenger of 



*rm <r*ro t rm 
0* & ^ -y y y ■ 

t Y VAT t Y "IAA :^,]] :lL Jjtf) 

[rori i, y aia ,rvAv 

L^if l^L^ ^ ^ ^ -Y YY ^ 
j>\ :jJ>JI ^1 'A$y y ^Ul^JI 
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Allah was sitting in the 

mosque, facing the [Black] Stone, 
then he looked at the sky and 
smiled, then he said: "May Allah 
curse the Jews; animal fat was 
forbidden to them, so they sold it 
and consumed its price. But when 
Allah forbids people to eat 
something, He also forbids its 
price to them/' 

Comments: [Sahee.Ii] 

2222- Al-Hasan al-'Urani said: It 
was said in the presence of Ibn 
'Abbas (bjfc) that prayer is interrupted 
by a dog, a donkey or woman. He 
said: What a bad thing, to make a 
Muslim woman equivalent to a dog 
or a donkey! I remember when I 
came on a donkey when the 
Messenger of Allah (^) was leading 
the people in prayer; when I got 
close to him, in front of him, I 
dismounted and let it go, and I 
joined the Messenger of Allah (^) 
in his prayer. The Messenger of 
Allah did not repeat his prayer 
and he did not tell me not to do 
what I had done. The Messenger of 
Allah was leading the people 
in prayer, and a small girl came, 
pushing through the rows, until 
she held on to the Messenger of 
Allah (3^), but the Messenger of 
Allah (s^) did not repeat his prayer 
and he did not tell her off for what 
she had done. The Messenger of 
Allah (#5) was praying in the 
mosque, and a Iamb came out of 
one of the apartments of the 
Prophet (^) and wanted to pass in 



369 4* ^LliH rtiit ■* 

fy J* ^! J^j )* ^ ^[j * L^ : u3i 
^ jii 

y\ U^if ^ £U -Y Y Y Y 

Cii" ili-l^ si^iL ^jlp U^-L : Jli iSl^Ji} 

Jji j si^i ui ^ jjj,^ 

«JJl J^lj 

jjjji; "Ail : U£i *JL31 t>fj o^^- 0^ 
t \A<U t^lj .^^1 ^ ^l^Jl 
[rm t ya* * : 
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front of him, and the Messenger of i 

Allah m topped it. Ibn 'Abbas * M ^ ^ ^ 

(4) said: So why don't you say that &^ ^r-C-^^r^O^ 

a lamb interrupts the prayer? . ^ U y \ j-, j ^ I i 

Comments: [A /rosarr hadeetk, this is a da' eef isnad] 

2223. It was narrated that Ibn ^ J?\ >J Jji ^ -ttrr 
'Abbas (A) said: Whoever comes . / / f ^ 

for Ha;;, circumambulates the u ^ 

House and goes between as-Safa J ^ ^ - _ rj, 

and al-Marwah, it is no longer Hajj; - ; " v"' 

rather it becomes 'Umrah. That was 0* : ^ u-*^ 0^ 0^ **LL* o* „Jjj"-* 

the Sunrtah of Allah, may He be ,w ,, . , = 

i -r- i i i. , , , * j4 ~ aJ ' ,VJ t^JL ^i\hj lL^U- *0j 

glorified and exalted, and the ' - f' 

Su f 7 nafr of His Messenger t<!»- <Y£A^) oJiijI Jii* ts^j^'j 

Comments: [Its zW is dn'eefl fcj ^ M & ltt)s ayj, ^Li) 

2224. It was narrated from Ibn ^ ^ _ Tm 

'Abbas that the Messenger of , / 

Allah (^cr) passed judgement on 1^- J> ^3?^ 

the basis of one witness and an > , *\ 

oath. ^ J V- ^ ^ K l -* 'v* J J** 

Comments: [Its isnad is saheeh, -0?*iJ lP" S§ ^ 



Muslim (1712)] 



2225. It was narrated that Ibn 
'Abbas ($.) said: Abu Jahl said: If 



[Y<m ^M*IA i YAA1 
,(Wlt) :^ .q-^ .iU :jv_>u" 

I see the Messenger of Allah (sfe) ^ ^y^ 1 ^ ^ ^'i* : \jt 

praying at the Ka'bah, I will come " i - - - - . . . 

to him and step on his neck. He ^ * l JU # : Jli ^ ■ & & L *V^ 

[the Messenger of Allah (m)} said: ; ^ JLil ^ ill J ^ i.^ y 

"If he does that, the angels will * , ^ ' , , t . ^ t 5 K j- 

seize him visibly. And if the Jews ^ :JUi :JU J* ^ ^ 

had wished for death, they would j^jj, ^ ^ isoSUjl iaiiV i 

have died and would have seen >, - * ^ - 

their place in Hell. And if those Of ^j^Ui I)I3j JyUJ ^o^Jl l^I: 

who challenged the Messenger of ^ ^ ^ ^ ^, 
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Allah (^) had gone out and 
engaged in mubahalah [as 
challenged to do in Al 'Imran 
3:61] and then gone back, they 
would have found no wealth or 
family/' 

Comments: [Saheeh] 

2226, It was narrated that Ibn 

'Abbas (^>) said: Abu Jahl said„. 
And he mentioned a similar 
report. 

Comments: [Its isnad is saheeh] 



2227. It was narrated that Ibn 
'Abbas said: The Messenger 
of Allah (sfe) circumambulated the 
House and started touching the 
[Black] Stone with his crooked 
stick. Then he went to where water 
was offered after he finished, and 
his paternal cousins were drawing 
water from it. He said: "Give me 
some." A bucket was lifted up to 
him and he drank, then he said: 
"Were it not that the people would 
take it as a ritual and overwhelm 
you, I would have drawn water 
alongside you." Then he went out, 
and went between as-Safa and al- 
Marwah. 

Comments; [A hasan hadeeth; this is 
a da'eef isnad] 



2228. It was narrated from Ibn 
'Abbas (4*) that the Messenger of 
Allah was treated with 

cupping when he was fasting and 



[TiAT <. Y Y Y i : 

^ \.«j>J>j* Jui- j& M jZ*> 

[YYYO 

J £\ ^l; ^ >J tiU- -YYYV 

*jl*3 o^^3 ^ 

tO^L ^ ill Jit :Jli 

t u ji^j ^li- £y UjlL aJLIUI 

tY^A i^j^lj] .Sj^iJtj LiJaJl j^Ij ijllii 

[roYv : 
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in ihram, and he fainted. Based on . * , - ^ - , 
that he said: This is why cupping ' ^ ^ ' ^ ^ :Jl* ^ 

is disliked for one who is fasting. [Y"o iv : ^1] 

Comments: [Its isnad is da'eef, Nasr bin bab is da'eef] 

2229. It was narrated from Ibn ^U^jl £jU ; ^ ^ llij^ -YYYH 
'Abbas that the Messenger of fi , 3 . ' 

Allah (^) set free whoever came ^ ^ ^ J>) J* ^ 

out to him of slaves. , A s - A* - - - - -„-. f 

Cr*^ 1 

Comments: [Hasan because of 

corroborating evidence; this is a "j^ : gp* J 

2229 (sic). It was narrated from , r \L^J\ -i y -»Y YY ^ 

Ibn 'Abbas (&) that he said: The ^ ^ ' , \ . , , . 

Messenger of Allah said on the ^ ^ l -f? ^ ^pS^Jl ^ 

day of at-Ta'if: "Whoever comes • *„ . ..mi, ju \ > -''n- . v 
out to us of slaves, he is free. So ' 

some slaves came out, among JL-p {O*** "y*" lyt 

whom was Abu Bakrah, and the *• . . - 

Messenger of Allah («) set them J ^ r^ U *> r« 0* 
fee. H<U<\ . ^ Jj! 

Comments: [Hasan because of ■ , ,. , , 

corroborating evidence; this is a " ^ 

ifoVe/ isn/id because of the weak- -A jt > 

ness of Nasr bin bab] 

2230. It was narrated from Ibn 
'Abbas that he said: On the day 
of al-Klwidaq, the Muslims killed j?1 ^ c ( JUJl £l>*^Jl 
a mushrik man and the mushrikeen -r- 1. - *, , V* . 'i,- '?? 
offered money for his body. But the - \^ ^ <-r~ ^ lt ■ 
Messenger of Allah (^g) said: c^U c^>u I^LpG t^SjilJl ^ Stij 
"Give their body back to them, for , ^ s ' - - 
it is an evil body and an evil l r^T rV! [ ^ : * ^' J ^ JUi 
ransom." And he did not accept jj; jj£ <gjj| .j .l l^LJi 

any thing from them, ' ' \ 

r , . t ror ^ YtiY tYr ^ : 

Comments: [Its isnad is da eef\ ' ■ 



llil^ : JU ^ ^ CiJ^ -Y YV » 
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2231. It was narrated that Ibn 
'Abbas said: The Messenger of 

Allah (^) stoned the Jam rah when ^1 jZ- tp-^i.* - ^i^J^ £U^J! 

the sun reached its zenith or after -•',!* -,l 1 , " - - 

the sun reached its zenith, - J ' ' J ^ J y 

Comments: [Sahceh lishawahidih '■ J^ft • l ^ r L^\ t}\jj ^-L j\ ^'JLW 



and its isttad is da'eef] 



2232. It was narrated from Ibn i- u - w*-* 

'Abbas (*) that he said: The V ? ; ' ^ " 

people of Badr were three jji ^ j& tp£AJi 

hundred and thirteen men, the ' > * . Ml 

Muhajireen were seventy six, and ^ < * * 

the defeat of the people of Badr * "^-j ^1* 5SCj ^L* 

was on Friday the seventeenth of ,s * , - , ^ 

Ramadan. <> j ^ ^ ^^ Jl 

Comments: [Its isnad is da'ee/] g£ fjj *^r^ £r4 



j 



2233, It was narrated that Ibn ^ ^ ;aLi Jli -YYYT 
'Abbas (4b) said: The Messenger i " ^ c 

of Allah (^) said: "Be easy-going, ^ ti^i* : ^ 

and things will be made easy for ; f -- t ; i 1, ^ - . > i^i, 

yuu. y 

Comments: [Ss/iee/i] : ^ J y & & ^ 

2234. It was narrated from ^ ojl^j JL5 -YYrt 
Muhammad bin 'AH bin 'Abdullah '■:.,>. 3 * 
bin 'Abbas, from his father, that his & b ^ ^ ^ ( 
grandfather 'Abdullah bin 'Abbas ^ ^ Jj£\ ^ : 

(4*) said: The Messenger of Allah \ \ a £ # \ . 

(^) said: "Whoever asks a great & & ^ J. 

deal for forgiveness, Allah will ^ ^ ^ t J - V .j Jj, ^ 

make a way out for him from every s f ' ' ^ / / y j 

worry and distress, and Allah will Jj^j J Li :Jli ^l!^ ^ «Ul 
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send him provision from sources 
he never imagined/' 

Comments: [Its isnad is da'eef al- 
f Jakam bin Mus'ab is unknown] 

2235* It was narrated that 
Yazeed bin Hurmuz said: Najdah 
bin 'Amir wrote to Ibn 'Abbas 
asking him some questions. He 
said: I was present with Ibn 
'Abbas when he read his letter 
and when he wrote his answer. 
Ibn 'Abbas said; By Allah, were it 
not in order to prevent him from 
falling into wickedness, I would 
not have written to him. May he 
never be honoured. He wrote to 
hinn (saying): You asked about the 
share of the kinsmen whom Allah 
mentioned - who are they? We 
used to think that the kinsmen 
referred to were the kinsmen of 
the Messenger of Allah (#,), but 
our people denied that to us. You 
asked about the orphan and when 
he is no longer regarded as such. 
When he reaches the age of 
marriage and attains maturity of 
mind, then his wealth may be 
given to him, and he is no longer 
regarded as an orphan. You 
asked: did the Messenger of Allah 
kill any of the sons of the 
mushrikeen? The Messenger of 
Allah (sfe) did not kill any of 
them, so you should not kill any 
of them, unless you know about 
them what al-Khadir knew about 
the boy whom he killed. You 
asked about women and slaves, 
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j* a fin ^ ijtk^j ji ^ 

'J> 'jis* U^-t -YYfa 

6* ^ If. cr~* : f3^" 
^ jf.^ If, :Jlj y'jA 
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and whether they had any known Oau) iL— I 

share if they were present in ' ' r *Cr^ 0 • ' 

battle? They were not given any 
known share, but they were given 
some reward from the booty. 

Comments: [Its isnad is saheeh, Muslim (1812)] 

2236. It was narrated from Ibn ^ *fe ^1 Gfo- -YYVl 

'Abbas that the Messenger of Allah * s , ' . 

(&r f ) used to deliver the khutbah ^ j! 1 a* j! j 1 ^ 

leaning on a tree trunk, before the ^ vj v j ^jj/^ m ^ ^ 
mmbar was set up. When the „ > / \ '^J 

minbar was set up and he moved it, ^\ J>=^j SrV^ ^ ^Sr*' 1 
the tree trunk made a sorrowful 



sound. So he came to it and 



embraced it, and it calmed down. : ^1] .«<^UaJI ^ ^1 ^AJ ^ ^ jj 
He said, "If I had not embraced it, 



it would have continued to grieve 



[nrr ,nr ■ v n 



until the Day of Resurrection." . , . 

Comments: [Its isfifld is sa/ierfr] 

2237, A similar report was ^ tf^. £^ -TTrv 
narrated from Anas, from the ^ tf 

Prophet (^r). : £rU ^1 ^ ^1 > 

Comments: [Its istrfld is saheeh] [<dj L. 

2238. 'Abdullah bin 'Ubaidullah ^ tfk : JUp tik -Y YVA 
bin 'Abbas narrated: Some young s , * " 

men of Quraish and I entered upon *u\j^c> : p ^Pr y\ pJ u ^ 

Ibn 'Abbas (*) and asked him: Did ^ : Jj ^ Jj, ^ 

the Messenger of Allah (^) recite - * , 

Qur' an in Zuh r and '.Asr? He said: ^1 ^ jtJy 
No. They said: Perhaps he was . ? 



reciting to himself. He said: Woe to 



you! This is worse than the first M^JUi fj^aJJlj 
(thing you said). The Messenger of 



fining yuu 3diu^, j lie jvicaaciigci kjl tJ ' , - ' ' *- £ * - - t" " 

Allah («) was just a slave who & 1 ^ :JU j >- 015 ^ 

followed instructions and conveyed ilj^jfc Jtf ^ $1JI jyLj 01 J^l 

that with which he was sent. He did tf , , , , * , - , - ♦ * \ 

not say anything to us alone to the u-^ 1 ^ r 1 J"^ 1 ^ 
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exclusion of the people, except in 
three things: he instructed us to do 
zvudoo' properly, not to consume 
zakah, and not to mate a donkey 
with a mare. 

Comments: [Its isnad is saheeh) 

2239, it was narrated from Ibn 
'Abbas (&) that the Messenger of 
Aliah (sfe) told some people of 
Banu Ha shim to move on at night - 
Shu'bah said: I think he said: their 
weak ones - and he instructed them 
not to stone the Jamrah until the sun 
rose. Shu'bah was not sure about 
"their weak ones''. 

Comments: [A saheeh hadeeth; this 
isnad is da'eef because it is 
interrupted] 



2240. It was narrated that Ibn 
'Abbas (Jfe) said: The Messenger of 
Allah (#=0 defined the meeqat of the 
people of Madinah as Dhul- 
Hulaifah; that of the people of 
Sham (Syria) as al-Juhfah; that of 
the people of Najd as Qarn; and 
that of the people of Yemen as 
Yalamlam. And he said: "And 
these meeqats are for the people at 
those very places, and besides 
them for those who come through 
those places with the intention of 
performing Hajj and 'Umrah; and 
whoever is living within these 
boundaries can enter ihram from 
the place he sets out and so on, 
and the people of Makkah can 
enter ihram from where they start/' 

Comments: [Its isnad is saheeh] 



4i r] I ^jjll 



lijx (J f^Ji t( ak^ iJu^j .<mr) 



[r w a : jii ^ 
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224L It was narrated from Ibn ^ . - ^ _ YYn 

'Abbas (^b) that the Messenger of - * 

Allah (^) used to kiss his wives <-<3^ Cf- ^ 0* ^j?' -^-^ 

on the head when he was fasting. ? t> f 1( - , s . 

° otf £g 4jJi ol ^ ^ 

Comments: [Sa/itfe/r] ^ y * ' f " ^ 

\xx\r .rr^Y t vr^ 

2242. It was narrated that Ibn : Jj^ ^ iUi bil^ — y Y 1 Y 

'Abbas said: Revelation came * t t , * s m s . „ 

to the Prophet {^) when he was : Jli ^r- 1 ^ 0?' J* " ^M }^ 

forty years old; he was in Makkah ^ ^ t — ■{ ^ ^ ^ J± 

for thirteen years and in Madinah % , ' y 

for ten years, and he died when j*j oa^Jbj tS^^c- 

he was sixty- three years old. rv ... . 1 . * * . 
Comments: [Its isnad is saheeh] 

2243- It was narrated that Ibn £j£ ; JuAi UiJ^ -mr 

'Abbas (*&>) said: The Messenger - , t r „ , 

of Allah (as) was treated with :JU ^ ^ ! ^ ^ 

cupping on his head when he was 4 «J- ^ £te Jj| 1^.1 
in ihram. 

Comments: [Its is/iad is saheeh, al- ' £?" J 



Bukhari (5700)] 



2244. It was narrated from Ibn 
'Abbas (ufe) that the Messenger of 

Allah (jg) called for a drink, and 1 ^ir^ j* ^J^ - ^ 1 

gave him a bucket of Zamzam ' .„ " * - , . ^ 

water, and he drank whilst ; ^ ' - ^ J ^ - 

standing. ^ ^y'j ^ jJi. :JU 

Comments: [Its jsnacf is saheeh, al- r \ AY" A - 1 I 

Bukhari (1637) and Muslim ^ J " ' 



(2027)] 



.CY'YV) ; r t(\irv) :^ 



2245. It was narrated from ibn ^ * - ^ _ TYt0 

'Abbas (\jb) that he came to his " ^' 

maternal aunt Maimoonah, the ^' C^ 1 0^ 44*^^ ■V' 
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wife of the Prophet (&;). He said; - . 5 . f 

The Messenger of Allah (jfc) got ' JU ^ s^ 1 C JJ ^ U 

up at night, and went to a fi^S t JJLi— J| JJJl ^ jgj Jjl J^i' 

waterskin and did uwdoo', then he tf > ft - s . . > 

stood and prayed. Then I got up ^ ^~**J ^li 

and did and I stood to his ^ ^ ^ . ^ ^ ^ 

left He took me by the hand and - f '\ 

pulled me behind him, until he ' j* J>- 

made me stand on his right. [UJr . " ltm trYir 
Comments: [Its i'snarf is sahceh, 

Muslim (763)1 .(vnr) : f i^^w, ajl^} 

2246, It was narrated that Ibn :0l ^j t *• ^ _ Ym 

'Abbas (v^) said: I know all about / 1 ^ 

the Messenger of Allah but I 0* 1 ^ ^ L : JU^* 

do not know whether the Messenger ^ jj^ ^ ^ . 

of Allah (m recited in ZuAr and , , ' ^' ^ 

'Asr or not. And I do not know 2g jUl J_^3 ilii ^jil N Jf ^ 

how he recited this verse: "Wa lyarf ,j, - , * ' .{ . " 

Maghfu minal-kibari 'utiyya" or " ^ ^ J ^ ^ ^ ^ , A 

'usiyya" (referring to the verse cJSJ JSJ^ ll* l>; d\S 

"and I have reached the extreme , „ f . 1 

old age" [Maryam 19:8]). $^*f ^ ' Ot 

Comments: [Its isnad is saheeh] ^ m : ^ A : po* > 

2247* 'Amr bin Deenar told us 'J, gjl^ -mv 

that Ibn 'Abbas (^) used to say: 



The Messenger of Allah (^) said: u* 1 ^ 0? ; <i^j 

"Crops should not be sold until %f . : Jj, ^ ^ 

they become edible/' ' . / 3 * 

Comments: [Its :W is sa/ieefr] [rri ^ : '"P^ ^ ^ 



2248. It was narrated that Ibn .in >• - 

'Abbas (A) said: The Messenger of ^ ' 1 ^ ^ ^ ^ " YUA 

Allah (^) said: "Whoever seeks jt Ixi :^jlAJl ^ jJU- 

protection in the Name of Allah, # r , / 

give him refuge, and whoever asks ^' ^ ^' ^ ^W^K^ 

of you for the sake of Allah, give to ^» 4L1 Jij : ju 

him/' " 
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Comments: [Its isnad is /i a snrt] . , *^;f. . > ' f t , • 



2249. It was narrated from Ibn £\ ^ ^ jS -tm 
'Abbas (4k) that the Messenger o£ ^ : ^ Sf t t ; 

Allah (Ss) was treated with cupping, ^ ^ ^ j ^ 4 ^ ^ 

and he gave the cupper his fee. tY vrv : Jx\] f LLJl Jj-V, ,^1^ 

Comments: [Sflfrtre/i, al-Bukhari rw . . * 

(2278) and Muslin, (1202)] [Uoo ^ k r. U .HV iUH 

2250. It was narrated that Ibn :ijUi UjU -TTa* 
'Abbas (&) said; The Messenger of , \, it 
Allah (gg) said: ''A life-long gift [i] y*^ 0^ ¥ ^ ^ l ^ 
belongs to the one to whom it is -1)1 J^3 JU ; J 15 
given, and a gift given to the last \ . * tj * 
one (of the giver or recipient) who ^ -^^b '^b 1 <j^'j <■ L*^-^ 
remains alive [21 belongs to the one [UVY y ^ . ^ 
to whom it was given, and the one ^ '■*----' 



who takes back his gift is like the 
one who goes back to his vomit." 



Comments: [Sa/tedi because of 
corroborating evidence; this is a 

2251. It was narrated that Ibn f . . * ^ ^ . * , . _ 

' Abbas (&) said: The Messenger ;\ C , 

of Allah (3^) said: "A life-long gift Jli : Jli ^1 ^ ^jU* ^ * 

belongs to the one to whom it is , ; #/ r u ^ , - 

given, and a gift given to the last ^ 

one (of the giver or recipient) who ^ t(J Jj Cijt j^j tSjjbf- U^i-i 

remains alive belongs to the one , ,\ ^ *. , t „ , , t t 

to whom it was given, And the ^ ? ^ *» ^J 1 

one who takes back his gift is like u : ij] itt ^ ^ j^UJli ^ 



Life-long gift: This was a custom in which a gift would be given with the premise, "It 
is yours as long as I am alive, but if 1 die it comes back to my heirs" 
A gift given to the last one who remains alive: this refers to a custom in which a gift 
would be given with the premise, "This is yours to use and if I die it is yours, but if 
you die it comes back to me." 
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the one who goes back to his 
vomit/' 



Comments: [Sahceh because of 
corroborating evidence. It is a 
repeat of the previous report] 

2252- It was narrated that Ibn 
'Abbas (&) said: The Messenger 

of Allah (^fe) and his Companions ^ J* J* 



Jj-ij ^JlJ? :JL» ilJ \ 



prayed facing towards Jerusalem 
for sixteen months, then the qiblah 

was changed after that. *L. ^JiJUJl c^i Jl ^ j^ 1 

Comments: [Sate/,] ■ ^] £^ r;^ jj , t ^ ^ 

[rrnr .rrv- t TM\ 

2253, It was narrated that Ibn : ^J, - ^uf ^ _y Y of 
'Abbas (--3b) said: The Messenger of S- ' t 

Allah (%.) stoned Jamrntal-'Aqabah, 0? j^r^ 1 0?' 

then he offered his sacrifice, then - f . „ <> • 

he shaved his head. ^ ? T ^ ^ 'f^ 

Comments: [Hasan because of r ^> J-*** J : 

corroborating evidence] [nrA : ^|] ^ ^ 

-Cr^ -^i ^~'- u 5 ^J^ Ik tB jr^ J-^* : 

2254, It was narrated from ^ J\ ^ ^ _ YY o£ 
'Abdullah bin 'Abbas (&) that ' # ' - - - 
when Dimam bin Tha'labah, a man if. ^ J ^- t :< J^ <ilAij 
of Banu Sa'd bin Bakr, became ^ j-- ■ ?- j j a - 
Muslim, he asked the Messenger of s % ^ ^ * ^ r &f 
Allah (£3) about the obligatory ^ <JJI jlI* ^ ^ 
duties of Islam, prayer, and so on. ^ ^ ' ^ - • J U.^ 
He listed for him the five prayers, * ^ ' ■ f - 
and did not add anything else; then <lr* *S ^1 'rU^i 
(he told him about) zrt/rtffr, then . - . . - 
fasting Ramadan, then pilgrimage - ^ lL V^ j S*^ 1 ^ f^V 
to the House (Hajj), then he told A\s]\\ 'J u i> J ^rikM 



him what Allah forbade to him. 

When he had finished he said: I p ^ p f^f ^ 

bear witness that there is no God j{ A^f ^ LlU ^ jLl ^ U 
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but Allah and I bear witness that = , ^ ,* . ^ 

you are the Messenger of Allah. I ^ ^ J ^ ^ ' M S} 1 J i ^ 

shall do what you instructed me, t ^Jjf yj ij{ t?; ^ JiiUj 

no more and no less. Then he . -, . s "> ' * - ' " 

turned to leave, and the Messenger ^ ^ ^ l Ji r :JL ^ 

of Allah («) said: "If the one with - ^ <K £J, jl 3^ 

the two braids meant what he said, - 

he will enter Paradise." [YTA\ JfA- 

Comments: [A hasan hadeeth] 

2255. It was narrated from Ibn £^ : jUJ^I ^ l£U -YY*o 
'Abbas (4*.) that the Messenger of . .. . 

Allah gave Khaibar, land and If t (^ jl ^ O? 1 ^ 

palm trees, to be cultivated in ^ ^ ^ ^ V ^ 

return for half of the yield. ^ ^ v t 

Comments; [Sahcch because of 1 : ^ <^ ^ ^ J 

corroborating evidence; this is a [*VTY : Ji;l] ..j-U-H ii 

da'eef isnad] " 

2256. It was narrated that Ibn ^ \>y j* ^ U y I^ju- - YYo^ 
'Abbas (^) said: The Messenger of l '■ I o ' ~ 

Allah said: "\ have been given : JLi ^ ^ ^ ^ ^ 

five things that were not given to '\ liU c-Uli : g§ J ^ Jli 

anyone before me, and I am not 4 f f a ^ 7, ,> ^ : 
saying it to boast. I have been sent J* <J\ : t sf £ 

to all people, red and black, and V v • 1 \T - - - ■ 1 ■ - >r - - - — ° f 
there is no one, red or black, who , «\ ^ , , 

joins my ummah, but he will be one ^0^' J <-p4^? ^ ^1 ^ 

of them. And the earth has been 
made a place of prayer for me." 

Comments: [Hasan; this is a da'cef *-**-aJ ^L*^ ^L^l Ul*j ^j—^ ' 
isnad because of the weakness of Ali 



made a place or prayer tor me. ^ 



bin Asim and Yazeed bin Abu 
Ziyad] 

2257, 'Ikrimah, the freed slave of : jlL^J ^ ^J^I uij^- -YYoV 

Ibn 'Abbas (^) said: I prayed , fl ^ , 

behind Abu Hurairah; when he : C U1 - Aji ^ ^ If -t^' ^ 

bowed, and when he prostrated, ^| J- ^ 

he said Ailahu Akbar, I mentioned , " , ^ " 

that to Ibn 'Abbas and he said: 'Mj c?j o& '-^ "'y.f ^ 
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May you have no mother! Isn't s _ . f - r , - - 

that the Swrcna/i of the Messenger ^ ^ : JLi ^ J ^ 

of Allah fe)? ^ Jjjj ^ *\ y .j^ 

Comments: [Its f's/W is Sflfcedjl r n . t - 

2258. Ibn 'Abbas (&) said: Two ^ ^ ^ r^lijjl & LiU -YY*A 
little girls of Banu Hashim passed , _ ^ / 

by and came to the Messenger of Cf^ ^ y.Jf^-h* c V 0? -V** 

Allah l (*) when he was praying, J, ^ , >U^>^U^ : -fc 

and held onto his knees, but he ^; ^ , ' ' , ^ 

did not stop his prayer. Ibn ^ t Uiili t JLiJ yij ^ *1J1 J jj^j 

'Abbas said: An Ansari man and I * * j ~ * .... 

passed by the Messenger of Allah & ° J ^ J V ^ Jb 

fife) when he was praying, and ^Jj . JUJ 5^ Jjl J^j JLp 
we were riding a donkey, and we " - , , - - „ ✓ 

came and joined the prayer. ; > 1J ^ ' ^ ^ J* 

Comments: [Its isnad is saheeh] [Y*<\o iHlViT^o 

2259. It was narrated that Ibn : ^ ^ ^ -YYol 
'Abbas (4&) said: The Messenger / \ \ \ \ ^ _ ( . s 
of Allah fi^) carried some boys of 0* ^> 

Banu 'Abdul-Muttalib [on his '--^ in '1 >- v- , V ^ *, 
mount], one behind him, and one ^, ^ fi . ' ' \ 

in front of him. *uL>- t^iklll jlIp ^ iuJU 

Comments: [Its uimad is saheeh, al- ,*j*jJ tjb-ljj 

Dukhari (1798)] 

2260. It was narrated from Ibn ^ ^1 jui^ ^ -YYV 
'Abbas that the Prophet fi^) \ " ^ \ . 

said; "There is no marriage except ^ ^ J* ^j^^ 

with a guardian, and the ruler is t f l& : J IS ^ 

the guardian of the one who has *" ; ' , /' 

no guardian/' N oUaJliJlj 

Comments: [Hasan because of k ,* .* *l„A \i* te ^J 

corroborating evidence; this is a " J ^ 

da'eefisTiad] ; (^J w ^ ^^-^ ^ ^ L ^ >vJ1 
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2261. A similar report was .3^ ^ .. ^ ^ _ TTM 

narrated from 'Urwah bin az- - 

Zubair, from 'A'ishah. J> t *yj> ^ J* ^}^- 

omment 

a da'eef 
report] 



Comments: [A hasan hadeeth; this is (YM / D 3§§ ^1 ^ 
a cfa'ee/ isnad like the previous _i " 



2262, It was narrated that Ibn .^^j, - ^ ^ _ tnr 

'Abbas (4*>) said: The Messenger of ' , 

Allah (sfe) prayed two rak'ahs when &i>- ^ 



travelling and four rak'ahs when 
not travelling, Ibn 'Abbas said: 



Whoever prays four rak'alis when '-Crr^j irfr Sfe Jj-^; 

travelling is like the one who prays ' ^ >t( ^ , 

two rak'ahs when not travelling. " • ^ * c J f 

Ibn 'Abbas (*) said: Prayer was ^ JU ^ £*| ^itll ^ Jb 
not shortened except once, when ^ ^ t , ^ , , - 

the Messenger of Allah (^) prayed r 3 ^ Mj 

two rak'ahs, and the people prayed ^ v/, ^ 

one mfr'fl/i each [in two groups, as , t ^ * ^ ; 

in the fear prayer], 3^ 5^1 Jy-J 

Comments: [Its isnai is da'eef [Y\Yi tTY^lA : J&\] .iZSj 

because Humaid bin Ali is da'eefl 

2263. It was narrated from Ibn * j. 

'Abbas (&) that the Messenger of ^ ^ ^ % ^ ^ 

Allah (^fe) cursed the woman who jll *ii ^fcp ^ o^^/l ^1 ^ 

does hair extensions and the 'ili'ji 'jj * Jji J ' ' m 

woman who has that done; men 1 - ^ ^> - J ^ 

who imitate women and women J 1^1 ^liiiilj 

who imitate men. 

Comments: [A saJieeh hadeeth; this ' - ' WJ ' J ; 

is a da'eef isnad] [\^AY J'O 1 ^ : ^1] 

I 

5^ aji J^3 >^ : JLi 



2264. It was narrated from Ibn 
'Abbas {&>) that when the Prophet 
(S§) moved on from 'Arafah, the J*\ ^ If t [ J^Ji ^ ^^Xl-J 

people began to rush and he said 
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- or it was called out to them -: "It is * > > , ^ f s . o c 

not righteousness to make the ^ ^ J ^ ^ U 

horse or camel rush/' He said: And ^1 *J\ ^} ^ft] \g\ n : ^£ 

I did not see any of these mounts ^ " f S / „ 

raising its feet and rushing, until he ^ ^ J^Jl 

reached Muzdalifah. . v- 5 - - i- i- - 

. .lx*j- <jjLp UJb oalj 

Comments: [A salieeh hadeeth] 

[Y<M ,mv 

2265. It was narrated from Ibn ^ ^ . > • 'i^, ^ _ Yne 

'Abbas that Usamah bin Zaid , t f 

was riding behind the Messenger ^ ^ ^ 

of Allah fe) on the day of 'Arafah n. i - ^ 

He went into a mountain pass and * / ; - ' ^ 

passed water, then he did wudoo', <-*UJl Jl^iU tk lJLiJl jioi tii^p 

and got back on his mount, but he * >.■:, . „ a , t > 

did not pray. "CT jJ -J^- ^ fc U >" r 

Comments; [Stfto/i] t T * ™ >l j * Y • ^ 



2266. It was narrated from Ibn ^ J ^ . * V £ - ^ ^ _ Yrn 

Shihab that Sulaiman bin Yasar " , , #E ' 

told him that Ibn 'Abbas (v^) told ^ L? OL^U. ji : O? 1 

him that a woman of Khath'am * - . *{ M 

asked the Messenger of Allah f , " f ; . . 

a question during the Farewell ^jJl ^ ^ ^ Jjl J^j cikll r ^ii 

Pilgrimage, when al-Fadl bin 1, f, " \ . |C , v - 

'Abbas was riding behind the 4 ™ - 1 ^ ^ U ^ 

Messenger of Allah (^) on his ^1 ^ 01 t^Ll U : Jjlii 

mount. She said: O Messenger of „ " . % f , ' - ' . , , i t 

Allah, the obligation of Hajj has 01 ^ ^ ^ ^ ^'/^ 

come when my father is an old 9& L±\ 'J\ & Jl^ 

man and cannot sit up straight on , . , „ ^ a , " ' " . , _ 

his mount; will it suffice if I do Hajj lP^ 1 ^ u : ^ JUi 

on his behalf? The Messenger of fru ^ ^ ^ :; 

Allah (%) said to her: "Yes/' Al- ' ' ' ' " ^ 1 ^ 

Fadl bin 'Abbas began turning <v» 4rj J>*i ^ J^JI ^ -ill! 

towards her, as she was a beautiful [UV' 1] -^l 11) t 

woman. The Messenger of Allah * CT J ^ 
fe) took hold of al-Fadi and 



turned his face to the other side. 
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Comments: [Its isnad is stzto/?] 

2267. It was narrated that Ibn :^iiVl -,Lli -YY1V 

'Abbas {4*) said: A Jewish man ^ 



passed by the Messenger of Allah **lkp ^ £ji 

when he was sitting, and said: * =s - ■ "l ii i!i e i ' ' ; u 

What will you say, O Abul-Qasim, ^ ^ ^ ^ 

on the day when Allah puts the sky :Jli c^l^ j^j ^ Jji J_^> 

on this - and he gestured with his r . . . ^. * , „ „ ? r * *- 

forefinger - and the earth on this, tU ~*[ ^ ^ f-* ^ * J ^ 

the water on this, the mountains on J^j^l} i^'j ^ 

this and all of creation on this? , 4 , - \* 

[And he] gestured each time with L ^ ^ JL^j ^ ^ *UJlj 

his fingers. Then Allah revealed the JiJi JS ?Si JiS\ 

words: "They made not a just ^ ; ' '" / r , / , a; " 

estimate of Allah such as is due to ^ ^ 0^3 3* ^ ^ u ^ 

Him'' [az^Zumar 39:67]. [rM , . >0 ( , y ^ 

Comments: [Hasan because of 

corroborating evidence; this is a t^i~--J> ^L^l IJl>j 
daeef isnad] ^ ^ ^ 

2268. It was narrated that [bn 
'Abbas (^) said: The Messenger of 
Allah woke up one day and ^jk^lS ^ &j6 

there was no water in the camp. A ' * 

man came to him and said: O ' :jLi ^ r"' 

Messenger of Allah, there is no i& J^j]\ J ^jj ^ 

water in the camp. He said: "Do r * , , // , ( 

you have anything?" He said: Yes. ^ ir^ ^1 X, : jUi t ji; 

He said: "Bring it to me/' So he ^ U„ : jj ^ u 

brought him a bottle in which there ^/ , „ ^ ^ 

was a little water. The Messenger ^ u ^ J^ ]) :J'- : 

of Allah (3*5) put his fingers over v * V i r r ■ * * ,-. 
the mouth of the vessel, and ^ V"' * <■-' ^ — * - 

opened his fingers, and springs of t^iM ^ ^ ouU^l ^ M J 

water gushed from between his { 



tJl^ :^LiVl Uil^ - Y Y *\ A 



fingers. He instructed Biial: "Call 



out to the people: Come and do J> jL : » :Jli ^SL ^1} 

wudao' with this blessed water/' " , f / c 

Comments: Ifjfl.srtn because of ^ J . !r^r 

corroborating evidence; this is a . _ ^ ^^nj^ j 

da'eef isnad like the previous ^ J * J tfl ^wf^*^ • fHr** 
report] 
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■4* L }*\jjA\ jj 4JL)I JLLC .Vlnirt 



2269. It was narrated that 
'Abdullah bin Shaqeeq said: Ibn 
'Abbas {^) addressed us one day 
after Asr, until the sun set and the 
stars came out, and the people 
started calling: The prayer, the 
prayer! Among the people was a 
man of Banu Tameem, who started 
saying: The prayer, the prayer. He 
got angry and said: Are you 
teaching me the Sunnah? I was 
present and saw the Messenger of 
Allah (^) put together Zuhr and 
'Asr, and Maghrib and 'Isha'. 
'Abdullah said: 1 was not sure 
about that, so when 1 met Abu 
Hurairah I asked him, and he 
confirmed it. 

Comments: [Its isnad is saheeh, 
Muslim (705)] 

2270. It was narrated from Ibn 
'Abbas (&) that he said: When the 
verse on debt was revealed, the 
Messenger of Allah said: "The 
first one to deny something was 
Adam (M). Allah, may He be 
glorified and exalted, created 
Adam, then He wiped his back, 
and brought forth from him, all of 
his offspring until the Day of 
Resurrection, and He showed him 
his progeny. Among them he saw a 
man with a bright, white face, and 
he said: O Lord, who is this? He 
said: This is your son Dawood. He 
said: O Lord, how long will his life 
be? He said; Sixty years. He said: O 
Lord, make his life longer. He said: 
No, not unless I take it from your 
life. And the life of Adam was one 



" - If} J^. ■> _ •£> o?i 
^j'l Llk^- ^ ^ l/- 

fj$\ Jj ^Gl 

iUL^ ^ ill^ :jlU &^a>- -YYV* 

fj* ^ ^ ^? 

t aIU yt J*l Ji>*i (TOY 

i^l :Jli .ijlS i£l lii :Jli ?lJu 
^ j ^ ^ :JU <,ULp (j :Jli ^5 

^ajj! iji^i t^Lp ^_iJl ^jl lJ^J 
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thousand years. So he gave him 
forty years and Allah, may He be 



glorified and exalted, recorded that ^Sl ^ t&tAiJl ^ ^4-^3 

in a Book, and the aneels bore . . . ^ ... >> - * 

witness to it. When Adam was <-■- ^ % - 

dying and the angels came to him L^*3 Is ^1 -J^ ^>~j^ 
to take his soul, he said: There are ^.f„ * r-r > - 

still forty years of my life left. It ^ ^ " - 

was said to him: You gave that to X^SS%^\ aILp ^OlifJl J^j 

your son Dawood. He said: I did _ . . ' vvt . . 

not do that. Allah, may He be 

glorified and exalted, showed him t ^_^ ij^j , 0j jj ; 

the record and the aneels testified , , (|V , 



to that. 

Comments: [Hasan because of corroborating evidence; this is a da'eef isnad] 
2271. It was narrated that Ibn . £ ^ £ ^ ^ _ rtv ^ 



'Abbas said: The Messenger of 

Allah did not recite Qur'an to 0^ i>* fr J~fr J> -h^ J* y) 

theymn and he did not see them. '^^ ^ ^ u * ^ 

The Messenger of Allah (%) set out ^ ' t ^ ^ ^ ' 

with a group of his companions, J» #; aLi J^j jiUl tjUl^ ^1^1 

heading towards the market of „ f - , , , # * , ^ 

'Ukaz, The devils had been L ^ ^ Ji ^ U ^ 1 ^ ^ 

prevented from hearing the news ^LlUl ^ ^L^l ^ ii} 

of heaven, and shooting stars had - ' - r /, * » . - 

been sent against them. The devils : Jli 1 V^ 1 -^j 1 3 

went back to their people, who u • ^ J, ^uljl 

said: What is the matter with you? \. { ' w " \ 

They said: Something is preventing ^-W^J ^tl^l ^ ^ JrT ; l ^ 

us from hearing the news of ^ ^ ;l k -j^ t -Jji ^ 

heaven, and shooting stars have ^ " _ 

been sent against us. They said: I^^U i^i^- i^J* VI tjUJJl ^ ^3 

That can only be because some- ' ,* - - 

thing has happened; travel lJA U ij ^ U ^ 

throughout the earth, east and :Jli .cUUl ^3 J 1 ^ ^JJl 
west, and see what it is that is 



preventing you from hearing the ^J^J ^J^ 1 lj ^" Li 

news of heaven. So they went and £ — ^ lii U 

traveled throughout the earth, east " s 

and west, to find out what was ^y&ry Jt^ y^ 1 ^-s^^U :Jli ? 5 UJJI 
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preventing them from hearing the V" u a 

news of heaven. The group that ^ ^ J * ^ ^ ^1 ^ >^ 

headed towards Tihamah came to JLtJ ji} t^Ki j^i ^jl lLu 

the Messenger of Aliah (^) when " , _ ' 



he was in Nakhlah, on his way to 



the market of 'Ukaz, and he was ^jjl M} LU i^Jijj 3 f^L^I OlyJi 
leading his companions in Fajr - „ >: - , „ , , , , 
prayer. When they heard the ^ :JU ^ ^ Jb ^ 

Quran, they listened to it, and £}i U ; \ J\£ J\ \Jj r ' J ^ 

said: This, by Allah, is what has - r - „ , - v 

prevented us from hearing the ^ f^ J t ^ bu > ^ e L* 

news of heaven. Then they went ^ iiJI j/li 0 ; ^i) ^ 
back to their people and said: O 2 ' .* , j>-a - * ->v 
our people, "Verily! We have heard - \ ^ ^ ^ a l 
a wonderful Recitation (this Qur'an)! [T 1 AY .^J| J^i 

It guides to the Right Path, and we 

have believed therein" [al-Jinn 72:1]. : r fc ( vvr > ^-^v^^M 

Then Allah revealed to His Prophet .(t * <0 

"Say (O Muhammad): It has 
been revealed to me that../' [al-Jinn 
72:1]. And what was revealed to 
him was what the jinn said. 

Comments: [Its isnad is saheeh, al-Bukhari (773) and Muslim (449)] 

2272- It was narrated that Ibn ^ ^ g*± _ ym 

'Abbas (^) said: The Messenger r s 

of Allah (gj) defined the meeqat of o!* ^ jup 

the people of Madinah as Dhul- ..i, ^ , w f h " , . ?f , a , 
Hulaifah; that of the people of ^ '^'^ ^ .°\ 
Sham (Syria) as al-Juhfah; that of tii^AJl ^lIm jiV> i^liJl li ojlJi 
the people of Najd as Qarnul- „t ^ ' • , , 
Manazil; and that of the people of ^ ^ ^ >t> 

Yemen as YalamlanL And he said: ^ Ji JS3j t JLa; 

"And these meeqats are for the - „ . s fi . ^ 

people at those very places, and jt5 0** dl J l 
besides them for those who come it, ^ [Li 1^- -J JjJi 
through those places with the " w " ' ' \- 

intention of performing Hajj and [Y^YA . 5<Ci ^ 

'Umrah; and whoever is living 
within these boundaries can enter : f 4 : C 

//imm from the place he sets out, .OUW 
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and so on, and the people of 
Makkah can enter ihram from 
Makkah/' 

Comments: [Its isnad is sakeeh, al-Bukhari (1524) and Muslim (1181)] 

2273, It was narrated from Ibn Qj^ : ovl^ ejb* TYVT 

'Abbas (^) that the Messenger of 

Allah (sjfe) married Maimoonah ^ ^rJ 1 ^ ^ 

when he was in ihram. , > >: ^ ?«. t > - ?s . 

Comments: [Its isnad is saheeh, a I- * ( , 

Bukhari (1837) and Muslim ^ m : £^jJ -fA* 



(1410)] 



.MM*) 



2274. It was narrated that Ibn £^ : : -TYVt 
'Abbas said: They used to ^ f 

think that 'Urn rah during the ^ 0? 1 ^ ^ ^ ^ 

months of Hajj was one of the ^ ^ j 'yyj; : jij 

greatest evils on earth, and they ^ - , ^ a , 

would make Muharram Safar. f^ 1 °>^J ^j'^ 1 ^ j^' 1 

They would say: when the backs of t ^'| ^ ,y>jl\ h \l\ i\\L# 

the camels have healed and the ^ > t , / ^ 

tracks of the pilgrims have become ^ ^ c ^ C 1 ™^ 

erased and Safar is over, 'Umrah u\ JJlAilj sfe ^1 ^ jJ ills 

becomes permissible for those who ^ tf # . * , , ^- * 

want to do 'Umra/i. Then the a ^ 01 r*^ t G* J ^ ^ 

Prophet (sS) and his Companions t Jji j ,^3 u : | ^ jjjj 

came on the fourth (of Dhul- ^ $ , , , , , , f 

Hijjah), reciting the raft/yah for ^ cH ,fl :Jli -J^ 1 ^ 

Hajj, and he told them to make it [xrn\ ;^>-1j] ,^..J?1 
'Umrah. This was too hard for 

them, and they said: O Messenger f ^O^O : ^ ^L^t ^g^r^ 

of Allah, exiting ihram to what .firto 
extent? He said: "Completely." 

Comments: [Its isnad is sa/iee/i, al-Bukhari (1564) and Muslim (1240)] 

2275, It was narrated from Ibn ^ ^ ^ ^ Tya 
'Abbas (^*) that the Messenger of ' " , 

Allah ($£g) forbade selling foodstuff J>\ ^1 ^r-j 1 ^ o? 

until it has been received in full. I ' - W ^ mi 'i * - * f r- 

[the narrator] said to him: Why j1 ^ ^ ^ J ^ j1 
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was that? He said: It would be just f - , - \- > - s . - > , , 

like selling rfirferms for dirhams, as :aJ ^ : Jli ^ UUis >^ 

the food is something postponed. ^13! ?^ /;^< 

Comments: fits isnad is saheeh. al- r . 1£w . -, * j 

Bukhan (2135) and Muslim CT ^ ■ r J 

2276. It was narrated from Ibn g<j. £^ ^ _ Ym 

'Abbas (*) that the Prophet (^) ... * * 

got up at night to pray. So 1 [Ibn Jt if ^rJ^ y. -V" 

'Abbas] got up and did wudod , ^ / ^ ^ ^ y . ^ iJL 

then I stood on his left but he ^ ^ " ^ ^ ■ y 

pulled me and made me stand on ^jLl; ( _ 3 JLk. 
his right. He prayed thirteen 



rak'ahs in which the length of 



standing was equal. : ^1] t lv^ liu* S>^l 

Comments: [Its isnad is saheeh] [WiV ,Yo*y ,Tto<\ 

2277. 'Urwah said to Ibn 'Abbas ^ ^ „ YYVV 
(4*): How long will you misguide ^ \ , ... „ , ^ Jt 
the people, O Ibn 'Abbas? He said: ^ 1 j'J- ^ ^\ Jl ^ 1>J\ 
Why are you saying that, O 'Urwah? | o ^ ^1 ^ - £]| =; ; & 
He said: You enjoin us to do 'Umrah ' . / g , " 

in the months of J-fa// when Abu J -J^i U iili U ;JU 

Bakr and 'Umar forbade that! Ibn > *, >f *\\ 

' Abbas said: The Messenger of Allah ^ ^ ^ r , ^ G~ l ^ 

(s&g) did that. 'Urwah said: They :s))£ jUi Jjl J^-13 ^ 

[Abu Bakr and 'Umar] followed - . . s ^ * , * 

the Messenger of Allah («) more ^ * 3* ^ tf 1 U * ^ 

closely and had more knowledge [T\\ \ i^ < ^\^ ^ > (^^^ : & \j] 
about him than you. 

Comments: [Its isnad is saheeh] **\^\ : 

2278. It was narrated from Ibn : ->Up (Tor /\) ll^ -ytva 
'Abbas (^) that 'Uqbah bin y Amir s f _ , . . . f 
came to the Prophet (^) and said ^ ^ sSfi L^l 
that his sister had vowed to walk ^ • { \. . " n ^ ^ tf ^ h ;( r - • 

to the Kabbah. He said: "Allah, tf ; . . ' _f 

may He be glorified and exalted, > aU I 0[ w : JLii icJJI Jl ^^lli ji ^3-^ 
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has no need of your sister's vow. , , - , t + *\ * , , 

Let her do Hajj riding and offer a ^ >^ J* 



Let her do Hajj riding and offer a 
camel as a sacrifice/' 

Comments: [Its isnad is saheeh] 



camel as a sacrifice/' [t \ Ti : ,] 



2279. It was narrated from Ibn ^ . ^ * ^ . ^ ^ _ rm 

'Abbas (^) that the Messenger of „ s / . 

Allah (gg) said: "Allah, may He be Jj^j ^ * J>) ^ ^j^e ^ ^ 

glorified and exalted, madeMakkah ^ t f £ >' ^ 

a sanctuary. It was not permitted for 1 ' ^ u ' ' 

anyone before me (to fight therein) l^jX* jj-^ J^j t^CS Jl^S' 
and it will not be permissible for 



anyone after me (to do so). Rather 



(fighting therein) was only t UjC* y-J V3 ; Li^ii 1m i U*>U 
permitted for part of a day. Its green 6 ,- . * ,* ^ ^ 

grass is not tobecut, its trees are not : JUi ^! L ^ ^ ^3 

to be chopped down, its game is not yj» -j^ fciLiJ >>-Wl 

to be disturbed and its lost property * * ' s , / 

is not to be picked up except by the [^Tot lY^Y iYA*i :^l] 

one who announces it." al-' Abbas 

said: Except idhkhir (a kind of grass), : f 4 c m *° ' t ^ : 

for it is used by our blacksmiths and . O V o r ) 

in our graves. He said: "Except 

idhkhir." 

Comments: [Its isnad is saheeh, al-Bukhari (1349) and Muslim (1353)] 

2280* It was narrated from Ibn >* >^ . ~rTA* 

'Abbas (vfc) that two men referred a ^ 
dispute to the Prophet (^), and the ^1 ^ twJlJJl J, 

Prophet (sg) asked the claimant for "^j^ - ^ 

proof. He did not have any proof, ^ ^ 0 ^ ^ 

so he asked the defendant to swear jji t £di ^HSl ^ ^1)1 Jui £fe 

an oath and he swore by Allah, , . - " ^ > s * 

besides Whom there is no other ^i 1 ^ 1 -^-^ ^ J ^ 

god. The Messenger of Allah (^) Jj, jy^ j£ ^ ^ y, ^ ^ Jj t 
said; "You did it, but you will be , . , « ^ ^ - / 

forgiven for your sincerity in ^ ^ tcJii : £fe 

saying there is no god but Allah/' . ^ ^ ^ ^ 

Comments: [Its isnad is da'eef] 

[orv<\ J"^ ,y*nr 
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2281, Sa'eed bin Jubair said: I 
heard Ibn 'Abbas say; The 
Messenger of Allah (^) stood 
before us and delivered a khutbah, 
and said; "O people, you will be 
gathered to Allah barefoot naked 
and un circumcised, 'As We began 
the first creation, We shall repeat it 
(It is) a promise binding upon Us. 
Truly, We shall do it' [al-Anbiya' 
21:104], The first of creation to be 
clothed will be Ibraheem (^m). 
Then some men of my ummah will 
be brought and taken to the left, 
and I will say: 'O Lord, my 
companions!' It will be said: You 
do not know what they did after 
you were gone. And I will say as 
the righteous slave ('Eesa) said: 
they are Your slaves, and if You 
forgive them, verily, You, only 
You, ate the All-Might v, the All- 
Wise [al-Ma'idah 5:117,118]. Then 
it will be said to me: "These ones 
kept turning on their heels since 
you left them."' 

Comments: fits isnad is saheeh, al- 
Bukhari (3349) and Muslim 
(2860)] 



2282, It was narrated that Ibn 
'Abbas (&) said: The Messenger 
of Allah stood up before us 
to exhort us.., and he narrated the 
same report. 

Comments: [See the previous 
report] 



liU ll ; Jb^ :JL^ llijU- -YYA^ 

i * - ' . n : i'V' -> -* - - > • . 

it % t£ 115 ;ii ^ 3 tai: 

: J t^lAil :*Jf-& lJuJji 

4J &a ^> :AJLlJl jlUJI Jlj US 
Wji 5l :Jlij CHA 

.(TAV) 

3fe Jil J^3 iLi f Li : Jli J,\ ji 
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2283. It was narrated that Sa'eed 
bin Jubair said: I heard Ibn 'Abbas 

(^) say; What you call al-Mufassal j& ^ #\ £-i>- 



r 'l llijL^ id) Li* GjU -Y Y AV 

: Jli 



is al-Muhkam. [ * The Messenger of 

Allah fe) died when I was ten 

years old and I had learned al- jjg aJJI Jj^j ^i^T v^io^Jl JJa^Jt 

Muhkam. ^ > • >\ * *~ - • . * . 

.lio^uJl oTi ji j ^drcrr' 0-:' 
Comments: [Its z'srmd is sahcch, al- ; J - 

Bukhari (5035)] [roiT t YTav t r\Yo ,yi.\ 

2284, It was narrated from Ibn lii^ -YYA£ 
'Abbas (Jfe) that the Messenger of >f ;s ^ . , , t - ;s , 
Allah was shrouded in two ^ ^ ^ 
pieces of white cloth and a red j^X^j J^> JU ^ v* -Ju^ 
cloak. ; 3 . ' r ^ \ . * 
Comments: [Hasan] ^ ^ ' ^ $ f ^ ^ 

h<UY r^ljj i Y A*n tYrov : J^jO 

2285. It was narrated from Ibn ^ . _ytAo 
'Abbas (^) that Ibraheem brought ' t f r 
Isma'eel and Hajar, and left them ^ a* j> 4^ J* y, *Lk* 
in Makkah at the site of Zamzam... , - \ , - M - - ?f . 
and he narrated the hadeeth. Then 1 ' - 
she came from al-Marwah to (^fj* Jt ^'yr^J f*>^\ 
Isma'eel/ and the spring had begun 
to flow. She started digging with 
her hands around the spring, to JJU>J ije^l Hr-v 4 Jre^! ^! 
make a hole so that the water 



would gather in this hole, then she ^ ^ ^ ^ 

took her jug and scooped up some ^ 'Jjj^ t ^.j^ L ^ 

water into her waterskin. The " f3 ' 3 , „ „ 

Messenger of Allah (ft) said: "May * *^ : ^ ^ ' 



A?-Mu)fl5Sfl/ refers to the soorahs from al-Hujurat to the end of the Qur'an. A/ Muhkam 
refers to sooraiis that contain no abrogated decrees or commands. 
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Allah have mercy on her; if she had _ - - 

left it alone it would have been a 4^ ^ U ^ ^ 

spring flowing (on the surface) [rr<\. t rYo. : ^1] .loLiil 
until the Day of Resurrection." 

Comments: [A saheeh hadeeth; this is a hasan isnad] 
2286* Muhammad bin 'Amr bin 



'Ata' told us that he heard Ibn 



QjJ- : ^JJ* j -YYAn 



'Abbas (&) say: The Prophet (4) ^ Js* If. ^ 

ate a grilled leg or shoulder (of an \ * > > c _ _ Jif 

animal) then he prayed, and he ^ 4; J l : J >^- 0? 1 e~ ^ l 

did not do wudoo' or touch water. jj; t JL> t Ltf iSj) Ulji £j J*l 

Comments: [Its isnarf is saheeh, rv y n , 6 ^ 

Muslim (354-359)] L ' j] '* U 

2287, It was narrated that Ibn . vvxw 

Abbaas (*) said: We came with 

the Messenger of Allah (%) as ^ if ^3 ^y' ^ *k£ 

pilgrims, and he told them to make \ + x *> ^ i , - ^ V. - 
it [Ha/j] 'Umrah, then he said: "If I f ] ^ £■ ^ :JU 

had known before what I know : J li p a'Jii U^iiiJ jU^U 

now, I would have done what you \, , f ^ ft , 

have done. But now 'Umrah has ^ u o^ 1 # 

been incorporated into Hajj until - J, lAJ, i ^ - dj 1 1 

the Day of Resurrection." Then he * ^ ' : , 

interlaced his fingers. And the v-^ 1 ^ K ^^' 

people exited ihram, except those ^ ^ ^ - ^ ^ , ^ ^ 
who had the Wy with them. 'Ali ; f " * , . 
came from Yemen and the <U1 <T o t / ^ > ij Jlii tj^jl ^ 

Messenger of Allah (m) said to : ;r.f r , ?:w tV -.rr.f' ' 
nnn; bor what have you entered - n 

ihram?" He said: "I have entered : Jli t V : J li «V^JU ijUU J^i» :Jli 



for what you entered ihram , - ~ . ft 

for." He said: "Do you have a hady ^ : JU ^ ^J>^^^ 

with you?" He said: Mo. He said: t y n o : ^1 J .ji' £u ^ &\ - 

'Then cany on as you are, and you * ' ' 

can have one- third of my hady" [TTiA : 

And the Messenger of Allah fa) i ^ ^ . ^ 

had one hundred camels with him. * ° t 

Comments: [Sa/i^/r, because of corroborating evidence; this is a da'eef isnad] 
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2288. It was narrated from Ibn 
'Abbas (&) that a woman brought 
a son of hers to the Messenger of 
Allah and said: O Messenger 
of Allah, he is possessed; it affects 
him at our lunch and dinner and 
spoils our meals. The Messenger 
of Allah (ag) wiped his chest and 
prayed for him, and he coughed/ 
then something like a little black 
dog came out of his mouth and 
ran away. 

Comments: [Its isnad is da'ecf 
because Farqad as-Sabakhi is 
da'eej] 

2289. It was narrated from Ibn 
'Abbas ($*>) that the Messenger of 
Allah (^) picked up a bone from 
a pot (and ate from it), then he 
prayed and did not do wudoo'. 
Comments: [Its isnad is saheeh, al- 

Bukhari (207)] 

2290. It was narrated from Ibn 
'Abbas and Ibn 'Umar that they 
heard the Messenger of Allah (jfe) 
say: "Some people should stop 
neglecting jumu'ah or Allah will 
place a seal on their hearts, then 
they will be recorded as being 
among the negligent/' 

Comments: [Its isnad is saheeh] 



2291. It was narrated from Ibn 
'Abbas that the Prophet (gg) cursed 
effeminate men and women who 
imitate men. 



jj j v Slt>- llfii- :0Up -YYA<\ 

[^AA /lij^ ^Jj 

:j\LJl jd iSi^ :0lU I^jl^ -YYV 
^ 0* 0* js 5 urf 1 ^ >? ^ 

li*^ u£i ^ ^ j o*} 
[Tin ^ij.^uii^^ 

jJli : jJjJI CSjU* -YYM 
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Comments: [Siitoeefe, because of * -..i „ * 

corroborating evidence, al-Bukhari ;JU - 1 ^ v^>^ 

(5886); this is a daeefisnad] :Jij ^Llll ^ i^^Jl L, 

[MAY I^IJJL^L.L^I^ 

2292. Tt was narrated from Ibn - ; .r~ t'-V vrav 

/iv i < J Lj_l>- .j La*- LjJL>> -YYM 

Abbas that the Messenger of 

Allah (^) offered the funeral prayer J* -^3 : 



Jj, ^ f U! oi 



for the Negus. 

Comments: [Saheeh because of 

corroborating evidence; this is a .^Uiil 
da'eefisnad] 

2293. Tt was narrated that Ibn gfe : ^ ^ ^ £^ mr 
'Abbas {^) said; Allah enjoined ^ ^ a 

prayer on the lips of your Prophet ^r^ 1 <> ^ 

four Mrtjfe) when not travelling V . ^ ^ J, ■ , . ^ 

two n7/: ahs when travelling, and ^ n - - ^ u 

one raAr'ff/i at times of fear. ^} y^> ] J>j t _P^Jl 

Comments: [Its isrwrf is .s fl /i«h, [TUi : Xtfj o'ijj 

Muslim (687) J ^ J J^>^ f 



ii, j5 iCU &Jb- -YY^i 



2294. It was narrated from Ibn 

'Abbas (*&,) that the Messenger of , ^ 

Allah (^) said: "There is none of 0? if £i 0? 4^ 

the sons of Adam who do not sin t ■ . 'n; ^ m t r- - 

or thmk of sinning, except Yahya / ^ V ■ v 

bin Znkariya, and it is not * ^ jU IL^I ii \1 ;Si ^ ^1 

appropriate for anvone to say that 'i ■ i r - ,*V - . 

I am better than Yoonus bin ' ° — ^ ^ 4 4 L ^ ^ ^ 

Matta (*£>)." : ^1] jf*J| ^ J» ^ ^ ^ ^ 

Comments: [Its isnfl^ is rfa'rv/ and [Y^ir t Yvm ^YiA^ ,Y^c£ 
Ali bin Zaid is da'eef\ 

h ^ -^^ ilrt ijA* 4 ^V 1 -^ o^L--l : gij^ 
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2295. It was narrated from Yahya 
bin al-Jazzar that Ibn 'Abbas (Jfe) 



said: A boy from Banu Hashim and ^ : if, l£ *>'*j 



I came on a donkey, and we left it 
to graze in front of the Messenger 
of Allah and he did not stop ^ J* & . < Jj- 

praying. Two little girls came " . t ( I 

rushing and held on to the knees of o£b ^ ^j^t ^ ^ ^ J^j 
the Messenger of Allah (jg), and he £U? ^£ jLr 

did not stop praying, ' 



Comments: [Its istutd is saheeh] 



[TYoa ^ ^ JLU ^ -JUl 



2296. It was narrated from Ibn ^ £^ -YY^l 

'Abbas (^) that the Prophet (gfe) 



prayed Z«/ir in Dhul-Hulaifah, ^ J^' x 

then he called for his camel and ^ U ^ ^ ^ .j, 

he marked it on the right side of ; % * y / \ v t * - 

its hump, then he wiped the ^ <■ ^ '■i^^ 1 ^ 

blood from it, then he garlanded : u^il^ *U 

it with two sandals. Then his f ^ *^ ^ ^^""^ ^ 

mount was brought to him and Uli t^U-ljj ^\ jLS ^.jlL£ Liliij i 

when he reached al-Baida', he * - 1 ' ■ - ' - - 

entered ihrmtt for Ha;;. J* 1 ^ , ^ Ji ^ * ^ ^ 

Comments: [Its isnad is saheeh, [\\t>o -^j] -£->-^ 

Muslim (1243)] 



.OY£f) ; m .Tu^j o^L^I 



2297. It was narrated from the ^ tfli- tfjU] -YY^V 

cousin of your Prophet (%) - £ , , ^ 

meaning Ibn 'Abbas (^) - that the ^ ^ 5 ^ ^ 

Prophet of Allah (ft) used to recite ^ ^ ^ _ - .j, 

this supplication at times of distress: - ' ; ^- . - ~- r y 

"There is no God but Allah, the All- ^ 015 ^ M ^ M :_ liJl 

Knowing, the Almighty; there is no ^ ( v ; ( ^ ( 

God but Allah, Lord of the mighty * * ^ ; . ■ ' ' , / 

Throne; there is no God but Allah, ^>J! 4^3 J^ 1 ^! <J! ^ t JL-lijJ* ^-iJl 

Lord of the seven heavens and Lord „ _ ' . * ^ - , 

ofthenoble Tyrone." t^ 1 ^ ^ ^r^ 1 

Comments: [Its isnfl^ is saheeh, al- ^ "pi^ 1 ^r 1 ^ 
Bukhari (6345) and Muslim 

(2730)] .(Yvro :{» t (^rtc) i^.^w^ojU^i 
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^ (jj»ljLlJt ,jj 41)1 Jl1£ -Vt,^ 



2298. Abul-'Aliyah said; I heard 
the cousin of your Prophet (3^), 
Ibn 'Abbas (4), [say that] the 
Messenger of Allah (^g) said: "No 
one should say that I am better 
than Yoonus bin Matta." 

Comments: [Its isnad is saheeh] 



2299. It was narrated from Ibn 
'Abbas (Jfc) that his maternal aunt 
Umm Hufaid, gave the Messenger 
of Allah (gg) some ghee, a [cooked] 
lizard and some dried yoghurt. He 
ate some of the ghee and dried 
yoghurt, but he left the lizard 
because he found it off-putting. But 
it was eaten at the table of the 
Messenger of Allah {%}, and if it 
were haram, it would not have been 
eaten at the table of the Messenger 
of Allah (gij). I [the narrator] said: 
Who said, If it were haram? He 
said: Ibn 'Abbas (Jfc,). 

Comments: [Its isnad is saheeh, al- 
Bukhari (2572) and Muslim 
(1947)] 

2300. It was narrated that Ibn 
"Abbas (v&) said: I have been 
commanded to prostrate on seven 
and not to tuck up my hair or 
garment. Then on one occasion he 
said: Your Prophet was 
commanded to prostrate on seven 



Sj>LiS ^ ijui tfjL^ : jUp L\i>- -YY^A 

-it -m & & jt* $ fi^ 

:Jli ^ ^ ^ ill JjJ- :Jli 
:0LU J Li _j^J j& U» : ^ Jjl 

"l^ <j? h**J?-^ '■ o\ _J -LP 
[YUV i^lj] .^1 J] i^j; 

' : V^*- ^ : j ^ wJL>* - Y Y ^ 

/\) cJli j! : U^l*- lilt ^1 jp 

^ Jjl J^j Ji iJuf *f (yog 

ik> HJI ^ jSli :Jli iiij illi 

t YTo£ : ^1] ^^p : Jli 015 

t yia£ imt l r\ir *r-i^ j^o^ 
[ wa t^ijj t r<iv 

) :^» t(TovY) : ^ ejL^i : 

Jli : ijLi :0U£ -Yf" 

J 1 a* ^-j 1 ^ <>* 
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and not to tuck up his hair or 
garment. 

Comments: [Its isnad is sahceh, al- [MYV -^y \*yJ^ *Ji£S S'j 

Bukhari (809) and Muslim (490)1 

2301. It was narrated from Ibn ^ *^ £^ -Yr^ 
'Abbas (&) that Jibreel (aaa) said to # - , , „ , - . ■ * - - 
the Prophet (gfe): "Prayer has been 0? ^ ^ uk* u >^ 1 jLi 
made dear to you. so take what- * '-w '\\: '\ a M ■ i s x "i \r° 
ever you want of it. — fl> ^ ^/ ; - - . 

Comments: [Its isnad is (fe'wfl ^ ^ 4 ^ ^1 ^ * 2 1' : * 

[YY*o :^r\j] .«i~Li U 

2302. Ibn 'Abbas (4) said; Some- jl! tfj^ :0lU -Yr*Y 
one came to me in a dream during ; , , _ # „ 4 . 
Ramadan, and it was said to me: ^ ^,^1 : Jli 
Tonight is Lailatal-Qadr, So I got up, 
although I was drowsy, and I came 
to the Messenger of Allah (gk) and :Jli tjJUjl XUJ SJQll 0J : Juii 
found him praying. I looked to see 



what night that was, and it was the 

night of the twenty-third. JJ1 Jtj^j t ^ jJJI ilLJ 

Comments: [Satac/i because of , j . i-> > 

corroborating evidence; this is an - " .. 

isnad da'eef\ : ^1] .^yLpj U1J llu 

[TOY l^l^j ^Yo£V 

.tjjb./a* <L» iJL*^> il^ju jiU^I lJus_j ^i^pJJ £->wp I ^^y*%j 

2303, It was narrated from Ibn £!U- :0lU -Yr*r 

'Abbas (4*) that the Prophet (^) ! * / : /. * - ^ 

used to spend many nights, one ^ y ^ 0* J^* 

after another, hungry, and his ^ ^ ^ ^ t ^ . ^ 

family could not find anything for ' " "\ k ' y K * 

supper. Most of their bread was t*Lti j;^ V -Oil} tUjlk 

barley bread. [r9 1 a . ^ .^Jj, 3^. ^ U 
Comments: [Its isnfld is saheeh] 
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2304. it was narrated that Ibn 
'Abbas (&) said: He - meaning 



jJS ^ jUIli : o Lit- - TV * £ 



the Messenger of Allah (gg) - ^1 iJL^ : J li ^1>Sl ijlS ^1 

addressed us and said: "O people, * 6 . . . / 
Hay; has been prescribed for you : J ^ - ^ ^ 1 ^ s^ 1 ^ 

al-Aqra' bin Habis stood up and L^f i;» : Jl£ _ gjg <Ll J^j J-Jij. 

said: Is it every year, O Messenger > . . / * , , " 

of Allah? He said: "If I said that E/^ 1 f ^ : Jli '"C^ 1 V* 

it would become obligatory, and j J.; U f U V : JUi ^ vl 

if it became obligatory you would ./ ; 

not do it - or you would not be '^A^* >Jj ^^-^ ^» : Jli 

able to do it. Hajj is once [in a ^j, ^ l j-^ , -j *| ^ 

lifetime], and whoever docs more, ~ ; " J ° r J 

it is voluntary." ^Y"i£Y : ^l] .m^jb^ ^ 

Comments: [A saheeh hadeeth] [r o T • t r o W * r r * r 

.^y ^] t 4j r L£u. ojjj ^ j£ j, OUJL- ,^>w. :g>J 

2305. It was narrated from Ibn - . * * , , 
'Abbas (4) that the Prophet (ft) ^"f^ ^ ^ ~ Yir " 
circumambulated the Ka'bah ^Jl i^l!^ ^ U£ 
seven times running, and he only " ^ / „ ' 

ran because he wanted to show ^ U U ^ LZ^ ^0, ^ 

the people that he was strong. ; taY^ : ^1] ^ ^ J^-l 

Comments: [Its /s/wd is 5fl/iee/7 f al- hfly . . ' ' 

Bukhari (1649) and Muslim mn : ^ Af ° 

(1266)] .Om) : f c(n^) ^.j^oi^j :g?> * 

2306. It was narrated that Ibn ^tS*-^ 1 OCU fco^- ~Yr«^ 
'Abbas (4*) said: The Messenger ^ * „ .. ,y , . . £ 
of Allah (*gj) prayed Zw/ir in Mina ^ ^J^^\ ^ a-j j>\ U>1 
on the day of at-Tarwiyah [8 Dhul- JU :JU J| J, 

Comments: [Its isnad is ^ ^ ^ ^ * ^ J ^ 



Hii^ ^ c2; liJo^. -Yr»V 



2307. It was narrated from Ibn 
'Abbas that the Messenger of , 

Allah (5^) said: "None of you <j* ^ ^j^^ 1 ^ 

should prevent his brother from ^ -j^ ^ J,, £f 
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fixing a piece of wood to his - >„ . , ^ , .„.i 

wall" t -^* ^ 

Comments: [Its isnad is Hasan] [YA^V \ JojIop- 

2308. It was narrated from ^ . - ^ _ Tr . A 

Mairnoon al-Makki that he saw t ' f ^„ 

Ibn az-Zubair 'Abdullah, and he ^'l^j^ 1 '■ ^J^^y4» If 

led them in prayer, making a - ^ ^ t ^ t J jl ^ ^ ( 

motion with his hands when he ' - " ' ~ ' " 

stood up, when he bowed, and ..... ./jfr'i j^j IrrTJ l fj^ 

when he prostrated and, when /he V :rr v 'u- > * l: , .r, * 

got up again, he made a motion " " \ ~ ' ^ ' - 

with his hands. He said: I went to ^1 Jjlj J) : Jj cJUi Jl\ J) 

Ibn 'Abbas (^) and said to him: I , > - „ * V 5 : 

have seen Ibn az-Zubair praying ^-"^ u ^ l ^ r 1 ^ ^ 

in a manner that I have never jj j& ^ : t ^Li^l ? Ju ij 

seen anyone pray before. And I " A s V - 

described these motions to him. v^ 1 0?' ^ u ^ ^ sL^O 

He said; If you want to see the [Y^TV ^1] 
prayer of the Messenger of Allah 

watch the prayer of Ibn az- i JUS\ .^...^ ^L^| 
Zubair, 

Comments: [Its /snad is du'ee/ Mairnoon al-Makki is unknown] 

2309* It was narrated that Ibn ^ t£ tijS. -Yr*<\ 

'Abbas ($») said: Quraish said to 9 0 / ^\ 

the Jews: Give us something that ^ ] ^ 0* ^ Z Ji O^ 1 

we can ask this man about. They jy} cJll : J'j 

said: Ask him about ar-rooh. Then , * , , 

the verse "And they ask you (O ^ c >^ ! ^ ^ JUJ ^ 

Muhammad concerning the ^ Ji^LS^ :JLJp ;^JUJ ^ 

Roo/i (the spirit). Say: The Rook \ „ # " * , v , ^ , 

(the spirit) is one of the things, the ^ l ^ ^ ^ 4^ ^ G^' J* G^ 1 

knowledge of which is only with LlL Cj,f : I _jJU (AO :*|^0 ^Sti ^! 

my Lord. And of knowledge, you s * , ^ ^ j 

(mankind) have been given only a lS| ^' ^ 1 ^ 

little'" [al-Isra' 17:85] was ^ iLi jj-fi ,1^5 l^i iii 

revealed. They [the Jews] said: We ^„ , ^ - ; , 

have been given a great deal of ^ 4^ s& <£ $ $9 

knowledge. We were given the .0 • ^ • ^CU> 
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Torah, and whoever is given the ^ 
Torah has been given a great deal * t - 

of good. Then Allah revealed the 
words: "Say (O Muhammad (£k) 
to mankind): "If the sea were ink 
for (writing) the Words of my 
Lord, surely, the sea would be 
exhausted" [al-Kahf 18:109]. 

Comments: [Its isnad is sahceh] 

2310. It was narrated that Ibn J{ j; - Jj, ^ _ Yn , 

'Abbas (vfe) said: The Messenger of 'i - ' ' 

Allah (^fe) said to al-Aslami: W ^-^j ^ 4JU! jI* Jli 

"Perhaps you kissed her or touched > fi rI * „ * ; — t , 

her or looked at her?" * J - ^ :JLi ^ ^ l ^ 

Comments: [Its isrwd is saheeh, al- ^ ^1 ^ t ^ 

Bukhari (6824)] , , \ /; : , s # ; ^ , 

^JJl Jj-^J J^ ; J^ Jr* i.iijXf- 

[Ym 

2311. It was narrated that Ibn ^ (yoi /V) aIj I jl^ Uil^ -Ym 
'Abbas (&) said: When the 5 * ' _ . 
Messenger of Allah (^) wanted to ;>* ^ l ^ ^ J>\ 
set out on a journey, he would say: ^ -vf, ^ . ^ 
"O Allah, You are the Companion / \ ^ ?/ * /'/ 

on the journey and the Successor J^j jtf :Jtf ^-l^ ^1 ^ ^ Ir* 

(the One Who guards them in a ?f - lt * 

person s absence) over the family. O i * ra ; 

Allah, I seek refuge with YoU from iy^'j *. J> J-^LkJl j^JJU 

burdensome travelling companions * > * £ - - , 

and an ill-fated outcome upon ^ ^ ^ *J*^ J 

returning. O Allah, make the >1 t£w t«J&iJI ^ t ^li)l J 

distance short for us and make the ; " " 



journey easy for us/' And when he ^ ^ ^jVl G 

wanted to return, he said: "Returning, t ^ L : .j^ - >*u 

repenting, worshipping and praising *' / ^ 

ourLord/'„, ^ 8 4UI jiS lilj .«6jjloU- G'J 
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Comments: [A /jus/ih hadeeth] .... r .jr. > 

[tvrr : ^t] 

2312. The Messenger of Allah ^» ^1 ^ _ YnT 
(^) said: "Some people among my ^ I / g , _ v 
ummah will recite the Qur'an but f ^X 1 ^ l 0£ py 1 Ljl ^ 1 
they will pass out of Islam as the \ v , , t - 

arrow passes through the prey/ ^ ' 1 

Comments: [Saheeh, because of ^ c . * . ^ jL^} l-u^ L 0j jJ 

corroborating evidence and its r^J^ itj^ ^ h\< } 

isnad is da'eef] 

2313. The Messenger of Allah : ^ Jji Jtfj -YTMr 
(#f) said: "Do not go out to meet a , , 4 , ^ , , , , ^ 
incoming traders, do not leave the ^ ^ J 1 > U ^ : ^ J 4 

milk of a she-camel or sheep to 
accumulate [in its udder, so as to 
deceive a prospective buyer], do jL^I ijuj : ^>tj 

not try to sell by artificial means/' ^ ^ 

Comments: [Hasan because of corroborating evidence, and its isjuai is daeef\ 

2314. It was narrated from Ibn 
'Abbas (4h) that the Prophet 
confirmed some things that :J15 aJUI jJU oL*^j : aJLJI 
Umayyah said in his poetry. He 
[Umayyah] said: A man and a bull 
beneath his right foot, and an eagle <.iu JZj* tiii J, ^ t^U^I 
and a lion cub under the other foot. i ^ c . . ' s < ^ 

The Prophet (Sg) said: "He is ^ V* <^ % ^ ol i^O- ^1 ^ 

right/' He [Umayyah] said: The : jui fj ^p ^ ^ 

sun shines red at the end of every ' ' ' " 
day and its colour becomes rosy in 

the morning; It comes reluctantly - ' ' 

and rises very slowly by being ^ ^tjg ^j,* 

compelled and whipped. The 

Prophet (SS) said: "He is right." . ^Ijl JLii 
Comments: [Its is/wd is da'eef\ 

si^U ^ jJlL: ^lliij 

>jjrt. £r*i 
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^ JUi 

.^JiiJl Ijjfc Jl- ji* ^ JU^J j^l jjj i^L-w^i ^ olid) ^ ^ 

2315. It was narrated from Ibn \** \ K . . v¥ ,. 
'Abbas (40 that the Prophet Ofe) 

said: "The one who falls asleep 4* : _^=^ <U1 jlIp ^ U 

whilst prostrating is not required • ' 1 3 J| jl£ - 0 ' ' * ' " Nkli 

to do wudao', unless he lies down. - ^ ^ ^ [ 

If he lies down, then his muscles ' t^JliJt ^1 isSG 

relax." / \ ' , , ~\ , , * . 

Comments: [Its isnad is da'eefl ' ^ . 

2316. It was narrated from Ibn ^ ^ „ Yrn 
'Abbas (4*) that a man seized a ^ ,r „ ^ 
woman or tried to take her prisoner, J* ^^Vl jJU- ^1 

but she tried to grab his sword, so ° t . - >-n - 

he killed her. The Prophet (fe) ^ ^ ^ ^ / f !™ £ ^ 

passed by her and was told what tUll^ )l sl^l Ju^t ^Vij jl 



had happened to her, and he 
forbade killing women. 

Comments: [Hasan because of Jia ^^is <, t^l ^-Li gfe 

corroborating evidence; this is a ] 
daeef isnad] '^^h*^ J M ^jyJ ^./^ 

2317. The Messenger of Allah ^ J ^ m fa 

sent an army to Mu'tahand he a ^ ^ ^ 

appointed Zaid in charge of it. If ^ <- y^r^ <J\* >■ '-^j Jlii^li 

Zaid was killed, Fa'far [was to > -.fr-: ^-.^ ' 

assume command]. If Ja far was ^ . * ^ 

killed, Ibn Rawahah [was to -JUI ^ ^i^^ 
assume command]. Ibn Rawahah 
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stayed behind and prayed Jumu'ah * * - f - - - ^ - - 

with the Messenger of Allah : jLi ^ C^ 1 : Jli ^» : 

who saw him and said/'What kept ^ cljl ^ ^ t ^ 'J 

you behind?" He said: 1 wanted to 

pray Jumu'ah with you. He said: 

"To go out in the morning (to fight, , . 

for the sake of Allah) and come ^ ^ ° M : &>* 

back in the evening is better than 
this world and everything in it." 

Comments; [its isnad is da'ecf \ike the previous report] 

2318, The Messenger of Allah , >' u . ^ r h ' >~ , r . 
(Sfe) said; He is not one of us who 

has intercourse with a pregnant -\J^ \J?j 

woman [i.e., a female prisoner of 

war who is pregnant]." ^^J? j>L-.i liij , 9 ^J : 

Comments: [Sa/i^/i because of corroborating evidence; its isnad is rfrt'ee/' like 
the previous report] 

2319. It was narrated that Ibn ^ >* ^ ^ ^ , Yrn 
'Abbas (*) said: On the day of al- / ^ ' ' 
Khandaq, a mushrik man was ^ l j?' ^ jf^ ^ ^ W 
killed and they asked the Prophet ' - ' . - ' - u 
(«;) to let them bury him, and he ^ ^ 'f-^ ^ L r^ 1 ^ L ^ 
said: "No, not at all [I cannot ^ ji^ J.xij! ^ ^-^1 :Jli ^llU 
please you by doing that]." They , j , . ; ' „ - ,~ ^ \ ^ 
said: We will give you something jl ^ ir 11 -4 ] -^ J ^Oc?^ 1 



in return for that. He said: "That : iliS iri W» :jUi 

is even worse." / , , ... . 

^ , m . , , , :JU .^JU JjUi, 1^ JjJ 'uUJ 

Comments: [Its isrifld is dfl ee/] ' "-^ 

2320, It was narrated from Ibn . , ♦ ? , 

'Abbas (^) that the Prophet (ft) 4 ^-> - ^ ^ ^ ^ " YfT ' 

prayed wearing a single garment 'J- _ ^ ^ 

that he wrapped around himself, * , . . 

and used its extra length to ^ ^ ^ J 1 ^ 

protect himself from the heat or - j^il ^ j^,- ^ 

coldness of the ground. " ' " ' ' ; 

Comments: [Hasan because of ^ * J V J 

corroborating evidence; this is a [rrYVtY^rAtYV^* 
da'eef isnad] 
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2321. It was narrated that Ibn oU^j _J^U ^ JlJI jlp -YVY ^ 

'Abbas (\&) said: Abu Jahl passed ^ ^ „ ^ , s >e ^ 

by and said: Didn't I tell you to tS J^l^ ^> ^1 ^ :_o lil 

stop? The Prophet (#,) rebuffed *f ^ : : ^ - t ^ - 

him and Abu Jahl said to him: " ; _ ' _ - ^ - 

Why are you rebuffing me, O v ^ ir^' .^J+ll :JU* J4^ 



Muhammad? By Allah, you know 
there is no man with more helpers 

to call upon than me, Jibreel taC "p\ jij [fa Li dJL\* jdJ Jjlji 

said: "Then let him call upon his ^.. r v Ts . - :T ~ * 

council (of helpers)" [al-'Alaq : Jl» ^ 

96:17], Ibn ' Abbas said: By Allah, ^| JUi :Jli .{W :jUl) 

if he had called upon his helpers, ^ ^ , . ^ - = 

the punishing angels would have ^ ^ V ^ ^ V ^ 
seized him. [T Y T o k r*to : >;!] .^U^l 



Comments flts-is/jflrf is qawi] 



2322. It was narrated from Ibn 
'Abbas that the Prophet (^) 
used to deliver the khutbah on Jl C**^ 1 -4* ^ l 



Friday standings then he would sit 
down, then he would stand up and 



deliver (the second) khutbah. £l : ^1 ^ ^ll* ^1 ^ t^li* 

Comments: [Hasan] ^ ^J, ^ ^ (To ^) 

-Uj^; jj U^jl ^J! t be* jl — 3wU ^b^jJlj ^jU^Jl j^J\±^ t^— : 

2323. It was narrated that Ibn £^ - ^ ^ , Yryr 

'Abbas (4b) said: The Messenger of \. 

Allah (%,) said: "There is no one y. ^ 

among you but he has a companion « "1 ■ ' * ' t ' '|j 

(qareen) from among the devils s \ ^ ' j ^ ^ ^ ^ 

appointed (to accompany) him." VI J^t ^ jjo* ^13* : Jll 

They said: Even you, O Messenger ; - . * . „ >> ^ 

of Allah? He said, "Yes, but Allah / b ft ^ l ^ JI ^ y * & ^ 

helped me against him and he j&j ,'^\) : J\i J^3 q ^Ji} 

became Muslim." u - , ( 
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Comments: [Saheeh because of 
corroborating evidence, and its 
isnad is da'ecf because Qaboos bin 
Abu Zibyan is da'eej] 

2324. It was narrated that Ibn 

'Abbas (vife) said: On the night 
when the Prophet (5^) was taken 
on the Night Journey {lsra') f he 
entered Paradise and heard a 
sound in some part of it. He said: 
"O Jibreel, what is this?" He said: 
This is Bilal, the mu'adhdhin. When 
he came to the people, the Prophet 
of Allah (Sg) said: "Bilal has 
attained success; I saw such and 
such for him." Then he was met by 
Moosa who welcomed him 

and said: Welcome to the unlettered 
Prophet. He (the Prophet said: 
''He was a tall, dark man with 
straight hair down to his ears or 
above them/' And he said: "Who is 
this, O Jibreel?" He said: This is 
Moosa (>js£\). Then he went further 
and was met by 'Eesa, who 
welcomed him. He said: "Who is 
this, O Jibreel?" He said: This is 
'Eesa, Then he went on and was 
met by a respectable, dignified old 
man, who welcomed him and 
greeted him with salam, and all of 
them greeted him with salam. He 
said: "Who is this, O Jibreel?" He 
said: This is your father Ibraheem. 
Then he looked into Hell and saw 
people consuming corpses. He 
said: "Who are these people, O 
Jibreel?" He said: These are the 
ones who eat people's flesh (i.e., 
gossip). And he saw a man who 
looked red and blue, of stocky 



Ul oU-^j __u->ii jUip -YTY t 

t Uo-j L$Jbf ijt- ^ 

J\ ^ Cr* ^ ^ l & ^ 
lis il cJ?3 l( Ji ^JUl jJ» 

:JlS : JU .^1 ^JL ijtfj 

U IJu :JUj dj t i^r-r^ 

l^^^w :Jli .^yl-p lJLft :Jli ^J;^ 

^li :JLi ii>rf lli : Jli ^{jijrr 

t^bj -u^^ 1 f ^ ^j^^ 
Ijjn j** ;Jli *olj ^! iJ^r Jjjl 
li£ :Jli .iillJl ^Lp IJu :Jli U 
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build and dishevelled. He said: , ; , , , ^ £ „ ^ . 

''Who is this, O Jibreel?" He said: <V^l jj^Jl Vty c-i^l 

This is the one who hamstrung the - uJL^j «. ■ " ii * ' ! l llii 

she-cam el. Then the Prophet (sfe) - ; ^ *-*j-*-> 

entered al-Masjid al-Aqsa, he stood J> tJU-Ul ji- yiNij ^~*Ji 

up to pray, then he turned around r r > ^ ^ *\ , „• / 

and saw all the Prophets praying ^r* ^ > Nl 

with him. When he finished jj-f . ^ 5^ ^ j£ ^ 

praying, two vessels were brought 

to him, one from the right and the .S^LiJI 
other from the left. In one of them 

there was milk and in the other \^/c 

there was honey. He took the milk 

and drank some of it, and the one 

who brought the vessel said: You 

have acted in accordance with 

sound human nature (done the 

right thing). 

Comments: [Its isnad is da'eef and Qaboos is da'eef\ 

2325* H was narrated that Ibn l1 SU^j *J> OUi* tio^ -rrte 

'Abbas (vfe) said: I stood with the ^' ^ , 

Prophet to pray, on his left, ^J-^NI ^ ^ Giii :Jli 

and he made me stand on his , 4 i ; ..a - - ? - n . 

ngnt - ' - 1 

Comments: [Its isnad is ^ ^ ^ C^ 1 <~ ^ 1 ^ ^ 

2326. A similar report was ^ ^ *J oUIp l£U-rrn 
narrated from A' mash, from Sumai' ^ £ , 
az-Zayyat, the freed slave of Ibn y^ 1 v 1 ^ 1 ^ 
'Abbas, from Ibn 'Abbas ^ 

Comments: [Its /'snad is jWiee/il * ' 

2327. Jt Was narrated that Ibn ^ oUii -mv 
'Abbas (4>) said: I heard the \ \ \ ^ £ 
Messenger of Allah (3^) say: "I '(4^ ^ 0? 

shall be ahead of you at the ; • . - * - . , 4 *n'u /' 
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Cistern, and whoever comes to it 
will have succeeded. Some people 
will be brought and then taken to 
the left, and 1 will say: 'O Lord!' But 
it will be said: They continued 
turning back on their heels after 
you were gone/" 

Comments: [A saheeh hadeeth; al- 
Bukhari (3349) and Muslim 
(2860) and this is a da'eef ' isrtad] 

2328.lt was narrated that Ibn 
'Abbas (&) said: The Messenger 
of Allah (gfe) was optimistic and 
not superstitious, and he liked 
good names. 

Comments: [Hasan because of 
corroborating evidence; this is a 
da'eefisnad] 



2329. It was narrated from Ibn 
'Abbas who attributed it to the 
Prophet (gg), that he said: "He is 
not one of us who does not show 
respect to our old ones and 
compassion to our young ones, 
[and does not] enjoin what is good 
and forbid what is evil." 

Comments: [Saheeh because of 
corroborating evidence; this is a 
da'eefisnad] 

2330. It was narrated from Ibn 
'Abbas (&) that the Prophet 
said: "There are five, all of which 
are evil; the pilgrim in ihram may 
kill them and they may be killed 
in the Haram: mice, scorpions, 
snakes / vicious dogs and crows/' 



:J^li t JUJLM ^ta jUg-j J^-j^ fly L ^yyij 



: f arm) 



Jt^; 3fe fLi 



4 fy^ f Irf^i Zr^ 5 ' ^ 

[YVV\ :J*\]^\'Jl\j,jj&\>^\j 
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Comments: [Saheeh because of 
corroborating evidence; this is a 
da'eef isnad like the previous 
report] 

2331. It was narrated from Ibn 
'Abbas that the Prophet (^) said: 
'There are five, all of which are 
evil; the pilgrim in ihram may kill 
them and they may be killed in 
the Haram../' A similar report. 
Comments: [Its isnad is Saheeh] 



2332. It was narrated that Ibn 
'Abbas (4b) said: The Messenger of 
Allah did not prescribe 
anything but I learned it, apart 
from three things, I do not know 
whether the Messenger of Allah 

recited in Zuhr and f As r or not. 
And I do not know how he recited 
this verse: "Wa qad balaghtu minal- 
kibari 'uttyya" or " 'usiyya" 
(referring to the verse "and I have 
reached the extreme old age" 
[Maryam 19:8]). Husain said: And I 
forgot the third. 'Abdullah said: I 
heard it all from 'Uthman bin 
Muhammad. 

Comments: [Its isnad is saheeh] 

2333. It was narrated that Ibn 
'Abbas said: The people of 
Makkah asked the Prophet (^) to 
turn as-Safa into gold for them and 
to remove the mountains from 
around them so that they could 
cultivate (the land). It was. said to. 
him: If you want, you can be 
patient with them or if you want 



je- CSiC- :0tlip liiJL^] -Ym 

■I 

cA o* ^ y. Jr^ 

£i m <JW !^ u : ju ^ j\ 

^ H M (YoA/^)>^ ^ ^ 

l*!* LpL^ JU .£] 1*1 1 sl-Jj 

[YYM ,-u>J j5 oUii ^ 



L J 1 ^ 1 ^ ^ 



1^ o? 1 



jnJ M ^ J;i jL : jii 
11 fit L>l ^' : ^ J^* 
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you can give them what they . r j* - , ^ . 

asked for, but if they disbelieve, ^- r**> ol ^ J P 

they will be destroyed as those j; 4 v» : Jl* ^ c-£l£l I^SCU? 

who came before them were 3 fi ✓ * ; 

destroyed. He said: "Rather I shall : ^ 5^ J^J > M ^ ft rfi ^ L ^ 1 
be patient with them." Then £ J ^ ^ j r-r ^ 

Allah, may He be glorified and ' i 
exalted, revealed this verse: "And A\w & ujijSM 

nothing stops Us from sending [r\\r * i^i] (o<l 

the Aytff (proofs, evidences, signs) 

but that the people of old denied : ^ 

them. And We sent the she-camel 
to Thamood as a clear sign, " [al- 
Isra' 17:59], 

Comments: [Its isnad is sahceh according to the conditions of al-Bukhari and 
Muslim] 

2334. It was narrated that Ibn ^ gfc - ^ _ rm 
'Abbas (&) said: Juwairiyah's name " f 

was Barrah (meaning righteous), 0* 'vo* ^Cr^^ 1 ^ -S* 

but it was as if the Prophet (gfe) * [>v ~ 0 , ; > v 

disliked that, so he named her ^ - " r ^ 

. < , ^ „ » .. - • ; 

Juwairiyah, because he did not like it j \ Xk \ '£ t ZJ>y>r ^ U-U t wiJLJi ii I 
to be said that he had left a righteous u; ii; " ' 1 **' • J J ' ' ■ - 1 

woman. He went out after he 1 <Z/^ J ' 4C ^ * - <>? C 7 ^ ' J - 

prayed, then he came back to her u ii^' 0J3 Li : JJlS UULAi t Jb> 

and she said: Since you left, O ... ,0 - , . , ^ * 

Messenger of Allah, I have continued ^ ^ ^ : * JUi :JU ^ 
in worship. He said to her: "After I . ^ — *j ^ ^ 

left you, 1 said some words which, if L „' * ' , ^ 

they were to be weighed, would z-U^j <Ul OLAli ^ 5-^1 

outweigh what you said: 'Glory be to ^ J,, ^ « Jj, ^ 

Allah as much as the number of His 

creation; glory be to Allah as much as IT 1 " * A > r • * 0 ^ Y <l ■ * : ^ I] . « <; 

pleases Him; glory be to Allah as 

much as the weight of His Throne; .(U £ 0 : f ] : 

and glory be to Allah as much as the 
ink of His words/" 

Comments: [Its isnad is saheeh, Muslim (2140)] 

2335. It was narrated that Ibn ix\j &jJ» : jl* ^ ijUi ^ -Yrro 
'Abbas ($>) said: The Messenger ' * * ' 

of Allah (^5) said: ''Fast when you J>\ ^ Cf- r^r 1 1^ 
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see it [the new moon] and break 
the fast when you see it, and if 
clouds prevent you from seeing it, 
then complete the number [of 
days, in the month]; the month is 
twenty-nine days/' meaning that 
it may be shorter [than thirty 
days]. 

Comments; [Saheeh] 



2336. It was narrated that Ibn 
'Abbas said: A man came to 
the Prophet (^) and said: O 
Messenger of Allah, my mother 
has died and she owed a month's 
fast; should I make it up for her? 
He said: "If your mother owed a 
debt, would you pay it off for her?" 
He said: Yes. He said: "A debt 
owed to Allah is more deserving of 
being paid off." 

Comments: [Its tsnad is saheeh, al- 
Bukhari (1953) and Muslim 
(1148)) 



M Jli 

^iip <o^j jl^ jii \/J?±\j ^j'A 

^J^i ^JLJ jir^^J toJL*Jl l^JLi5U 

if ^JJ ^ -lit*— J ^wl! "Ojj^J 

Vf^ v^j^l dJUt 0*5 ^J* : JUi 
ji j^f Jji ^iifl : Jli tjU: : Jli 



.(mA) : r t<uu*;-\<ur) 



2337, It was narrated from Ibn 
'Abbas (4) that the Messenger of 
Allah (^r) was treated with cupping 
and gave the cupper his fee, and 
he was treated with medicine 
administered in the nose. 

Comments: [Its isnad is saheeh, al- 
Bukhari (2278) and Muslim 
(1202)] 



Jzilj j^-i ^ m j^j of : ^r^ 

[YYil :£r\j~] .L^lj ,1^-1 ^uUjl 

.CU-T) 
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4*> ^Lxxll ^ 4Jjt Jilt Jui^Jt 



2338, It was narrated from Ibn 
' Abbas (4k) that the Prophet (jfe) 
was asked about offering a 
sacrifice, stoning the Jam rah and 
shaving the head; and doing the 
rituals in different orders, and he 
said; "No problem/' 

Comments: [Its isnad is saheeh, al- 
Bukhari (1734) and Muslim 
(1307)1 

2339, It was narrated from Ibn 
'Abbas (&) that a roasted shoulder 
[of an animal] was brought to the 
Prophet (3^) and he nibbled some 
meat from it, then he prayed and 
he did not do wudoo' after eating 
that. 

Comments: [Saheeh; this is a da'eef 
isnad, Muhammad bin az-Zubair 
is da'eej\ 

2340, It was narrated from Ibn 
'Abbas (&) that he said: The 
Messenger of Allah (^) said: "Good 
health and free time [are] two 
blessings from Allah that many 
people do not make good use of." 

Comments: [Its isnad is saheeh, al- 
Bukhari (6412)] 

2341, It was narrated from 
Muhammad bin 'Amr bin 'Ata' 
that he heard Ibn 'Abbas say: I 
saw the Messenger of Allah (^) 
eat from a shoulder or leg [of an 
animal], then he got up and 
prayed, and he did not do wudoo'. 

Comments: [Its isnad is saheeh] 



: jUi jl^lj ^lll 

.Or-v) 

:Jii vJiliJi ^li^Ji jl* ~rrr^ 

^^LJ? <, Uxi LfL* J5 li to jJL* w-iiilf j^J I 
[Y • • Y i^lj .JiJi ^ Li>; 
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tfo^ : Jli ^ J^U^I -YffcY 



2342. It was narrated from Abu 
Hurairah (4*) that the Messenger of 

Allah (^) used to teach them this ^ j* t^S/l .ji> oU^JI ^1 ^ ilJU 

supplication as he would teach V , , ' - * * f 

them a soorah of the Qur'an: "O ^ r*^- °* « «W J^-j Jl ^ 

Allah, 1 seek refuge in You from the jL$|n : jlyjl ^ s^^Ui jLJiL^ U5 t sUjlJI 
torment of Hell; I seek refuge in 



-* 1 " 



You from the torment of the grave; & ^ J ^ ; r^" Jf^.*^ ^! 

I seek refuge in You from the evil of ^ ^ ^(3 ^ 

the Dajjal; and I seek refuge in You - / \ / ^ , 'J ; a 

from the trials of life and death." ."oLIUlj llAIJl 3 ^ ^ j^iij tJlilM 

Comments: [Its isnad is safree/i, <(cAA) . . ^ . 

Muslim (588)] r cr ^ . ' 

^ x — ■ j* 

2343. A similar report was ;,. r - . », 
narrated from Ibn Abbas except ^ - 

that he said, from the turmoil «Ji? y \ ^ ^jli ^ t _^J| ^1 

of the Dajjal/' ' - J , . /j« V- 

Comments: [Its isnad is saheeh, ' - 

Muslim (590)] [THA i^lj] 

2344. It was narrated from Ibn ^ L '-J_t : ^U'Jl JU -Ym 
'Abbas (4) that the Prophet of Allah , / \ ; , 

(#§) used to offer supplication at O^ 1 'S 1 -^ 1 ^ ^ 

times of distress (saying): "There is ^ 5^ ^ Jj ; *j ^ . 

no God but Allah, the Almighty, / V , ^ ^ 

the Forbearing; there is no God but V *fJ^J» f^JI ^ VI 4J1 V» 

You, Lord of the mighty Throne; ^. v : * • * J - ?f 'j 

there is no God but You, Lord of * 1 - \ v - ^ f ^ > 

the heavens, Lord of the Earth and ^j^t ^jj oljUJLJl ^3 cJi ^! 
Lord of the noble Throne." 

Comments: [Its isnad is saheeh, al- 

Bukhari (6345) and Muslim .(Tvr- ): - amo) : r ..^^ oL^l ^ 

(2730)1 C ^' * C 

2345. A similar report was 1^ ^\ xJ. ^ -Yrio 
narrated from Ibn 'Abbas (^) from 7 ; t t ^ ^ 
the Prophet (gg) i.e., the supplication ^ l ^ t 4 :rL -^ 1 ^ ^ 
at times of distress, "it f 'd ^ ^ = u - ,7- 

[Y*U ;£>-y .^^J| 



[YMTf i^rlj .t^l ^1 
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Comments: [Its isnad is salieeh, al- 
Bukhari (7426) and Muslim 
(2730)] 

2346. It was narrated from Ziyad 
an-Numairi that Anas bin Malik 
(4?) said: When Rajab began, the 
Prophet (^) would say: "O Allah, 
bless Rajab and Sha'ban for us, and 
bless Ramadan for us/' And he 
used to say; "The night before 
Friday is beautiful and its day is 
bright and shiny." 

Comments: [Its isnad is da'eef; and 
Zaidah bin Abur-Ruqad is da'eef 
This hadceth is from the Musnad 
of Anas bin Malik, not the 
Musnad of Ibn 'Abbas] 

2347* It was narrated from Abul- 
'Aliyah ar-Riyahi; The cousin of 
your Prophet - meaning Ibn 'Abbas 
(&) - narrated that the Prophet 
said: "On the night when 1 was 
taken on the Night Journey (al- 
Isra), I saw Moosa (ffl), a tall dark 
man with curly hair, as if he were 
one of the men of Shanoo'ah. And I 
saw 'Eesa Ibn Mary am (jfcBi), a man 
of average height with a red and 
white complexion and lank hair." 

Comments: [Its isnad is saheeh, al- 
Bukhari (3239) and Muslim 
(165)] 

2348. It was narrated from Ibn 
'Abbas (■■&) that the Messenger of 
Allah (gt) said to his companions: 
"Make it 'Umrah. If I had known 
before what I know now, I would 
have told you to do it ('UmraJi). 
And let those who do not have 
sacrificial animals with them exit 
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ihram/' The Messenger of Allah 
had a sacrificial animal with 
him. And the Messenger of Allah 
fe) said: '"Umrah has been 
incorporated into Hajj until the 
Day of Resurrection." And he 
interlaced his fingers. 

Comments: [Hasan because of 
corroborating evidence; this is a 

da'cef isnad] 

2349. It was narrated that Ibn 
'Abbas (Jfe) said: The Messenger of 
Allah (#;) was on a journey, and he 
stopped at the end of the night and 
went to sleep, and he did not wake 
up until the sun woke htm up. 
Then the Messenger of Allah (^) 
instructed Bilal to give the call to 
prayer, and he prayed two rdk'ahs. 
And Ibn 'Abbas said: I would not 
be pleased to have this world and 
everything in it - i.e., instead of this 
concession. 

Comments: [Its traceblc is saheeh; 
this is a da'cef isnad because 
Yazeed is da'eef] 

2350. It was narrated that Ibn 
' Abbas said: The Messenger of 
Allah (^) left Madinah, heading 
for Makkah, and he fasted until he 
reached 'Usfan. Then he called for 
a vessel and took it in his hand so 
that the people could see him, then 
he broke his fast. And Ibn 'Abbas 
used to say: Whoever wants to 
may fast and whoever wants to 
may not fast 

Comments: [Its isnad is saheeh, al- 
Bukhari (4279) and Muslim 
(1113)] 
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2351. It was narrated from 
Mansoor... And he mentioned the 



same isnad and a similar report. [*L* U : .JlULi 3 pjlllL £35 JLi ,. JJrt ^ 

Comments: [Its isrwd is saheeh, al- 

Bukhari (4279) and Muslim : f tUTV * } : C "C=" 6iL ^ ! : E?> J 
(1113)] .(inr) 

2352. It was narrated from Ibn J - ^ ^ ^ ^ _ YroY 

'Abbas that the Prophet (^g) came , ; 3 . / 

to them quickly, and we got worried J? 1 ^ & <j' 0?' ^ *0£t 

because of his rushing. When he ^ ^( :Jli\ii jJ^lH 

reached us he said: "I came rushing (? ^ ^ _ - 

to tell you about Lailatal-Qadr, but r 5 ^ 1 ^r 1 " ^"V ^1 ^ ! ^ 

then I was caused to forget it whilst ^ ^ ^ ^ 

I was coming to you. However seek ' . 4 . ' 

it in the last ten nights of Ramadan." .« 01-^3 ^ ^ U^l^JI 

Comments: [Its ismzrf is soJmk/i, see ijLiU s oLjl 



the previous report] 



2353. It was narrated that Ibn y :SJ~£ ^ -tr^r 

'Abbas said: The Messenger . , 3 " c " ; „ 

of Allah (afe) said, on the day of '-^ it ] jr* 'yjU* 

the conquest of Makkah: 'This is i'.; »: m *- v 

a sacred land; Allah made it " V , < 

sacred on the day He created the oljllJl JjJl 'fC-^ 

heavens and the earth. It is „ < >« , ,, r - 

sacred; Allah has made it sacred ^ J > \ ^ ^ ^ & 

until the Day of Resurrection. It j£iSl *J j^-V J^l U c^OJl 

was not made permissible to /' ><- p t t 

anyone to fight in it apart from L4pUJ1 ^ ^ ^ ^ ^ 

me, and it will not be permissible ^i^lll ^ iUu V; J J>| 

for anyone after me to fight in it ^ ; . , ' , ,7' "/ , 

until the Day of Resurrection. It ^ J! J^J 3* 4111 ^ C f 1 ^ 

was only made permissible for me J£j ^ 4 ^ ^ ^Liji 

for part of a day. It is a sanctuary s ^, ^ , fli tf 

made sacred by Allah, may He be ^1 

glorified and exalted, until the r J * x.^ > . a 

Hour begins. Its thorns are not to ^ * ^ ^ V^l 

be cut its green grass is not to be SlJ :_o ^ 1? ^ ti^ 1 j4* ^ jJLJI 

uprooted, its game is not to be . ^ < - * - 

disturbed and its lost property is ^ ^ ^ V ^» J^j t ^1 

not to be picked up except by the Jji J^3 Jlii : Jii .o^j j^lilJ o> 

one who will announce it/' al- — ^ 
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[TTV<1 



'Abbas - who was one of the local 
people and knew what they could 
not do without - said: Except 
idhkhir, O Messenger of Allah, for 
they need it for their graves and 
houses. And the Messenger of 
Allah (5^) said: "Except idhkhir." 

Comments: [Saheeh because of corroborating evidence and its isnad is da'eef 
because Qaboos is da'eef] 

2354. It was narrated that Ibn 
'Abbas (Jfe) said: Some ghee, dried 
yoghurt and a lizard were given to 
the Messenger of Allah (# ; ), and he 
ate the ghee and dried yoghurt, 
then he said concerning the lizard: 
"This is something that I have 
never eaten, but whoever would 
like to eat it let him eat it." And it 
was eaten at his table. 



Comments: [Its isnad is qawh al- 
Bukhari (2572) and Muslim 
(1977) 

2355. It was narrated that Ibn 
'Abbas (Jk) said: The Messenger 
of Allah was treated with 

cupping when he was in ihram r in 
his head, for a headache or 
something in his head, at an oasis 
called Lahyu Jamal. 

Comments: [Its isnad is saheeh, al- 
Bukhari (5700)] 



2356* It was narrated that Ibn 
'Abbas said: The Messenger of 
Allah said: "With regard to a 
mukatab [a slave who has drawn up 
a contract of manumission with his 
master and is buying his freedom 
in instalments], a portion of the 
diyah of a free man should be paid, 
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commensurate with how much he 
had paid towards his manumission, 
and a portion of the diyoh of a slave 
should be paid, commensurate with 
the extent to which he was still a 
slave/' 

Comments: [Its isnad is saheeh] 

2357. It was narrated that Ibn 
'Abbas (\&) said: When the people 
gathered to wash the Messenger of 
Allah (^), there was no one in the 
house apart from his family: his 
paternal uncle al-'Abbas bin 
'Abdul-Muttalib, 'AH bin Abi 
Talib, al-Fadl bin al-'Abbas, 
Qutham bin al-' Abbas, Usamah 
bin Zaid bin Harithah and Salih, 
his freed slave. When they decided 
to start washing him, Aws bin 
Khawli al-Ansari called out from 
behind the door, then one of Banu 
'Awf bin al-Khazraj, who had been 
present at Badr, called out to 'Ali 
bin Abi Talib, saying to him: O 'Ali, 
I adjure you by Allah, we have the 
right to be present at the washing 
of the Messenger of Allah 'Ali 
said to him: Come in. So he came in 
and was present at the washing of 
the Messenger of Allah (3^), but he 
was not involved in the washing 
itself. 'Ali made him [the Prophet 
(3^)] lean against his chest, and he 
was wearing his chemise, and al- 
'Abbas, al-Fadl and Qutham 
turned him over with 'Ali bin Abi 
Talib (&), whilst Usamah bin Zaid 
and Salih, their freed slaves, 
poured the water, and 'Ali started 
washing him. Nothing was seen of 
the Messenger of Allah (afe) of that 
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which is usually seen in a dead 
person, and 'Ali kept saying: May ^ Cr^ u * CT* r 

my father and mother be sacrificed . ^' y tf ^ ^SI 

for you; how good you are in life ^ ' , „, \ ^ ; s ^ _ /> 
and in death! When they finished : ^ ^3 >^ ^ P -%J^ 

washing the Messenger of Allah ^ ^ ^ ^ J J, 
(%)/ who was washed with water ^ - # # - s " * " . * 
and lotus leaves, they dried him s-*-^-? c ^ J*Y ^ 

and they did what is usually done ^ v Uii J jl 

for the deceased, then he was ° ' ^ ^ ^ ^ 

wrapped in three pieces of cloth: J IS p : Jli ioJlLJi jiN jl^Ju «>*1A? ^1 
two white pieces of cloth and a * , , e ^ '„ ,-: , s * 

striped cloak. Then al-'Abbas ^ ^ ' <J=^ ^ 1 

called two men and said: Let one of ^| pi t Ciii : Jl* .JiJ^^J 

you go to Abu 'Ubaidah bin al- % f _ ^ t f j _ ^ 

Jarrah - as Abu 'Ubaidah used to UU> j^} Ul iX> 

dig graves for the people of ^ fa j^j JiAJi ^ iUJ d 
Makkah - and let the other go to ' ' ; 

Abu Talhah bin Sahl al-Ansari. '* J*M 

Abu Talhah used to make the niche _ ( 

[in the grave] for the people of ^-V 1 -^ J ' s "j=~ fHs** 
Madinah. Then al-'Abbas, said 
after he sent these two people: O 
Allah, choose for Your Messenger. 
So they went, but the one who was 
sent to Abu 'Ubaidah did not find 
Abu 'Ubaidah, but the one who 
was sent to Abu Talhah found him 
and brought him, and he dug a 
grave with a niche (lahd) for the 
Messenger of Allah (^). 

Comments: [Hasan because of corroborating evidence; this is a da'eef isnad 

because of the weakness of Husain bin Abdullah] 
2358. It was narrated that Sa'eed 
bin Jubair said: I said to 'Abdullah 
bin 'Abbas: O Abul-' Abbas, I am 
amazed how the Companions of the 
Messenger of Allah (^g) differed 
concerning when he entered the 
state of ihram. He said: 1 am the j^Q • ^ «JJl J 
most knowledgeable of the people - * ^ **" J - 
regarding this. The Messenger of ^1 
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Allah (^) only did Hajj once, and , , . , ^ £ , . . , „ - 
this is why they differed: the ^ R ^1 ^ y^' 1 r^' 

Messenger of Allah (jfe) set out for JjUlli Jj^lj 5fe Jji J '^ 

Hfl/;, and when he had prayed two ^ / ^ > ' 

rak'ahs in his mosque in Dhul- ^ ^ ^ JjAi .'.Ui^i 

Hulaifah, he entered where - - A -"Wh ; . - . ; , 

he was sitting (after prayer) and ' " ~ / '/ ; - ^ 

recited the Talbiyah for Htf// after h^r J>U ^ 

completing his two rak'ahs. Some ,{•■-■ 'rl ■** ' V* - " — 
people heard that and remembered ^ V ^ ' 

it. Then he mounted his camel and * ^1 oL r «j cJUlil CS1 * jj , il£ 
when it stood up with him, he s *\ - - „ , f >t . 1 , , 

recited the T^n/a/i and some H <> Ul Jl ^ T 1 ^* 1 ^ ^ J ^ 
people heard that The people used jJiLli ^ JJ^j ^ , ^ 

to come to him in groups, and they * , , J \ >^ , 
heard him recite the Talbiyah when ^ J -^J 3*' ^1 : ^ ^ * 

his camel stood up with him, so \ >- '.<■ *i >^<r :f ; :«i - ^ 
they said: The Messenger of Allah 1 / ; / 

recited the Talbiyah when his 4 J^W 1 ^' ->S^ ^ Uii ^ «Li 
camel stood up with him. Then the 
Messenger of Allah continued 
onwards, and when he reached the -*LO JU ^ $k Jbi J^j 
peak of al-Baida', he recited the ^ > * , ^ . ^ * 

Tfl/Wyfl/i. Some people heard that ^ ^ ^ l 

so they said: The Messenger of Allah JU ^ J^l) t iSu ^ ^ 
Gfe) recited the Talbiyah when he . . , f 5 ./ . 

reached the peak of al-Baida\ By y"- ^ l ^ ^ 
Allah, he entered torn at the place • ^ - t ^ 

where he had prayed, and he " ^ * ■ 0 - ' 

recited the Tfl%flh when his camel [Tav\ : ^0 iHIl : ^1 ; ] 

stood up with him, and he recited 

the Talbiyah when he reached the ^ ^ 

peak of al-Baida'. Whoever follows U- Cr^^ lJ ^ ^ ^t-^j v.>-^U 

the view of 'Abdullah bin 'Abbas .^L^LJJ ^U, ^j^^ t Jii^Ji 

would enter i/tram from the place 

where he prays when he finishes 

the two rak'ahs r 

Comments: [Hasan because of corroborating evidence; this is an isnad which 
could be regarded as hasan] 

2359. It was narrated that Ibn . > t . - f - . ' v^«q 
'Abbas (wSfe) said: During the ; , "V 

Farewell Pilgrimage, the Messenger Jt ^ J* J^-j jf^- 
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of Allah {^) sacrificed one 



hundred camels. He slaughtered ^ ^ Ji "C^ ^ 

thirty of them with his own hand, ^ j, ^te Jjj : jtf 

then he ordered 'Ali to slaughter - ^ ^ -* - , r ^ * 

those that were left. And he said: ^ ^ >^ ^ ^ gjy^Jl 

"Share out their meat, blankets and t ^ ^ u ^ ^ *l 

skins among the people, but do not , ' " "\ f s 

give any of it to the butcher. Take a ^ ^>^ri pr* 1 * 

little meat from each camel for us - * - >v - = ^ ■ ; vt- 

and put it in a pot, so that we may t *, . 

eat its meat and drink its broth. ^^-1 p *.^>J j.? -rf^ Irf ^ 

And he did that. s„ ... 

Comments: [Its isnad is rifl'ee/] ' ' ^ ' "/ 

h 1 C^^UJll iw_ilU^9 i^-jJb^Jl i yj> p J^wl JJ -U^a ft i iyw? oOw} " ^jPU 

2360. It was narrated from Kuraib ^1 j£ ^1 l^L^ £jl>- -YY"i* 

the freed slave of 'Abdullah bin " / . 

'Abbas, from 'Abdullah bin 'Abbas < Y 1 ^ ) ^ : jL^l 

(<&): I [Kuraib] said to him; O Abul- t ^ <li _a ^ £ 

'Abbas, what about what you said, j s ; # ^ * " 

that there is no man who performed ^ 1 L - : ^ ^ : ^ 0? ^ ^ 1** 

Hajj and who did not bring his *j u . j^; ^.y ^ 

sacrificial animal with him, then he ; ; . , . > ; 

circumambulated the House, but he ^! ^^1J^ p nAi li- 1 ^ 1 

should exit ihram and regard what ^ --^ jj _ ^, 

he has done as 'Umrah, and there is ^ C Tl J 

no pilgrim who brought his t^^j ii cJUy-l t^ifil 

sacrificial animal with him and =; ^ ^ e 

circumambulated the House, but he °l :JUi JtU N 

should combine 'Umrah and Hay; - t ^U^f ^ ^ ^ ^ 4L1 

but the people do not say this? He ; £ > f . A . ^ - - 

said: Woe to you! The Messenger of ^ ^ LJI ^ u ^! oj^ij ^ 

Allah m and those of his J ^ *f ^ tfc -j - 

Companions who were with him ; " _ 1 t 

set out, not thinking of anything ^ : ^jH J^j^ 1 J*^* 11 'iJ^i J**ij 

^^W'^^Mcsfier^rjrf ^ ^ ^ dj ^' ^ 

Allah instructed those who did ^ J r^ ^-^ , . ^ 

not have a sacrificial animal with M'jS *.^JL ^IJ 4UI 



thein to circumambulate the House 
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and exit i/iram on the basis that what 

they had done was 'Umrah. One of * jL "* : 

them said: O Messenger of Allah, 
rather it is Hajj. The Messenger of 
Allah (m 3 ) said: "It is not Hajj; 
rather it is' Umrah/' 

Comments: [Its isnad is hasan] 

2361. It was narrated that Ibn Ji\ J. ^ -YV"n 

'Abbas (^) said: The Messenger of I, s ^ 

Allah (%) did not allow 'A'ishah to ^ 0? ^ j : J 1 ^ J^l 

do'LTmmfr ontheniehtof al-Hasbah J i >- - if ■ - . V ^ * t - f 
[when the pilgrims come to £ a * '"' 

Muhassab after leaving Mina on ] ^ ^! <1^>J1 ill) i-bl* % Jji 

Yawmut-Tarwiyah (8 th Dhul-Hiiiah)] |- .r . >?, : ' * ' ' t 

in order to put an end to the custom , - ~- --^ y 

of the mushrikeen, because they used c-L^ jl5* JiSj t^'Vl Upj ^jlJI 

tosay: When the backs of the camels p „, , 

have healed, the tracks of the LYm ^ 1 S ^ UJ| 

pilgrims have been erased and the ,i. i n 

month of Safar has begun, then it ^" ^ 

becomes permissible to do 'Umrah 
for anyone who wants to do it. 

Comments: [A saheeh hadeeth; this is a hasan isnad] 

2362- It was narrated from Ibn - f r ^ - > *.„ , ^ , v ^ v 

'Abbas (4) that in the year of al- ^ ^ ^ ^ /^-^ ^ ^ YOY 

Hudaibiyah, the Messenger of Allah £fr J} ^ -h* '■ 

(3^) took as a sacrificial animal the - ^ S/ 0 , ( 

camel of Abu Jahl which had been J -^ J 01 : ^ ^ ^ 

captured as booty on the day of <j4£ J\ ^iXt 5tf ji -Jj i 

Badr and which had a ring of silver . , * * * 

in its nose. Elsewhere he said: to ^ j J^. f'A 44^ 1 Otf lS-^ 1 

annoy the mushrikeen thereby. j ^ j ^^j, ^ ^ 

Comments: [Hasan because of „ - ,* - * ~ * 
corroborating evidence] * t >?^ J1 ^iM 

2363. It was narrated that ; f ■ V ' i:^ - 

'Abdullah bin 'Abbas (*) said: The ^ ^ ^ ^ 

Messenger of Allah set out in ^ J 1 ^- It j<~i J?- 3 *- : ^1 
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the year of the conquest in Ramadan. 
He fasted Ramadan and the 
Muslims fasted with him until, 
when he was in al-Kadeed, he 
called for a vessel of water. He was 
on his mount, and he drank whilst 
the people were looking on, to show 
them that he had broken the fast, 
and the Muslims broke the fast. 

Comments; [A saheeh hadeeth; this 
is a hasan isnad] 

2364. It was narrated from Ibn 
'Abbas (4*) that he said: The people 
of the Book used to let their hair 
down and the mushrikeen used to 
part their hair. The Messenger of 
Allah (^k) liked to do some of what 
the people of the Book did in some 
matters concerning which he had 
not received any commands, so the 
Messenger of Allah (^) let his 
forelock down, Then later on he 
parted his hair. 

Comments; [Its isnad is saheeh, al- 
Bukhari (5917) and Muslim 
(2336)] 

2365, It was narrated from Ibn 
' Abbas (A) that the Messenger of 
Allah said: "The previously 
married woman has more right to 
decide (concerning her marriage) 
and the female orphan should be 
consulted, and her permission is 
her silence." 

Comments: [A saheeh hadeeth, 
Muslim (1421)] 



2366. It was narrated from Ibn 
'Abbas that the Messenger of 
Allah (sg) returned his daughter 
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(j^UiJl 4lJl alt 



Zainab to AbuI-'As bin ar-Rabee', 
although she became Muslim six 
years before him, on the basis of 
the previous marriage contract, 
and he did not repeat the 
marriage contract with witnesses 
and a dowry. 

Comments: [Its isnad is Hasan] 



2367, It was narrated that Ibn 
'Abbas said: A man married an 
Ansari woman from (the tribe of) 
BaK aj lan; he entered upon her and 
spent the night with her, then the 
next morning he said: I did not find 
her to be a virgin. The matter was 
referred to the Messenger of Allah 
(ife). The Messenger of Allah (^) 
summoned the girl and asked her, 
and she said: Yes, I was a virgin. So 
the Messenger of Allah (j^) 
instructed them to engage in IV an 
and he gave her her dowry. 

Comments: [Its isnad is da'eef\ 

2368. It was narrated that Ibn 
'Abbas said: The Messenger of 
Allah (^) ordered that the Jewish 
man and the Jewish woman be 
stoned at the door of his mosque. 
When the Jewish man felt the stone 
hit him, he stood over the woman 
and tried to shield her from the 
stones, until they were both killed, 
And that was a sign from Allah to 
His Messenger that they had 
indeed committed zina. 

Comments: [Saheeh, because of 
corroborating evidence; this is a 
hasan isnad] 
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2369. Ibn Shihab narrated that 
'Ubaidullah bin 'Abdullah told 
him that Ibn 'Abbas told him: The 
Messenger of Allah (gg) passed by 
a dead sheep and said: "Why don't 
you try to make use of its skin?" 
They said: O Messenger oi Allah, it 
is dead [i.e., it died of natural 
causes and was not slaughtered 
properly]. He said: "It is only 
forbidden to eat it." 

Comments: [Its isnad is saheeh, al- 
Bukhari (1492) and Muslim 
(363)] 

2370* 'Abdullah bin 'Abbas (&) 
narrated that the Messenger of 
Allah (sk) wrote to Caesar, calling 
him to Islam, He sent his letter with 
Dihyah al-Kalbi, and the 
Messenger of Allah (3^) instructed 
him to give it to the ruler of Busra 
so that he could give it to Caesar. 
And the ruler of Busra gave it to 
Caesar. When Allah caused him to 
defeat the Persian troops, Caesar 
walked from Horns to Jerusalem 
on carpets that were spread out for 
him. 'Abdullah bin 'Abbas (&) 
said: When the letter of the 
Messenger of Allah (3k) came to 
Caesar, he said when he read it: 
Find me one of his people so that I 
can ask him about the Messenger 
of Allah (gg). 

Ibn 'Abbas (4*) said: Abu Sufyan 
bin Harb told me that he was in 
Syria with some men of Quraish 
who had come for trade, and that 
was at a time when there was a 
truce between the Messenger of 
Allah (£fe) and the disbelievers of 
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Quraish. Abu Sufyan said: The 
messenger of Caesar came to me 
and took me and my companions 
to Jerusalem, where we were 
admitted into his [Caesar's] 
presence. He was sitting in his 
royal court, wearing a crown and 
with the Byzantine leaders around 
him. He said to his interpreter: Ask 
them which of them is closest in 
lineage to this man who claims to 
be a Prophet Abu Sufyan said; I 
am the closest in lineage to him. He 
said: What is your relationship to 
him? I said: He is my cousin (the 
son of my paternal uncle). Abu 
Sufyan said: On that occasion, 
there was no one else of Banu ; Abd 
Manaf in the caravan except me. 
Caesar said: Let him come close to 
me. Then he instructed that my 
companions should be made to 
stand behind me, at my shoulder. 
Then he said to his interpreter: Tell 
his companions that I am going to 
ask this one about this man who 
claims to be a Prophet, and if he lies 
they should say that he is lying, 
Abu Sufyan said: By Allah, were it 
not that it would have been 
shameful at that time for my 
companions to describe me as a 
liar, I would have lied when he 
asked me. But I felt that it was 
shameful to be described as a liar, 
so I told the truth about him- Then 
Caesar said to his interpreter: Say 
to him: What kind of lineage does 
this man have among you? 1 said; 
He is of a noble lineage among us. 
He said: Did anyone among you 
say the same thing before him? I 
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said: No. He said: Did you ever 
blame him for telling lies before he 
said what he said? I said; No. He 
said: Was anyone among his 
forebears a king? 1 said; No. He 
said: Do the nobles of the people 
follow him, or the poor and weak? 
1 said: The poor and weak (follow 
him). He said: Are they increasing 
or decreasing in number? I said: 
They are increasing. He said: Does 
anyone leave his religion because 
he is displeased with it after 
entering it? I said: No. He said; 
Does he break his promises? I said: 
No / but now we have a truce with 
him and we are afraid that he may 
break the truce. Abu Sufyan said: 
Other Lhan that, I could not find 
anything to say against him to 
undermine him, and I was afraid 
that that would be held against me. 
He said: Did you fight him or did 
he fight you? I said: Yes. He said: 
What was the outcome of your 
battles with him? I said: It varied; 
sometimes he was victorious and 
sometimes we were. He said: What 
does he enjoin you to do? 1 said: He 
enjoins us to worship Allah alone 
and not to associate anything with 
Him; he tells us not to worship 
what our fathers worshipped; and 
he enjoins us to pray, give charity/ 
be chaste, keep promises and 
render back trusts. He said to his 
interpreter when I said that to him: 
Tell him: 1 asked about his lineage 
and you said that he has a noble 
lineage among you; this is how all 
the Messengers are, they are the 
nobles of their people. T asked you 
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whether anyone among you had 
said this before, and you said no. I 
thought that if anyone among you 
had said this before, I would have 
said that he was a man who was 
following the example of some one 
who had said something similar 
before. I asked you whether you 
had accused him of lying before he 
said what he said, and you said no. 
Then I realised that the one who 
did not tell lies about people would 
never tell a lie about Allah. 1 asked 
you whether any of his forebears 
had been a king and you said no. I 
thought that if any of his forebears 
had been a king, I would have said 
that he was a man who was 
seeking his father's kingdom. I 
asked you whether the nobles 
among the people follow him or 
the weak and poor, and you said 
that the weak and poor follow him; 
they are always the followers of the 
Messengers. I asked you whether 
they were increasing or decreasing 
in number, and you said that they 
are increasing. This is how true 
faith is until it is complete. I asked 
you whether anyone leaves his 
religion because he is displeased 
with it after entering it, and you 
said no. This is how true faith is 
when its cheerfulness enters the 
heart and mixes with it: no one 
becomes displeased with it I asked 
you whether he broke his promises 
and you said no; this is how the 
Messengers are. I asked you 
whether you had fought him or he 
had fought you and you said that 
this had happened, and that the 
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outcome of the battles between you 
and him varied: sometimes he was 
victorious and sometimes you were. 
This is how the Messengers are; they 
are put to trial but the final victory is 
always theirs. I asked you what he 
enjoins you to do, and you said that 
he enjoins you to worship Allah 
alone and not to associate anything 
with Him; he tells you not to 
worship what your forefathers 
worshipped; and he enjoins you to 
give in charity, pray, be chaste, fulfil 
promises and render back trusts. 
This is the character of a Prophet 
who I knew would appear, but I did 
not think that he would be from 
among you. If what you have said to 
me is true, he will soon take 
possession of the land beneath my 
feet. By Allah, if I knew that I would 
definitely reach him, I would 
immediately go to meet him, and if I 
were with him I would wash his 
feet. Abu Sufyan said; Then he 
called for the letter of the Messenger 
of Allah (jg) and ordered that it be 
read out loud. In the letter he said: 
"In the Name of Allah, the Most 
Gracious, the Most Merciful. From 
Muhammad, the slave of Allah and 
His Messenger, to Heraclius the 
ruler of Byzantium. Peace be upon 
those who follow true guidance. I 
am calling you to Islam: become 
Muslim and you will be safe. 
Become Muslim and Allah will 
bestow upon you a double reward, 
but if you turn away, the sins of the 
peasants will be upon you. 'O 
people of the Scripture (Jews and 
Christians): Come to a word that is 
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just between us and you, that we 
worship none but Allah (Alone), 
and that we associate no partners 
with Him, and that none of us shall 
take others as lords besides Allah, 
Then, if they turn away, say: "Bear 
witness that we are Muslims'" [Al - 
Tmran 3:64]." Abu Sufyan said: 
When he finished his speech, the 
voices of the Byzantine leaders 
who were around him were raised, 
and there was so much noise that I 
could not understand what they 
said. Then he ordered that we be 
sent away. When I left with my 
companions and was alone with 
them, I said to them: The affair of 
Ibn Abi Kabshah 111 has gained 
power: this king of Banul-Asfar 
[the Byzantines] fears him. Abu 
Sufyan said: By Allah, 1 became 
humble after that and was certain 
that he would be victorious, until 
Allah instilled Islam in my heart 
even though I was reluctant. 

Comments: [Its isnad is saheeh, al-Bukhari (7) and Muslim (1773)] 

2371. 'Ubaidullah bin 'Abdullah ^Jjj, ^ £KU ; ^ JiL CSji^ -rrv\ 
bin 'Utbah bin Mas'ood narrated - a( - * * * - 

that 'Abdullah bin 'Abbas told ^ JU :Jli ^ 

him: The Messenger of Allah fcfe) . ^ Q ^ fa ^ - fa ^ 

wrote to.., and he narrated the * , '\' t \ f ' a 

same report. ^ ^j^j o\ it ^ 

Comments: [Its isnad is sahech, al- [^U u : ( *-*-1 J J .a'SM 

Bukhari (7) and Muslim (1173)] C ' 

2372. 'Abdur-Razzaq narrated ^ ji^i I^jl^ -Ytvr 
from Ma'mar... and he narrated * ' t ^ 
the same report. [ ^ U : 



{11 A derogatory nickname used by Quraish to refer to the Messenger of Allah (sfe) 
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Comments: [Its isnad is sflteh, al- 0 m) (v) _ 

Bukhari (7) and Muslim (1173)] C C ' 

2373. Ubaidullah said; I asked - \ ^ .j^ ^ _ Yrvr 

'Abdullah bin 'Abbas {&) about ^ ^ , 

the dream of the Messenger of ^ V- c-J^ -^l ^ JL* :JL* 

Allah (m.) that he told us about J. ^ , Kl > . . „ 

Ibn 'Abbas (*) said; I was told f* * ^ ^ ^ ^ ^ 

that the Messenger of Allah (&-) J^ij J? J :^£p j!l JljS 

said: "Whilst I was sleeping 1 saw . , / t „ - Ji ^ ' - -t- s 

two golden bangles placed on my ^ l ^ ^ U1 ^ H : JU * ^ 

hands, and I was frightened of t KfcfiSjj ^ jlj1>- ^ ^ 

them and disliked them. Then , . . . ^ " 

I'll: ,-»*..-. . . . *- 

permission was given to me to 



blow them away, and they flew : Jj, ^ jj^J^ 

away. 1 interpreted it as referring , , tf ' , f 

to two liars who would appear/' t t >*?^ jjJ* ^ 'S^ Ll>a>-1 
'Ubaidullah said: One of them 



was al-Artsi who was killed by 
Fairooz in Yemen, and the other : ^ Utrv^) > 
was Musailimah. 



Comments: [Its isnad is saheeli, al- 
Bukhari (4379) and Muslim 
(2274)] 

2374. Ibn Shihab said; 'Abdullah 

bin Ka'b bin Malik told me that Ibn , _ . £ , . - - * - 

'Abbas (&) told him that 'AH bin ^ : ^ ^ : Jli d U 

Abi Talib left from (visiting) & ^1 M :^JUU ^ *_J£ ^' Jdl 
the Messenger of Allah during , " , , " s / * ti 
his final illness, and the people said; — ^ ^ V-J^ ^l 1 & Jl : 
O Abu Hasan, how is the Messenger t <j j ^ Jj| J_^3 

of Allah (^) this morning? He said: ^ / * - - 

He is better, praise be to Allah. Ibn Cr*' ^ ^ L - 

'Abbas said: 'Abbas bin : jUi ^ Jjl J_^3 

'Abdul-Muttalib took hold of his , s / 

hand and said: Don't you see, by ^ V 1 ^ ^ ^ 

Allah, that the Messenger of Allah Jjj) t ^ji ^ ^| c^iLlJl 
(ig*) will die of this sickness? I ^ f i 

know the faces of Banu 'Abdul- J ^ ^ l o\ 

Muttalib when they are dying. Let ^iLii jS ^j^l Jj 

us go to the Messenger of Allah (^) s . "\ ' 
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and ask him who should be m . - , . - 4J , f * 

charge of this matter (after he dies). - - ^ 

If it is one of us, we will know it, ^Lui5 U^Ip ^ jl5 jlj t JJL 

and if it is someone else, we will ^ - , . ^^[^ '"jj Jli' ■ J U Jlii iL 

ask him to advise (that person) to ' **" J ^ - 3 ^ ' * 

be kind to us and take care of us. <.1ju! ik\iAiil N ililiilij ^ 

'Ali said: By Allah, if we ask [y<^<\ U;i] Ixf '*LV V Jjl"' 

the Messenger of Allah (jgfe) and he * . ^ . y 

says no, he (his successor) is not .(mv) : ed>* 

one of us, the people will never 
give it to us. By Allah, I will never 
ask him. 

Comments: [Its isnad is saheeh, al-Bukhari (4447)] 

2375. 'Urwah bin az-Zubair ,f ■ * \tt ■ »*-w- 

narrated that al-Miswar bin - - ^- . ^ - 

Makhramah and 'Abdur-Rahman y ij^- : ^ ^p ^-r 1 ^ ^ 

bin 'Abdul-Qari' told him that they ^.«\ , * , ; Jj. 

heard 'Umar bin al-Khattab say: 1 & J ' 

heard Hisham bin Hakeem bin LL^I ^jUJl jup ^ c**^"^ 

Hizam read... And he narrated the , * ' * . . b > . 

same hadeeth. ^-V- : Jj£ ^LkiJi y ^ Li^ 

Ibn 'Abbas narrated that the fO^r y ^rf^ y f 1 -^ 

Messenger of Allah (fe) said: ' [ni . (j] .^^j, 
Jibreel (^.) taught me the Qur an 

with one mode of recitation but T * *, * ^ , , , , 

asked him to recite it in another " " * ^ ' "\ - 

way and I kept asking him for : ZjS- j\ : ^jJLU ^ ii* j^l 

more and he taught me more, until ; " ^ ' a ^ 

he ended up teaching me seven :JU (n£ ^ ^ ^ 

modes of recitation/' jj£ ^ ^1 

Comments: [A saheeh hadecth, and : ^ .* . . >> \ f 

its isnffrf is Jayyid] J ^ 

[YAOA jvw : .^^i 



2376. Ibn 'Abbas said: I came, y \ lL : j^ :v^I -Trv^ 

when I was at the age of puberty, ^ J , ^ 

riding on a female donkey when ^ ^ s^^ 1 :lJU ^ 

the Messenger of Allah (^) was 
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leading the people in prayer in 
Mina, and passed in front of part of 
the first row. Then I dismounted 
and she started to graze, and I 
joined the people behind the 
Messenger of Allah (sg). 

Comments: [A saheeh hadeeth, and 
its in n ad is Jayyid, al-Bukhari 
(4412) and Muslim (504)] 

2377. Muhammad bin 'Amr bin 
'Ata' bin 'Abbas bin 'Alqamah, 
from Banu 'Amir bin Lu'ayy said: 
I entered upon Ibn 'Abbas (^) in 
the house of Maimoonah, the wife 
of the Prophet on a Friday 

morning; Maimoonah had given 
the house to him in her will. 
When he prayed fumu'ah, some 
carpets would be spread out for 
him in it, and when he had 
finished [jumu'ah], he would go 
there and sit there to meet people, 
A man asked him, when I was 
listening, about doing wudoo' after 
[eating] food cooked by fire. Ibn 
'Abbas raised his hand to his eyes 
- and he had lost his sight - and 
said: These two eyes of mine saw 
the Messenger of Allah (sg) do 
wudoo' for Zuhr prayer in one of 
his apartments, then Bilal gave 
the call to prayer and he got up to 
leave. When he stood at the door 
of the apartment, he was given a 
gift of bread and meat that one of 
his Companions had sent to him. 
So the Messenger of Allah (^) 
went back, along with those who 
were with him, and the food was 
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set out for them in the apartment. 
He ate and they ate, then the 
Messenger of Allah got up, 
along with those who were with 
him, to pray and neither he nor 
the people with him touched 
water (did wudoo"). Then he led 
them in prayer. And Ibn 'Abbas 
only reached an age at which he 
could understand the words and 
conduct of the Prophet (^) 
towards the end of the time of the 
Messenger of Allah (gjg). 

Comments: [Its isnad is Hasan] 

2378, It was narrated that Ibn 
'Abbas (4?) said: The Messenger 
of Allah (^j) circumambulated 
[the Ka'bah] on his camel, and 
every time he came to the Corner, 
he pointed at it and said takbeer. 

Comments: [Its isnad is saheeh 
according to the conditions of al- 
Bukhari] 

2379. It was narrated that 'Ata' 
bin Abi Rabah said: I heard Ibn 
'Abbas say: The Messenger of 
Allah (gig) died when I had just 
been circumcised.^ 

Comments: [A saheeh hadeeth] 
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2380. It was narrated that ^ ^ ^ -YVA * 

'Abdullah bin 'Abbas (<&) said: ■ - 

Banu Sa'd bin Bakr sent Dimam it 
bin Tha'labah to meet the 
Messenger of Allah (*g). He came 



1 At that time, boys would be circumcised when they reached puberty. 
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to him and made his camel kneel 
at the door of the mosque, then he 
hobbled it, and he entered the 
mosque when the Messenger of 
Allah (^) was sitting with his 
Companions. Dimam was a tough 
and hairy man with two braids. 
He came and stood over the 
Messenger of Allah (^e) and his 
Companions and said: Which of 
you is the son of 'Abdul-Muttalib? 
The Messenger of Allah ($z) said: 
"I am the son of 'Abdul- 
Muttalib." He said: Muhammad? 
He said: "Yes." He said: O son of 
'Abdul-Muttalib, I am going to 
ask you some questions and 1 will 
be tough in my questioning, so do 
not be upset. He said: "I will not 
be upset. Ask whatever you 
want." He said: I adjure you by 
Allah your God, the God of those 
who came before you and the 
God of those who come after you, 
has A]Jah sent you to us as a 
Messenger? He said: "Yes, by 
Allah/' He said: I adjure you by 
Allah your God, the God of those 
who came before you and the 
God of those who come after you, 
has Allah commanded you to 
instruct us to worship Him alone, 
not associating anything with 
Him, and to give up these rivals 
whom our forefathers worshipped 
alongside Him? He said: "Yes, by 
Allah," He said: I adjure you by 
Allah your God, the God of those 
who came before you and the 
God of those who come after you, 
has Allah commanded you to 
instruct us to offer these five 
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prayers? He said: "Yes, by Allah." 
Then he started asking about the 
duties of Islam, one by one: zakah, 
fasting and Hajj t and all the laws 
of Islam, adjuring him each time 
as he adjured him previously 
until, when he had finished, he 
said: I bear witness that there is 
no god but Allah and I bear 
witness that Muhammad is the 
Messenger of Allah. I shall do 
these duties and avoid what you 
have forbidden to me, no more 
and no less. Then he went back to 
his camel and the Messenger of 
Allah (sg) said when he left: "If 
the one with the two braids 
meant what he said, he will enter 
Paradise/' 

[The man] went to his camel, 
unhobbled it and departed. He 
came to his people, who gathered 
around him, and the first thing he 
said was: How bad al-Lat and al- 
'Uzza are! They said: Be quiet, O 
Dimamf Fear leprosy and 
elephantiasis for yourself; fear 
insanity. He said: Woe to you; by 
Allah they cannot do any harm or 
bring any benefit Allah, may He 
be glorified and exalted, has sent 
a Messenger and revealed a Book 
to him that will save you from 
what you are in. I bear witness 
that there is no god but Allah, 
with no partner or associate, and 
that Muhammad is His slave and 
Messenger. I have come to you 
from him with what he enjoins 
upon you and forbids to you. By 
Allah, by the time evening came, 
there was no one present, man or 
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woman, who had not become 
Muslim. Ibn 'Abbas said: We 
have never heard of any delegate 
of a people better than Dimam 
bin Tha'labah. 

Comments: [A Hasan hadeeth] 

2381, It was narrated from Ibn 
lshaq: Muhammad bin al-Waleed 
bin Nuwaifi', the freed slave of az- 
Zubair, told me... and he narrated 
the same report in brief. 

Comments; [A hasan hadeeth; see 
the previous report] 

2382. It was narrated that Ibn 
'Abbas said: The fear prayer 
was just like the prayer of these 
guards of yours today behind your 
imam, except that it was done by 
one group after another although 
they were all with the Messenger of 
Allah One group prostrated 
with him, then the Messenger of 
Allah (sfe) stood up and those who 
had been standing up by them- 
selves prostrated, then the 
Messenger of Allah {^) stood up 
and they all stood up with him. 
Then they all bowed with him, 
then he prostrated, and those who 
had been standing up the first time 
prostrated, and those who had 
prostrated the first time stood up. 
And when the Messenger of Allah 

and those who had prostrated 
with him sat at the end of the 
prayer, those who has been 
standing by themselves prostrated, 
then they sat and the Messenger of 
Allah led them all in saying the 
tasleem. 
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Jj-^j t^-^N UUa 1 IS" ^jJJI 

\y\S (jj-jJ' J-^-^J* L JjhcJm t La*a>- Oi^a 

^jJJl Oj'j>-*)}\ plij tSy J^l <JJi 

Ij^T Jj\ <jv* 

L ^ g J Uill* I IS" ^-AJl Jj^m i p^j*>L>3 
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Comments: [Its isnad is ftasstt] 

2383. It was narrated that Taw oos 
;aI-Yamani said: I said to 'Abdullah 
bin 'Abbas They are saying 
that the Messenger of Allah (%) 
said: "Do ghusl on Friday, and 
wash your heads, even if you are 
not junub, and put on perfume." 
And Ibn 'Abbas said; As for 
perfume, I do not know, but as for 
ghusl, then yes. 

Comments: [A saheeh hadccth; this 
is a Hasan isnad] 



2384. It was narrated that 
'Abdullah bin 'Abbas (4*) said: I 
saw the Messenger of Allah (jgt) 
praying at night in a Hadrami 
cloak of his that he wrapped 
around himself, and he was not 
wearing anything else. 

Comments: [A hasan hadeeth] 



<^ji ^j>\ uJj^ : ^jjjJo uj.^- -vtat 

cr"J^ J* : ^^\ 



pj ^ 4JJI jlIaJ cJlj :JLs 



y} if y} '-^y^i -YTAl 



2385. It was narrated that 
'Abdullah bin 'Abbas {&) said: I 
saw the Messenger of Allah (^) 
on a rainy day, trying to avoid 
the mud when he prostrated with 
a cloak he was wearing, placing it 
under his hands on the ground 
when he prostrated. 

Comments: [Hasan and its isnad is 
da'eef because of the weakness of 
Husain bin Abdullah] 



y 



^ <^y ^ty y. y 
y ^ ^ Jy y> 
cJij ^ : y, 

y) y* ^ °-^yA -ytao 
0! ^ ^ J>* ^ y ^ [ 

jJJ : Jli jjl aIh jlp 

Ji 4JLi_>*d t^JLp ^^-^ *M 
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2386* It was narrated that , ;| - ( ^ ^ 

'Abdullah bin 'Abbas {&) used to ^ ^ ^ ( ■ 

say: The Messenger of Allah (^) J> M xS fj, ^pJl Jjl^l 

used to recite in the two rak'ahs Jj| ° ' ■•- - - ^ * 

before Fajr the Opening of the ' ^ K " ^ *f ■ ^ 

Quran (al-Fatihah) and the last two aLi J15 : Otf £t j!l 

verses of Sooratal-Baqarah in the . . . r . , 

first rafc'rt/i, and in the second rak'ah ^ <-P J ^ 

the Opening of the Qur'an and this j ^ ^ 

verse from Al 'Imran; "Say (O _■ ' / f 

Muhammad "O people of the ^ L ; 3 j?>^ <^ Jj 

Scripture (Jews and Christians): 3 tf£ ^5 >fe ji> Jl ^ 

Come to a word that is just bet- " ' " 

ween us and you..." [Al 'Imran (1* -d^y^ JO ^£5 r 4P f^=* 

3:641 to the end of the verse. rv ^ , , ; ^. ( 

J [ Y * VA : 



Comments: [Its isnad is da'eef 

because the narrator is unknown] ^L^l 

2387, It was narrated that Ibn f ^ ^ - ^ ^ -ytav 

' Abbas (4) said: Rukanah bin ' Abd ^ ^ 

Yazeed, a man of Banul-Muttalib, a_?lS jj -uAi 



divorced his wife thrice in one 
sitting, then he missed her sorely. 

The Messenger of Allah (^) asked j!S y jIL :Jli ^1 



him: "How did you divorce her?" 
He said: I divorced her thrice. He 



said: ^n one sitting?" He said: Yes. : J Li U^i l^U ^ 

He said: "That is only one divorce „ , , , 5 % , 

(tafcrfj); take her back if you want/' : Jli ^ n : *S ^1 ^Li 

So he took her back. Ibn 'Abbas ^» : j£ ; jj ^ ^ 

thought that fa/ag is only to be done ; " , s ^ 

just after the woman becomes pure L*^* :Jtf ;J^> h ?-^-'3 

from menses. : >y + a u : • 

jl>j t L^jij- y :ju ^^jLi 

Comments: [Its isf?n^ is da'eefl > * > ^ > 5i 

2388. It was narrated that Ibn *| - \ i-rC* - . * - waa 

'Abbas said: The Messenger - % 

oi Allah ($^) said: "When your j Jt 0^ J^^-! 

brothers were slain at Uhud, 
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Allah, may He be glorified and „ t , „ ^ 

exalted, put their souls in the ^ ^ ^s*^ s£ ^ 

crops of green birds that drink Jui J ,^3 J|j ^4* 

from the rivers of Paradise and tf , ; ^ # ; (>f , >* s . 

eat from its fruits, and they return > ajl ^\ r^^H ^ j ^ 
to roost in golden lamps in the >j ^ J, ^\^\ J l^Uj] 
shade of the Throne. When they V,* ^ * " 

saw how good their drink and J! o'j^j tUjUJ J5"U t^AJi ji^il 
food are and how good the place ^ ^ V * ^ 

where they stay, they said: O ^ ^ ^ 

Lord, would that our brothers j r$0—* h-^J 

knew what Allah has done for us, ^ : ^ ^ . j 

so they would not lose interest in > jp- t . - „ ^ • ^ 

/ifrfld or abandon fighting. Allah, ^L^Jl ijiij? ^fej <.CJ Si) I ^ 

may He be glorified and exalted, ^ 3 " tf V - * 
said: 1 shall convey that to them 11 : > ^ JUi ^ ^ 

for you. And Allah, may He be ^ ^ ft| jift j^itf 

glorified and exalted, revealed ^ ^ ^ ^ 

these verses to His Messenger: 4& i# ^> : J^j ouS/l 
''Think not of those as dead who O*^ ■ ji ^ Jl) 

are killed/' [Al Tmran 3:169]. ' ^ 

Comments: [A hasan hadeeth] J M ^ 



2389. A similar report was - ^ USjl^ - YTA^ 
narrated from Ibn 'Abbas (4*) , — r 
from the Prophet ^ >dji| J? ^1 -u* : ^ 

Comments: [Its isnad is /iamm] ^ JupUJ-! niU^j JuAl 

"0 — *~ ^^-^l ■ ^.j*" 

2390. It was narrated that Ibn ^ f -Tr^« 
'Abbas (^) said: The Messenger of "\ ; " ; > s ^ ... 
Allah (^) said: "The martyrs are J^=* 0? ^jLAJ^ 

on the banks of a river at the gate of jj ^ *^ 

Paradise in a green tent, and their - - s w 

provision comes out to them from J^3 J^i J^^^^ 1 ^ 
Paradise morning and evening/' 
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Comments: [Its isnad is Hasan] 



2391* It was narrated that Ibn 
'Abbas said: The Messenger of 
Allah (3^r) walked with them to 
Baqee' al-Gharqad, then he sent 
them off and said: "March forth in 
the Name of Allah." And he said: 
"O Allah/ help them/' meaning the 
group that he sent to Ka'b bin al- 
Ashraf. 

Comments: [Its isnad is hasan] 



2392. It was narrated that 
'Abdullah bin 'Abbas (\&) said: 
Then the Messenger of Allah 
set out on his journey, and he 
appointed Abu Ruhm Kulthoom 
bin Husain bin 'Utbah bin Khalaf 
al-Ghifari in charge of Madinah. 
He set out on the tenth of Ramadan; 
the Messenger of Allah (^fe) fasted 
and the people fasted, then when 
he was in al-Kadeed - an oasis 
between 'Usfan and Amaj - he 
broke his fast, then he continued on 
until he halted in Marraz-Zahran 
with ten thousand Muslims. 

Comments: [Its isnad is hasan] 



2393. It was narrated from Ibn 
'Abbas that the Messenger of 
Allah married Maimoonah 



S^C ii^Jl ^ijj <.t\yj&- 

J,\ ^\ l^i^ : ^J**H -TIT A \ 

Jjl dj^j ^4^" ur^ : <J^ J>\ if 

jLjLu :Jii) ^ i^ilLi» 

^1 ^ L*Jb- : J La i-jjAju UiJb»- -YMY 
JLi ^* Jill Jup <djl 
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Jfe> ^UiJi <UJ! JLlC. I'iiii ♦ 



bint al-Harith whilst travelling , ^ : \ £}\ 

when he was in ihram, ^ * ^ ^ ^ - * J V 

Comments: [A saheeh hadeeth its ^ J* ^^^l ^1 ^ 

isnad is hasan] - .s < ^ 'i , - ? f 

«>L~J U*4 

2394. It was narrated from Ibn : _ jjjj, 'J\ jj£ _ -mt 

'Abbas (<&) that he said: The , * " . 

Messenger of Allah was told if ^ If ^ ^ 

about a man whose mount had ^ %\ ^ J>} 

thrown him and broke his neck ^ ^„ - ^ V 

whilst he was in ihram. He said: >j J^j ^ Jj^Sl 

"Shroud him and do not cover his N <> '-i- j ? v- ' - V : * * ' 

head or put any perfume on him, ] - 

for he will be raised on the Day of y*j iiQJl ^ ^ilj t Qs s 
Resurrection reciting the Talbiyali . 
Comments; [Its isnad is saheeh, al- 



[\ AO • : ^rlj] ."J^ >j jl 
Bukhari (1265) and Muslim ; ^ «,<Mno) : ^ty^ 



(1206)] 



.(AY- 1) 



2395, Aswad said: Isra'eel told 
us [the same hadeeth] with the 
[same] isnad, except that he said: U *£*rbl -"S^i : <-^ 4:1 



"... Do not cover his face../' 
Comments: [Its isnad is saheeh, al 



Bukhari (1265) and Muslim J^rj Nj» : ^ .< u ^) 

(1206)] 

2396. It was narrated that Ibn ^ : Jti ^1 jl^ ^ Scj tfj^ -mi 

'Abbas said: The Messenger of . 

Allah (a&ft) said on the day of the : 0 Li ^-C* o? 1 0* L -£*^ 0* 

Conquest of Makkah: "There is no ?,, ^ - 

hijran (migration), but there is J " s- 1 ' ' 

yi/taff and good intentions. When jlj J^Jj _ ^jJI : _ 

you are mobilized, then go forth/' _ f 

7 6 [H<\\ .Mj^Li 

Comments: [A saheeh hadeeth] 
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2397. It was narrated from Ibn 
'Abbas (4*,): The Messenger of 
Allah (^;) placed his hands on my 
shoulder, then he said: "O Allah, 
give him deep understanding of 
the faith and teach him under- 
standing of Qur'an." 

Comments: [Its isnad is qawi, al- 
Bukhari (143) and Muslim 
(2477)3 



2398. It was narrated that Ibn 
'Abbas (■,&) said; The Messenger of 
Allah (£b0 said: "This Black Stone 
will have a tongue and two lips, 
and on the Day of Resurrection it 
will bear witness to those who 
touched ft with proper respect." 

Comments: [Its isnad is qawi] 



2399. It was narrated from Ibn 
'Abbas (4) that the Messenger of 
Allah (igg) stayed in Makkah for 
fifteen years, during seven or 
eight of which he would see a 
light and hear a voice, and during 
seven or eight of which revelation 
came to him. And he stayed in 
Madinah for ten years. 
Comments: [Its isnad is qawi 

Muslim (2353)] 

2400. It was narrated from 
'Am mar bin Abi 'Am mar from 
Ibn 'Abbas (vfe), and from Thabit 
al-Bunani from Anas bin Malik 



jj jUJU^ ^ jJJl JUp j^p *U^1>" y \ 

1 v • y y t rw ;r-rr t rm l yav^ 
[\Ai . ^ J.i. 

jUii J, Jjl jIp ^ jbj ^| jLtf 
li^ op Jul JU ;Jij 

[TY\o -.^j] .dj^ 

: J Li jL,y 'J, j^J~ -YY"U 

^ ^ Jji 5! \yU ja 
.(YVoV) rL _£y ojL^j : ^j>u 
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that the Messenger of Allah (^) 
used to deliver the khutbah 
leaning on a tree trunk. When he 
started to use the mirtbar, he 
moved to the minbar, and the 
trunk made a sorrowful sound 
until he came to it and embraced 
it, then it calmed down. He said, 
"If I had not embraced it, it 
would have continued to grieve 
until the Day of Resurrection/' 

Comments: [Its isnad is saheeh] 



2401. A similar report was 
narrated from 'Ammar from Ibn 
'Abbas and from Thabit from 
Anas, from the Prophet (gg). 

Comments: [Its isnad is scihceh] 



2402, It was narrated from Ibn 
'Abbas (4*) that two angels came 
to the Messenger of Allah (^g) in 
a dream, and one of them sat at 
his feet and the other at his head. 
The one who sat by his feet said 
to the one who sat by his head: 
Give a likeness of this man and 
his ummah. He said: The likeness 
of him and his ummah is that of 
some people who were travelling 
and came to the edge of a 
wilderness, and they had no 
provision with which to cross the 
wilderness or to travel back. 
Whilst they were like that, a man 
in a striped suit came to them and 
said: What do you think if I were 
to take you to a place with green 
meadows and plentiful water - 



^cjl s^Vj ^4* j>\ mv/o ^ 
m, <in &j ^ ^ if 



Cf 
IfJ 



iLL^- QjS- :jLU -Y t * N 



^f ^ V J& & *-A^A If 

ijisi; j^iiji uj Jul ^ Jj-^j 
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would you follow me? They said: * , ' V ' " ft ' 

Yes. So he set out with them and ^ 'r«l ^ U :JU 

led them to a place with green l^pj l^feU iSlj^ tiu>-j tSliJLl 

meadows and abundant water, „ . ( , , I£ ( , s " , , 

where they ate and drank and ^ J* P l : JU * tl >~^ 

grew healthy. Then he said to ^ ^ j tJ ^ 

them: Did I not find you in that ^ 

state, and you promised me that if :^Us ^^y^f o\ Ujj L-^C^j tilfi- 

1 led you to a place with green ^ ^ '^j -T. ^ r- 

meadows and abundant water, ~- * _ ' - 

you would follow me? They said; <. ? JJ> ^yj ^* 

Yes. He said: Ahead of you is a ''jj^ * r '*LU cJUi 'Jli ' ' "li 

garden that is greener than this ^ J *' '^-J*? 

and water that is more plentiful, ^ 11^ lLj,j jj iJU} 
so follow me. Some of them said: 

He is telling the truth by Allah; let ^ 
us follow him. Others said: We 



are pleased with this and we will 



stay here. ^ ^ ^ 

Comments: [Its isnad is da'eef because of the weakness of Ali bin Zaid] 

2403. It was narrated that Ja'far J> y jUJ y JJ^ QjJ- ~Yi*V 
bin Muhammad said: When the * . ^ ,\ s f e :- 

Frophet was washed (after he £UJi 015 : ^ 0? >^ 1/ 

passed away), water would get A^&h&tm^^J^ 

under his eyelids and stay there, - ' ^ 

and 'Ali would remove it. yi»>. ujL« 

Comments: [Its isnad is da'eef IjUj .aJL^ JJi ii^Jo .x*^* 

because it is interrupted] ^ > y ^ ^ ^ ^ ^uJl 

2404. It was narrated that ad- . -Yfc'i 
Dahhak bin Muzahim said: When " J if. a— *~ 

Ibn 'Abbas (4b) said the Talbiyah, he f^"^ 0? ■^^•-^ ^ ' ^1 

would say: "Here I am, O Allah, \^ \ *, =T * : ,i -.^ 

here I am. Here I am, You have no " ^ ^ * r ■ ^ 

partner, here I am. Verily all praise 0! til^J JjJ ^j-i ^ ^3 t JjIIJ ^4^^ 

and blessings are Yours, and all ^ , , . . /. * - - - - 

sovereignty, You have no partner. j 

And Ibn 'Abbas said: Do it this y= t l^Jl ^1 Jli^ : JU 

way, for this is the Talbiyah of the " ' ^ 

Messenger of Allah («g). tTVofc ^i] 
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Comments: [Saheeh because of 
corroborating evidence; this is a 
da'eef isnad] 

2405, It was narrated that Ibn 
'Abbas (\&) said; I came to the 
Messenger of Allah (3^) from 
behind and I saw the whiteness of 
his armpits when he was prostrating 
with his arms held away from his 
body. 

Comments: [Saheeh because of 
corroborating evidence] 



luuj iL^l ijjbjf <.0j~m} £t->*— c I £j 



: y t ^ Gii^- -Y i > * 

> J- j f t ' " ' i 

yfa^ 1 4pajl ^j-^^j 1 5^*" if ^§ 3^' 

t rrYA t rm t r\oY ,yw ,i\a\ 
[y*vt i^ij j t mv t riu 

[YYA^ .c^)Jl JuJ jjj 



2406. It was narrated from Ibn 
'Abbas (4) that the Prophet (ste) 
ate (the meat) from the shoulder 
of a sheep, then he prayed and 
did not repeat wudoo'. 

Comments: [A saheeh hadeeth, al- 
Bukahri (207)] 

2407. Sa'eed bin Jubair narrated 
that Ibn 'Abbas (^) told him: The 
Messenger of Allah (^) was in 
the shade of one of his apartments 
and a group of Muslims were 
with him, for whom the shade 
was shrinking. He said: "A man 
will come to you who looks with 
the two eyes of a devil When he 
comes to you, do not speak to 
him." Then a man with bleary 
eyes came in and the Messenger 
of Allah (s^) spoke to him and 
said: "Why are you and So and 



.( Y * V) 



Jj-^j ol5 :JU -Oo^- ^1 jl 

pLii :Jli *.0tLli 
Jj-^j JUoi J^rj 
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so/' a number of people whom he * , _ ^ . , „ f 

named, "reviling me?" The man ^ l ^ yfcii :JU f-fc 1 ^ r* us 

went and called them, and they :JU £1 l^&ij , JjL 1^ .lilii 

swore by Allah and gave their \ > \' „ _ 

excuses. Then Allah, may He be ^ ^ : Jfj > iW J> ! U 

glorified and exalted, revealed the ^ A ^ -j-j 

words: "and they swear to a lie " Sr^-J ^ 

while they know../' [al-Mujadilah [*UV (U :ibU«Ji) 
58:18]. 

Comments: [Its i'srwd is /warn] " ' 

2408. It was narrated that Ibn ./Ur^, ^ : *^ -Yt*A 
'Abbas (*) said: The Messenger , 

of Allah (#>) was sitting in the J 3 ) Jt -h*^ 0^ 

shade of an apartment when the . ^ : - . - 

shade had almost disappeared... , , * 

And he narrated a similar report. -J^ 1 ^ ^ 

Comments: [A hasan hadeeth] [jd j u . ^ 

2409. It was narrated that Ibn -r^ v , fl 
Abbas (\&) said: Two men came 

to the Prophet of Allah (^) with : J^ J>) ^ £tf u! : ^ 



the same need. One of them 
spoke/ and the Prophet of Allah 



tid>-l_j U^-U- o^>-j Jjl pL>- 



(#?J noticed a bad smell from his ^ ^ -JJ 1 ^ t LllJU-l plfcj 

mouth, so he said to him: "Why * > - - » 

don't you use the miswakV He *H : J JU * 

said: I do, but I have not eaten for ii £ui jLJil JJ Jjpj * J^V 

three days. So he ordered a man ^ ^ " '„ r ^ 

to host him and (that man) hosted .o>-U- <J tJljli fc *>^j ^ 
him and met his needs. 
Comments: [Its isnad is da'cef] 



lUUfcJ* ' ^.J^ 



2410. It was narrated from - ^ ^ . ^ _ Yn . 

Qaboos bin Abi Zabyan that his ^ , s ] 

father told him: We said to Ibn ^ ^ (^a/U ^ 

'Abbas (3gc): What do you think V; : .vf . ^ r :; . 

this verse means: Allah has not * / y * ' 

made for any man two hearts ^J) J^i li' J^i : Jfj ^ -JJ I 
inside his body" fal-Ahzab 33:4]? 



He said: The Prophet of Allah (%) 
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stood up one day to pray, and he ^ j , „ . * - - 

shifted his weight from one leg to 4 ^ U >- ^ ^ M & ^ :JU 

another. The hypocrites who were OjL^ jjiJI O^HlSl JUi il^Li \LU 

praying with him said: Don't you t , g „ , 

see that he has two hearts, one -0^ ^ ^> ^ 

heart with you and one heart with . ^ ^ iLi jjft ^ ^ 

them? Then Allah revealed the „. 

words; "Allah has not made for >-* <jr*X 

any man two hearts inside his 

body" [al-Ahzab 33:4]. *^ L5 



Comments: [Its ts/iad is da Ve/ like the previous report] 



241 L It was narrated from Ibn '\\ ■ t-j. -riU 



'Abbas (4s) that if something upset 

the Messenger of Allah he ^ 0^ — ^ 

would say: "There is no God but »i - -mimi f « - * \*u ■ iu 

Allah, the Forbearing, the Almighty; ^ r ^ , ^ \ 

there is no God but Allah, Lord of ^1 4 ^ *S ^ Jr^J ^ 
the noble Throne; there is no God ~. , , , ■ * ■ ' ■- : 

but Allah, Lord of the mighty / r 5 - * 

Throne; there is no God but Allah, ijjl ill V ^jS5l ^iyJl ^3 &t 

Lord of the heavens, Lord of the j / 

earth and Lord of the noble Throne/' ^ M N i *H V 'r^ 1 ^ 
Then he would offer supplication. t>'/ 3 ^i^Ji 

Comments: [Its isnad is saheeh, al- r n , ■ . tf ; , y u 

Bukahri (6345) and Muslim LT * U -^J-J^r TV^ 1 
(2730)] 

2412. It was narrated that Ibn ^ - J; jU ; ^ _ Ym 

'Abbas said: The Prophet (afe) came * ^' ~' ^ . 

to one of his daughters when she t^JULJl y pike- j& \-jjJ- 

was dying, and he held her in his > . 1,- - ^ > 

lap until she died. Then his eyes - V ' ^ ^ \' w 

filled with tears and Umm Aiman tJ}^Jl ^ '^j ^aJU ^ 

wept. It was said to her: Are you . , ; \ , 4 \ , , ' - >: 

weeping in the presence of the ^' ^ ?.r^r ls? ^P-^jj 

Messenger of Allah (^)? She said: : ^ if JJ^ 

Why shouldn't I weep when the f . - 5 _ # „ f 

Messenger of Allah (^) is Vl ^ ] ^ i^v 1 

weeping? He said: "I did not weep; m J, ^ Jbl ^1 

this is compassion. Verily, the % t ; ^ , \V , 1 ' : 

believer's soul departs from his t>?>^ 1 ^! ^^^j l ^ 
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body whilst he is praising Allah, s * ,^ # „ . 

may He be glorified and exalted." J J^ J J* M ^ >J ^ 0- ^ 

Comments: [A hasan hadeeth] lT£Vo : ^1} 

2413. It was narrated that Ibn jlp) ^Li ^ r 1 Liijb- -Y nr 

'Abbas (^) said: I got up to pray ^ * ' . " - - „• 

with the Prophet (ig) and I stood ^ ^ : ^ u J**^ 

on his left. He reached back with ^ . ^ ^ ^ t ^j^ t ^ ' ^ 

his hand and took hold of my ^ - " - ;^ ' ; , ' » * 

upper arm - or my arm - and ^ ^ ^^-^ 

made me stand on his rieht. ,\ \* * >,\ . 

Comments: [Its isnad is saheeh, al- „- 

Bukhari (727) and Muslim (763)] ^ A * r : -5*~ 



.(vir) 



2414* It was narrated that Ibn : O^tli 'J> JJZ -TtU 

'Abbas (Jfe) said; This verse - "Your a „ , , * > t , * * * * 

wives are a tilth for you" [al- & rt^ If Ji ^ : Jt+^J 

Baqarah 2:223] - it was revealed J,\ ^ Jj^ :^UUJ1 J*C 

concerning some of the Ansar who " > , ' ' , . , - ^ - - 

came to the Prophet (-^) and asked s^* 

him, and the Messenger of Allah ^ ^ ^ } - ^( j ( Y Yr : ^ 0 

said: "Have intercourse with - f f ' ^ 

her in any position, so long as it is ^ <Ul J JUi 

in the vagina." '-r, , 

Comments: [Hasart, this is a da'eef - ' 

isnad because of the weakness of - 1 : gi>** 



Rishdeen bin Sa'd] 



2415. It was narrated from Ibn i^y i^^i ^* fcjj- -YM« 

'Abbas (^) that the Messenger of 
Allah (^) said: "I am not asking 



^1 4JJ! Jlp _ $ _ 



you for any reward for what I 01 '■ J>\ <y~ t^UJ ^ 

have brought to you of clear signs ^ j ^ - V ^ ^ ^ 

or guidance, except that you love " ^ - ^^"^ 

Allah and drew close to Him by M ^*Jr\ otil ^ *> jjfijl 

obevinc Him." - .t * * ^ ^ j * 

Comments: [Its isrtfld is da'ccj] " ' " " 
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2416. It was narrated from Ibn 
'Abbas (&) that he did wudoo'\ he 

washed his face, then he took a t(J^-l ^ -Hj J* 0^ 



, : ; £ i > fit s , , 



handful of water and rinsed his 
mouth and nose with it. Then he 
took a handful of water and did ^ ^ **_^ ^ 



handful of water and washed his 
right arm with it. Then he took a 



this to it - i.e., he scooped it with I'f 
two hands - and he washed his > 9 , 

face with it. Then he took a J-lii *-k J! *4*Uii 

handful of water and washed his oi J-lJo ^ JbM ^ 4 

left arm with it. Then he wiped , * ; * > 1 „ , , 

his head; then he took a handful ^ ^ ^ ^Ji r 

of water and sprinkled it on his <.{^LS ^Jj~ ^LUJl ^Jlp ^3 ^ tjU 

right foot until he washed it, then f t _ . ^ . ; a ; 

he took another handful and -J ^j* ^ 

washed his left foot with it. Then . sgg Jjl J^3 Jjl^ : JU p t ^ 8 jl 
he said: This is what I saw the 



Messenger of Allah (5^) do. 



Comments: [Its isnnd is saheeh, al- .010 o:>L^j : 
Bukhari (140)] 

2417, A similar report was J-^ ^1 £1; ^1 QlU- -TtW 

narrated from Ibn 'Abbas (^) from \/ t >^ 

the Prophet (^). s*^ 1 : ^ ^ ^ 

Comments: [Saheeh like the U-£^ i-U 1 lJ J>j u^ 1 ^ <, (^r? 1 ^! 

previous reportl " ' ' ; ' - 



2418. It was narrated from Ibn ^ 1^1^- ^1 bil>- -Yfc\A 

'Abbas (^fe) that a woman brought < c ^ :„r a . ^ 

a son of hers to the Messenger of ^ ^ '^h^^ ^> i ^ 

Allah (Sj) and said: This son of Jj =j-, ^ ^\ J, , ^ 

mine is possessed; it affects him at ' , / 

our lunch and dinner and spoils % ^ J>} ^ J^, ^ ^ 
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our meals. The Messenger of 



Allah (^) wiped his chest and ^ ^ o^- 

prayed for him, and he coughed, IS t Jjl^ ^ ^3) , 

then something like a little black >t „ 

dog came out of his mouth. J? - - 

Comments: [Its isnad is da'eef [WTT -s'^HS 

because Farqad as-sabakhi is 

dfi'ecfl 'i^t^r- ^ J* ^' a - m * toli^i ; ^^>iJ 

2419. It was narrated from oUli ^ :Ju^ r '! -Ym 

'Ikrimah that a man asked Ibn tr ^ t 

'Abbas (*,) about doing ghusl on 0* - s* 1 - J ^ J* ^ 

Friday: is it obligatory? He said: ^ ji^ ^L; jJl ^ 

No, but whoever wishes may do " * * ' / 

g/iwsi, and I will tell you how ^ V^i liii^Jl ^ J^jji 

^«s/ was first prescribed. The ^ ^ ■jfc.L; . LL£l *U ' 
people were poor and they used " J ^ 

to wear wool, and they would 

carry water to the palm trees on r V-u ' i V- * tl ^ 
their backs. The mosque of the ^ ^ ^ J 
Prophet (ft) was small, with a (TH/O 3fe ^ J^S 
low ceiling, so the people in their a ^7 ^ 

woollen garments would start to ^ C 1 ^ ^v^ 1 -^j^ ^ 

sweat. The mmfwr of the Prophet M ^ ^ Otfj , \^ 
(%) was short; it only had three . , ' ' , „ ' s 

steps. So the people would sweat ^j** ^W-jJ > ^'jrf* 

in their wool, and their smell and > "*r*f : nl- ■ ^ <. > ^i. 
the smell of the wool would C ^ ' ^ - ^ 

become prominent, and thus they ^-*L J>- <- i ^^. ^i^>. t^ijJaJ! 
bothered one another, until the ^ : ( ^ fu 'i >- -^rM 

smell reached the Messenger of ^ ^ * ^ l r^^ 1 

Allah (&0 when he was on the tUiiJl j^- t^lljl L^l U» :Jiii 
minbar. So he said: "O people, . s , ? ' : 

when you come to Jumu'ah, do ^ ^ { & 

ghusl and let one of you put on ^ j| 

the best perfume he has." 

Comments: [Its isnad is /ursan] -^r-^ ^.r*^ 



2420, It was narrated from Ibn 



j LULL LjJl>- JV — Y £ Y * 



'Abbas (4») that the Messenger of ^ , * t " " ' ?' ^ 
Allah said: "Whoever has t ^ ^ 0^ * 3 j* 

intercourse with an animal, kill r 

him and kill the animal." CV : JU 01 ^' 
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Comments: [Its isnad is a /lasem] 



2421. It was narrated from Ibn 
'Abbas (4b) that the Messenger of 
Allah (jgg) said concerning changing 
the order in which stoning the 
Jamrah, slaughtering the sacrifice 
and shaving the head are done: 
"There is no problem/' 

Comments: [Its isnad is saheeh, al- 
Bukhari (1734) and Muslim 
(1307)] 

2422. It was narrated from Ibn 
'Abbas (4») that the Messenger of 
Allah said: "O Allah, give Ibn 
'Abbas wisdom and teach him 
understanding of Qur'an." 

Comments: [Sahech; this is a daeef 
isnad because of the weakness of 
Husain bin Abdullah] 

2423- Isma'ee] bin Rabee'ah bin 
Hisham bin Ishaq bin 'Abdullah 
bin Kinanah said: I heard my 
grandfather Hisham bin Ishaq bin 
'Abdullah narrate that his father 
said: al-Waleed sent word asking 
Ibn 'Abbas (&): What did the 
Messenger of Allah ($te) do when 
he prayed for rain (istisqa')? He 
said: The Messenger of Allah (^) 
went out wearing scruffy clothes 
and with a humble attitude, to the 
prayer place, then he prayed two 
rak'ahs as he prayed on (Eid) al- 
Fitr and (Eid) al-Adha, 

Comments: [Hasan] 



[>ayo :^r\jj t rvrr , yvyy 



J- : Jii J% 



UiUJl jjl i^i ^IlU :JU 

^LL* ^jS- c.b. :Jlj i;L5 

£~£> ^JCS ^vl JlIJ wU^.M 

:jUi ? 5 U^,Vl J Jul Jj^j 
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2424. It was narrated that Ibn ^ . ^ >( ^ _ mi 

'Abbas (&) said: The Messenger of ' *" ' ^ 

Allah (gr) said: "In some poetry there <_r^ 0^ J* ^IL^ £.a>- 



is wisdom and in eloquence there is 
(an impact like that of) magic/' 
Comments: [Saheeh because of tYfcvr jO ^} c LXi 

corroborating evidence, and its [r ^ A 

isnad is da eef] 

2425. It was narrated from Ibn ^ ^ .{ ^ 

1 Abbas (&) that the Messenger of " 

Allah said: "No 'adwa : ^Cp ^1 ^ ^£p j> iJUL- IL'jl^ 

[transmission of infectious disease v p . t ♦ M 

without the permission of Allah], ' * " v 

no tiynrah [superstitious belief in ilU— * ^JU .«iLi ■ ^ > ^} 

bird omens], no Safar and no ham * . - * 

[refers to a /fffifli Arab tradition JL * - >^ jl 

described variously as: a worm ^ ^ 

that infests the grave of a murder / > /„ • ^ , • 

victim until he is avenged; an owl; ; ^fe ^T 1 -Wo^ j 

or the bones of a dead person [r , rY . J( jy^ ul» 

turned into a bird that could fly]." 



Simak said that (the word) Safar , „ ^\ u*j t&j jj 



referred to a worm in a person's 
stomach. A man said: O Messenger 
of Allah, there may be one mangy 
camel in a hundred, and it transfers 
the disease to them. The Prophet 
said: "Then who infected the 
first one?" 

Comments: [Saheeh because of corroborating evidence and its isnad is da'eef] 

2426. It was narrated that Ibn . ^ ^ -j- & _ Y t n 

'Abbas (^&) said: The Messenger * % , r + 
of Allah (^) used to pray on a : J^J^ ^ ~ ilU— < lS-i>- : sxij uij^- 
mat made of palm tree leaves. ,s. o, , i. o. ... 

Comments: [Saheeh because of * a * J t _ * > ^ „ 

corroborating evidences and its : <lj^*l\ J^j jtf 



is/jarf is da'ecj] 



:^r\jj ^rrv\ <.i<\t* ^a\t 



Musnad of 'Abdullah bin al-' Abbas X 455 



2427. It was narrated that Ibn ^ ■ VUil v ^ ^ -UYV 
'Abbas (<&) said: The Messenger ^ * ° 

of Allah (jfe) moved on from t^i^Jl ^ i^Li^Nl ^ 

'Arafah and he commanded them > , „ r<r - , • 

to be calm. He seated Usamah bin : ^ ^ ' ^' ^ 'pf 

Zaid behind him on his mount t^LsLLJL jLi^lj ^ Jji 

and said: "O people, you should / - ; „ ( , , , ; „ ; 

be calm and dignified, for it is not ^ ^ :JU ^ ^ & 
righteousness to move quickly ^ c^lj i_5^JL 

with camels and horses/' And I „' , / f ' , 

never saw any camel raising its ^ ^0 ^ *J=^*J J^X 1 ^^fe ^ 
feet and running until it reached *£ ^ ^ ^ u - ^ 
Muzdalifah, Then he seated al- 1 ^ 

Fadl bin 'Abbas behind him on ^ J[ ^ 0^ J-^ 51 

his mount from Muzdalifah to --^su > i s u . --sf ^„ 'i ^ . * - 

Mina, saying: O people, you ' "* ^ - 1 " ^ " " . 
should becalm and dignified, for JjNI ^jL^L Ir-P ^ ^ 
it is not righteousness to move i' ' Z , us '> \- 

quickly with camels and horses." ^ ^ ^ b ^ 

And I never saw any camel [Y*<\<\ :^1j].J^cJJLJji 

raising its feet and running until it 

reached Mina, \^ J^^ 1 J-> ^ ^.r^ 

Comments: [Saheeh] -£r ^ '-I****!' 

2428. It was narrated that Ibn . ^ ^ V- ^ _ YiYA 
'Abbas (v^fc) said: The Messenger of ' s 

Allah (^) sacrificed one hundred ^ «.p-£^*Jt ^ ^ J>\ 

camels, among which was a red ^. JU -*f *. 

camel that had belonged to Abu ^ * ^ J ^ ^ ; JU ^ ^ 

Jahl; in its nose was a ring of silver. a£\ Jt tjj^. J-^ L^J ^jj 

Comments: [Hasan; this is a da'eef ' [YAA . . v^j ^ • \-> 

xsnad\ " ' ^ 

. ( _ j JlJ ^j>\ \j£ j iai>J( *■ J-pL^i ^ J»_)^ < 'j^j ^^y- • fytj*** 

2429. It was narrated that Ibn ^ ^ ^ : ^ - Ti 
'Abbas (A) said: The Messenger ... . j* 
of Allah (^) said: "Whoever ^ Jl\ ^ ^ J^r J> ^ J* J^-^ M 
speaks about the Qur'an without ^ . ^ ' Jj, ^ 
knowledge, let him take his place - ; ' J - u 

in Hell." [T » 1^ : ^Ij] .«jliJl ^ lii i^zH t( Jp 

Comments: [Its isnod is da'cef\ 
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2430. It was narrated from Ibn . ' u ~ *\* - i<* - 'ti- V-* - 

. Ju :U> UjJj- :Ju My l^Jb — Ytr* 

'Abbas that a woman whose 

husband was away (in jihad) came to J* J 1 . >-^jt J* -£j J> tJ^ 

a man to buy something from him ^ jj{ ^ :f-, ^ ^, 

and he said; Go into that small room " ; . 5 l\ r " ^ ^ 

and I will give it to you. Then he ' ^ ^ 

kissed her and touched her, and she : ^jui , ; L^Cii ^4^1 
said: Woe to you, my husband is 

away. So he left her alone. Then he ^ & f^j ' ^> 

regretted doing that, and he went to : j£ w ^ ^jJu t ^ jU 

'Umar and told him what he had , f * ' ^ * , 3 - 

done. 'Umar said: Woe to you! :Jli ! ^ ^ tJi> ^ 

perhaps her husband is away (on t; fc Li jTli tijl^U ^fc Ul oli :JU 
jihad)? He said: [Yes], her husband is 



away. 'Umar said: Go to Abu Bakr ^\ (YV ' ^ ^ JUi t6 >^ 
and ask him. So he went to Abu Bakr oli :Jli . i^U :Jli l^Lj 
and told him (what had happened). f* ^ ^ s u 'r ' f ■ -i^ s u 

Abu Bakr said: Woe to you! Perhaps * "'"J /'^ *? ^' 

her husband is away? He said: Yes, *U :JL5 L^U» :^ ^li! JU* 

he is away. Abu Bakr said: Go to the . v:- sjfe Jji j >' * - ' 

Prophet (3$) and tell him. So he \Z , I. f\\ \ , ^ 

went to the Prophet and told J* WjJ Jffl ffi yjLSrf ^Jj^ 

him, and the Prophet (*) said: L - . .j^ (m > 

"Perhaps her husband is away?" , ^ , t s 

He said: Her husband is away. The y"^ 1 J V 1 tiL ^ t£ ^ ^ 

Messenger of Allah («0 remained j; t jjj ^ ^ ^ t ^ : ^ JLii : Ji; 
silent, and Qur'an was revealed: ; ' . - , £ 

"And perform As-Saht (Iqamatas- ^ ^ j- 1 ^ ^ 

Sff/flf), at the two ends of the day and [ \ T * 1 : ^ \j] ji^i ; Jlij 

in some hours of the night [i.e. the 

five compulsory SqIqI (prayers)]/' ^^-^-^P-^j '-gtj** 
[Hood 11:114], The man said: O -^j** t y.^*- j jijJj ^ 3 ^ J^j 
Messenger of Allah, is it only for 
me or for all the people? 'Umar 
said: No, do not think that; rather 
it is for all the people. The Prophet 
smiled and said: "'Umar is 
right." 

Comments: [Sahceh because of corroborating evidence; this is a da'eef Isnad] 
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2431. It was narrated that Ibn 
'Abbas said concerning the words of 
the jinn, "... when the Devotee of 
Allah stands forth to invoke Him, 
they just make round him a dense 
crowd" [al-Jinn 72:19], When they 
saw him leading his Companions in 
prayer, and they were following his 
prayer, bowing when he bowed and 
prostrating when he prostrated, 
they were amazed at how his 
Companions obeyed him. When 
they went back to their companions 
they said: When the slave (devotee) 
of Allah - meaning the Prophet (%) - 
stood up invoking Him, they made 
round him a dense crowd- 
Comments; [Saheeh] 

2432. It was narrated that Ibn 
'Abbas said: The Messenger 
of Allah (%,) came out during his 
final illness with a cloth wrapped 
around his head and sat on the 
minbar. He praised and glorified 
Allah then he said: "There is no 
one who supported me by his 
actions and with his wealth more 
than Abu Bakr bin Abi Quhafah. 
If I were to take a close friend 
(khaleel) among people, I would 
have taken Abu Bakr as a close 
friend. But the brotherhood of 
Islam is better. Block up for mc 
every door into this mosque, 
except the door of Abu Bakr." 

Comments; [Its isnad is saheeh, al- 
Bukhari (467)] 

2433. It was narrated from Ibn 
'Abbas (&) that when Ma'iz bin 
Malik came to the Prophet (3fe), 



a*^ y. ] J 1 ^ 1A A y> 

\y^j ills ; Oj 1 ^je-l^l? /j^j 1 j^j>uC 

aLi jup ^ li Jji : 1 y li ^y Ji\ 

[YYV\ i^h] 
jl5 iii>Jl 

Jt- ^ <ij^J ^A ^ 

^ l^tj ll^li- t^J JjU l?-^' 

j ^ ^ jl^i jii 
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he said: "Perhaps you kissed her, , . > , , „e s 5f 

or touched her, or looked at her?" ^ ^ M ^ ^ ^ ^ > ^ ^ 

He said: No. The Messenger of °J t ^>i j( t d±i :JU : ^lUU 

Allah (.^e) said bluntly; "Did you s > , „ , 

have intercourse with her?" He : *S ^ j ^3 J* 5 -V 

said: Yes. At that, he ordered that ^ : J Li ^ : J 15 , JZl N ■ 



he be stoned. 
Comments: [Its isnad is saheeh, al- 



Bukahri (6824)] ^ AU) „ M . ^ 

2434. It was narrated that Tbn ^ ^ ^{ . ^ ^ 
'Abbas (\&) said: The Messenger ' " 

of Allah (afe) used to seek refuge J* * Jj** 0? ^ tj^ali 

with Allah for al-Hasan and al- ^ , - r ,V ."J,; / w 

Husain, saying: I seek refuge for t V ' - - ^ 

you in the perfect words of Allah jUIS^ LlSJ^m : Jjii ^l^Jlj ^ 

from every devil and poisonous s , . r ♦ - " . ^ * * 

reptile, and from every envious ^ ^ L ^ U -> J 5 0* ^ <Ut 

evil eye." Then he would say: £J> ^l^j 015 U£*» : J^i: li «iW 

"This is how my father Ibraheem r , , * 

used to seek refuge for Isma'eel o^-^j J^ 1 ^! ^ 

and Ishaq [mr : ^ |J ,« f 
Comments: [Its isnad is saheeh, al- 

Bukhari (3371)] .Onm) x : 

2435. It was narrated that Zaid bin jul: t r ^-l £5j^- -Xira 
Aslam said; 'Abdur-Rahman bin , ^ , / . . 
Wa'lah said: I said to Ibn 'Abbas ^ J?*^ r 1 ^ 433 
(4>): We go out on campaign and ^ .3 ^ . ^ - t - 
people bring animal skins and * _ 

waterskins to us. He said: I do not ^ : ^ V^*^ i^'j^ 

know what to say to you except that \ >> , *\ J. >\ .f 

I heard the Messenger of Allah (jfe) J ^ J ^ ^ X - ^ J ^ U ^ 

say: "Any animal skin that has been ji* t v^Ul ij^i 3^ Jul 
tanned has become tahir (pure)/' 

Comments: [Its iSHflrf is saheeh, L - 

Muslim (366)] 4 {ri^) : f 0^1 : 

2436. It was narrated that Ibn ji- oul^ U^il -Y£r*\ 
'Abbas (vfc) said: The Prophet {^) s \ * \, 

was commanded to prostrate on y) ^J^= tj* <- y. 
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4* u^toAJl (jJ dk .Vim a 



seven and not to tuck up his hair - „ - , - , * e , s , f 
or garment ^ Cr ^ J ^ ^' 

Comments: [Its isnad is saftcdz, al- [^tv i^lj 

Bukhari (809) and Muslim (490)] 

2437. It was narrated that Ibn .j,^ ^ _ mv 
'Abbas (4) said; The Prophet * ; 

got married when he was in ^ Cf fc J^? dr: J.r** J* 

1 ^ mm ' 3* J ^ (jr^ <t5>" v >^ 

Comments: [Its isnad is sahcch, al- " 

Bukhari (1837) and Muslim t TsM ^ ^ : 

(1410)] 

2438. It was narrated that Ibn £^ -rtrA 
'Abbas (4^ said: The Prophet (#s) / 

said: "Whoever buys foodstuff <J> { 0* 0* J/** 

should not sell it until he receives *Vju';jLi uJU lW ^ ^ 
it in full." Ibn 'Abbas said: I think ^ - ^ 

everything is like foodstuff. <v? ^ lS^ 1 J-' 11 

Comments: [Its isnad is sa/zre/i, al- ^. *k ^_J-h ■ w-l!p yl Jli .n^y.'..; 
Bukhari (2135) and Muslim - ^ 1 " - , 
(1525)] hAiV : ^1] . f UkJl ^ 

2439. It was narrated from Ibn : j^j; _ rir ^ 
'Abbas (4*), from the Prophet ~ ^ ' ^ 
that he said: "Eat from the edges ^ J^r J>. ±^ if J> V 
of the platter and not from the , V .3^ j« ^ ^ . . . 
middle, for the blessing descends J - - * ^ <- 
in the middle." ^ 1jI5L : t^>r ^ 
Comments: [Its isnad is /usan] Jt ^ ^S^ 1 ^ ' 

2440. It was narrated from Ibn ^ _ SlU £1^ : LilU- -Ul* 
'Abbas (4&) - I [the narrator] think " ( _ t a mC t , 

he attributed it to the Prophet ^^^^0-=*^-^^ 
- he said: When he raised his head iy) if 1 j^r J>) 

from bowing, he said: "Allah * ' 
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hears the one who praises Him, O > , 

Allah our Lord, to You be praise : JU It ^ C?3 ,J ! ^ -"^ 

filling the heaven, filling the earth ^Ll t ^ UJ iLl 

and filling whatever else You , s , ' ^ 

will." *J^j ^sj^j^l *J?3 ^UJJl * jlL^JI 

Comments: [Its Lsnad is sia/iedi] t Y £ jiju; ^ * : 1 ^ U 

[r*Ar cYoo jju 

2441. It was narrated from Ibn jX> _ fili l£U -Yin 
'Abbas (&) that the Prophet (&£) ; , " . ^ 3 e \ . 
proposed to Maimoonah bint al- ^ ^(-^ ! ^ ^Li^l _ fl^Jl 
Harith; she appointed al-'Abbas . -i (yv\ t\\ . ; -s i-u f 
as her guardian, and he gave her ' , „ . ; - „ ' 
in marriage to the Prophet 3te ir 1 ^ 
Comments: [Has™; this is a dct'eef J\ U^l Jji^i lOjUJi 

■m £< ^v? 

2442. It was narrated that Ibn ^ ^ Cijb- -YitY 

'Abbas (&) said: The Muslims \ / 

killed a mushrik man on the day of 4*' ^ 'r 1 ? ^ ^^Jl 

al-Khandaq, and they sent an ^^^^O^A^l jHi :Jli^fc 

envoy to the Messenger of Allah * ' , . ~ , , ; 

te), offering a ransom for his ^ J{ l^-^U tL i_c^Jt ^ 

body. The Messenger of Allah (^) . ^ J Jl ^ j j ^ ^ ^ ^ ^ ^ 

said: It is evil; an evil ransom and , " " ; : " J / 

an evil body. Let them take it" ^^v^ 1 ^jJI ^l—i tC-^J 1;]" 

Comments: [Its isnad is du'ee/J [ Y YV * jL£ JiJ 

2443. It was narrated from 'Amr ^ ^ ■ ^ _ mr 
bin Shu'aib, from his father, from , 

his grandfather, that the Prophet If ^ ^ Jt jy^ ^ 

(^fe) drew up a covenant between - - .-.: c - > ^ , f { ' « , 

the Muhajireen and Ansar: 'They ' / ^1 ° ^ 

will pay their diyah and ransom ^JhI*^ 1 M» r^uJ^lj ^yrL^jl 
their prisoners on the basis of the 
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kindness and justice common ,j . m - >> ■ - '* * 

among the Muslims/' C^V-* ^ ^ 

Comments: [Its isnad is da'ecf\ [ fiJj -! ^ j t^'i : Jj T JC^J\ 'JS 

2444. A similar report was ^ £^ : -YtU 



narrated from Ibn 'Abbas (Jfc). 
Comments: [Its isnad is ee/J 



[4JL3 L. : ^rbl L*4^ ^ 6^-* L ^l^ 

2445, It was narrated that lbn ^1 ^1 *JA : i^i Uil^ -YtU 

'Abbas (&) said: The Messenger of \ " s f ' , ( r 

Allah Gfe) acquired his sword ^ ^ J? ^ u^* 1 J* 
Dhul-Faqar as booty on the day of .3^ ^ * O 

Badr and it was the one concerning - „ 5 v ^ ' s "\ V 

which he saw a dream on the day jA f j5 jLliJl ^ <ul^ ^ Jj-^j JjU 
of Uhud. He said: "I saw a dent in - u :i * { 

my sword Dhul-Faqar and I , ' y ^ - ^7 

interpreted it as some harm that "^i : i^JjU ^ jliil ^5 
will reach you. I dreamt that I 
seated a ram behind me on my 
mount and I interpreted it as ^ j J] Jji^j j^s : i3^li 

meaning that a main man in the 



army would be killed. I dreamt r A '^j^ ^*-rf^ 

that I was wearing strong armour, yj£ % Jj|j # 

and I interpreted it as referring to tf , 

Madinah. 1 saw cattle being *W lS^ 1 ^ 

slaughtered [in my dream]; to see 

cattle slaughtered is better, by >^ ' 

Allah; to see cattle slaughtered is 
better, by Allah." And what the 
Messenger of Allah (afe) said is 
what happened. 

Comments: [Its isnad is hasan] 

2446- It was narrated that Ibn ^ J ^ : ^ „ xm 

'Abbas (4^) said: The recitation of ;\ ^ f 

the Messenger of Allah (sg) at Cr^ '■J.r*-* urf 1 Jj** J* 

night was loud enough for ^ . * - • r.i . *- 4| 

whoever was in the side room to " ' - ■ r- 
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hear when he was in the main 
room (of the house). 

Comments: [Its isnad is hasan] 

2447. It was narrated that Ibn 
'Abbas said; The Messenger of 
Allah said: "Hearing about 
something is not the same as seeing 
it with one's own eyes. Allah, may 
He be glorified and exalted, told 
Moosa what his people had done 
to the calf, and he did not throw 
down the Tablets, but when he saw 
what they had done, he threw 
down the Tablets and they broke. 

Comments: [A saheeh hadeeth; its 
isnad is da'eef] 

2448. Husai n bin 'Abdur- 
Rahman said: I was with Sa'eed 
bin Jubair and he said: Who 
among you saw the shooting star 
last night? I said: I did. Then I 
said: I was not praying, but I was 
stung by a scorpion. He said: 
What did you do? I said: I asked 
someone to recite ruqyah for me. 
He said: What made you do that? 
I said: A hadeeth which ash-Sha'bi 
narrated to us from Buraidah al- 
Aslami, who said: There should 
be no ntqyah except for the evil 
eye or a fever. Sa'eed - meaning 
Ibn Jubair - said: He who acts 
according to what he has heard 
has done well Then he said: Ibn 
'Abbas told us that the Prophet 
fe) said: "The nations were 
shown to me and I saw a Prophet 
with a group of men, a Prophet 
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with one or two men, and a 
Prophet with no one with him. 
Then a huge multitude was shown 
to me, and I thought that they were 
my ummah, but it was said to me, 
'This is Moosa and his people. But 
look at the horizon/ I looked, and 
there was a huge multitude. Then it 
was said to me: 'Look at the other 
horizon/ and there was (another) 
huge multitude. It was said to me: 
"This is your ummah, and among 
them are seventy thousand who 
will enter Paradise without being 
called to account or punished/" 
Then the Prophet got up and 
went into his house, and the people 
started discussing and said: Who 
are those who will enter Paradise 
without being called to account or 
being punished? Some of them 
said: Perhaps they are the ones 
who accompanied the Messenger 
of Allah Some said: Perhaps 
they are those who were born in 
Islam and never associated any- 
thing with Allah. And they 
mentioned several ideas. Then the 
Messenger of Allah came out 
and said: "What are you discus- 
sing?" They told him, and he said: 
"They are the ones who did not use 
cautery or ask anyone to perform 
ruqyah for them, and were not 
superstitious, and they put their 
trust in their Lord/' 'Ukkashah bin 
Mihsan stood up and said: Will I be 
one of them, O Messenger of Allah? 
He said: "You will be one of them/' 
Another man stood up and said: 
Will I be one of them, O Messenger 
of Allah? The Messenger of Allah 
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(i^) said: " 'Ukkashah has beaten 
you to it." 

Comments: [Its isnad is sahceh, al-Bukhari (6541) and Muslim (220)] 

2449. 'Abdullah told us: Shuja' *^ :M ^ 
told mc: Hushaim told us:.„ a c - ^ 

similar report. U ..jll^i £1^- 

Comments: [Its isnad is stte/?, al- /-,*<*\ ■ , , 

Bukhari (6541) and Muslim T * n ° M) : C'C^ wL ! 
(220)] .(no 

2450. It was narrated that Ibn >f - . . - v < 
'Abbas (*) said: The Messenger of ^ L ^ ^ ~ U ° ' 
Allah never fasted any month in ^ J> Ju^- t^L ^1 '£>\y, 
full except Ramadan, even though ' ; ' f.. > , \ - "- 

he used to fast until one would ^ ^ l J ^ r U U : Jb ^ 

think: By Allah, he will never stop jtf o|j tOLij (YVT /M) ^ U ^Utf 

fasting; and he used not to fast - * [ > , > , - > ' - 

until one would think: By Allah, he N ^ : J J ' UJ| J >- 7^ b ! f J^> 

will never fast. ^ ^ ^ ^ 

Comments: [Its isnad is so/ieeb, al- r . -i > >-vT 11' ' '! 

Bukhari (1971) and Muslim L : C? Ij] *f-^ ^ ^ : J^ 1 
(H57)I 

2451. It was narrated from Ibn - Jj, ^ ^ lS^--tU\ 
'Abbas (&) that the Messenger of 7; ' * ^ 

Allah (fe) crossed all these valleys ^ ' ^ ^ l/* 1 0* 0* J^P 1 

bringing a My (sacrificial animal) ^ ^ ' ,>#\ iii * jji 'jj. ■ 

and he had no option but to ;; ; ^ " ^\ " 

circumambulate the House and go 'v^L. ^J_^L: ot ^ jl JI ^fc jUi 

between as-Safa and al-Marwah - >% 

before he stood at 'Arafah. But as ^ 01 ^ ^ 0? 

for you, O people of Makkah, delay t ib Jii U iSi tf£ 

your tawaf until you come back. ' f , tf t >. / 

Comments: [Its isnad is rfo eefl 'L^-y ^ r*£*$=> 

2452. It was narrated that Ibn . u - j-.j ^ _ Uot 
'Abbas (4) said: When alcohol was \ . 

forbidden, they said: O Messenger of 0?' 0* 0* J^ 1 ^! 

Allah, (what about) our companions ^ ^jj ^ 

who have died and who used to " ' J ^ > '"^ v-*^ J lt" . 
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drink it? Then Allah, may He be 8 t _ * ^ „ = , . ^ * -. , , 

glorified and exalted, revealed the r*-» ^ ^ ^ 

words: "Those who believe and do ^ f M JjiS , L^^l; 

righteous good deeds, there is no sin ^ ^ t> ^ f> ^ tf- 

on them for what they ate (in the Q 'j^j 

past)..." [al-Ma'idah 5:93]. [T * AA i^ij .(vr :S xLJi) 4^ 
Comments: [Sflhee/z because of 

corroborating evidence; and this : &J*° 



2453. It was narrated from Ibn : yXt- ^ l^J>- -TLof 
'Abbas that he said: The Messenger , . , , • 
of Allah (jgg) said: 'The one who is ^ ^ 0* - ^ ^ ^ - 
addicted to alcohol, if he dies, will ^( ^1 ^ Jj^. ^ji^ji 
meet Allah like one who wor- ^ ; ' $ > , ^ 
shipped idols/' : ^ Jli :JU 

Comments: [Its isnad is da'ce/] - (( ^>J ^ C$ ^! 

■ u^^* if) Cjti J J-&-<^\ ^ JUjsj ila_-l^jl aJI^>J wLJL~tj aiL*vl [ £-J j^*xj 

2454. It was narrated from 'Eesa jci L^j^ ■ -L 0&1^ -YL*1 
bin 'Ali, from his father, that his ? 

grandfather said: The Messenger of :lJL * — 0* ^ ^ ^~=^ 

Allah (m) said: 'The blessed j ^ ^ : ^ jfo JU 

horses are the palominos." 

Comments: [Its isnad is /iflSfin] 



2455. It was narrated from Ibn 

'Abbas (Jfe) that the Prophet (sg) 

said: Allah took the covenant from If " 0? f ^ - ^ l - 

the loins of Adam in Na'man - i.e., ^ ^| ^ t j^. j; 

'Araf ah. He brought forth from his " 0 , V ' ^ ' - '* ■ /* ■■ - f - - 

loins every offspring He created, - f i! ^ ^ 3 ^ M ^ ] : Jli 

then He spread them before Him ^ j£ ^ ^ili _ 

like ants, then He spoke to them face . , „ * , tf # " s * , ( . ^ , > .V r 

to face and said; "And (remember) r^ 15 r ^ 0? r*^ iUi ^ 

when your Lord brought forth from L : j^i IjJli c 'M ^ :Jl* 

the Children of Adam, from their " - - ^ - - > >^ - ? 

loins, their seed (or from Adam's ^ ^ Cf ^ U l r>- 01 

loins his offspring) and made them £sj Jj LjCl J^Al Uji l^^i: ^1 o 
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testify as to themselves (saying): ,-.< > . - ^ - . u*? 

Am I not your Lord? They said: ^ ■ ^ - r 7 ' ^ 

'Yes! We testify/ lestyou should say (WTtWTf : ^1 ^S T 0 

on the Day of Resurrection: 'Verily, 
we have been unaware of this/ Or ""-^ 
lest you should say: 'It was only our -o*^ a JJJ 

fathers aforetime who took others as 
partners in worship along with 
Allah, and we were (merely their) 
descendants after them; will You 
then destroy us because of the deeds 
of men who practised Al-Batil (i.e. 
polytheism and committing crimes 
and sins, invoking and worshipping 
others besides Allah)?"' [al-A'raf 
7:172,173]. 

Comments: [Its Marfoo' is daeef\ 

2456. Abul-Ahwas said: The 'y. q' ^ -Yi*"L 

Messenger of Allah (^g) used to , „ /, t£ * t . f 

recite in Ftijr prayer on Friday, Alif- 0lS l^J^^ ^ 'J- ^ 

Lam-Mecm Tanzeel (Soorat as- yfe j Jjl 

Sajdah) and Ha? a fa 'alal-insan ' 'J „ \. 

hecnun minad-dahr lain yakun J^fi > & >^ J jJ^ : U^iJl 

shay'an madhkooran (Soorat al- j >v ^ # 

Insan). 

Comments: [Saheeh because of ! lt ^(y^ : 2?-r^' 

corroborating evidence; this is a ^^S r l r \j »J»i»Jl ^ -WLl* ^ jj,^ 



2457. A similar report was ^1 ^ i i & : jlli i5jU -Y UV 
narrated from Ibn 'Abbas (^). 



Comments: [A salweh hadeeth] 



2458. It was narrated from Ibn ^ ^.^i £^>- ' p|' ^ -YUA 
'Abbas from the Prophet 

concerning the man who has u* ^ a* o* 1 

intercourse with his wife when * \'*n • ^ „ :ii 
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she is menstruating: Let him give 
half a dinar in charity. 

Comments: [Saheeh mawqoofi this is 
a daeef isnad] 



- - 



2459. It was narrated that Ibn 
'Abbas said: The Prophet (^) 
asked us to leave early, or asked 
Umm Salamah to leave early, when 
we were with them in al-Muzdaiifah, 
heading towards Jamratal-'Aqabah, 
and he instructed us not to stone it 
until the sun rose. 

Comments; [A hasan hadeeth; this is 
a da' 'eef isnad] 



2460. 'Ata' narrated that he 
heard Ibn 'Abbas (4*>) say: The 
Messenger of Allah sent me 
with his luggage and the weak 
ones among his family on the 
night of al-Muzdalifah, and we 
prayed Fajr in Mina, and stoned 
the Jamrah. 

Comments: [Saheeh] 



2461, It was narrated that 
Muhammad bin ' Amr bin 'Ata' bin 
'Alqamah al-Qurashi said: We 
entered the house of Maimoonah 
the wife of the Prophet (^), where 
we found 'Abdullah bin 'Abbas 
and we mentioned doing wudoo' 
after eating that which has been 
touched (cooked) by fire. 'Abdullah 
said: I saw the Messenger of Allah 
(ife) eating something that had 



[Y-n 
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: f t (nw) 



.^J lis. 
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been touched (cooked) by fire, then 
he prayed, and he did not do 
wudoo'. One of us said to him: Did 
you see that, O Ibn 'Abbas? He 
pointed to his eyes and said: My 
own eyes saw it. 

Comments: [Its isnad is hasan] 

2462. It was narrated that Ibn 
'Abbas said: A man of Banu 
Sulaim passed by a group of the 
Companions of the Prophet {^) 
driving some sheep of his, and he 
greeted them with salam. They 
said: He only greeted you with 
salam to protect himself from you. 
So they went to him and killed 
him, then they took his sheep and 
brought them to the Prophet (jfe). 
Then Allah revealed the words: 
"O you who believe! When you 
go (to fight) in the Cause of Allah, 
verify (the truth), and say not to 
anyone who greets you (by 
embracing Islam): 'You are not a 
believer'..." [an-Nisa' 4:94]. 

Comments: [Saheeh its isnad is da'eej] 

2463. It was narrated from Ibn 
'Abbas concerning the words 
of Allah, "You (true believers in 
Islamic Monotheism, and real 
followers of Prophet Muhammad 
(^? } ) and his Sunnah) are the best 
of peoples ever raised up for 
mankind; you enjoin Al-Ma'roof 
(i.e. Islamic Monotheism and all 
that Islam has ordained) and 
forbid Al-Munkar (polytheism, 
disbelief and all that Islam has 
forbidden)" [Al Tmran 3:110] that 
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he said; They are the ones who 
migrated with Muhammad to 
Madinah. Abu Nu'aim said: with 
the Prophet 

Comments: [Its fsflfld is /tastm] 

2464. It was narrated that 'Abdul- ^ : ^ - f ^ t£U -Yili 

'Azeez bin Rufai' said: Someone . . - * * 

told me who heard Ibn 'Abbas fa) :JLi t*J Oi JiP 1 O* J^l 
say: The Messenger of Allah (^) j> m" ^ 
did not halt between 'Arafah and ' ' " 



y. 1 y» ^ J 



Muzdalifah except to pass water. ^\ Or! ^ ^ 

Comments: [Satee/?, this is a da'eef [YYlo : v-l Jj? iYo*\r :^t] .*ujl 

2465. 'Amr bin Deenar said: I ;Jli Zkl ' *J- ^ ttJb- -Tiio 

heard Jabir bin Zaid say: 1 heard , , , r )a fi a% 

Ibn 'Abbas fa) say: The Messenger ^ k ^V- y. /s^ s ^>" 1 

of Allah (m) prayed eight [nrtr'flfis] ^ ^1 JJL^, :JU jJj vl 

together [i.e., he put Zuhr and 'As r " - * * *" T 

together] and seven [rafc'fl/is] ^r*J 1 ^v?^- ^ *W 



together [i.e., he put Maghrib and m -m a i 

'Js/w' together], *CT ^ 

Comments: [Its i5«flrf is saheeh, al- .(v > o) ; p i(o*iy) :^.„^ 0 *L-i : ry w j>c 

Bukhari (562) and Muslim (705)] ^ ^ ^' 

2466. It was narrated from Ibn *jL^ 'J, ^ J- :*JL^J- £jl> ~Yl*n 
'Abbas {&) that the Messenger of * ' ^ ( v , 4 „ . % 
Allah sacrificed, among his : y^y l a* ^^O* '^^'O^O* 
sacrificial animals, a camel that ^ ^ |— ^ ^ ^ Jj, ^ 
had belonged to Abu Jahl; in its " ; ~\ ^ 

nose was a ring of silver. [YTTY : .a^ ^\ t J4^- 

Comments: [Has™ because of ^ lJutjf ta ^j . 
corroborating evidence and its 

isnad is da'eef\ ■ ^ 

2467, It was narrated from Ibn : - * - -V - * £^ -Y£1V 
'Abbas fa) that the Prophet (Sg) - ^ e K 
nibbled some meat from a bone, CrfJ y) y- <^J*± ^ 

then he prayed and did not do *i , ^ , ?f ,^«^ 

[tta<\ .ujl; J^. 
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Comments: [Its jsnad is saheeh, al- 
Bukhari (207)] 

246 8, It was narrated that Ibn 
'Abbas (*) said: When Hilal bin 
Umayyah accused his wife of 
adultery, it was said to him: By 
Allah, the Messenger of Allah 
will certainly give you eighty 
lashes. He said: Allah is too just to 
cause me to be given eighty lashes; 
He knows that I looked and 
listened until I became certain. No, 
Allah will never cause me to be 
beaten. Then the verse of inula' anal\ 
was revealed. 

Comments: [Its isnad is saheeh] 



2469, It was narrated from Ibn 
'Abbas (4*) that a young virgin 
came to the Prophet (^) and told 
him that her father had given her 
in marriage even though she was 
reluctant, and the Prophet (^.) 
gave her the choice. 
Comments: [Its isnad is saheeh] 

2470. It was narrated from Ibn 
'Abbas (4») that the Prophet (%) 
said: "At the end of time there will 
be people who dye their hair with 
this black colour - Husain said: like 
the crops of pigeons - they will 
never smell the fragrance of 
Paradise." 

Comments: [Its isnad is saheeh] 



.(Y>v) : 
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2471. It was narrated that Shahr ^ ^ ^ _ Ym 

bin Hawshab said: 'Abdullah bin J *\ 

'Abbas said: A group of Jews : v-* 1 .^" 0? IA 0?' 

came to the Messenger of Allah , * f h 

(«) and said: O Abul-Qasim, tell * ■ V • * - ^ 

us about some matters we are d U MjJli jlJl i^gJl 

going to ask you about, which no . ... „ . . 

one will know except a Prophet. ^ ^ wUL ~' l r ul 

Among the things that they asked £f h^S .{J Vj ^il: 

him was: What food did Lsra'eel ' t-# , r .„ . , 

forbid to himself before the Torah ^ ^ ^ uM^I f>" f 1 ^ 1 

was revealed? He said: "I adjure j^j ^j, Jj L l^juLiU :Jl= ^l^l 

you by Allah, Who revealed the " * - / 

Torah to Moosa, do you know that J^ l ^[ ^ Oj^lk; Ji t ^.r a slj^Jl 
lsra'eel Ya'qoob (ysM) became very 
sick and his sickness lasted for a 



long time, then he vowed that if ^ M £lLt ^xJ IjJb t-ui^ JlLi 

Allah healed him from his sickness, 



he would forbid to himself the 



drink that he liked best and the jllAJ C\ ^Ukl ZJ-\ fUkJl 

food that he liked best. The food > ^ ' > *% - ' s - * ' ' 

that he liked best was camel meat : ^! y 1 ^ 1 'J^ 1 

and the drink that he liked best [1fMd tUAr . ^ ^j, 

was camel's milk." They said: Yes, y 

by Allah. t ^ j -j— >- : j/"" 

Comments: [Hasan; this is a cfa'ee/ ^ pl& ^ _l_^>J1jlp 



2472. It was narrated from Ibn ^ ^ j >;i i -riVY 
'Abbas that the Messenger of * . 

Allah (gg) prayed on a reed mat. ^ u* ^ *f^J 0? ^ 

Comments: [Saheeh because of •■j*^ ^ J>^ ^ J>^3 ^ 
corroborating evidence; this is a 

da'eefisnad] * n ^ : 

2473, It was narrated that Ibn ^ Eili :JU J^iJl HiJb- -Uvr 
'Abbas (^») said: The Messenger 

of Allah (^) said: "In some ^ l ^ '^V^ ^ ^ 

poetry there is wisdom and in ^ ^ .'^ ^ ^ 3^ 
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eloquence there is (an impact like , , * , . , , 

that of) magic/' ^ l 1 ^ 

Comments: [Sahcch because of [ T £ T £ :^>-!j] 

corroborating evidence; this is a 

da'eef isnad] *■* v * ^^--! ^r* 1 -^ : £*>^> 

Lfj ^ Oijj jJU^j ^JJCjJ 

2474. It was narrated that' Ikrimah £!U rjuiiil -T tv £ 
said: Ibn 'Abbas (Jfe) passed by ^ ^ , t > . . , 

some people who were using a ^ ^ t -^ L W 

pigeon to shoot at. He said: The ^ { ^ ^ jf 

Messenger of Allah (^) forbade 5 , f * * ' 

taking an animate being as a target. ^yyl wUjl. jl jgg M JjJ/, J±> 

Comments: [A saheeh hadeeth, and [\A1T i^lj 

its isnad is da'ee/] ^ 

2475. It was narrated that Ibn ° - ^ ^ . ^ * ^ _ mo 
'Abbas (&) said: The Prophet (ag) ^ " * 
embraced a daughter of his who J>) J* j* i^LUi J± 
was dying and held her against his >\ ^, t = h 

chest, then she died as she was ■ } -fT ^ 

leaning against his chest. Umm 'JZ ciui L4«^i l^lix^-Li 

Aiman screamed and it was said: " ^ , : 

Are you weeping in the presence of ^ ^ f l 
the Messenger of Allah (fig)? She U ^ iilj! i^Jl : JJLS ^ Jjl J^O 
said: Don't I see you weeping, O " £ * - - - * 1 

Messenger of Allah? He said: "I am & 's^- 1 c ^ Jb !lJ ^ 
not weeping; rather it is compassion. Jl^ J5 JL^ > ^dl l\ 
The believer is fine in all situations: * *" ^ ; 

his soul comes out of his body whilst 3* J t^r j~> .jf £ A" o[ ( Y V 1 / \ ) 
He is still praising Allah, may He be 
glorified and exalted/' 



Comments: [Its isnad is Jwsah] .j-j- oU : 

2476. Qays bin Habtar said: I ^ Oli, l£x^ r 1 -YtV"\ 
asked Ibn 'Abbas (^b) about white 

earthenware, green earthenware :JLi ^ ^ ^ ^ 

and red earthenware. He said: ^Jij >Jl ^ y\ cJL 

The first people to ask the _ , sf / \ ^ 

Prophet (s^j about that was the I? J ^ ^ : -^-^ >^ l J ^^i>-Vl 
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delegation of 'Abdul-Qais. They * . , - f 

said: We drink the dregs; what 4 : ^ U l ^ ^ ^ ^ ^ 

kind of vessels should we use? He ^ :Jli ?<ua-V^ ^ ^,.. J - J .; 

said: "Do not drink from gourds, ^ J 

varnished jars, hollowed out 't^' J> 

stumps or green glazed pitchers; ^» <j j t 

drink from waterskins." Then he ' . /"\ / s 

said: "Allah has forbidden to me - j 1 <-^i* ^ l 

or has forbidden - intoxicants. rv * i i - ^'i- 

gambling and kettledrums, and ~ J t -^^-*J^ -> 

every intoxicant is haram." » , ... * 

Comments: [Its isnad is s^ee/i] ' " , * , . , , . 

2411. It was narrated from Ibn ^ ^ . ^ ^ _ r£vv 

'Abbas that the Prophet (sfe) \ ^ 

said: "The (evil) eye is real and J>} ^ y,'^- ^ * 

could cause the destruction of a s„- ^.-i. , ^ w ' - lt 

mountain/' * ^ ^ , 

Comments: [His saying "Al-ain [ ^ u ^ -"J^ 



Haqqun" is saheeh and the 
remaining part of it is /iflsarc 



■I 



because of corroborating evidence ^J^ 1 J M 1 

and this is ada'eefisnad] ^^u^ 

2478, A similar report was jlJjjJi Jji £l^-Y£VA 

narrated from Ibn 'Abbas (^). 

Comments: [Hasan because of 

corroborating evidence; this is a ^| -J, ^j, J, ^^L V£ vOG^ 1 

dtz'ee/ isnad] ' * * " ; ' 



2479. It was narrated that Ibn ^ oili :x>J-\ Ja llijb- -T£V^ 

'Abbas said: The Messenger 



of Allah (^) said: "The best of 



your kohl is antimony (applied) : Jj| j^j ^ j;\ 

when you go to sleep. It makes > ' ' a ^ - ■ /> ,T ,t 

the hair grow and makes the ^r"- 'fP 1 ^ r 5 ^ 1 ^ 1 '4^* 

vision clear. And the best of your 
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garments are those that are white; t k , * * m „ s 

wear them and shroud your dead f; - ^ J&u t ^ Jl 

in them." 

Comments: [Its isnad is qawi] 



' [TTH ^Ij 



2480. It was narrated that Ibn - ^j, £<j_ £ gfc _ m , 
'Abbas (&) said: The Messenger 

of Allah forbade taking any o? ±^ J* SH^ -J, gi* £1^ :^3U^ 
animate being as a tareet. \ ~i , ,s- .. , ' 

Comments: [Its isnad is ^aun, „ . , , ' 

Muslim (1957)] ■ L >> ^jy 1 ^ ^ ol 3fe 

,r\oi t r\oo t nrr .toai ^Tsrr 
[uir i^ijj t rx\a 

.(Hoy) : r .^y e jL^l ; 

2481. It was narrated from Ibn f h >w tV .f >? ri e , y<At 
Abbas (&) that the Messenger of * 

Allah (afe) said: "The previously £jC ^^lAf :JU ^ <dJ! jl* }l\ 

married woman has more right to ^ , > , . 

decide concerning her marriage ^ - ^ ^ ^ & ' ^ ^ 

than her guardian, and the virgin , £jj ^ u^L JlUi l!V'l» :JU III 

should be consulted - and her ' ' 



silence is her approval." LpLLi>j t L^_i ^ ^ILL; ^£JI3 

Comments: [A sa/jeefc hadeetir, and [ ^ AAA : Vij^l 
Muslim (1421) this is a hasan isnad] 

\1aj .(UTU :^ .^-^ 

2482- It was narrated that Ibn ' itl * ti , -i* - - - . f - 

Abbas (4b) said: The jinn used to ^ ^ - * 

listen to the Revelation; they j*<. JJ- Ji x^. ^ <.J>U-i.| ^1 j± 

would hear a word and add ten \ \ ' , s \ - - V * 

to it and what they heard was sf^ 1 ^ 015 :JL5 ^ ^' 

true and what they added was t |^Li Ojiji ta§Jt 

false. [Shooting] stars were not , , s 

used to target the jinn before that. tUi " 'j**^ ^ 

When the Prophet (ft) was sent, ^ & ^> £ \^ i-J, y > J&\ 

one of them would not come to a /' t % ' ^ , r 

position to listen but a (shooting) X[ ^"^i ^ ^>J^-l jlS ^ ^Jl 

star would be aimed at him, and ,.> t - - , *- t 
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it would burn whatever it hit. 
They complained about that to 

Ibices and he said: This can only ^ voyi JL_J 



^ ^\ ^ :Jli J\ 



be because of something that has 
happened. He sent his troops and 



they saw the Prophet (ft) praying j ^ ^.j, ^j^jt ^ : jui 
between the two mountains at 

Nakhlah. They came and told him [YYV^^jjiTlvv:^] 

about that and he said: This is (£ M) . (yvr) . ^ . 

what has happened on earth. 1 u ^ ^ 

Comments: [Its isrmd is so/iee/^ al-Bukhari (773) and Muslim (449)] 

2483. It was narrated that Ibn r ;* , . .f *f - v <*- 

Abbas said: Some Jews came ' ' . ( 

to the Messenger of Allah ld\j t 1] JJl^3 _ ^J^\ jJ^JI jj1 

and said: O Abul-Qasim, we are ^ ^ & - ♦ - 

going to ask you about five ^ ^ ^ - r 1 "^ 

things; if you tell us what we ^ ^ , jj- j;\ 

know about them, then you are -* t ' - " " - '* 

indeed a Prophet and we will ^r?^ 1 L J ^ ^ ^ J! 

follow you. He took a promise ^ Cjtjt 0U ^ iliLi U 

from thern as Isra'eel took a - , / ^ ^ , - * £ „. ' 

promise from his sons when they ^ .iiUi-Jlj ^ \^'^ 

said: "Allah is the Witness to y >*f\. 'i m - • i 

what we have said [Yoosuf - u 

12:66]. He said: "Let's hear it." :JU <n 43^ ^ 

They said: Tell us about the sien f ^ ** =, , 
of a Prophet. He said: His eyes \ s^T - jr 

sleep but his heart does not V V< : l^Jtf f£ ^IHIp 

sleep." They said: Tell us how can . > , , , 

a woman give birth to a female or J&* :Jl; ^ 
a male? He said: "The two waters j^y, ^ ^ t ^ t juUJI 

meet and if the man's water ' * % , , ' 

prevails over the woman's, she ^ ^ ^ 

will give birth to a male, but if the u ^ . 

woman's water prevails, she will „ \ *\ I 
give birth to a female." They said: ^Ji tUJi uVS"» :Jli 

Tell us what Isra'eel forbade to - : ^ • . 

himself. He said: He suffered " J * " ~ ~ - " 

from sciatica and could not find _ J/^l ■ " t I h - ■ Jli 

anything to help him except the , eS ' "/ e . ^ V' 

milk of such and such" - my U ^ : ^ U 
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father said: meaning earners milk - * , * - - ^ - . , , 
so he forbade (camel meat) to * ^ ^ ^' :Jli ^ 
himself." They said; You are right. ? ju jt _ ? ju t^U^JL jfyl j>.j 



They said; Tell us about thunder. He 
said: "One of the angels of Allah, 



may He be glorified and exalted, is ^JJI !Ju Ui : I^Jli y?\ 

in charge of the clouds. In his hand , > - * „ f , 

is a whip of fire with which he U ' : l^li :jLi 

collects the clouds and drives them 5; ^1 LUlj ^ 

wherever Allah commands/' They r * - ' % \ / * ^ , 
said: What is this sound that we — ^ ^ t & & ^ 
hear? He said: "His voice" They J^i :Jli ^ L r >Lu 

said: You are right; there is only one * , ' * - - * . , 
question left, and it is the one that Jb : ^ ^ 

will decide whether we swear )J t J^jl^ ^IJJJIj J&ji; ^i^JU 

allegiance to you. There is no • ^ ^ ' > , - , ' 
Prophet but he has an angel who J ^ ^ 

brings news to him; tell us who your <jt ^ : J^- j ^ iLi J^ti t oL£J 
angel is. He said: "Jibreel ^ - < . 

They said: Jibreel! He is the one who * - 1 ^ Ji W ^ 
brings down war, fighting and [ToU :^!](TVo/^) 

punishment; he is our enemy. If you 

had said Mika'eel, who brings ^ sL±j>- -Qij^ 

down mercy, plants and rain, it -v^^^^^^ 

would have been fine. Then Allah, 

may He be glorified and exalted, 

revealed the words: "Whoever is an 

enemy to Jibreel (Gabriel) (let him 

die in his fury), for indeed he has 

brought it (this Qur'an) down to 

your heart by Allah's Permission, 

confirming what came before it [i.e. 

the Tawrat (Torah) and the Injeel 

(Gospel)] and guidance and glad 

tidings for the believers'" [al- 

Baqarah2:97]. 

Comments: [A hasan hadeeth] 

2484. It was narrated that Ibn .r^ - . >- i ^ - v< A < 

'Abbas (4) said: We were with the ^ ^ _ . 

Prophet (5^) on a journey, and the y: J~>- fj> J-^J' 
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Day of Sacrifice came, so we a- . _ . . . _ # * 4 ■ 

slaughtered a cow on behalf of ^ ■ ^ ^ ^ L >^ 1 ^ - 

seven, and a camel on behalf of ten. ^^^Jl^lls :Jli 

Comments: [In its chain Hasan bin . ^ , * , . { - * 

Yahya is uncertain] ^ ^ - • j~r j 



2485. It was narrated that Ibn — - ^ _ YlA0 

'Abbas (4,) said: The Prophet (#s) ^ ^ ^ ,,^77 - 

used to turn to the right and to : 'J> J™^ 1 

the left, but he did not twist his . ■ ' jl* 1 ** jl*^ Jjl 

neck all the way to the back. ^ ^ ^ s*! ^ - ^ - 

Comments: [Its fs/rnd is sahech] 0* lr 

... 



y t A\\ ±S Hili -VtAl 



2486. 'Abdullah bin Sa'eed bin 

Abi Hind narrated, from one of , . 

the companions of 'Ikrimah, who ^LA^I ^ J^j xj* ^1 ^ 

said: The Messenger of Allah (ft) . ^ ^ Jj, 3 , . ^ ' ; ^ =, > 

used to notice things whilst -' ' 

praying, without turning his neck. .iip s^i o\ ^ 

Comments: [This is mwrsai] ,. . . , , 



2487. It was narrated that Ibn £^ ■ *j\ ^ -YiAV 

'Abbas said: The Messenger o 

of Allah (^5) said: "Whoever sees J* ^ •£} ^ 

something in his leader that he 
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dislikes, let him be patient, for i _^ . „ , , s f 

whoever differs a handspan from J ^*> JU :jLi ^ ^ 0* ^ l 

the main body of the Muslims t i£<£ £i ^ ^ ^ ■ ^ Jj, 

(jama'ah) and dies, his death will o " . ~ . * "~ - - ' - ' - 

be a death of Jahiliyyah." ^ ^ ^ 

Comments: [Its isnad is saheeh, al- tYV'Y J^Ubr ^ : - ? > toUi 
Bukhari (7053) and Muslim 

(1849)] [TAYn <, Y AY 0 

. : f t (VoT) :^ ^U-J : ^ 

2488. Abul-Mutawakkil narrated ^ J-i^ ^ UJa^- -YiAA 

that Ibn 'Abbas (&) narrated that he , , > , , ^ 

stayed overnight with the Prophet :JU ^ mJI ^ J^^i ^ 

of Allah (s^) one night The Prophet ^Cl jl\ 1)1 :JS'yJj\ J?\ Cij^. 

of Allah (£fe) got up at night, and ^ — . ^ ' , 

went out and looked at the sky, f 1 * ^ ob m ^ ^ ^ ^ 

then ho recited this verse from Al Jt t jii ^ $k Jji ^ 

'Imran: "Verily, in the creation of _ „, 

the heavens and the earth, and in ^ ^ ^ [ ^ l ^ * ^ 

the alternation of night and day -up ^jVfj 4 :i>^ 

to glory to - You! (Exalted are You „^ , % * / , ^ ^ . ^ 

above all that they associate with & ^ ^ 

You as partners). Give us salvation 0<U , \<{< JO ij& 3& dii 

from the torment of the Fire" [Al 

'Imran 3:190, 191]. Then he went ^ r 1 4 U ^ ^ &\ ? 

back to the house and cleaned his ^ lil £f3 ^^iJaJil t^JLJ 
teeth with the sikmA: and did wudoo ', " ^ , , _ # * . . „ _ ^ 
then he got up and prayed, then he CT J ? ' ^ * r ^ 111)1 

lay down. Then he got up again and ^ < ( ^ t Lil t JLii jw ' 
looked at the sky, then he recited . „ - ; - - ; 

this verse; then he went back and * P ^ U ^ ! ^ ^ 

cleaned his teeth with the snwzk and ^ li ^ t Li»>"j il^-^i ^- j ^5 t fcN 1 
did wudoo' , then he got up and s . 

prayed, then he lay down. Then he <r ,JJ tr ° M trtV ^ : ^ ,] 
went again and looked at the sky, [Y \*U 

then he recited this verse, then he 

went back and cleaned his teeth : f ^ Uv ) : ^ : {Hj*" 
with the siwfl/c and did wudoo', then .(T oi) 

he got up and prayed. 

Comments: [Its isnad is saheeh, al-Bukhari (117) and Muslim (256)] 
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2489. It was narrated that Ibn 
'Abbas {&) said: When the 
Messenger of Allah (^) said: "Allah 
hears the one who praises Him/' 
he said: "O Allah our Lord, to You 
be praise filling the heaven, filling 
the earth and filling whatever else 
You will." 

Comments: [Saheeh] 



: J ii j ^ 4jj Li* Uj ju- - T £ A ^ 



Li 



O* 1 



2490. It was narrated from Ibn 
'Abbas (&) that it was suggested to 
the Messenger of Allah (jte) that he 
should marry the daughter of 
Hamzah. He said: "She is the 
daughter of my brother through 
breastfeeding, and what becomes 
mahram (forbidden for marriage) 
through breastfeeding is that 
which becomes mahram through 
blood ties." 

Comments: [Its isnad is saheeh, al- 
Bukhari (2645) and Muslim 
(1447)] 

2491. It was narrated from Ibn 
'Abbas (4) that 'AH spoke to the 
Prophet (^) about the daughter of 
Hamzah and mentioned how 
beautiful she was. The Messenger 
of Allah (&*) said: "She is the 
daughter of my brother through 
breastfeeding." Then the Prophet 



j^lJU :JU *h\ :Jli 

o?' o* ^ 

: ji t (Yi£o) : ail— I : p 

,(\(iv) 



^ #S 



6* ^' 
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of Allah said: "Do you not , , t ^ 
know that Allah, may He be ^ U " : ^ ^ l 4? JUf P 
glorified and exalted, makes mahram ^ UL^Jl ^ ^ * iut M 

(forbidden for marriage) through ' 

breastfeeding that which He makes u - .«^-~-J! ^ 

mahram through blood ties?" 

Comments: [Sahceh and this is a - t-^ 

da'eefisnad] Jt ^ J* ^ j> ^* 

2492- It was narrated from Ibn ^ ^3 ^^^lHipGfc-mr 

'Abbas (4>) that he did not see ^ 

anything wrong with a man If ^Jf ^1 *J> ll 1 ^ :Vti >U 

getting married whilst in i/iram, , -| - t ^J^ •- • ' jr- 

and he said: The Prophet of Allah ^ \ / ; ^ / f^" ^ ^ 

married Maimoonah bint al- £j£ ^ ^ <Sji ^ ^ 

?iarith at an oasis called Sarif, ^ f 1t . r * J , * ^ 

when he was in ihram. And when * ^ ^ J i " J ^ 1 <V~ ^ ^ 

the Prophet of Allah (^) completed :Jj JliJ OjUJi cl ijIU ^jjj 

his Hajj, he moved on and when he f , : s ' r , ^ j 

was at that oasis he consummated - 1 ^ ^ ^ '(V^ 1 > J 

the marriage with her. Jjyi ^ bj j£ t jjf 1^ 

Commcnts: [Its isnad is siitee/H r v v , n , . , * 

2493. It was narrated that Ibn 1 ^ : jAi ilii -y nr 
'Abbas (Jfe) said: The Messenger ' ' : ' , , 

of Allah passed by a man Crf 1 : J- if ^i; ^1 ^ 

whose thigh was showing He ^'3 J^ m ^ ^ - : 
said: Cover your thigh, for a ff . + \ ' 

man's thigh is part of his 'awmh!' ^ ^hl^i Jaia :JU^ i>-jli ojUJj 

Comments: [Hasan Ushawahidihi [UiS • **-\ ] ° li^J 1 

and this is a da'eefisnad] ' ~ ^ ^ ' 

.Lb- s j£ <^oU-l JJl^j 

2494. It was narrated that Ibn r :* , . , , , . V£4£ 
'Abbas (*) said: Which of the ^ ba> -mi 
two recitations came at a later ^ t ^ Jci 1 ^! 
date, the recitation of 'Abdullah *s ' ^ / ^ 

& : :Jli 
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or the recitation of Za id? He said: = ^ , * , 

We said: The recitation of Zaid. jl ^ l ±* ltV * ' ^ O?*^ 1 

He said: No; the Messenger of j\) U\'J : tii :JU Uri 

Allah (gfe) used to review the „ ^ a 

Qur'an with Jibreel every year, ^ M ^ Jj^j jl Nj : (TV! 

and in the year in which he died, ^ u- u ^ ' L > 01^1 > * 

he reviewed it with him twice, , / \ ; , , ; 

and the last recitation was the ^ ^ cf*? lS^ 1 f 1 ^ 1 -Ji o\S 

recitation of 'Abdullah. ' , , 7 > T - . 

Comments: [Siate/i; this is a da'eef 

isnad] [WY i^ijj t rm :>;!] 

2495. It was narrated that Ibn ^ - ^ ^ _ rl ^ 

'Abbas {4*0 said concerning the ( " ' ^ 

verse, "Alif-Larn-Meem, [These J> ^ ^OLii ^ 
letters are one of the miracles of 



the Qur'an, and none but Allah 



(Alone) knows their meanings.] c~U :JU ^J)\ cl£ o 

The Romans have been defeated" , t 

[ar-Room 30:1-2]: They were Jl 0lS : Jb 

defeated then they prevailed. The 015} ijLjl jif Ju> ^jli 

mushrikeen wanted the Persians to % /, v . / ^ , , r 

prevail against the Byzantines ^ f^ 1 ^ ^ d ^ j^U^ 1 

because they were idol- ^ Ail Ljft 

worshippers, and the Muslims , J \. 

wanted the Byzantines to prevail aUi ^ j? 1 "j^* 4 >^ 

against the Persians, because they ( ^ tf, . ^ J,, ^ 

were people of the Book. They t e ' J ' ^ 

mentioned this to Abu Bakr, and J^r-I iljJlii tJL^ ^ ^ 
Abu Bakr mentioned that to the 



Messenger of Allah (sfe), and the 



Messenger of Allah {^) said: .!J^3 JLfl 5 IS Lj} ^J^3 

"They will prevail" Abu Bakr , . r ( . / f , , 

mentioned that to them and they '^A^ ^ l J*^ 

said: Set a deadline: if we prevail, <j\x : jui ^!lJ ^ r 1 ilJi ^ 
we will have such and such, and , . , ^ f t " ' / ' 

if you prevail, you will have such : : JU s jjj Jj IpuU 

and such. So they set a deadline u ^j, . ^ > ; ^ ^ 

of five years, but they did not _ / , "\ 

prevail. Abu Bakr mentioned that ' ^ ^ 

to the Prophet (^) and he said: 
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''Why didn't you make it within 
ten years?" - Sa'eed bin Jubair 
said: Less than ten years - Then 
the Byzantines prevailed after 
that. That is what Allah said: 
"Alif-Lam-Meem. The Romans 
have been defeated... And on that 
day, the believers (i.e. Muslims) 
will rejoice (at the victory given 
by Allah to the Romans against 
the Persians) -With the Help of 
Allah" [ar-Room 30:1-5]. 

Comments: [Its isnad is saheeh] 

2496. Abdullah bin Abi Mulaikah 
narrated that Dhakwan, 'A'ishah's 
doorkeeper, told him that 'Abdullah 
bin 'Abbas (\&) came and asked for 
permission to enter upon 'A'ishah. I 
[Dhakwan] came and found that her 
brother's son, 'Abdullah bin 
'Abdur-Rahman, was with her. I 
said: Ibn 'Abbas is here, asking for 
permission to come in. Her nephew 
'Abdullah came to her and bent 
down, and said: 'Abdullah bin 
'Abbas is asking permission to come 
in. This was when she was dying. 
She said: Keep Ibn 'Abbas away 
from me. He said: O my mother, Ibn 
'Abbas is one of your righteous 
sons; let him greet you and bid you 
farewell. She said: Let him in if you 
want. So I let him and, and when he 
sat down he said: Be of good cheer. 
She said: You too. He said: There is 
nothing between you and meeting 
Muhammad and the beloved 
ones except the departure of the 
soul from the body. You were the 
dearest of the wives of the 
Messenger of Allah (^) to the 



: J li j Jii> ^ Zj - V t ^ 1 

M (j- - ^ ^ ^ ^ ^ : <-^jLp 

^ -AJl jl£ lii :Jlii tJjt -V- ^1 o?l 
tj?* 0 :oJlii iOj^j J<?_? i^iiw (j* - ^ 
^UpjjIo] tool L' :JIm <■ ^ ^ 0? 

Uij tllliSU : Jli .<3Jj> j) iJ jJit :JJt£ 
U : Jlii i. L^l : cJlii -^j-r-!^ : J li ^r-^r 

«U«j *w^l C^JS iJL^>Jl ^_A~* ^ 

jt jjj t Jjl J^j J] ^ jiJl J^; 

S§ *w J>i; ^i>|Vi ati 
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Messenger of Allah, and the J * _ ^ 

Messenger of Allah would not ^ 6^ ! > a t ^ i > Jl J Cr^- 

have loved anyone but one who il^ : J^j > JiJl j/li 

was good. Your necklace was lost . ^ _ 

on the night of al-Abwa', and the U J 4^ J ^ ^ <n :.xUJ» 
Messenger of Allah (fe) stayed to ^ ^, ^ V j - & { y£ 

look for it and in the morning he ' ' " / , 

found himself and the people with *\*r i^lj^- ^ 4^*'^ Jy' l 3 

no water. Then Allah revealed the . \^*_ \ - *j ' " ■ ti ' ' *Jl 
words "perform Tayammum with ^ : - - L ^ ^C J ^ ^ 

clean earth" [al-Ma'idah 4:43]. That jil fUljj j£ VI iLl *j ^1 *Ll JbrL^ 
was because of you, the concession ^ , ^ , a „ < - ^ * ' ~ 
that Allah granted to this ummah. ^ b; ^ ^ :cJU * V 1 ^ 1 
And Allah revealed your innocence ^( ^ ^ ^jj^ 

from above the seven heavens and " " " / 

Jibreel brought it and there is no [rTir L ^ 

mosque in which Allah is remem- 
bered but this verse is recited night ° J * ^--^ 
and day therein. She said: Leave me 
alone, O Ibn 'Abbas. By the One in 
Whose hand is my soul, would that I 
had been forgotten and out of sight! 
(cf. 19:23). 

Comments: [Its isnad is qawi] 

2497. Sufyan narrated from Laith - - ^ ^ _ mv 
from a man who said: Ibn 'Abbas * t 'J 

said to her: You were called f l Vrr^ ^! ^1 W 'J^ 

Ummul-Mu'mineen so as to be : j v- *,>.v -.'i - • 'i, 

blessed; it was your name before * * ' ' 

you were born. h^»1 : ^-^j] .^jj J 

Comments: [Its isnad is da'ecf, Laith 

bin Abu Sulaim is da'cef and his ^ Cf. ^ ^^-v^ eJ ^l ^^r*" 

Shaikh is unknown] . 

2498. 'Ata' narrated that Ibn ^ ^ : i jU j ^ _ Ym 
'Abbas told him that when the , ' 

Messenger of Allah (^g) raised his J^-^ ^ cr^ 

head from bowing, he said: "O ^ m "jj, & ^ 

Allah our Lord, to You be praise / , fi fi ^ 

filling the heaven, filling the earth £j ^ ^3 lij 

and filling whatever else You . .ti, . " s , . tf - 
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Comments: [Its tsriflrf is saheeh, 
Muslim (478)] 



2499. It was narrated that Ibn 
'Abbas (4*>) said: The Messenger of 
Allah (&^) forbade gourds, green 
glazed pitchers, varnished jars and 
hollowed-out stumps, and he 
forbade mixing dates once they 
begin to ripen (baJh) with unripe 
dates that have begun to take on a 
red or yellow colour (zahw). 

Comments: [Its isnad is saheeh, 
Muslim (1995)] 

2500. It was narrated that Ibn 
'Abbas (-&) said: The conquest (of 
Makkah) occurred on the thirteenth 
of Ramadan. 

Comments: [Its isnad is hnsan] 



2501. It was narrated that 
Mujahid said: We were with Ibn 
'Abbas (\&) and they mentioned 
the Dajjal, saying that written 
between his eyes will be (the 
letters) kaf, fa', ra'. He said: What 
are you saying? He said: They are 
saying that written between his 
eyes will be (the letters) kaf, fa', ra'. 
Ibn 'Abbas (Jfe.) said: I did not hear 
him say this; rather he said: "As for 
Ibraheem (M), look at your 
companion [meaning himself]. As 
for Moosa (&&), he was dark with 
curly hair, riding a red camel with 
reins of palm-fibres. It is as if I can 



[Ut' -£r\jj JMA 
.(iVA) :^ ,^?w3 c^L — -1 \^j>C 

ui if} 0? ^rrf- : 

J—P jp ^^yl ^p i^aji^ Ju>^ 
. jL^j ^ cJl>- S^hJLp i^j^Aj ^ 

J>) J* 41* J} J? ^ -To. \ 

^1 jlIp lis :Jli JlaUJ ^tj^p 

U :Jli ,j 'JZ 
(YVV/0 4<>& 
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see him going down into the , u . ... 

valley, reciting the Talhiyaiir : s*" s^^ 1 J 3^ l M 

Comments: [Its isncrf is sa/icv/i, al- [ ^ Ao I ; ^l^j t Yl <W , Y o - Y 

Bukhari (1555) and Muslim 

(166)] .OVO : f t (Uoo) i^.^^o^i :gi>j 

2502. It was narrated that Mujahid J>UJ ^ J^i i ; i ^ ujjb. y o * r 
said: They mentioned him - , / . . s & \ t , , .. 
meaning the Dajjal - and he said: : Ju * - ^ _ ^>' J 
Written between his eyes will be jj; l^l J : ^ v'l JUi . , ^ li ■ ^ 
(the letters) kaf, fa', ra'. Ibn 'Abbas , . t Y " _ . V 
(Jfe) said; I did not hear him say that; f^* 1 ^! -J^ ^'.i 
rather he said: "As for Ibraheem ft ^Li Jl r,iiu fc ;SLSJlj 
(>&^) / look at your companion - ~ s ; ^ 

Yazeed said: meaning himself - ; 'J 1 ^ -^r J*-/ ^ >i £ I j _ j^C 
And as for Moosa he was dark .;, >' v :? ?f f ? . ; - 

with curly hair, tall, riding a red * ^ ^ ^ ^ > 

camel with reins of palm-fibres. It is U Jti ^J>\ ^ J j 

as if I can see him going down into 

the valley, reciting the Talbiyah." . JuJ I : iUJ \ : J Li 

Comments: [Its isnad is sa/iee/t] 

2503. It was narrated from ^ ■, - ^ { *n ^ „ Y , lf 
Muhammad that Ibn 'Abbas - lbn 

'Awn said: I think he attributed it ^ -u^ o? 1 o\ : jlL-J ^ 

to the Prophet (s&) - instructed a . ^ V..f , M r * 
caller to call out on a rainy day: - ^ , 

'Tray where you are [where your .jJjU j ^ I JLi M : ^ 

mounts or tents are]." ~ " " 

Comments: [Its isnad is saheeh, al- : f '^ n) : C -Cr" : 

Bukhari (616) and Muslim (699)] . ( ^ <0 

2504. It was narrated from Ibn JL^l^j llfl^ : 'j; jj^ tfjU - Y o • t 
J Abbas (4.) that a sheep died in one _ \. T \ 

ofthe houses of the Prophet's wives, ^ ^ ^ _ _ 

and the Prophet (m) said: "Why ^ ; ^ diu : ^lli Jl ^ 

don't you make use of its skin? 7 ' ' , 

Comments: [Its is«^ is salieeh, al- ^ 4^' ^ L ^ ^T 31 ^ 

Bukhari (1492) and Muslim [ Y : _i .] .^us^ ^| % 

(363)] ^-^r 11 " 
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2505. It was narrated from Ibn > r? . ^ , ^ 

'Abbas (&) that when the Prophet " f' ' ^ ^ <^ 

wanted to prostrate after ^-^f J> _ £^ ^ 



bowing, he would say: "O Allah 
our Lord, to You be praise filling 
the heaven, filling the earth and *jZJj\ W/\ lil jl5 ^J}\ Jl : 
fil line whatever else You will." , • - - ^ .* . * , 

& jlUJi 1:3 Jjlmj) ij^r us j 1 ju; 

Comments: [A saheeh ha deeth] ^ ' # 

^y^—* u^^-v* "r^- 5 *£r" 

2506. It was narrated that Ibn :JU SjiS v ^ J -tc*^ 
' Abbas <*) said: The Prophet , E f , ^ 
was born on a Monday, his mission ^^-f 1/^ ^ i>* 0*' 
began on a Monday, he died on a ^ ; ^ ^ , t *jUUJl ^ 
Monday, he left Makkah, migrating " 

to Madinah, on a Monday, he came t 0?^ 1 pS? L*~- l J "'O?^ 1 {'£ ^ 

to Madinah on a Monday, and he ^ . - r * _ - . ... 

lifted up the Black Stone on a ^ ^ l >5> C^'O^ 1 ^ 

Monday. ^ oj^JI pjJj 4 ^JNl ^ 5^*^ J>\ 

Comments: [Its isnad is da'eef .j?SVi Sj^S/l ;^J! ^jj t j^JVl 
because Abdullah bin Lahee'ah is . ' 

dd'ecf] t> 4^M-^ w-i*_jJ \.^JLj>-a aiL^j ^j^v 

2507. It was narrated that Ibn tfj^ ^ oUi^ tfji -Ye*V 
'Abbas (&) said: I saw the / „ ' . 
Prophet standing in 'Arafat, If i^^l ^J^^[ ^ *jtfr 
with al-Fadl seated behind him on 
his mount. A Bedouin came and 
stood nearby, with a slave woman ^L^i iJ-iiJI ^iSjl jSj tLaalj ^Uyv 
behind him, and al-Fadl started s ^.j 
looking at her. The Messenger of J*^* ' 0 J -j* J* l/. j* 
Allah (^) noticed that, and ^ Jjl J ^ ij ^kii t ^ jJiiJI 
started turning his face away, ,i * * - , , t > 

Then he said: "O people, it is not ^ ^ : JU ? :M ^r°t ^ 

righteousness to move quickly Vj JUJl ^JIAjL ^5 1 

with camels and horses; you , ' t ^ , / ^ , , „ 

should be calm/' Then he moved '^^ ^ •*?=5^ Jl l 

on, and I never saw any camel ^ J J± L>U UjJ Ui 

raising its feet and running, until 
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he came to Muzdalifah. When he . — 

halted in Muzdalifah, he seated r ^ cH"l ^ J ^ :JLi 

Usamah behind him on his ^ £j t ^fr| ^ l> : Jli 

mount, then he said: "O people, it a , , \ 

is not righteousness to move r ■ <{ ^?^ JLj . *JtX lj J^ 1 

quickly with camels and horses; ^ ui ^ Ui 

you should be calm," Then he " ^ u ^ . 

moved on, and I never saw any ^ 

camel raising its feet and running, J^^Jj > =*j U 

until he came to Mina. And we ^ V-r** ' ^ ^ ^ ^ 

came with a multitude of the v*^' c ^^j 1 t ^c J " ^ w : Jj^l? 

weak of Banu Hashim on donkeys n > • * ■ * fr - * 

of theirs, and he started patting * -V-r^ 1 cf* 

our thighs and saying: "O my [Y«^ :j>l ; j t rm t r.^ 

sons, move on, but do not stone 

the Jamrah until the sun rises," 4jL ^ 
Comments: [Its isnad is saheeh] 

2508. It was narrated from Ibn gfc :^/JJ> ^ O^U l£U -To* A 
'Abbas (&) that when the Messenger , * c , J 

of Allah (a«s) entered the Ka'bah, he : VJ^ 1 0? : ^ ^-*3 J? 1 

found in it an image of Ibraheem ^ * - n*- x **>> '\\ 

(Mi) and an image of Maryam. He * ' - a ^ : " _ 
said: ''As far as they are concerned, ^ ^ ^ : i_r^ j?' 

they had heard that the angels do „ , . ^ . ' - - - 

not enter a house in which there is L ^ ^ * JT ^ ^ " J ' " 
an image. This is an image of \y^» J^* tjU :Jlii 
Ibraheem, why is he casting ^ „ , , s f 

arrows?" lAA * ^ J^" N ^" >UJl 01 

Comments: [Its isnad is saJieeh, al- ; ^0 .« ! <JU Lis ^/y^ > ^Vy\ 

Bukhari (3351)] ' ' 

2509. It was narrated from ^ *\ j^j _ 
'Abdullah bin 'Abbas {^) that a . ' . , s 

son of his died in Qudaid or 'Usfan :L!Li - <!rf 1:1 ^-y 1 

and he said: O Kuraib, {go and) see • - ■ - >f **. I''-'*! 

how many people have gathered " " , - ' / 

(to offer the funeral prayer) for " ^ Ji ^ ^ ^ 4k 

him. So I went out and saw that ' . \ u .... 

some people had gathered (to offer r ■ ^- * ^ ^ • 
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the funeral prayer) for him. So I 
told him and he said: Are there 
forty? I said: Yes. He said: Bring 
him out, for I heard the Messenger 
of Allah say: "There is no 

Muslim who dies, and forty men 
who do not associate anything 
with Allah stand to offer the 
funeral prayer for him, but Allah 
will accept their intercession for 
him." 

Comments: [Its isnad is jayyid] 



2510. It was narrated from Ibn 
'Abbas (Jfe) that a man set out and 
two men followed him, and 
another man followed them, 
saying: Go back. So they went 
back. He said to him: These are 
two devils, and I kept on at them 
until I sent them back. When you 
go to the Prophet (%), convey our 
sal ams to him and tell him that I 
am collecting their zakah; if it was 
good for him we would have sent 
it to him. As a result of that, the 
Messenger of Allah forbade 
travelling alone. 

Comments: [Its isnad is Hasan] 

2511. It was narrated that al- 
Mas'oodi said: We have never 
seen anyone who was a greater 
supporter of the Shi'i view than 
'Adiyy bin Thabit. 

Comments: [This is a report from 
al-Mas'oodi] 



488 4* (jflliJI 4jbl Jllc iY'im* 

'Jli ^jjijl JL* : Jjij :Jli i.'C'J^-ls 

* */* * >^ > * f * * 

4JJL O^jJ V ^ij Jji^l ^"3^r 

ft I ^li (Y VA / ^ ) Hp 
.(<UA) 

! JjJL k Ui-*jJLij ,\^rjj ^j^A^j "*j*_is 
^Ju oj :i! JUi :Jli *. Li^-y : J L* 
illjj^j ltaJ =>- L*-^ Jjl ^ ^^^4^ 

ilJi jlp 5g 5L1 J ^ : Jli .4^1 

.j — >- toL-j : 

: Jli ^jjllIJl jf. J>\ -You 
^i-JU! J^ Ijl^I l^^jl L« 
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2512. It was narrated that Ibn 
'Abbas (4b) said: The Messenger 
of Allah (^) said: "The price of a 
dog is evil/' He said: "If he comes 
to you asking for the price of the 
dog, fill his palms with dust." 

Comments: [Its isnad is hasan] 



2513. It was narrated that Abu 
Hassan said: A man from Balhujaim 
said: O Abu 'Abbas, what about this 
verdict that may become wide- 
spread among the people, that 
whoever circumambulates the 
Ka'bah may exit ihraml He said: 
This is the Sunnah of your Prophet 

even y° u d° not tike it. 
Comments: [Its isnad is saheeh, 
Muslim (1244)] 

2514. Ibn 'Abbas (£) said: A 
group of Jews came to the Prophet 
of Allah one day and said: O 
Abul-Qasim, tell us about some 
matters that we want to ask you 
about, that no one knows except a 
Prophet. He said: "Ask me 
whatever you want, but give me a 
promise by Allah and the promise 
that Ya'qoob (j&B) took from his 
sons, that if I tell you what you 
recognize, you will follow me in 
Islam/' They said: We agree. He 
said; "Then ask me whatever you 
want." They said: Tell us about 
four things that we are going to ask 
you about: tell us about the food 



ja □ \, * p.- .* ^ ^ * a t 

bU« :Jli s_l£Jl : -fete 

[x-\i :^r\jj ^rrvr ^ t ~v y ~i : ^i] 

^ til ir^il :i^ Uii^ -TcOf 
jJ ^1 UiiJl oli U i^L*- IjI Ij : fl^X> 

[rur t r\AY t r\M t tor^ : >,s] 

: S^fe ^ Jr^ ^>fP' ^\^>- 

j**^JJl Alii- ^j-lij i aJlJI d^j 
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4* (JjAjiJi (JJ dill JU±. jJuuu* 



that Isra'eel forbade to himself 
before the Torah was revealed; tell 
us how the woman's water and the 
man's water are and how the male 
can come from it; tell us how this 
unlettered Prophet is when he 
sleeps, and tell who his companion 
among the angels is. He said: "You 
are bound by the promise and 
covenant of Allah, that if 1 tell you, 
you will follow me/' And they 
gave him the promise and 
covenant he wanted. He said: "I 
adjure you by the One Who 
revealed the Torah to Moosa (iffi), 
do you know that Isra'eel Ya'qoob 
(?fe£]i) became very sick and his 
sickness lasted for a long time, then 
he made a vow to Allah that if 
Allah healed him from his sickness, 
he would forbid to himself the 
dearest of drinks and food to 
himself; the dearest of food to him 
was camel meat and the dearest of 
drinks was camel's milk?" They 
said: Yes, by Allah. He said: "O 
Allah, bear witness over them. I 
adjure you by Allah, besides 
Whom there is no other god, Who 
revealed the Torah to Moosa, do 
you know that the water of the 
man is white and thick, and the 
water of the woman is yellow and 
thin, and whichever of them 
prevails, the child will resemble 
him or her; if the man's water 
prevails over the woman's the 
child will be male by Allah's leave, 
and if the woman's water prevails 
over the man's, the child will be 
female by Allah's leave?" They said: 
Yes, by Allah. He said: "O Allah, 
bear witness over them. I adjure you 



'jx>\ vj^m 

L^J^Jj olj-^Jl e-L* jlj v ia~Lt- ^j/j' ' \ 

lJui jjIj iJLllj jJ}J! £ 015" u45u 
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by Allah, Who revealed the Torah to * , - , > - .7 

Moosa, do you know that the eyes : JU ^ U ^ 

of this unlettered Prophet sleep, but *jj ilSliJl -dtp j^) 0^* 

his heart does not sleep?" They said: ' '\ , r ^ t / t / "\ . 
Yes, by Allah, He said: "O Allah, U ^ : ^ u ft ^ > ^! ^ ^ ^ l 
bear witness over them/' They said: , w ^ ^ .j ^ ^ 

Now teli us: who is your companion " " " ^ - 

among the angels? For this is what Ui» ;Jii .i]&jL^j iiCL'lB 

will decide whether we join you or : - ; ,s > . > > , r 

keep away from you. He said: My - J ' T / 

companion is Jibreel (fcja); Allah ^ jj^> : ^ j\| 

never sent any Prophet but he was , ^ # , ^ ~ „, j'- ✓ 
his helper/' They said: In that case Jl -4^ ^* £ ^ 4^ 
we will keep away from you; if your 
helper was anyone else among the 
angels, we would have followed 
you and believed you. He said: 
"What is keeping you from 
believing him?" They said: He is our 
enemy. At that point Allah said: 
"Say (O Muhammad (fe)); Who- i^L*^> jLlJ 

ever is an enemy to Jibreel ^j^- oijj J ^ ^ y _ j^J 1 ,^ 

(Gabriel) (let him die in his fury), " { 

for indeed he has brought it (this " ^ ^ 

Qur'an) down to your heart by 

Allah's Permission -up to- the Book 

of Allah behind their backs as if 

they did not know!" [al-Baqarah 

2:97-101], At that point, "So they 

have drawn on themselves wrath 

upon wrath" [al-Baqarah 2:90]. 

Comments: {Hasan ; this is a da'ccf isnad] 

2515. A similar report was ^ : Jji & £^ -YMa 
narrated from Ibn 'Abbas (^fe). ^ " . , . 3 * 

Comments: [rtcsffn; this is a da eef 1 * - 

isrrflrf] [<0J u : a^-Ij] $ -J- 

2516. It was narrated that Sa'eed £JU £!U iI5jl^ -Yon 
bin Jubair said: I came to Ibn 



'Abbas (i&) when he was eating : ^ j^r Ji ' J^J J* 
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pomegranates in Arafah and he 
narrated that the Messenger of 
Allah broke his fast in 'Arafah; 
Ummul-Fadl sent some milk to 
him and he drank it. 
Comments: [A saheeh hadeeth and 
its isnad is da'eef[ 

2517. It was narrated that Ibn 
Abbas said that the Prophet (^) 
broke his fast in Arafah, Ummul- 
Fadl sent some milk to him and 
he drank it. 

Comments: [Its ianad is saheeh] 

2518. It was narrated that Moosa 
bin Salamah said; Sinan bin 
Sal amah and I did Hajj, and Sinan 
had a sacrificial animal with him, 
but it slowed him down and he got 
fed up with it. I said: If I reach 
Makkah, I will ask advice about 
this. When we came to Makkah, I 
said: Let us go to Ibn 'Abbas (^*). 
So we entered upon him, and there 
was a young girl with him. I had 
two questions and my companion 
had one. He said: Shall I ask first? I 
said: No. I said: I had a sacrificial 
animal with me but it slowed us 
down, so I said: If I reach Makkah I 
shall ask advice about this. Ibn 
'Abbas said: The Messenger of 
Allah sent the sacrificial 
animals with So and so, and told 
him what to do with them. When 
he left, he came back and said: O 
Messenger of Allah, what should I 
do if any of them slow me down? 
He said: "Slaughter it and dip its 



l V ; j^j y ^ y) J* 

: -fo\v 

[rr<u : jJuji 
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sandals [with which it is garlanded] > >t — 

in its blood and mark its sides with ; ^ ^ : J ^ : JU J^ 1 

it, and do not eat any of it or let any fc ^f ^ t| jguJl 

of the people with you eat from it." £ ' t £ " s „ - 

I said to him: During these military : o" 1 ^ J? 1 JUi ^ 

campaigns I acquire slaves as part J jl j ^3 ^ Jj, ^ ^ ^ 

of my booty and I set them free on ' t ~ \ , >' 

behalf of my mother; will it be valid ^ is j^h 1 * j i 0^ ^ 

for her if I do that? Ibn 'Abbas said; «j -f-( 9 :# ^ j£ ^ 

The wife of Sinan bin Abdullah al- ^ " J f ™ ^ ^ > ^ 

Juhani instructed Sinan to ask the IS>4 o\S\ * oJw* 1^1 1 jli" 

Messenger of Allah (^) about her , T jjj^ . • . /{ — 

mother who had died and had not ^ C^""^ " T** ' u 

performed Hajj - would it be ^Ji £U» : JUi ^1 *U iJUj Jl^i 

acceptable for her to do Hfljj on " ^ r , 

her behalf? The Prophet (ffij) said: : Cr^ ] 

"Do you think that if her mother otTo) 1 

owed a debt and she paid it off for * oi 4 

her, that it would be acceptable on 

behalf of her mother?" He said: 

Yes. He said: "Let her do Hajj on 

behalf of her mother." And he 

asked him about sea water, and he 

said: "Sea water is a means of 

purification/' 

Comments: [Its isnad is saheeh, Muslim (1325)] 

2519. It was narrated from Ibn - ^ ^ ^ _ Yo ^ 

'Abbas in a report of what the \ a ( 

Messenger of Allah {^) narrated ^ J>) &J^- : jUIi-i 

from his Lord: The Messenger of , , , . , . , * n 'Ii - 

Allah m said: "Your Lord, may ^ J ^ ^ ^ ^ 

He be blessed and exalted, is Jll :Jli .Zj j* ^'/j U-i t ^ 5IM 

Merciful. Whoever thinks of a good - - > . ^ * * 

deed and does not do it one ^ J ^ ^ - J ^ J 

hasanah will be recorded for him, Jj , - 4 LjjLLiI jUi ^ ^- jU ^ «-prrj 

and if he does it, it will be recorded m , „ * 

for him, tenfold up to seven CT* l ^ ^ ' L * i ^ °^ ' 

hundredfold, multiplied many ^ - ^3 Jj t ^ 

times. Whoever thinks of a bad - 1 * * ' / 

deed and does not do it, one ^ ^t* lai^- J tl^i^ 

hasanah will be recorded for him, u v t- r > *| r 

and if he does it, it will be recorded ^ 
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as one sayyi'ah, or Allah will 
overlook it. No one can fail except 
one who is doomed to Hell." 

Comments: [Its isnad is saheeh] 



2520. It was narrated from Ibn 
'Abbas (&) that the Prophet (%) 
said; "Seek it in the last ten nights 
of Ramadan, the twenty ninth or 
the twenty seventh or the twenty 
fifth." 

Comments: [Its isnad is saheeh, al- 
Bukhari (2021)] 

2521. It was narrated that Ibn 
'Abbas (4c) said: I saw the Messenger 
of Allah prostrate during 
[Soorat] Sad. 

Comments: [Its isnad is saheeh, al- 
Bukhari (1069)] 

2522. It was narrated that 'Abdur- 
Rahman bin Wa'lah said: 1 said to 
Ibn 'Abbas We are campaigning 
against the people of the Maghrib 
and most of their waterskins are 
made from animals that were not 
slaughtered properly. He said: I 
heard the Prophet (jg) say: "Its 
tanning is its purification." 
Comments: [Its isnad is saheeh, 

Muslim (366)] 

2523. It was narrated that Ibn 
'Abbas (4=) said: The Prophet 
stayed in Makkah for fifteen years, 
seven years during which he saw 
light and heard a voice, and eight 
years during which Revelation 
came to him, and he stayed in 
Madinah for ten years. 



&jJ- ' :0U* £jb- -YoY * 
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Comments: [Its isnad is saheeh, (rror) : r ,? V: >^ *j>L_j : 7y m j>£ 
Muslim (2353)] 

2524. It was narrated from Ibn — - ^ ^ _ Ym 

'Abbas (*) that the Prophet \ \ _ 

nibbled some meat from a shoulder : ^ Ji 1 J* ^ S**? ^ Jr^ 0* J* 

bone, then he prayed and did not .j. ^ • £ • .rf, ^ . Jjj * f 

Comments: [Its isnad is sdiee/i] [HAA : CT ,JJ ^ r ^ r : >^ • Li 3? 

2525. It was narrated that Sa'eed ^ i>\^ J\ S^jJ* lijb- -YoYo 
bin Jubair said: 'Abdullah - and 
'Uthman did not say anything 
more than 'Abdullah - told me: The 
Messenger of Allah (^) said: 
"Whoever sees me in a dream has Jl uiO *S ^ J^Aj ^ '■ - ^ 
truly seen me, for the Shaitan oiklil ^ 
cannot appear in my image/' ' 
Comments: [Sa/iwn because of ^ : °> ^ Jli J ■ V; 

corroborating evidence; this is a . 

da'eef isnad] ^ ^ J : £^ 

2526. Jabir bin Zaid narrated that ^J-l : Jli iii C:!^ : l^J^ - Yon 
he heard 'Abdullah bin 'Abbas say , , 

that he heard the Messenger of 0? c -~^ ^ Irf 



jlp ^ lu ^ _ ^ 



Allah deliver the khutbah in 
'Arafah, [saying]: "Whoever does 
not have sandals, let him wear ^ ^ : v^S*f ^Ja^J £g M Jj^j 



jO! J^J ^4*^ "J^ 6 



khuffctin (leather slippers) and 
whoever does not have an tzar, let 
him wear pants/' hA£A : ^-Ij] .« lr~^ 

Comments: [Its isnad is saheeh, al- 

Bukhari (1841) and Muslim (1178)] .< \ WA) : f U > : £ .^v^ : 

2527. It was narrated from Ibn ^ ^ _ r£>YV 

'Abbas (ufc) that the Messenger of f tf " 

Allah (^g) said: "1 was commanded jr^ OoAj L^jU* : j£o 

to prostrate on seven bones and not $ ^J, : Jjl J^J !>l ^1 

to tuck up my hair or garment/' ^ \ % ** / ? 

And on another occasion he said: 1^*-^ _b>^i 

Your Prophet («) was commanded J ^ /s) ^ ^ 
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to prostrate on seven bones, and * > - > ,s , - . * 

not to tuck up his hair or garment - Vj ^ ^ ^ 01 ^ 

Comments: [Its isn/af is saheeh, al- [UYV : ^ !^] . ^ ^ j I^Li 

Bukhari (809) and Muslim (490)] . . ' . . 

2528. It was narrated that . {i*- . VaVA 
Abdullah bin Abbas ($>) said: The 



Messenger of Allah (^) prayed ioAJ jll^- LJl cJL— ;Jli ^lil 
Zw/?r in Dhul-Hulaifah, then his \ , , * ; fi , , * , , 
sacrificial animal was brought to 

him and he cut the right side of its <,£j^ j>) 'J t JiiiJl ^Ju ^ Jji 

hump, then he wiped the blood - ^ s ; // 

from it, then he garlanded it with f^ 1 ^ r '<>^ 1 >^ 

two sandals. Then his mount was J\ *_> ^ li 

brought to him and when he sat on \ \ ' , 

it and it rose up with him at al- i t l * A P* 9. ^J^lj ^ 

Baida', he entered ihram for Hajj. [Ua3 ^ ^< 

Comments: [Its I'snarf is saheeh, * 
Muslim (1243)] .OUT) : f oL-j 



2529. Sa'eed bin al-Musayyab 
narrated that he heard Ibn 'Abbas 



-I 



say: The Messenger of Allah (^) ^l^ l W ^ cJ^l : sSi3 

said: "The one who takes back his ^ > >~ i* , 

gift is like the one who takes back J : ^ ■ ^' CT 1 401 . : 

his vomit." J iujV : ^ Jjl 

Comments: [Its i'snarf is saheeh, a 1- v ~ t .. v . vv t c 

Bukhari (2621) and Muslim ' ^ inTY 

( 1622 )l [UVY i^vl^ t rY^ i VY Y \ t r\VA 

.OiTT) : f t (Y-iY\) : 0J i^j 

2530. It was narrated that Ibn ^ : > -Yar* 

'Abbas (■&) said: The back of an , , \ > * - f 

onager *- or the leg of an onager - J* ^ ^ 0^ ^ l i^ 1 

was given to the Messenger of J f_ ^ ^ Jj, Jj ^ 

Allah (^:) when he was in ihram, * >^ * / 

and he refused it. *J*>\\ .^y *f>^" r*j _ j^r J^-j : 

Comments: [Its isnad is saheeh, ^ r\^A ,T\tr lV\T\ t nr« t YoTo 
Muslim (1194)] 
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2531. It was narrated from Ibn 
'Abbas (Jfe) that when something 



u^i :ju SlU. til; iliJb- -ran 



upset him, the Messenger of Allah ^1 ^ i^jUJl J M jlp ^ ^L^' 

would say: "There is no God 7 . . ; ' , ' s * 

but Allah, the Almighty, the H ^ ^ ^ J ^ 01 ^ £ ^ 

Forbearing; there is no God but L ^j t mJ, ft, ^ >j„ . ^ 

Allah, Lord of the heavens, Lord of J " f T , ' t jS ; 

the Earth and Lord of the mighty ^0 ^j"^ 1 v 1 '}^! ^' ^! ^! ^ 
Throne; there is no God but Allah, ^ ^ ^ ^ ^ ^ .j, 

Lord of the noble Throne; there is ' - - * J 



no god but Allah, Lord of the ^'/j ol^LUl iJUi aJI N tjL^i 
heavens/ Lord of the earth and , , - \,: > , 

. Lord of the noble Throne." LY U 1 CT jJ ' V^ 1 ^ ^ 1 

Comments: [Its isnad is saheeh, al- :^ .^r*-^ ^h-J -p/*^ 

Bukhari (6345) and Muslim (TvrO 
(2730)] 

2532. It was narrated that Ibn zil £jb^ Hili- -YofY 

'Abbas (4e>) said: The Messenger _ f t „ 4 ; „ f 

of Allah (ag) said: "Do not take 0? 

any animate being as a target" .jj ^ ^ ^ ^ 

Comments: [Its isHad is saheeh, > , ? " s , ^ j" > . „ 

Muslim (1975)] C-^ 1 ^ ^ ^ : *^ ^ l J ^ J 

[YiA* i^lj 

2533. It was narrated that Ibn ^ ^ ^ _ Yorr 
'Abbas (vfe) said: The Messenger of 



Allah went out on [the day of : JU c-jli ^i^ 1 

ErJ a/1 Frfr and he did not offer any . , ' * . - > * . * * . 

prayer before or after it, then he ^ - * - ? - ' " 

went to the women, accompanied L^Ij JJa^ pi tjii j S^^Jj-^j 

by Bilal, and started saying, "Give J% J '" 'L^Ji * ; f s * UaJ^ 

in charity." And the women started 4 ; ^ f • J 

throwing earrings and necklaces. st^IJl cJLi^J w^juJw : ^} jt JiiJ 



Comments: Its isnad is saheeh, al- 
Bukhari (964) and Muslim (884)] 
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2534. Al-Hakam said: Sa'eed bin 
Jubair led us in praying Maghrib in 
Muzdalifah, three rak'ahs with an 
iqamah. Then he said the salam, then 
he prayed 'Isha' with two rak'ahs. 
Then he stated that 'Abdullah bin 
'Umar did that, and he stated that 
the Messenger of Allah did 
that. 

Comments: [Its isnad is saheeh] 

2535. It was narrated that Ibn 
'Abbas (&) said; Sa'b bin Jaththamah 
gave the Messenger of Allah (^) the 
leg of an onager when he was in 
ihram, and he refused it, and it was 
dripping with blood. 

Comments: [Its isnad is saheeh, 
Muslim (1194)] 

2536. It was narrated that Ibn 
'Abbas (^) said: The Messenger 
of Allah (^) was treated with 
cupping when he was fasting. 

Comments: [Its isnad is saheeh] 



2537. It was narrated from Abul- 
' Aliyah ar-Riyahi, from the cousin of 
your Prophet - meaning Ibn 
'Abbas (&) - that the Prophet of 
Allah used to recite this dua 
at times of distress: "There is no 
God but Allah, the Almighty, the 
Forbearing; there is no God but 
Allah, Lord of the mighty Throne; 
there is no God but Allah, Lord of 
the heavens, Lord of the Earth and 
Lord of the noble Throne/' 



Jii S§ ^ Jj^3 !>f ^ jj£ 

[oyv t oYn .VYAA : ^l] .Jjyl 

til :j4: -Yor^ 
* i - * * * * ** * * t * * « .^u- 

[YoV* >*3 
.(mO 

tpi^Jl ^ v-1 : - Yen 



.jLJ : 



oil £ji -Yerv 

£}UJi Sit; ijiLJl 
o^ 1 u^' - ^ o? 1 ^ 

-Jl^ OLS 3g§ M ^ of _ 
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Comments: [Its isnad is sa/w/?, al- . m t(iri0 ) - "^j^ 
Bukhari (6345) and Muslim ' y ^ 4 ^ 

(2730)] -avr-> 

2538. It was narrated that 'Abdur- . ^ - ^ ^ _ rorA 
Rahman bin Wa'lah said: I asked Ibn ^ £ * ^ ^ 
'Abbas (Jit): We are campaigning ^ O^"^ 1 ^ b* r^ 1 ^ ^ J 
against the people of the Maghrib .^-j - jjj^ .jj ^ 
and most of their waterskins are s - * ' , 

made from animals that were not ^jU- *^f^ ^ ^ij ^v^ 1 ^ 

slaughtered properly. He said: I > >, « ^ , . „ . ' - : 

heard the Prophet (ft) say: "Its J >"" » ' ' ; J 

tanning is its purification." [\A<U i^lj] ."Uj^L 4-^" 
Comments: [Its isntfi is saheeh, 

Muslim (366)] ,0r " n) : f 

2539. It was narrated from Abu £si£s CJjl^ :flU tSAi -YoV^ 
Hassan that a man said to 'Abdullah tf , „ „ ^ Cf , , 
bin 'Abbas (*): What you are 0? ^ J* ^3 01 : 0^ ^) ^ 
saying may become widespread J }ll £ .J^J ^JJl ijU 0] 
among the people - Ha mmam said: •* u , _ ^ s , " ' „ ' * 
i.e., that everyone who circumam- ^ J 5 " <jA : pUi jUi _ ^ilJl 
bulates the House may then exit r.- ^> 'n- V V- 
item - and he said: [It is] the Sunnah ^ r% ^ ■ ^ - > ^ 
of your Prophet (#;), even if you .^Ju jU jJi :?ui J 15 
dislike it. Hammam said: i.e., * " . 
whoever does not have a nadi/ t_ ■ J J 



(sacrificial animal) with him. 



Comments: [Its isnad is saheeh, Muslim (1244)] 

2540. Al-Hakam bin al-A'raj said: I yj> 'j; £1^ uij^ -Yo£< 

sat with Ibn 'Abbas (^fe) when he <it , ****** >j ■ ■ * 

was using his cloak as a pillow at ' ^ ^ <i>^ 1 y~ 1 

the well of Zamzam. I sat with him, *| J±\ yjc ; Jli t-^p^I ^ 

and what good company he was, I , ^ ^ ^ 

asked him about 'Ashoora' and he ^fyi ^ ^ -^3^ 

said: What about it? I said: Fasting t ^j| 

it. He said: When you see the new ^ \ . 

moon of Muharram, count and ?0Ll5 ^1 :JU* 

when it is the ninth day, fast that - /v , . .r, . , - 

day. I said: Is this how Muhammad ' 

(s&) used to fast it? He said: Yes. ^ li^ tSjLc-U ^^lil J^U 
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Comments: [Its /srtflrf is sate/]] ' \> S*>A * M -.A - ,r . , * 

L 1 j!5 l_vSUl .p^t slJJj pki 

[TWO l^^-lj] -J^i ? <U^ij 

2541, 'Amr bin Deenar narrated - ^ ^ . jrj ^ ^ 
that Tawoos said: One who was s .. 

more knowledgeable about it than t^jli? ji :j\L^ : jjj 

them meaning 'Abdullah bin - . >■ i* , 

'Abbas <*) - told me that the ^ 7 ^ * ^ ^ ^ ^ :J 

Messenger of Allah said: "For $gg 4JI J_^3 01 _ ^.t* ^ Jjl jl£ 

a man to lend his land to his . r • — 

brother for free is better than his ^ * U1 ^ ^' : jL * 

taking a specified share of the l^^Z i£U jj-l; ol ^ 3 
crop in return for it." 

[T>AV riwi-lj] 

Comments: [Its isnad is ra/iee/i, al- e 

Bukhari (2330) and Muslim Xu^) : ^ (Trr O : ^ : ^^>«" 
(155)] 

2542. It was narrated from Ibn ^ ^ _ YetY 
'Abbas that the husband of 5 . 

Bareerah was a black slave who ^ : u*^f- Ji^ 0^ *-^j>^ 

was called Mugheeth, I used to ^ . f ^ : ^ ^ - - . <: 

see him following Bareerah in the ~\ ' ° & J 

streets of Madinah, weeping for 5^*Ji J* : Jli 

her The Prophet gave four , s , - £ * v - , 

rulings concerning her. Her ^ ; JU ^ ^ ^ 

masters stipulated that ida/a' was \J*jlS\ L^Jlj; 01 ^jf 

for them, but the Prophet (-jfe) , „ ^ , . ' / 

ruled: "WW belongs to the one C^i ^ 

who manumits the slave/' He frjfc ^ t ii£Lj 

gave her the choice, and she chose ^ f ^ ' 

divorce, and he ordered her to ^jixki ^-U^j * Jli 01 
observe Uddah. And she received 
charity and gave some of it as a 

gift to 'A'ishah (4b); she mentioned j* n ^ ^ i^SJi 



£U 5** : jUi ^ ^lU Jill Jj^sii 
Bukhari (5280)] ,(8TA ° : C "C^ 7 ^-A* 



that to the Prophet and he 
said: "It is charity for her and a 

gift to us." : ^ r \ J 
Comments: [Its isnad is sahech, al 
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2543, 'Umar said: Who knows 
when Lailatal-Qadr is? Ibn 'Abbas 
said: The Messenger of Allah J> J^S 1 j* Jjp-SM J^-fLp 



said: "It is in the (last) ten, when 
seven have passed or seven are 



left." Jli JlS 

Comments: [Its fW is saheeh ^ , lj| : : ^ 41 1 

according to the conditions of al- O ^ < ^ ^ - - 



according to the conditions of al- 
Bukhari and Muslim] [Y * o\ : ^ )\ 



,(T * T Y ) 



2544. It was narrated that Ibn ^ ^J^J-H\ ijUi C&jl^ -ToU 
'Abbas said: One day the ( ' 

Messenger of Allah (^) climbed ^ ^ " ^ ^ ^ 

as-Safa and said: "Ya sabahah, ya ^ ^ ^ Jj, ^ ^ . j,j ^ 

sabahah (be on your guard)!" j ' ^ 

Quraish gathered and said to him: : CU-CJ? U csU^L^ 'u» :JUi 

What is the matter? He said: "Do ^ u . jj ^ * * ^ 

you think if I told you that the , , , , . \ 

enemy is about to attack you in jJiiJl jl j^j^UM '^}'^ :JUi 

the morning or the evening, . * 

would you believe me?" They Ul L r^— ^ r^"^ 1 

said: Of course. He said: "I am a £ jjj ^jj : jui : Jli .Jj : l^Jui 

warner to you of an imminent - ^ - 1/ , , . 

severe punishment." Abu Lahab : ^ 

said: Is it for this that you called ^ j^g - £ 

us together? May you perish! Then ^ ^ „ ' ; 

Allah, may He be glorified and l Jr^ J J ^ 

exalted, revealed the words: - ^ j \ Hv ^ 

"Perish the two hands of Abu ' ^ ^ 

Lahab (an uncle of the Prophet) .(t* a) : f t (UM) ^.^y^oM : 

and perish he!", to the end of the ^ 

soorah [al-Masad 111], 

Comments: [Its isnad is saheeh 
according to the conditions of al- 
Bukhari and Muslim] 

2545. It was narrated that ^ : ^ ^ 
'Abdullah bin 'Abbas (4*) said: I 

saw the Messenger of Allah (^) ^ l> f ^ 

eating some meat from the bone t^|^^ t ^ • ^ 

of a sheep, then he prayed and he * * - ' ' " ' - 
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did not rinse his mouth or touch 
water. 

Comments: [Its isnad is sahech, 
Muslim (354,359)] 

2546, It was narrated that Abu 
Nadrah said: Ibn 'Abbas addressed 
us from the minbar of Basrah and 
said; The Messenger of Allah (^) 
said: "There was no Prophet but he 
had a supplication that was 
fulfilled for him in this world, but I 
have saved my supplication to be 
an intercession for my ummah. I 
will be the leader of the sons of 
Adam on the Day of Resurrection 
and no boast. I will be the first one 
for whom the earth is split, and no 
boast. In my hands will be a banner 
of praise, and no boast. Adam and 
all others will be under my banner, 
and no boast. The Day of 
Resurrection will be very long for 
the people, and they will say to one 
another: 'Let us go to Adam, the 
father of mankind, so that he might 
intercede with our Lord, may He 
be glorified and exalted, to judge 
among us/ So they will go to 
Adam and will say:' O Adam, you 
are the one whom Allah created 
with His own hand; He caused you 
to dwell in Paradise and He 
commanded His angels to 
prostrate to you; intercede for us 
with your Lord so that He might 
judge among us/ He will say: '1 am 
not able for that; I was expelled 
from Paradise because of my sin, I 
am not concerned about anyone 



t ;U li> JSC 3^ Jji J^j : M 
Slii ^ JlL^ ;jlU UJx£- -Tdf\ 

2 y is; % : ^ M Jj^j 

|»_); ^J>1 Jjj wU^- Ul^ l ^jJ*? k^le-l i^J^ 0 

^1 ^ST Jl IL ! J 4iL : i :^^J j^A^; 
* ' f- * ^ 4 t * ^ > > ' * * t * 
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today except myself. Rather go to 
Nooh, the head of the Prophets/ So 
they will go to Nooh and will say: 
'O Nooh, intercede for us with our 
Lord, that He might judge among 
us/ He will say: 'I am not able for 
that; I offered supplication because 
of which all the people of earth 
were drowned. I am not concerned 
about anyone today except myself. 
Rather go to lbraheem the Close 
Friend (Khateel) of Allah/ So they 
will go to lbraheem and will 
say: 'O lbraheem, intercede for us 
with our Lord so that He may 
judge among us.' But he will say: 'I 
am not able for that; I told three lies 
for the sake of Islam' - and by Allah 
all he wanted to do was to argue 
for the sake of the religion of Allah 
when he said: 'Verily, I am sick' 
[as-Saffat 37:89] and 'Nay, this one, 
the biggest of them (idols) did it. 
Ask them, if they can speak!' [al- 
Anbiya' 21:63]. And he said of his 
wife when he came to the king, 'she 
is my sister' - '1 am not concerned 
about anyone else today except 
myself. Rather go to Moosa 
whom Allah chose to send with 
His message and He spoke to him/ 
So they will go to him and will say: 
'O Moosa, you are the one whom 
Allah chose for His message and 
He spoke to you; intercede for us 
with our Lord so that He might 
judge among us/ He will say: 'I am 
not able for that, for I killed a soul 
unlawfully. I am not concerned 
about anyone today except myself. 



r \ ' >' - - * 

&y :<J y ^ j& ^! 

t i j^4> ^flij ULaj cJb* ;^5llA C~^J 

tJji jjj Ljjj oJl>JI ^] tjLiTL* 

a J> l$j % ^ 

jjjtj jl^l tdlii- ^* J>J* fli-j ^ ^l£i j!5 
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Rather go to 'Eesa, the Spirit from 
Allah and His Word/ So they will 
go to 'Eesa and will say: 'Intercede 
for us with your Lord, that He 
might judge among us/ But he will 
say: 'I am not able for that, for 1 
was taken as a god instead of 
Allah. I am not concerned about 
anyone today except myself. But if 
there was something in the vessel 
and it was sealed, would anyone 
be able to get what is in it unless he 
undoes the seal?' They will say: 
'No/ He will say: 'Muhammad is 
the Seal of the Prophets; he has just 
come today and his previous and 
future sins have been forgiven/" 
The Messenger of Allah (^) said: 
"So they will come to me and will 
say: 'O Muhammad, intercede for 
us with your Lord, so that He 
might judge among us/ I will say: 
'1 am able for it, when Allah gives 
leave for whom He wills and is 
pleased with/ When Allah, may 
He be blessed and exalted, wants 
to judge between His creation, a 
caller will call out: 'Where is 
Muhammad and his ummahT For 
we are the last and the first; we are 
the last of the nations and the first 
to be brought to account. So the 
other nations will make way for us, 
and we will start moving with 
faces and limbs that are bright with 
the traces of wudoo\ The other 
nations will say: 'Nearly all of this 
utnmah are almost Prophets/ Then 
I will come to the gate of Paradise 
and will take hold of the ring in the 
gate and knock on it. It will be said: 
'Who are you?' 1 will say: 'I am 
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Muhammad/ It will be opened for 
me, and I will come to my Lord, 
may He be glorified and exalted, 
on His Throne. I will fall down in 
prostration before Him and 1 will 
praise Him in words of praise that 
no one who said before me and no 
one will say after me. It will be 
said: 'O Muhammad, raise your 
head; ask and you will be given, 
speak and you will be heard, 
intercede and your intercession 
will be accepted/ I will raise my 
head and say: 'O Lord, my ummah, 
my ummah/ He will say: 'Bring 
forth whoever has in his heart faith 
the weight of such and such/ Then 
I will go back and prostrate, and I 
will say what I said before. It will 
be said: 'Raise your head; speak 
and you will be heard / ask and you 
will be given, intercede and your 
intercession will be accepted/ I will 
raise my head and say: 'O Lord, 
my umtnah, my ummah.' He will 
say: 'Bring forth whoever has in his 
heart faith the weight of such and 
such' - less than the first time. Then 
I will go back and prostrate, and 1 
will say what I said before. It will 
be said: 'Raise your head; speak 
and you will be heard, ask and you 
will be given, intercede and your 
intercession will be accepted/ 1 will 
raise my head and say: 'O Lord, 
my ummah, my ummah/ He will 
say: 'Bring forth whoever has in his 
heart faith the weight of such and 
such' - less than that" 



Comments: [Hasan because of corroborating evidence] 
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2547. Ibn 'Abbas said: Some- 
one came to me in a dream during 
Ramadan, and it was said to me: 
Tonight is Lailatal-Qadr. So I got up, 
although I was drowsy, and I came 
to the Messenger of Allah (gf ) and 
found him praying. I looked to see 
what night that was, and it was the 
night of the twenty-third. 

Comments: [Hasan because of 
corroborating evidence and its 
isnad is da'eef\ 

2548. It was narrated that Ibn 
'Abbas (*) said: When the 
Messenger of Allah came [to 
Madinah] they used to pay in 
advance for crops. He said: "Who- 
ever pays in advance, let him not 
pay in advance except for a known 
measure and a known weight." 

Comments: [Its isnad is saheeh, al- 
Bukhari (2239) and Muslim 
(1604)] 

2549. It was narrated from Ibn 
'Abbas (vfc) that the Prophet (585) 
came out of the outhouse and some 
food was brought. It was said to 
him: Aren't you going to do 
wudoo'? He said: "I have only been 
commanded to do wudoo when I 
get up to pray." 

Comments: [Its isnad is saheeh, 
Muslim (374)] 

2550. Hanzalah as-Sadoosi 
narrated: I said to 'Ikrimah: In 
Maghrib prayer I recite Qui A'oodhu 
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fri Rabbil-falacj and Qw/ A'oodhu bl 
Rctbbin~Na$, and some people 
criticise me for that. He said: What 
is wrong with that? Recite them, 
for they are from the Qur' an. Then 
he said: Ibn 'Abbas (&) told me 
that the Messenger of Allah 
came and prayed two rak'ahs in 
which he did not recite anything 
but the Essence of the Book (i.e., ah 
Fatihah). 

Comments: [Its isnad is da'eef\ 

2551. It was narrated from 
'Ikrimah that some of these heretics 
were brought to 'Ali and they had 
some books with them. He issued 
orders that a fire be lit, then he 
burned them and their books. 
'Ikrimah said: News of that 
reached Ibn 'Abbas (Jfe) and he 
said: If it were me, I would not 
have burned them because the 
Messenger of Allah forbade it; 
but I would have executed them 
because the Messenger of Allah 
(^) said: "Whoever changes his 
religion, execute him/' And the 
Messenger of Allah (sfe) said: "Do 
not punish with the punishment of 
Allah, may He be glorified and 
exalted," 

Comments: [Its isnad is saheeh, al- 
Bukhari (6922)] 

2552. It was narrated from 
'Ikrimah that 'Ali caught some 
people who had apostatised from 
Islam, and he burned them with 
fire. News of that reached Ibn 
'Abbas (Jfe) and he said: If it were 
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me, I would not have burned 
them. The Messenger of Allah 
fe) said: "Do not punish anyone 
with the punishment of Allah, 
may He be glorified and exalted/' 
And the Messenger of Allah 
said: "Whoever changes his 
religion, execute him." News of 
what Ibn 'Abbas said reached 'Ali 
and he said; Woe to the son of the 
mother of Ibn 'Abbas! 

Comments: [Its isnad is saheeh, al- 
Bukhari (3017)] 

2553. It was narrated that Ibn 
'Abbas said: I saw the Prophet 

in a dream when I slept in the 
middle of the day. He was standing, 
looking dishevelled and dusty, with 
a bottle in his hand in which there 
was blood. I said: May my father 
and mother be sacrificed for you, O 
Messenger of Allah. What is this? 
He said: This is the blood of al- 
Husain and his companions. I have 
been collecting it all day. We 
worked out that day, and we found 
that it was the day on which he was 
killed. 

Comments: [Its isnad is cjawi] 

2554. It was narrated from Ibn 
' Abbas (4b) that the Messenger of 
Allah (3^) offered the funeral 
prayer after the person had been 
buried. And Wakee' said; Sufyan 
told us something similar. 

Comments: [Its isnad is saheeh, al- 
Bukhari (1247) and Muslim 
(954)] 
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2555. It was narrated that Ibn 
'Abbas said; The Messenger 
of Allah (ag) said: ''If one of you ^ 4 

says, when he has intercourse , . t * . - ^ 

with his wife, 'In the Name of ^ f X 

Allah, O Allah keep us away from ^J* :$f } Jbt JjJ^ Jli : Jli ^llp y\ 

the Shaitan and keep the Shaitan o — ^ ^ , >/^- 

away from what You bestow on f 1 "^ - r^- 

us (our children)/ if a child is t^uSjj ^ '. S'U'" M ^ 

born to them, the Shaitan will \ ? * - tf , ' - , V 

never be able to harm him." ^ ^ ^ 

Comments; [Its isnad is saheeh, al- A *L V : 

Bukhari (141) and Muslim 

(1434)] : r UM\) : 

2556. It was narrated that Ibn .j^ j,^, ^ ^ _^ Yoo ^ 
'Abbas (4») said: The Messenger of * \ ' ^ , o 
Allah (jg) said: "Teach and make O? 1 L ^ J* 
things easy, do not make things . . ^ ?„ , - v . v 
difficult. And if you get angry, - 
keep quiet; if you get angry, keep <L.Im lj! j 1 1 j^li: \} -bjA^ 
quiet; if you get angry, keep quiet/' - .> : : - : 

Comments: [Hasan because of * ' ' 

corroborating evidence; this is a [Y\Y"\ grh^ - (t ^-^^ 



da' eef isnad] 



2557. It was narrated that Ibn : Jlj^Jl jlp -YcoV 

'Abbas (4) said: The Prophet (^) s / _ ^ ' ^ 

put ZuAr and 'A&r together in J? 1 ^ 'J^r^.-h^l^ " r ^^^[ [ 

Madinah, when he was not ^ — ^ ^ — -j^ 

travelling and there was no fear. I j / "\ , ' ; . 

[the narrator] said: O Abul-' Abbas, : cJi : Jl* .^J>- ^jy^-^ i J - ^.^^ 

why did he do that? He said: He $ ^ . ^ ^ ' ^ 

did not want to make things ' ^" - 

difficult for anyone of his ummaJi, [ ^ot : li>-l ^ 

Comments: [Its isnad is saheeh, , . 

Muslim (705)] .(V ■ o) : f : ^ 
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2558, It was narrated that Ibn 
'Abbas (vfc) said: The Prophet 
went to the outhouse and relieved 
himself, then some food was 
brought to him. They said: Should 
we bring you water for wudool He 
said: "Why should I do zuudoo'? 
When 1 want to pray, I will do 
wudoo'" 

Comments: [Its isnad is saheeh, 
Muslim (374)] 

2559. It was narrated that Ibn 
'Abbas said: I slept in the house 
of my maternal aunt Maimoonah 
bint al-Harith. The Prophet (gg) got 
up at night and went to relieve 
himself, then he came and washed 
his face and hands, then he slept. 
Then he got up at night and went 
to the waterskin and undid its 
straps, then he did a zmtdoo' that 
was somewhere between the most 
complete and the most light; he did 
not use a lot of water but it was a 
proper wudoo'. Then he stood and 
prayed, I hid myself because I did 
not want him to see me watching 
him. Then I got up and did the 
same as he had done, and I stood 
on his left. He took hold of my 
neck, where the ear is, and moved 
me around until I was standing on 
his right whilst he was praying. He 
prayed thirteen rak'ahs, including 
the two [Sunnah] rak'ahs of Fajr, 
Then he lay down and slept until 
he breathed deeply. Then Bilal 
came and called him to pray, so he 



^JJl : Jli j>\ ^ mL; J>y^\ 

.Crvo 

L ^-Vj J*** 5 ii=rL=*Jl 

Uj^Ij tL^ilLi JjJLisii 
— Vj' ^s>i _ 5^ ^ V?^r> 

ljj ±i^Sj o^j^i- 

^ i£JK_la^1 (, J ^43l 
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got up and prayed and did not do 
wudoo' [again]. 

Comments: [Its isnad is saheeh] 

2560. It was narrated that Ibn j^f ^ ^ ^ _ YeV 

' Abbas (4) said: The Prophet (^) ^ ; . , ' * 

got married whilst he was in J> j~»S> 'j* J> <dJl ^lp ^ jUi^ 

ihram, and he was treated with ^ ^ '*'*-■ 'l Li lip - 'i 

cupping whilst he was in ih ram, ^ £ J > * J ■ ^ ^ 'F 1 " 

Comments: [Its j'srud is ^ihuj, al- » f*^h "}/^ >J 

Bukhari (1837) and Muslim [r*\Y tT-Vo ^'V* 



2561. It was narrated from Ibn 

'Abbas (&) that a man said: O a 
Messenger of Allah, whatever Allah ^1 ^ tj^^M ^ ^ 'C^^ 1 ^ 
wills and you will He said: "Are 
you making me equal to Allah? 



Ratherwhat Allah alone wills/' ^JU ;Jlii .c-L?} iU I ^Lt 

Comments: [Sa/i^/i because of [un } fa ^ ^ ^ 

corroborating evidence, and its w- 



isnad is da'eef\ 



2562. It was narrated that Ibn frjj.] Uijui- -Yo*U 
' Abbas (&) said: The Prophet a . / ' ,„.r 
entered the House and offered u ^ ^ l 0L *^ s*^ 1 
supplication in different parts of :JIS ^1 ^ 1^ ^ y\ Jy 
it, then he came out and prayed , * . " . * . „ T„ 
two raJfc'flfcs. P ^ ^ ^^-4^ ^ 4r* <^ 

Comments: [Saheeh because of [W<\o : ^r^j] -J^j <J^$ 

corroborating evidence, and its 

isnad is da'eef\ l^L^j> jL^I t« ^JJ • 

2563. 'Abdul-' Azeez - i.e., Ibn _ W^j ir^Ll :jlj>Jk £1- -To^r 
Rufai' - said: Someone who heard .'r , . 

Ibn 'Abbas (^) told me that he : -(fJ If} - ±* ^ 

said: The Prophet (*) did not halt ' ^ V j : U ' ^ :;, — 

between y Arafat and Muzdalifah ^ * *r ^ ^ ■ ^ 

except to pass water. [Y£li : .;UJi ^1 



Musnad of 'Abdullah bin al-' Abbas & 512 dfe ^liiJl ^ ale Vi ,;, ^ 

Comments: [Sa/iee/i, because of ^M-U *- 

corroborating evidence; this is a ' ■> . j ■ 
da'eef isnad] Ot 1 ^ oj^ 1 

2564. It was narrated from Ibn . V -i^,, - - . , 
Abbas (4) that the Messenger of . 

Allah (Sg) recited the Talbiyah J>} ^ ^ 
until he stoned famrataU 'A qabah. _ £ f _ f, 

~ rr ■ J ' ' J J 1 ^ ^ J i ^ 

Comments: [Its isnad is saneeh, al- , * 

Bukhari (1543)] [rm i^lj VjJr 

2565. It was narrated that lbn ^ J-^f : ^ _ rolo 
'Abbas (^b) said: The Messenger - - _ . ^ / ^ 

of Allah (%) married Maimoonah J 1 ) J* ^ ^y) 

in Sarif when he was in Hiram. - / YA < /i \ - >* ^ m - 

Comments: [Its is?ia^ is saheeh, al- 

Bukhari (4528)] [ rr 1 * -£rLJ -f^ 

.(£Yoa) :^,^wr oL^j 

2566. It was narrated from Ibn j-^j, ^{ . Jt ^, ^ ^ _ mn 
'Abbas (&) that one of the wives of 

the Prophet (^) washed herself ^ ¥ 4^ 'J- 

following janabak, then the Prophet * * - - . , ^ , , , ' ^ 
(^5 ) came and did wudoo using her t j * ^' ^ r * 

left over water. She said: I did g/msi «• Lg-Lii ^ Li^i 

using it. He said: "Nothing makes vT ? , / . - 

water twjis (impure). t- - 

Comments: [Sa?iee/z because of [YW : ijJJI 

corroborating evidence, and its 

i'snad is da'eef] ^^-L^J, *L*-I li^j ttjrr iJ -£1^ 

2567. It was narrated that Ibn 1 . ^ . w m „ 
Abbas ( 4) said: I stayed overnight ^ ^ 

in the house of my maternal aunt J>} ^.'jS j* J> .V 

Maimoonah, and I watched to see ^ ^ ' * ' , " 

how the Messenger of Allah t<J>Ae ^ — ^ ^ : JU v" 1 ^ 

would pray. He got up, urinated, fUi t JLaJ ^ #; M JJlH 

then washed his face and hands, s ; ^ . ^ . , ^ s ^ — 

then he slept. Then he got up and ^ c f U r* ^ tJG 

went to a waterskin, undid its *f ^£ --j, Jj t ;ij 

straps, and poured some water into """ ' s 
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a bowl or vessel. He tipped it 
towards himself with his hand and 
did a good wudoo* , not using too 
much or too little water. Then I 
came and stood beside him, and 
stood on his left. He took hold of 
me and made me stand on his 
right. The prayer of the Messenger 
of Allah (afe) included thirteen 
rak'ahs, then he slept until he was 
breathing deeply. We knew that he 
was sleeping when he breathed 
deeply. Then he went out to pray, 
and he prayed, and said in his 
prayer or in his prostration: "O 
Allah, put in my heart light, in my 
hearing light, in my seeing light, to 
my right light, to my left light, in 
front of me light, behind me light, 
above me light, below me light, 
make me light - or Shu'bah said: 
give me light/' 'Umar bin Deenar 
narrated from Kuraib, from Ibn 
'Abbas (uj*) that he slept lying on 
his side. 

Comments: [Its isnad is saheeh, aU 
Bukhari (138) and Muslim (763)] 

2568. It was narrated from Ibn 
'Abbas (4) that the Prophet of 
Allah ) used to say at times of 
distress: ''There is no God but 
Allah, the Almighty, the For- 
bearing; there is no God but Allah, 
Lord of the mighty Throne; there is 
no God but Allah, Lord of the 
heavens, Lord of the Earth and 
Lord of the noble Throne." 

Comments: [Its isnad is saheeh, al- 
Bukhari (6345) and Muslim 
(2730)1 



513 ■A* ^LlmJI dill JllC '\ >m 

> - ■>--: a „ ^ 'j* - - £■ 

iZ-L>\$^i j^ ^Uli t^j^U toj l JJ 

: JU <.Us'j s^Ip 3& Jj! JjJ.j s*>U> 

J* ^J* J^3 ^L5^ S>L^Jl 7^;^ 
t ^jUJ ilj^ 

.(vir) : r *(\rA) :^.£^^t^i :^>J 
^ t<£!L*JI ^) U* t S^ti* ^ Jdl ^jl 

j^l; h\s Jji 5i 
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2569. Umar bin Harmalah said: I 
heard Ibn 'Abbas (&) say: My 



maternal aunt Umm Hufaid gave JJL^i : J \1 jjj 0"! ^ cJLj- : J li 
the Messenger of Allah some f f ' t f _ " 

ghee, milk and a (cooked) lizard. : l?) : 0? 3^ 

As for the lizard, the Prophet (ft) ^ ^ Jj, j . - j, j£t *{ ^il 
found it off-putting. Khalid bin al- ' ,;/." J , - 

Waleed said to him: Do you find it ^ ^1 ifu * llilj £j} 

off-putting, O Messenger of Allah? - , , , , . : . > , , . ^ . L - T :r , - 
He said, ^es." The Prophet (ft) L - : ^ ^ J JU ^ 

took the milk and drank some, |fe j^jj «J>-1» :}l : Jli V^il 
then he said to Ibn 'Abbas, who "\ ; # - - tf * *- „ tf 

was on his right, "As for the drink, j*J Cf^ ^ ^ ^ Cr^ 1 

it is your turn, but will you give me ^ Oiuf^ ciiJ i'^Jl 01 d» 
permission to give it to your ^ ' ' 

paternal uncle?" Ibn 'Abbas said: I ^Ji : ^IIp ^1 JUi k^MJLU 

said: No, by Allah, with regard to »\ - . > r„ 4 , > ,"f 

your left-over drink I will never ^ ^ 

give precedence to anyone. Then I L> ^| J J j^j te^ii 
took it and drank some, then I gave % ^ . s , . , , - 

it to him. Then the Prophet (^) ^ ^ f 1 ^ 1 ^ ^ ^ 
said: "1 do not know of any drink t ^ G iljU I4L1 : jLu lie, £p 

that could replace food except \ c ' / , " 

milk. Whoever among you drinks & ^4^' : J-^* 1 j*^ i^J ^ 
it, let him say: 'O Allah, bless it for r s 6 . . A . n - . * \- ■ 

us and give us more. And who- C ^ - J 

ever eats food, let him say: 'O 
Allah, bless it for us and give us 
something better than it.'" 

Comments: [A hasan hadeeth; this is a da'eef isnad because Ali bin Zaid is da'eefl 

2570. It was narrated that Ibn ^| : jj± 'J, tiiJb^ -YoV* 

'Abbas (4^) said: The Messenger of m 
Allah (^) relieved himself, then he ^ l ^S-'^ Cf. 
came back and was given a bone ^ t ^^j ^ fa y< ^ 
with meat on it. He did not do ' (j ' _ K * 

wudoo' ', but he ate from it. 'Amr J^^ ^ CJ. ^C rj 

added to this hadeeth: It was narrated *^ , ^j, ■ - h 

that Sa'eed bin al-Huwairith said: It ^ ^ ^ J ^ JJ 

was said: O Messenger of Allah, you tJW J_^j U ^JjiJl 
did not do wudoo'. He said: "I do not 
intend to pray, such that I would 

need to do wudoo'. [Y00A : gr\j] .« L^^U 
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Comments: [Its isnad is saheeh, 
Muslim (374)] 

2571. It was narrated that Ibn 
'Abbas said: When the Messenger 
of Allah (^) drank, he would pause 
to breathe twice whilst drinking. 
And my father wrote after this 
hadeeth: I do not think 'Abdullah 
heard thishadeeth (directly). 

Comments: [Saheeh because of 
corroborating evidence and its 
isnad is da'eef] 

2572. Tt was narrated that 
'Abdullah bin 'Abbas (&) said: I 
stayed with Maimoonah the wife 
of the Prophet who was my 
maternal aunt r on a night when 
she was not praying. She took a 
doth and folded it up, and put a 
pillow on top of it then she threw 
another cloth over it and covered 
herself with it. She spread out 
another mat for me and I put my 
head on the same pillow as her. 
Then the Prophet (sfe) came when 
he had prayed 'Isha', and he took 
a cloth and wrapped himself in it, 
and took off his garment, then he 
lay down with her under the 
same blanket. Then at the end of 
the night, he got up and went to a 
waterskin that was hanging and 
shook it. I wanted to get up and 
pour water for him, but I did not 
want him to know that I was 
awake. He did wudoo', then he 
went to the bed and put on his 



sJu* ojbi-j ; jZJ~*j\\ jlp Jii -Vov\ 

^-rCfi If. (SitP J : Jljj^ If} 
4JJI o\S : Jii ^ts< J>\ 

.^>Vj^\ ^J> lil 
Jjl ju£ (jjl V : lii JJ ^ ^1 

[TflVA : ^1] ilk 

^ili ij^fj : Jl* Jll JLp l^jU- -YoVY 

: JU^O v 4JJ! jJ^P ll^Jbi- :Jli 4iaiu jt 

: JU ^jjiill j^xUjI Ooli ^ jlI^J 

•Oj^fl c^.fji ijii ^ tip ^ 4JJ1 jlp 

ci>-j ^ t ^-T j U-i^ <1U jL' t ii^IJ 

^1 ^ t Li^L^j 
t I^j jjj^ -i>-U tS^-S'l £LLJ1 

*5>jl l ^J^3 ^ 5> ^ (YA^>/^)^iS ^i^i 
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two garments and took off the 
wrapper. Then he went to the 
mosque, where he stood and 
prayed. I went to the waterskin 
and did wudoo', then I came to the 
mosque and stood on his left, but 
he moved me and made me stand 
on his right. He prayed and I 
prayed, thirteen rak'ahs, then he lay 
down and I lay down beside him. 
He put his elbow on my side and 
his cheek was next to my cheek 
until I heard the breathing of one 
who is asleep. Then Bilal came and 
said: Prayer, O Messenger of Allah. 
He went to the mosque and 1 
followed him, and he prayed the 
two [Swmtth] rak'ahs of Fajr, then 
Bilal began to recite the iqamah. 

Comments: [Its isnad is da'eef] 



2573, It was narrated from Ibn 
'Abbas (4?) and he mentioned 
something. He said: The Messenger 
of Allah (%) used to use the siwak 
a great deal, to such an extent that 
we thought that Revelation would 
come down concerning it 

Comments: [Hasan because of 
corroborating evidence; this is a 
da'eef isnad and At-Tameemi is 
unknown] 

2574. It was narrated that Ibn 
'Abbas (^) said: The Messenger 
of Allah prayed, then he 
delivered the khutbah, as did Abu 
Bakr, 'Umar and 'Uthman, on Eid, 
with no adhan or iqamah. My 
father said: 'Abdullah heard it. 



JUo i^\Y t \Air ^ 



^Lc- ^1 ^ dJLMj^p JUt^J ^i^jj 



m jj Jli .aiii ^ jlJi 

[YW\ t nrv : ^Ll] .Jj-I jl^ 
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Comments: [Its i^rrnri is 1701*71] *i ^L^l ; g^^^ 

2575, It was narrated from lbn ,^ Jj, Jj^ _ Xov 

'Abbas (4,) that they started asking ^ \ " \ 

him about prayer whilst travelling. : : -^t^ 



0 



lbn 'Abbas (&) said: When the 
Prophet departed from his 



family, he would pray no more ^Lll LjA*^ j^ 1 ; ^r-^ o^ 1 ^ ^ 
than two rak'ahs until he returned. 



Comments: [Its isnad is sate/?] 



ait ^ ^ ill ^ Lis ; u^i 

2576. It was narrated that lbn jli : J li aji x£ l5jl^- -Yovn 
'Abbas {&) said: The Messenger , , ^ s * . ; . 
of Allah (gg) said: "There cannot J r^ 1 ^ ^ J 

be two ^iWfl/is in one city, and ^0 - ^.VJ, ^ ^ . ^ 
there is no jizyah due from the , ' _ - ' 

Muslims." Jj^j ^ ^ 

Comments: fits isnad is t/see/ jlii V» ail 

because Qaboos is JfAr/] * ' " ' 

[^M .ft^V- ^i^Jt JU Vj 

, ^j^j Ls k^j^aJ < ^z~». J f oil--! ; 

2577. Jareer narrated, and sj, .j^ ^ ^ ^ ^ _ rdVV 
attributed it to the Prophet (sfe): , , 
"There cannot be two qiblahs in ir~J ^^j^ 

one land, and there is no jizyah ' * M 

due from any Muslim/' ' CT J ' - r - 

Comments: [Its isnad is dacef like ,<u,L^ ^L-^ obi '-{Hj^ 

the previous report] 

2578. It was narrated from lbn ^ . - > - ^ _ XcVA 
'Abbas (4) that the Prophet • . 

used to pause to breathe twice ^ 1^ ^--^ J* v 

[when drinking]. ^ ^ ^ ^, ^ . ^ ^ 

Comments: [Saheeh, because of " 

corroborating evidence and its [Vov\ :^r\j] .J?*j* ^{} 
isnad is da'eef] 

.^jjXj^j ^i^-Aj kou^ jLl^] (.Cj_a ^ji^j '. ^ 
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2579. It was narrated from Ibn 
'Abbas (4*) that the Prophet 
recited the Talbiyah following the 
prayer. 

Comments: [Hasan because of 
corroborating evidence; this isnad 
could reach the level of Hasan] 



2580. It was narrated that Ibn 
'Abbas said; The Messenger 
of Allah said: "I have seen 
rny Lord, may He be blessed and 
exalted." 

Comments: [Saheeh mawqoof] 



2581. It was narrated from Ibn 
'Abbas that the Messenger of 
Allah (^) got married when he 
was in ihram. 

Comments: [Its isnad is saheeh] 



2582- It was narrated from Ibn 
'Abbas (&) that the Prophet (gg) 
prayed seven [rak'ahs] together 
and eight [rak'ahs] together. 

Comments: [Its isnad saheeh, al- 
Bukhari (1174) and Muslim 
(705)] 



t ^rT ^ if ^^r^ ^ W ^ ] 

+ * f 

£ j J m & ot y& 
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2583. It was narrated from Ibn \ . ^ >. >s,; -YaAr 
'Abbas (*) that he heard the ^ °* 

Prophet (^) deliver the khutbah in jJj J> y\>- cjLLj ^* jJJ. y, 

'Arafat, He said: "Whoever cannot >** * Ulli iUl * " "lip "*l ' ' jl^J 

find an izar, let him wear pants; who- ^ ' <*r? J <f ■ ^ - 

ever cannot find sandals, let him ^» : JUi toU^ ^liJj ^1 ^ 

wear leather slippers (khujfain)." . ... - . ,v: 

Comments: [Its fswarf Sff/iee/i, al- ^ ^ J ^f^* ^ ^ 

Bukhari (1841) and Muslim [HTV ^ 

(1178)] ^ 

2584. It was narrated from Ibn ^ : >• J^J £^ -ToAt 



'Abbas (4) from the Prophet ' , ^ 

that he said; "I have been commanded 0* C^-b^. ^ ^ i jtL. 

to prostrate on seven and not to tuck ^ J - f l} .3^ ^ ^ * ^ .j, 

up my hair or garment" ' J ^ . y 1 ^- 

Comments: [Its is/wuf saheeh, al- ^ l ^ ^ ^ ^ 

Bukhari (809) and Muslim (490)] [YM . t Y 0 AA : ^1] 

2585. It was narrated that Ibn ^ - ^ _ YoAo 
'Abbas (4?) said: The Messenger ' f , 
of Allah (sjte) forbade selling food- 0* 1 ^ 0* 
stuff until one has taken full \< \ ^ . ,^ , 
possession of it. Ibn 'Abbas <*) f J f \ ^ ^ ^ ^ ^ 
said: I think all sales are like this. ^^-^ f^i^ ^5 ^ ^ 

Comments: [Its ismirf ss/trc/i, al- * ? £\ ; >'\ jj . 

Bukhari (2135) and Muslim C ' ' - ' ^ 

(1525)] [utv i^lj] .cijLL 

2586. It was narrated from Ibn - ^ ^ ^ — T ^ A*\ 
'Abbas (&) that the Prophet (^) 

said: "Do not take any animate J~>r c^L-v :Jli ^ 

being as a target" *5f ^ # . ,^ .. 

Comments: [Its isnad is saheeh, \* 

Muslim (1957)] .'L^> ^j}Jl :Jli 
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2587* Tt was narrated from Ibn 
'Abbas that the Messenger of 
Allah (^e) married Maimoonah 
when he was in i/iram. 

Comments: [Saheeh, because of 
corroborating evidence, its isnad 
is hasan] 



[Yr<\r i^ij] .f^Ai 



2588* It was narrated from Ibn 
'Abbas (4?) from the Prophet (3^); 
"I have been commanded to 
prostrate on seven, and not to 
tuck up my hair or garment." 

Comments: [Its isnad saheeh, al- 
Bukhari (809) and Muslim (490)] 



Lj Jl>- ! 



-YfiAA 



2589. It was narrated that Ibn 
'Abbas (m&) said: The Messenger of 
Allah was treated with cupping 
when he was in ihram and fasting. 

Comments: [Its isnad is da'cef, 
because of the weakness of 
Yazeed bin Abu Ziyad] 

2590, It was narrated from Ibn 
'Abbas that the Prophet (afe) 
said: "I have been commanded to 
prostrate on seven, and not to 
tuck up my hair or garment." 

Comments: [Its isnad is saheeh, al- 
Bukhari (809) and Muslim (490)] 



i\ : m, ^ J- 

[ToA£ i^jl 
Lia^ - Y^A^ 

y-'r^ ^ c ' -j s£ ^ v-* 

:^r\j] .LL;L> Li 
- i - J 'it • - r * • - • 



2591. It was narrated from Ibn 
'Abbas (4*) that a man was thrown 
from his mount when he was in 
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//tram and died. The Messenger of 
Allah (jfe) instructed them to wash 
him with water and lotus leaves 
and shroud him in his two 
garments, but not to cover his 
head, for he would be raised on the 
Day of Resurrection reciting the 
Talbiyah. And Ayyoob said: With 
his hair stuck together [with a 
sticky substance, as was the 
custom of pilgrims at that time] . 

Comments: [Its isnad is sahceh, al- 
Bukhari (1265) and Muslim 
(1206)] 

2592. It was narrated from Ibn 
'Abbas that he did not see 
anything wrong with a man 
getting married whilst in ihram, 
and he said: The Prophet of Allah 
(tS§) married Maimoonah bint al- 
Harith at an oasis called Sarif when 
he was in Uiram. When the Prophet 
of Allah (jte) completed his Hajj, 
when he came to that oasis, he 
consummated his marriage with 
her. 

Comments: [Its isnad is saheeh] 

2593. It was narrated from 'Ata' 
that he testified that Ibn 'Abbas (&) 
(said), and Ibn 'Abbas testified that 
the Messenger of Allah (^) prayed 
on the day of Eid, then he delivered 
the khutbah. Then he went to the 
women and enjoined them to give 
charity, and they started throwing 
[their jewellery, to Bilal]. 

Comments; [Its isnad saheeh, al- 
Bukhari (98) and Muslim (884)] 



.OT--1) 



^ aIU ^ jj ; djAij (.^ }ij jiyl 



t s t - 



.^Jlj jil^J t ilJukJL ULllM ^"1 

[WY l^l,] 
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2594. It was narrated from Ibn 
'Abbas that the Messenger of 

Allah was treated with J>\ t^li? ^(J^JI ^ 



cupping when he was fasting. 
Comments: [Its isnad is sWi] 



2595. It was narrated from Ibn 
'Abbas from the Prophet 

that he said concerning the man Jl* ^ -h^^ ^ ^p-^ 1 J* 

who had intercourse with his wife , ' a „ , , ; , ; , , ' ; 
when she was menstruating: "Let ^ ■ ^ 'f - *^ 

him give a dinar, or half a dinar, ^ jfc jjJl ^ Jli £l $^ 

in chanty." " " 



Comments: [Sahceh mawqoof\ 



.lp^*y> ^i^a ^*>w5 ! y>mS 

2596. It was narrated from Ibn ^ tJ il 3 ^ j Ji- 111* £!U -YoM 

'Abbas (&) from the Prophet fcgfij) . . W..' * \ 

that he said: "I have been : JU ^ ^ ^ ^ 0? j y ^ l cr-J^ 

commanded to prostrate on seven ^ t J-{ ^ ^{ 

and not to tuck up my hair or t 

garment/' , \<ltV : ^ ^] l^i 

Comments: [Its isnad sntefr, al- . / A -\ . . , , . 

Bukhari (809) and Muslim (490)] r ^ ' ^ * iM '2^ 



.(MO 



2597. It was narrated from Ibn 
'Abbas (&) that the Prophet 

said: "Jf one of you - or, if one of ^ ^4^1 ^ ^ pJL^ ^ t j^Jal^ 



them - says, when he has intercourse 
with his wife, 'In the Name of Allah, 
O Allah keep the Shaitan away from _ JJ _ 'pS3*-\ St ^ : J I* 

me and keep the Shaitan away from r * £ 1 ' ' ' >- ( ' 

what You bestow on us (our u^r *ty J* 

children)/ if a child is born to them, u£T l\S *J ij&'jj & Olklll J^rj 
the Shaitan will never have power , "' t , . * " . t s ~, tf ; 
over him - or the Shaitan will never ^ l - ^^4^' 3^ J=^— i Nj i jJj 



be able to harm him." 



[>aiv .ijU4J 
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Comments: [Its isnad is saheeh, al- m * \ 'i ■ i- i ■ 

Bukhari (141) and Muslim r c 1 

(1434)1 -< >£r *> 

2598. Rafi' bin Khadeej said: The zSl tfli : ^ iUi -Y^A 
Messenger of Allah ($gg) came out 

to us and told us not to do some- if t5 .r-r* Ji 4^ la- 

thing that was beneficial for us, and 'j^j - - 
the command of the Messenger of V ; ; s / * 

Allah (^) is better for us than that 015 ^ Ul^i g§ *Ul J dj ^> 
which he told us not to do. He .= *•■: ^ 
said: "Whoever has land, let him / ' ^ 1 ' 

cultivate it or leave it, or lend it to 3 : Jli tiii UL$J 

someone else to cultivate for - * ^ 
free." He said: I mentioned that to : JUi ■" L * > ^ 4 U ^ ^ b 
Tawoos, and he thought that Ibn ^ l\ ^ ^\Sj , ^UJ JjlJj o)SUi 
'Abbas (*&) was one of the most tf , - - - ' ^ 

knowledgeable of them. He said; ^' JL * JU 'rt^ 1 ^ 

Ibn 'Abbas said: The Messenger of y jj£ . Jj t j u ? l 
Allah (*§) only said, "Whoever ^ ^ \ ^ , ; 

has land, lending it to his brother ^ o\ ^^jl 

for free is better for him/' 

Comments: [Its isnad is saheeh, al- ^ C*^ ^ ^ ^ 

Bukhari (2330) and Muslim jj, ^ jJUuJj ilijlt 

< 1550 » 1 J 

2599. It was narrated that 'Abdul- ^ ^ J^j ^ _ Yo ^ 
Malik bin Maisarah said: I heard „„'"". , , 
Tawoos say: Ibn 'Abbas (Jfe.) was 0? 4*i*^ ±* J* 
asked about this verse: "Say {O . - & -'I "[^ -Jlj - 1 - 
Muhammad, unto mankind): I ask <J* f - & J^* - * ^a*^ 
of you no fee therefor, save loving itp\ 0 jCEJ V : ^Slt =aa 
kindness among kinsfolk" [ash- > - - y ■ \ 
Shoora 42:23]. He said: Sa'eed bin ^ JUf : jLs <Tr J - 
Jubair said: It means loving jui : JLS Jl : ^ ^1 
kindness towards the family of > i . £ ' ^ . ' 
Muhammad. Ibn 'Abbas (4) said: M ^ o[ !c-L^ 

You have been too hasty {in -^ Z^ ^ t ^ 0 ^ 

interpreting it)! There was no clan "~ ' 
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among Quraish but the Messenger ^ , * ^ * . 0 r ^ 

of Allah (&5) was connected to it ^ ^ U l ^ 01 ^\ :JUi 

by ties of blood. He said: (What Lt [T«Yi :^rlj] 

means is) except that you uphold ^ 

the ties of kinship between you and Xt a^a) :± 

me. 

Comments: [Its /snad is Sfl/ire/i, al- 
Bukhari (4818)] 

2600. Shu'bah said: I heard Abu 
Bishr narrate that he heard Sa'eed 
bin Jubair say that he heard Ibn ^ ^ ^ JJL_i :JlS ilLi II5jL>- 

' Abbas (^*) narrate that a man . . ' * * , , „ , . , , 

came to the Prophet (m) when he ^ ^ : ^ r ^ Cr* 

was in iTjram, and he fell from his 'Sj Sfe ^ ^ ^-j 0? : i^J 
mount, and immediately died. The 7. ,.f ^ , - - * 

Messenger of Allah (^) instructed * tA ^ li ^ Ir? 
that he be washed with water and tjJU-j ; LL All? M j& 4L 1 J 

lotus leaves, and shrouded in two " , ' ; . 7 

pieces of cloth. And he said: "Do ^" ^ 

not apply perfume to him, and : V '*i 1 ' • V * , ' 

leave his head uncovered - Shu' bah * ' V f ' ~ ^ 

said: Then after that he told me that ^ _ Qrj j\ i-^lj £jl7 : J Lii lJjuI 
he said: Leave his head or his face [\ao< ■ \ ] - - «- ' -° 

uncovered - for he will be raised on ' C?" J " ■ ^ ^ """^ 

the Day of Resurrection with his . t(mfl) . . 
hair stuck together [with a sticky c " ■ Cu- 

substance, as was the custom of . ^**0 

pilgrims at that time]/' 

Comments: [Its isnad is saheeh, al* 
Bukhari (1265) and Muslim 
(1206)] 

260L It was narrated that Ibn ^ ^ . £± - ^ ^ _ n> > 
'Abbas (4b) said: The Messenger of * 

Allah (3fe) died when I was ten O? 1 a* 'j^ 0? Cr* ^) J* 
years old and had recently been >* y {.\- ^ r M \ >* - -v 

circumcised, and I had read fl/- . 7 , - * 

Muhkam of the Qur'an. I [the j^JJI ol> J^j tjyiji Ul 

narratt^r] said to Abu Bishr: What 
is al-Muhkam? He said: al-Mufassal. 
Comments: [Its isntjrf is sahceh] [Y YaV ; ^Ij] . l \JqU\ : Jli 



VjL^UJl U ciii : Jli .jl^Jl 
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2602. It was narrated from Ibn 
'Abbas {&) that he came to the 

Prophet (*^) when he was praying; <Jl : jjl j* <. ^ <v ^ <> ^1 



I stood on his left/ and he took hold 
of me and made me stand on his 



right. [\AiT J^^^ 

Comments: [Its isnad is saheeh, al- 

Bukhari (117) and Muslim (763)] <Vir) : f L ° w) X'Ct^ 0 ^ : C ; > J 

2603. It was narrated that Ibn 



'Abbas {4^) said: The Messenger t 

of Allah (gg) cursed women who l^ 1 If ^^v- ^ If 

visit graves and those who set up J J| ^ . ^ . ; , ^ 

places of worship and lamps over " _ a ^ |a y i ' ^ 

them. ^-i^lJ^ ^ v A k j '^fe 

Comments: [HflSdn because of [Y*r- : .^^iJI) i^- uJl 

corroborating evidence] ^ " : 

2604. It was narrated that Salih &4>ty Sjl3 ^ OUlLi -Yl • i 

the freed slave of at-Taw'amah , . „ t ^ ., 



said: I heard Ibn 'Abbas say: A 
man asked the Prophet (5^) about ; Jli ^I^JI J^; ^JLi J>\ 
something to do with prayer, and s v f , ( t* > , , 

the Messenger of Allah (&) said to M ^ J^j ^ ^ i.^ 
him: "Let the water go between ^ J j$ ^ ^ - 

your fingers and toes - i.e./ do „ / ' f # , * ' ^ 

wudoo' properly," And among the - £^ J-^" 

things he said was: "When you ^ .jj ^ ^ u _ vj, ■ ^ 
bow, put your hands on your * t ^ ^ ^ ' 5 

knees until you pause and settle in ci^ £7^ ^ j 

that position. When you prostrate, 
press your forehead into the 
ground until it is firmly placi 
the ground/' 

Comments; [Its isnad is hasan] 



ground until it is firmly placed on ^JU- t^V^l ^ ^f^i 

the ground/' " s - , , 



2605. It was narrated from Ibn 
'Abbas (^te) that the Messenger of 
Allah (3^) used to let his hair :JLi M ±J, lL : ii :Jli JL^j -V 



^\ : Jli jU^l ^ -Yi*o 
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hang down. The mushrikecn used > w „ - - „ .* . , > , - . 

to part their hair and the people ^ ^ :M 4^ ^ ^ 
of the Book used to let their hair jji J jLj 01 o? 1 ^ ^ 

hang down, and he liked to do ^ t . , > , f . „ „; , V ' 
the same as the people of the o\Sj <.*'J^ 

Book in matters concerning which jjtf ^ ^Aijlj 

he had received no command. ' , ; , ^ f t 

Then the Messenger of Allah (jfe) J* 1 
parted his hair. - 

Comments: [Its isnad is sw/ieeh] " . ( 

[YY<<\ i^lj] .Olj ^ 

t (YH"U ;^ fc .(r<UO :^.^>^ >j>L^1 : ^jic 

2606. It was narrated from Al£ ;^}[^z>\ y lL*li. -YV1 

'Ikrimah that a man asked Ibn % ^ £ ft >4 , ' _ , { , , * 

'Abbas (*) about the nfltod/? of & ^ ±? ^ -J^ :Jli ^ 

the Messenger of Allah (^) and ^ ^ ^ j' u ^,3 ^ 
he said: He used to drink during " ' ^* s 

the day that which had been ^ *M ^ sb^j ^ ^ 

made at night, and he would ^ 1 t ^ > ^ ^ 

drink at night that which had ^^- J 4 s/^ ; CT* ^ ; 
been made during the day. [\ : ^-Ij] -j^^ ^ 

Comments: [Its isnad is do ee/] ^ 



2607, It was narrated that Ibn . - ^ ^ _ TVV 

'Abbas (&) said: The Messenger of 3 ' \ " f , - e 

Allah (^) forbade hollowed-out 0? ^* 4^ 0? L ^' 1 :Jtf «W ^ 

stumps, eourds, and varnished - ^ > . - * 

jars, and he said: "Do not drink >r ; , * * / 

from anything but that which has a ji- ^ M ur- 1 ^ 

string." So they made (vessels) v ? ..^ ^, , " ^ ( 

from camel skins, and gave them j , j~ j , . j jrr* 

necks made from sheep skin. News p iJ^Vl S^ii i^il^J a ft l5i ^ VI 

of that reached him and he said: > > * 

"Only drink from the upper part of ^ t r ;J, ^ * ^ 

Comments: [Its iSHd^ is da'eef _ . . 

because Husain bin Abdullah is L • J 
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2608. Ibn 'Abbas (*) said: 1 gave 
the Messenger of Allah (^) some 
Zamzam water, and he drank 
whilst standing. 

Comments: [Its tsnad is saheeh] 



.(Y • 

2609. It was narrated from 
'Ubaidullah, from Ibn 'Abbas (4*) 
that he said: The victory of Allah, 
may He be blessed and exalted, 
was never so great as on the day of 
Uhud. He said: We disagreed with 
that, but Ibn 'Abbas said: Between 
me and those who disagree with 
me stands the book of Allah, may 
He be blessed and exalted. Allah, 
may He be glorified and exalted, 
says concerning the day of Uhud; 
"And Allah did indeed fulfil His 
Promise to you when you were 
killing them (your enemy) with His 
Permission; But surely, He forgave 
you, and Allah is Most Gracious to 
the believers" [AI -'Imran 3:152], 
What was meant by that was the 
archers. The Prophet (%) posted 
them in a (particular) place then he 
said: "Protect our backs; if you see 
us being killed, do not come to our 
aid, and if you see us capturing 
booty, do not come and join us." 
When the Prophet began to 
take booty and they ransacked the 
camp of the mushrikeen, all the 
archers ran and entered the camp 



U^iJ 'J & -YVA 

liu- :JU Sj&j Jjl jl£ 

L r>3 h* $H ^ ^j^j c Ji - ^ : 

jU..l^ ^J*- -TV^ 
^laj U : J I* <u t ^ lip ^ 1 ^ „ <iJ I J^li 

jJl jUi L^lUi U^U :Jli .j^f 

0°Y JO £ J-S /i 

^ ^j! ol ^J^j (.sUyl l_Ljp iJ Lp U^Ij 

(YAA/O ^ I^UjLi ilL^ 

Jj^j i 'l^W^l OjAJJ O^lii Ji J jj^j 

a±Ji ill: sU^ji jii \i£ ; 1^1231} -^i; 
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to join in the plundering, and the 
ranks of the Messenger of Allah 
(%) all gathered like this - and he 
interlaced the fingers of both hands 
- and they were all together When 
the archers left this gap unprotected 
that they had been covering, the 
(enemy) cavalry entered from that 
place and attacked the Companions 
of the Prophet who began to 
strike one another in a state of 
confusion. Many of the Muslims 
were killed, even though at the 
beginning of the day, the battle had 
been in favour of the Prophet and 
his Companions, to such an extent 
that seven or nine {mushrik) banner 
carriers had been killed. The 
Muslims rushed towards the 
mountain but they could not get 
there as people were shouting/ To 
the cave!, because they were being 
attacked and crushed. The Shaitan 
shouted, Muhammad has been 
killed!, and no one doubted that it 
was true. We remained like that, 
not doubting that he had been 
killed, until the Messenger of Allah 
(^) appeared between the two 
Sa'ds, and we recognized him from 
the way he leaned forward when 
he walked. Then we rejoiced as if 
nothing had happened to us. He 
came and climbed up towards us, 
saying: "Allah's anger is great 
against those who bloodied the 
face of His Messenger/' Then he 
said: "O Allah, it is not right for 



jll j;l y\ 5:! :_ i^J! ^ 

Jl^I iLl Jli Ji-I :JU Ltli 

^ J j?l jji ^ M 

jiii v^iLJi jji ?SuJ ^1 jji 
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them to prevail over us/' and then 
he reached us. A short time passed, 
then Abu Sufyan appeared, yelling 
at the bottom of the mountain: 
Cause your religion to prevail, O 
Hubal - twice - meaning: show 
your superiority, Hubal (and 
vindicate your religion). Where is 
tbn Abi Kabshah? Where is Ibn Abi 
Quhafah? When is Ibn al-Khattab? 
'Ulnar said: O Messenger of Allah, 
shouldn't I answer him? He said; 
"Yes." When he said: Cause your 
religion to prevail, O Hubal, 'Umar 
said: Allah is Most High and Most 
Glorious! He [Abu Sufyan] said: O 
son of al-Khattab, where is Ibn Abi 
Kabshah? Where is Ibn Abi 
Quhafah? Where is Ibn al-Khattab? 
'Umar said: Here is the Messenger 
of Allah (afe), here is Abu Bakr, and 
here I am, 'Umar. Abu Sufyan said: 
A day in return for the day of Badr; 
days alternate and war goes in 
turns. 'Umar said: We are not equal: 
our slain are in Paradise and your 
slain are in Hell [Abu Sufyan] said: 
That's what you say! If that is true 
then we are doomed and lost, Then 
Abu Sufyan said: You will find 
among your slain some who have 
been mutilated; it was not on the 
orders of our commanders. Then his 
jahili attitude caught up with him 
and he said: Indeed that is what 
happened - and he did not say 
anything to indicate disapproval. 
Comments: [Its isnad is Hasan] 



^jj "jl^Li J lis ijli t^»i ta U! 
U^jiS til^ V : Jli :JU 

■Q 1 ^ j* ^ J& 'J^* 'fSy& 

- Jli *<Q*LiJl p :Jli 
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2610. It was narrated from Ibn 
'Abbas that a woman brought 
out a child of hers and said: O 
Messenger of Allah, is there Hajj 
for this one? He said; "Yes, and 
you will have a reward." 

Comments: [Sahech] 



2611. It was narrated that Ibn 
'Abbas and 'A'ishah (4*) said: The 
Messenger of Allah moved on 
from Mina at night. 

Comments: [Its isnad is da'ee/] 



2612. It was narrated from 
' A'ishah and Ibn 'Abbas (^) that the 
Messenger of Allah (^) delayed 
tawaf on the Day of Sacrifice until 
the night. 

Comments: [Its isnad is da'cef like 
the previous report] 

2613. It was narrated from Ibn 
'Abbas (v^) that two men referred a 
dispute to the Prophet (gfc). The 
Messenger of Allah asked the 
claimant for proof, but he did not 
have any proof, so he asked the 
defendant to swear an oath, and he 
swore by Allah, besides Whom there 
is no other god. The Messenger of 
Allah (j^r) said: "You have sworn 
an oath, but Allah has forgiven you 
because of your sincerity in saying, 
There is no god but Allah/' 



:^4 £^ -iwr 



' cf- J* ^ <> 



ji Ilip' :£g ill J^j JUi VI i\ 
JjL^^-L ill aLi ^ ji j&'j tLlil^ 
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Comments: [Its isnad is dace/] ^ j^_^>j| \X*j ^ ^ 6 jL^I : 

2614, It was narrated from Ibn tf^ii ; ju^j ^ ^ uio^ -nti 

'Abbas (4*) that the Messenger of ^ - " , * * 

Allah (afcj) used to go out to pass ^ ±* J* ^ i? 1 ■ ^ ] 

water, then he would wipe his hands -J «i - - • - 

with dust. I said: O Messenger of s 

Allah, water is close to you. He said: t^UJI Jh_j4t* £>>v oLS ^ J 

"How do I know? 1 may never reach = ' h .„ * i\i .j u > s 



Comments: [Its isnad is hasan] 1 l^^- ^J* : ^ ^ 

[YV*U : J*\] .k^Xi v JLJ 

2615. It was narrated that Ibn ^\ .j^ ^ - ^ ^ _ T ^ 6 
'Abbas (&) said: The Messenger of tf 

Allah said: "Do not fast Friday 5UI ^ : J IS *SJ1 

on its own," . f Tl 

Comments: [Saheeh because of " , , 

corroborating evidence; this is a ^ <D1 

da' eef isnad] >. . . - * > \: 

2616. It was narrated that Ibn Jj| & tflU- -nn 
'Abbas said: The Messenger of - - \ t£ > , * 
Allah (^) was the most generous ^y"^ 1 a* 

of people, and he was at his most * jlU -J Jjl jCp ^ 

generous in Ramadan, when he * s ' * ' " 

met Jibreel. Jibreel would come to >yr\ <-UI Jj^3 oLS :JLi 



him every night in Ramadan and 
review the Qur'an with him. Then 



the Messenger of Allah was JuJLT Jj^U 6l5j tjo^- ^ 

more generous in doing good than " :;o « , , ' ", : , , _ ' - - , , 

the blowing wind. tjl ^ j LjU "^ & ^ J 5 

Comments: [Its isnorf is saheeh, al- -^^r 1 ^ ^ <J j^'^ ■ *JL» 



Bukhari (6) and Muslim (2308)] 



[WT ,<U^J1 ^1 

.(W'A) :^ (.(1) :^ siL-fl ; ^y^u 
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2617. It was narrated from Ibn >~ ^ ^ (TA^ /\) -T1W 

'Abbas that al- Asia mi came to ^ 

the Messenger of Allah (%) and ^1 ^ l _ 5 ^v jp LT^l :Jli dJJl 
confessed to committing zina. He 



said; "Perhaps you kissed her or 



0 ! - ^ Cp ^ I i ^£p ^ t ^ r iS' 



touched her or looked at her?" ^JJ>\} Jjl J>^j ^ (S^^ 1 

Comments: [Its isnorf is .vta*] -f •( ^ .j£ ^ 

[rm i^ij] 

2618. It was narrated from Abu ^ ^ ^ ^ _ nu 

Hurairah and Ibn 'Abbas (vfe) that s 

the Prophet said: "Do not eat 4,-JUl -lp ^ _j ^ ^3?^ 



an animal that has had its throat 
partially cut, for thai is the 

slaughter of the Shaitan!' l^U t«LjJLJl J5U ^* :Jli #5 

Comments: [Its isnad is da'eej] jiialljl 

«JJ1*Up ^ j oil— I ! ^_j3~v 

2619. It was narrated from Ibn : Ju Jji Jlp iL ; j£ -TM* 

'Abbas (■&) that he forbade every , , f 



wild animal that has fangs and 0; if "^^ ] a* 

every bird that has talons. 4 > $ J. % : ^ # j. Ol^ 

Comments: [Its isnad is saheeh] * , - : *^ \^ : 

> ; s _ - . * , I 

^1 ^ tOI^ Jj^ jp 

. 4*3 ji l lip 

2620. It was narrated from Ibn ^ ^ ^ _ Y ^ r , 

' Abbas (&) that the Prophet (%) ' ' , 

passed by Abu Qatadah when he <^£^\ jllai ^T^ 1 

was standing beside a man he 
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had killed, and he said: "Leave * , s * ? 

him and the booty (the slain Sjts ^ > > 3£ ^ 01 ^1 

man's belongings) alone." J^i : jui t ifei jj ji} Hp >j 

Comments; [A saheeh hadeeth; this * tfJjL^' 

is a saheeh isnad] ' ' 3 

.Jai^JI JJ jjl y y+^^\Xs- jj _U^- U^w J>iU ti^aJl j-P sUj JJa t^-lP 

2621. It was narrated from Ibn £\ £-js\ : ju -YiY ^ 

'Abbas (Jfc) that the Messenger of p „ B ^ 

Allah (3fe) made (the diya/i for) y ^ 1^ J* 

teeth and digits the same. ^ ^ ^ ^, J^- £f 

Comments: [Its isnad is saheeh] _ , , ; • * t 



2622* It was narrated that Sa'eed £^ : 44-31 ,v i^i -T*\T Y 

bin al-Musayyab said: I heard Ibn 



'Abbas (&) say: I heard the ^J 1 ^ 1 Jj** ^ 

Messenger of Allah (%) say: "The , ^ .; ^ ii ^ .J ^ ^ 

likeness of the one who gives ; " ^ , , ^ 

charity then takes back his charity : $ : Jli 

is that of one who vomits, then v- i-?./ 'i - ^ Tn - 

eats his vomit. - - " - ^ ' J 

Comments: [Its isnad is sflAecft, al- t£ ur?i t^-U^ ^ 

Bukhari (2621) and Muslim r _, a , , n >.£f - * i 

(1622)] [TOM .^iJ.i^JSL^ 

2623. It was narrated that Ibn ^jjji ^ ^ i^f ^ _ny r 

Abbas (&>) said: The Messenger of ' o * , , , 

Allah (^) said: "The expiation for 44^ i? ^ ^ :JU 

sin is regret" J ^ ^ J ^ :Jli £j£s\ 



And the Messenger of Allah 
said: "If you did not sin, Allah, 
may He be glorified and exalted, .k^uIji 
would bring another people who 

would commit sin so that He ^UJ t l_^Jaj jj jJ B : ^Jd 1 Jj-lj Jl*j 



could forgive them.' 
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Comments: [Hasan because of 
corroborating evidence; its isnad 
is da'ecf] 

2624* It was narrated that Ibn 
'Abbas (4t) said: The Messenger 
of Allah (^) said: "The teeth are 
equal and the digits are equal (in 
terms of diyah)." 

Comments: [Its isnad is saheeh] 



2625, It was narrated from Ibn 
'Abbas that the Messenger of 
Allah (sg) said: "Allah has for- 
bidden to you alcohol, gambling 
and kettledrums." And he said: 
"Everything that intoxicates is 
haram" 

Comments: [Its isnad is saheeh] 



2626. It was narrated from Qais 
bin Habtar that Ibn 'Abbas (&) 
said: The Messenger of Allah (gg) 
forbade the price of alcohol, the 
fee of a prostitute and the price of 
a dog and he said: "If its seller 
comes asking for its price, fill his 
palms with dust." 

Comments: [Its isnad is saheeh] 



2627* It was narrated from Ibn 
Hubairah that Maimoon al-Makki 
told him that he saw 'Abdullah 
bin az-Zubair leading them in 
prayer, making a motion with his 
hands when he stood up, when 



h<m gL^ilj 

ill !f : Jii ^ <W J^j ^ ^ ^> 
: JUj «4^^5JI3 t^-4*Jij t^lijl 

o! lt4* ^ ^ l 

4JJ1 ^ o? 1 o\ 'J^- 



•jL^i : 



J-^ ^jjl ^ JJl X* *l : a^-l 

t>r^ *fyi ^ 
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he bowed, when he prostrated, , ^ ; , > A ■ * . >^ - - >> 

and when he got up again, he 1 T^ 5 1 f — ^ ^ J 4 " b> ~ J - 

stood up and made a motion with ; Jjji ^Ji J\ JJiiJb : Jli 

his hands. He said: I went to Ibn ; , z ? 

'Abbas and said: I saw Ibn az- ^ ^ ^ cJrj 

Zubair praying in a way that I : j£ t ^LWl 5 ii , liJLi 

have never seen anyone pray - ' ^ - * * 

and I described to him this ^ ^ ?*^= ^ 

motion. He said: If you want to [Yr , A . } > ^ 

see the prayer of the Prophet <~ ' -F^ - : 

then follow the example of the i^L*^L-j ; 
prayer of Ibn az-Zubair, 

Comments: [Its is a fid is da'eef, Maimoon al-Makki is unknown] 

2628. It was narrated that Ibn Jj£ ^ r; ^ tfj^. -yiya 

'Abbas said: A man said: How ^ „ . 

much water is enough for wudool ^ J* J*) J* - _ 

He said: A mudd. He said: How .jj ' ^ *, - J - Jj, 

much is sufficient for ghusll He /, 

said: A sa'. The man said: That is ■ J 1 ^ ^j^jJ 1 0? l*5^ * J^"3 

not enough for me. He said: May j£ * . , ^ ^ . ^ 

you have no mother! It was enough ^ t y ' - v 

for one who is better than you, the As tilJ ^1 V :Jli .^-ifc S' :J=r^l 



Messenger of Allah 
Comments: [Saheeh because of 



corroborating evidence and its , j.^ ^-M^j t ^ : T^j^" 
isnad is da'eej] 



-J*** -^J gisr Ji* 



2629. It was narrated that Ibn 
'Abbas (^) said: The Messenger of 

Allah went out, covering his J>\ ti^iU j* J^JI ,v J**^ 1 

head with his garment, and said: "O \ ' j; , . ^ 

people, the people arc increasing in E-^ ' Cr^ J • 

number and the Ansar are de- I45U :jUi t^^L Lili£^ ^ Jbl 

creasing. Whoever attains a position . ; f s • * - V* a * 

of authority in which he is able to °P 1 > Ul J i 

benefit anyone, let him accept the ^ ^ ^{ tj^ ^- ^ 

good deeds of those who do good . . , 

and overlook their bad deeds/' 0* -JJ r*^^* ^ ^ ' / ^ Ik? 
Comments: [Its /s^ad is jayyid] 



Musnad of 'Abdullah bin al-' Abbas 536 



2630. It was narrated from Ibn 
'Abbas that as-Sa'b bin 

Jaththamah al-Laithi gave the rump 
of an onager to the Messenger of 
Allah when he was in ihram, 
and he refused it, and it was 
dripping with blood. 

Comments: [Its isnad is saheeh, 
Muslim (1194)] 



2631. It was narrated from Ibn 
'Abbas (*) that the Prophet ^ 
refused it. 

Comments: [Its isnad is saheeh, 
Muslim (1194)] 



2632. Qatadah said: I heard Moosa 
bin Salamah say: I asked Ibn 'Abbas 
I am in Makkah; how should I 
pray? He said: Two rak'ahs, the 
Sunn ah of Abul-Qasim (jgg). 

Comments: [Its isnad is saheeh, 
Muslim (688)] 



2633. It was narrated from Ibn 
'Abbas that the daughter of 
Hamzah was suggested to Prophet 
(Site) [for marriage] and he said: 
"She is the daughter of my brother 
through breastfeeding, and what 
becomes mahram (forbidden for 
marriage) through breastfeeding is 
the same as that which becomes 
mahram through blood ties/' 'Affan 
said: "And she is not permissible 
forme." ^ 



: J L5 CLi :0Up -YtV' 

^ 4iii jp^ Ji ^nt ^dji 

[Tor- :^ij .US 



J 1 J- 



Jii ^L: l^Jl^ :oUp i£U -Ynrt 



[\a-iy , ^liji £i 

fili ilii^ : Vis ou*3 5* tik. -Y-\rr 

m ioLSi :Jli : jUp Jli _ ^ 

iV) : r t (Yli-3) <oL^ 
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2634. It was narrated that Ibn r; j^Jji & ^ : _ X vr* 

'Abbas (\&) said: The Messenger ^ ' , ^ , s 

of Allah (5fe) said: "I have seen 1^ ^ Ji ^ ^ 

my Lord, may He be glorified and ^ JjJi , ^ - ^ > - 

exalted." rf ^ ^ ^ ; _ 

Comments: [Saheeh mawqoof] ^ s£ : ^ ^ J ^ ^ 



2635* It was narrated that Ibn :j ^rji :jlU -riro 

'Abbas ($>) said: The Messenger of * „ 

Allah (jfe) stoned the Jamarat when ^ ^ ^ '^"^ 
the sun passed the meridian. #5 ^ ^3 : Jli ^ ^ 0* 4 

Comments: [Sd/u j e/? because of ^ .a • 

corroborating evidence and its t YTn : ^'jJ - L r^ 1 ^0 ^ j^W 1 

isna^ is da'eef\ 

2636. It was narrated from Ibn ^ ^ -Y^n 
'Abbas (4*) that the Messenger of ^ s i f 
Allah (^) said: "The least severely 'i^ 1 0* 
punished among the people of Hell ^ # ^ 3 ^ ^ , 
will be Abu Talib; he will wear two - J \ ^ / , 
sandals of fire because of which his y>j t jjl ill A* jllM jil jj*' 
brain will boil." ' ># r , * 

Comments: [Its isrcarf is saheeh, ' ~' " * " '~ 

Muslim (212)] : >f] 

2637. It was narrated from . ri* ' i:^. vi*\/ 
Moosa bin Salamah that he asked j 

Ibn 'Abbas about praying in al- jL £S 

Batha', if one does not catch up - r . - M . . ... ... 

with the prayer with the imam. He r - ^ - y y - ^ 

said: Two rak'ahs, the Summit of £-1 1 jlL^j : JL5 ^U^i s^UiJl 
Abul-Qasim - " « 

Comments; [Its jsntirf is saheeh, ^ ' - ; 

Muslim (688)1 .(^a) :* : 
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2638. It was narrated from Ibn ^ ^ ^ _^ fA 
'Abbas ($>) that the Prophet (^) . . J 

offered the sacrifice, then he ^ ^ f~£>«Jl ^ ^r^*- 

shaved his head. . *f . , 

Comments: [Its fsnad is saheeh, al- " 

Bukahri (1602) and Muslim t^Y or ^tj] 

0266)] 

2639. It was narrated that Ibn : jjj ^ Ll*jU 
'Abbas said: The Messenger ^ 
of Allah (%) and his companions Jt ] 0* '^rr if 

came [to Makkah] when the fever ^ j;^- ^ Jjl 1 J : Jli .i^ 
of Yathrib had weakened them, ^ ^' - 

and the ?nushrikeen said: There j^^i-lii JU* : J Li ^J^- '^f^ j 

have come to you people who .jj ^ ^ ^ ^ 

have been weakened by fever. i-f ^ " r ~ " 1 " 

Allah informed the Prophet (jfe) tlA^t viiJi ^JU ^ ^Jjl iLl £lLG 
of that, so he instructed his a * ^ : .. , * . >^ . ? 

Companions to trot (ram/), as the ^ tl r^-rf Ljl 

mushrikeen were sitting near the cj^l U IJj^j \^} tJ^Jj 
Hijr, watching them. They trotted * - * . ^ - - 

(rami), and walked between the O^ 1 ^ 

two corners, and the mushrikeen ,j£ ^ ^\ ^ o! 
said: Are these the ones who you f ^ 
said have been weakened by the ^ ,>f j ^ J^* ^p-W *'-^ 
fever? These are stronger than , \>,* :\ - '.*f. \\ . . r ><- 

such and such. Ibn 'Abbas <*) ^ °\ ^f' f T' t 
said: Nothing prevented him from *^!! ^! \& 

telling them to trot in all the h4n . vwfl>4 , 

.? * i ^ror^ tYv^r iY*\ai 

circuits except kindness towards C' ^ 

them. 4 ^ , s „ i . t = , 

J l- w - T .. j^- <oJL>u bliL>- C~*a^/ JL*j 

Comments: [Its isnad is saheeh, al- - tf 

Bukhari (1602) and Muslim t-dH ^ )I ^'l ^ 

0266)] ^ ;- , - (- ; . ; ^ 

2640. It was narrated that . <^ - ^ ^ ^ _ YM . 
'Ammar, the freed slave of Banu ^ ' f 
Hashim, said: I asked Ibn 'Abbas: p-?^ tjn ^Jy> j*" dr-^ 
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How old was the Messenger of * , :f • * . - * If - 

Allah (#;) on the day he died? He » - V' ■ ^ ^ 

said: I did not think that a man of j> l^S U ; Jli ^ 

such standing among his people \ , » , „ . : . ( , . , t 

as you would be unaware of that. J\ ^ 

I said: I asked the people and they *h\ 'J ij^jX ^ Jj' u Jj 

gave me different answers. I want ^ _ ^ - 

to know what you say. He said: : ^ l ^ :JL* .4j JiJy 

Do you know how to count? I , • *: - : > - --f . *f 

said: Yes. He said: Bear in mind ^ 7 ' - 

that he was sent as a Prophet s>r^ t^il^j *JaX> *5U^ ^lil 

when he was forty. Fifteen years r^v,^ , i 

in Makkah, with times of safety C - *" i 

and times of fear, and ten years in (YVor) ^ M ^ 

Madinah after he migrated. ' ^" 

Comments: [Its isnad is sa/ie^/i, Muslim (2353)] 

264 L It was narrated that a man £^ £^ -riM 

said: I heard Ibn 'Abbas (4*) say: j J , , , t 

The Messenger of Allah and ^ l : ^ J^J V^ 1 

his companions came on the fourth ^ m, Jji r J :J>; 

day of Dhul-Hijjah, entering z7ir««2 - * , ^ * 

with the intention of Hajj, then he 38§ ^ Jj^-j 0^** 
instructed them to make it 'Umrah, * • * : . , * u >„ . > . - ^ . . • f 
except for those who had a sacrificial - • ^ " *" 

animal with them. He said: Regular *y^^\ ^J^j t^liJl ;Jli 
clothing was worn (after ' 'Umrah) t - ' 

incense was burned, and J - - J 

relations were had with wives. [ Y V v i Y Y v i 

Comments: [A saheeh hadeeth; this . . . . . 

is a da eef isnad] • J y - _ 

2642. It was narrated that Ibn ^ ^ Sliii -THY 
'Abbas (A) said: The Messenger of f t ^ , 

■ 1' ¥ * - 2 f - f 



Allah (^) addressed us and said: iri^ 
"O people, Hajj has been prescribed .j^ ^ . 
for you/' al-Aqra' bin Ha bis stood / ^ - ^ 

up and said: Is it every year, O ^» ^ (^WU 

Messenger of Allah? He said: "If I * *i-.T- - A » n, 

said that, it would become obligatory, ^ 1 - . ^ - 

and if it became obligatory, you U ^Ip JS :JUi ^ 
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would not do it and you would not 
be able to do it. Ha}} is once (in a 
lifetime) and whoever does more, 
it is voluntary/' 

Comments: [Snhceh] 

2643. It was narrated from Ibn 
'Abbas (-4*) that the Messenger of 
Allah (^) said: "Allah will bring 
the Black Stone on the Day of 
Resurrection, and it will have two 
eyes with which to see and a 
tongue with which to speak; it will 
testify for everyone who touched it 
with proper respect/' 

Comments: [Its isnad is saheeh] 



2644. H was narrated that Ibn 
'Abbas said: The Messenger of 
Allah (*-*) came to Madinah and 
saw the Jews fasting on the day of 
'Ashoora'. He said: "What is this 
day on which you fast?" They said: 
This is a good day; it is the day on 
which Allah saved the Children of 
Israel from their enemy, so Moosa 
fasted on this day. The Messenger 
of Allah (^) said: "I am more 
entitled to (be close to) Moosa than 
you." So the Messenger of Allah 
(%) fasted on that day and enjoined 
fasting thereon. 

Comments; [Its isnad is saheeh, al- 
Bukhari (2004) and Muslim 
(1130)] 



[YT*£ Sffi 
tb-> t~ y. -£p>^> : £Hj^ 
jLL- L'a^ :jU* LjJU- -YMr 
^ oUif' /jj <JUl xi- ^ iUun 



jlp ;jUi- -Y"Ut 

4^*^* if. 5^' J^ 1 LjJL> 



J Lai 



j 



4jJ| 



J. 



^ Ijl* My Li ^dy^y^ ^JJl f^Jl 
Jli :Jli ^Uai :Jli .j^jAi- 
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2645. It was narrated from Ibn 
'Abbas (&) that the Prophet (0) 
forbade selling the offspring of 
the foetus in the womb [of 
camels]. 

Comments: [Its isnad is sahe.eh\ 

2646. It was narrated from Ibn 
'Abbas (^) that the Messenger of 
Allah said: "The one who 
takes back his gift is like the one 
who takes back his vomit/' 
Qatadah said: As far as I know, 
vomit is hnram. 

Comments: [Its isnad is saheeh, al- 
Bukhari (2621) and Muslim 
(1622)] 

2647* 'Abdullah bin Tawoos 
narrated that his father said: We 
used to say when we were children: 
The one who takes back his gift is 
like the dog that vomits, then goes 
back to its vomit. And we did not 
know that the Messenger of Allah 
(2^) had used this as a likeness 
until Ibn 'Abbas told us that 
the Messenger of Allah (^;) said: 
"The one who takes back his gift is 
like the dog that vomits, then goes 
back to its vomit/' 

Comments: [Its isnad is sahech, see 
the previous report] 

2648. It was narrated from Ibn 
'Abbas (&) that the Prophet 
was asked during the Farewell 
Pilgrimage: O Messenger of Allah, 
I shaved my head before I offered 
my sacrifice, and he gestured with 
his hand and said, "No problem." 



J* J£ ^ & ^ : ^ 



J* jqtiJm ^ -till 0' ^t-^- 

HJjU- l^J^ :JUp tio^ -YlfcV 

J ^ij lis" :J'ii A^l ^i- ^j'^ (^rt ^ 

J^j ^ (J j Ji Syv ^ 

iuJu : JLi £fe Jil jp; 01 :^>& 

[TOo :^^ c \AYY :^ri ; ] 

lijJL^- : ^4*i -TMA 



s 3 jf 



oju> L«jU :Jli .^ol jl kiiLi tJjl 
tJjl 1; : ji^ JU} «^-^ V» :Jli) 
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Another man said: 0 Messenger 
of Allah, I offered my sacrifice 
before stoning the Jamrah, and he 
gestured with his hand and said, 
"No problem." He was not asked 
anything about doing one ritual 
before or after another but he 
gestured with his hand and said, 
"No problem/' 

Comments: [Its isnad is saheeh, al- 
Bukhari (84) and Muslim (1307)] 

2649. Abu Jamrah told us: I was 
pushing people back from Ibn 
'Abbas then I stayed away 
for a few days and he said: What 
kept you away? I said: Fever. He 
said: The Messenger of Allah (^) 
said: "Fever is from the exhalation 
of Hell, so cool it down with 
Zamzam water," 

Comments: [Its isnad is saheeh, al- 
Bukhari (3261)] 

2650, It was narrated that Ibn 
'Abbas said: The Messenger of 
Allah (s&f) forbade gourds, green 
glazed pitchers and varnished jars. 

Comments: [Its isnad is saheeh, 
Muslim (1995)] 



2651. Abu Jamrah told us: I heard 
Ibn 'Abbas (4b) say: I was a boy 
playing with other boys; I turned 
around and saw the Prophet of 
Allah (^) coming towards me. I 
said: The Prophet of Allah (afe) is 
only coming to me, so I ran and hid 
behind a door. But suddenly he 
grabbed me by the back of the neck 
and gave me a slap between the 



542 4c- l>-UjJ1 i>j till jJul^» 

:Jli) jXj Ujli :JU jl Jli c^Ji 

u ^ I : ji ft Jt^ : j fta^ - T ^ i ^ 

j? 1 ^ ^1 

^ ^Iji- J>\ :jlU liii -Y\o* 

:Jli ^Iji- jj| : jlie- LJjlp- 

:Jli jllJkJl ^ ^j*-^ c :S : J jX 

i^Ji % } ijl £j bU fc cJ3u 

Izd : Jli t^Jl ^1 Jjl ^ U : JJlil 
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shoulders and said: Go and call ^ ( ^ . - a , - » tT . 

Mu awiyah for me - as he was his J ^ C_ 



scribe. So I ran and said: Go to the M J^.] ; JJii 



Messenger of Allah (^); he wants 
totalktoyou. ' [T ,a ' : CT^ ] ^ > 

Comments: [Its *snad is /lflStfrt] -j—*- : £t>*" 



} s 



2652* It was narrated that Ibn ji> y\ : jU* LJjl^- -YVY 

'Abbas said: The Messenger of 4 ^ * - t . . , 

Allah set out from Madinah ^ ^ °* ^ 

for Makkah, and he fasted until he ^ ^ Jj! : Jli ^lli 

reached 'Usfan, then he called for = . - ^ ' - 

water. He lifted it up so that the US p ;jUJ^ ^ ^Ui t iSU 

people could see, then he broke his jjfc ^ ^ Jj ^ 

fast until he came to Makkah, and '/] ' a ; 

that was in Ramadan. And Ibn JlSj tjLiij J> JJJij ^aSU ^Ji 

'Abbas used to say: The Messenger ^ > ' jj -ji; ^ Ml 

of Allah (ft) fasted and did not m ^ Jj ^ J f U ^ ^ • ~* 

fast, so whoever wants may fast .'J&\ j^j ;li j^* t^kil} 

and whoever wants may not fast. P n 

Comments: [Its isnad is saheeh, al- L - 

Bukhari (1948) and Muslim :f ,(^iA) i^.^^d^i : 



(1113)] 



,(n\r) 



2653. Yahya bin al-Jazzar ;Jij oLj. lL*i^ :jLi^ -Y'wr 
narrated from Ibn 'Abbas {4*), ; f 
although he did not hear it directly U ^ ■ ^ jy^ 
from him, that a lamb wanted to ^ j{ : ^ ; : ; j| ^ 
pass in front of the Messenger of , ^ s , 

Allah (ate) whilst he was praying, <■ >J 3fe *W & l^. "A ^ 
and he tried to stop it. [YrYr ^ ^ 

Comments: [A saheeh hadeeth; its 

isfwd is interrupted] * ^ A M J 1 : 

aij .^Lp jjl ^ jl^Ji jj 

-J—J- ->L^M t U IJU jli t^L^aJi 

2654. It was narrated from Ibn £^ : jOU llil^ { Y ^Y / ^ ) -Y"\ot 
'Abbas (4b) that the Messenger of ( ^ ^ , >t , , . ( , k 
Allah (jg) said: "Tliere is no one ^ & 4^ : ^ ^ 
among the sons of Adam who has ^ ^ ^ 
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not sinned or thought of sinning, - , * 

except Yahya bin Zakariya. And - J ^ ^ l & U M &\ Jj^3 

no one should say: I am better 1* ^ tQ J_| ^ n/i 

than Yoonus bin Matta." , , \ o ; 1 

Comments: [Its isnad is dci'cefl ! J ^ ^ — ^ Uj 4 ^ ^ 

2655. It was narrated that Ibn u^il :;U^- £jU &JL» -Y*\oo 

'Abbas (i^b) said: The Messenger of a . 

Allah {r^) came to us with Usamah y^ 1 0* tJl ^ J* 0? 

riding behind him on his mount ^ ^ Jjj ^ . ^ ^ 

We gave him some of this nabeedh . ^ * ' , 

to drink - meaning naheedh in a ~4rr^ J? 



water skin - and he drank from it, 
and said: "You did well; this is how 



it should be done." [YY*V Jl^il^U 

Comments: [A saheeh hadeeth; this 

is a da'eef isnad] 1 " M ^ ' : E*^" 

2656, It was narrated that :^ ^ ^ ^ _ Yn ^ 

'Ikrimah said: I prayed behind an t 
old man in Makkah and he said : 
twenty two takbeers mZuhr prayer. 
I came to Ibn 'Abbas and said: I 



j4^ 1 ^ t^Xj 



prayed behind a foolish old man; ,J\ ^Cp ^\ ol : L* ^r^JS 

he said takbeer twenty two times in . . * 

Ztf/?r prayer. He said: May your > f ' ^ 

mother be bereft of you! That is the t iu I JjuiC : J Is .s^-Jj j ^ 

Sunnah of Abul-Qasim (^). 

Comments: [Its is wad is saheeh, al 



Bukhari (788)] <(VAA) 



2657. It was narrated from Ibn :^Jii ^ :ju^ l^j^ -Y^ov 



'Abbas (&) that the Prophet (^) . ^ , 

said: "Give the shares of inheritance : ^ ^ 

to those who are entitled to them, ul t L^L ^M>3t l^ti : M 

and whatever is left goes to the ' \, 

closest male relative." l^Wi v\K\ \ : ^1] ji-jjj'i 
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Comments: [Its isnad is saheeh, al- 
Bukhari (6732) and Muslim 
(1615)]] 

2658. It was narrated with the 
same isnad - as my father said - 
that the Messenger of Allah (^) 
said: "I have been commanded to 
prostrate on seven bones: the 
forehead - then he pointed to his 
nose - the hands, the knees and 
the toes, and not to tuck up my 
garment or hair/' 

Comments; [Its isnad is saheeh , al- 
Bukhari (812) and Muslim (490)] 

2659. It was narrated with the 
same isnad - as my father said - 
that the Messenger of Allah 
was treated with cupping and gave 
the cupper his fee, and he was 
treated with medicine administered 
through the nose. 

Comments: [Its isnad is saheeh, al- 
Bukhari (2278) and Muslim 
(1203)] 

2660. It was narrated that Ibn 
'Abbas (4*) said: The Messenger of 
Allah (^) said: "With regard to a 
mukatab [a slave who has drawn up 
a contract of manumission with his 
master and is buying his freedom in 
instalments], a portion of the diyah 
of a free man should be paid, 
commensurate with how much he 
had paid towards his manumission, 
and a portion of the diyah of a slave 
should be paid, commensurate with 
the extent to which he was still a 
slave," 

Comments: [Its isnad is saheeh] 



:_ JU \JS _ illV^l Li^j -Y-ua 

.«^Jji ^qji lit: ^JiiJi 



: r 1 (A \ T ) :^ 



^1 Jli US : Jli _ itL^l li^j -Ylo A 
[YYi<\ :gr\j} .Ji^lj ci^l fU^Jl 



.OY.V) 



: jQaJJ! id tfj^ :0U£ -nv 
^ i£ J\ y jj^ 

■ K ^ 1 ^ ^3 ^3 
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2661. It was narrated that Ibn ■ jXm ** 'Jl^i liiju^ -tIM 
'Abbas (^*) said: There were two " ^ 

men in Madinah who dug graves: jl>^| jjl _ jJU^ ^ jU- ^ 

Abu 'Ubaidah bin al-Jarrah, who ^ , ^ , a ^ '/ y 

dug graves for the people of ^ 0* ^f** 'cA " - 

MakkahandAbuTalhahwhodug 0 ^ ^ .jj 

graves for the Ansar and made a ' 

niche (lahd) for them. When the y)j JaV UiJ J? y} 

Messenger of Allah died, al- ~ - , >r * * r.- ' i - -vit ' ■ ■ ' --W 

'Abbas send two men to them, and ^ JU L r* ^ ^ ^ 

said: O Allah, choose for Your jfc^ ^ ^ Jj, ^ 

Prophet, They found Abu Talhah - ~ / ; 

but they did not find Abu 'Ubaidah, L'l Ijlfy .iCiJ V- JU^I -J^ 

so he dug a grave for him and made , - ,,^ t j ; , rr 

a niche 3^*^° l *"Vt^ ^ 'j-^i p^j 

nts: [Saheeh because of [TToV ^iJ.Jb^j 

corroborating evidence; this is a 

da'eef isnad] : 2^** 

,4jjlj^ y — s- ^4.*.^aJ 

2662. It was narrated that Ibn ^ ^ ^1 tfU -tint 

y Abbas {&) said: I was behind the . , * , ^, - m f 

Messenger of Allah (jfe) and I saw ^ * ^ 0* ^ ] 

the whiteness of his armpits when Jjl^ Jjl J^Lj : 

he was prostrating. „ , 

^ > ic u i u t : C^" lj] >J ^ 

Comments: [Sflhee/z because or ^ - 

2663. It was narrated from Ibn : j^jj! I^U ^1 -tlir 
'Abbas (^) that the Prophet ^ ' " 4 , 
said: "Every Muslim must do Hajj, 0^ 0* 

and if I said [it should be done] . ,> *> r, = lt , 

every year, it would be [obligatory]. ^ y y ■ 

Comments: [A saheeh hadeeth; this ■ ^0 .0^53 J5 : cJj _^Jj 
is a da'eef isnad] 

J [rr*i it<m t r^n^ jvm 



corroborating evidence; this is a 
da'eef isnad] 
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■iti- i^LlhJI (JJ dill - t ' , ^ L 1 



2664, It was narrated that Ibn ■ " > * > r*' - 
'Abbas said: The Messenger of ' , . ^ 

Allah did 'Umrah during the i-lJ :_ ^Uj ^1 j^t _ ■a>-I^ 1 

Ha;; season until he died, as did * - - tf , . , . : 

Abu Bakr until he died, and ^ :Jb ^ 0* V jU * 

'Umar until he died, and 'Uthman jS>- JZ J>\j JU- ^ Jll 

until he died. The first one to ban : * 

that was Mu'awiyah. Ibn 'Abbas ^ toL " J* tC " U ^ ^ 

said: I was surprised at that as he : ^\ J\S \^ ^ y, j;J 

had told rne that he cut the hair of v ^ / , >S£ ' ... 

the Messenger of Allah (^) with 5* ^ J?-^ ^ 

the head of an arrow. [YAVV t y Air : >l] ^ii... #r Jj I 

Comments: [Its I'snad is da'ccf] 

2665. It was narrated that Ibn £lU : VI* j^J-j 'J>y„ jZjJ- -Xn^io 
'Abbas {&) said: The Messenger of ^ " a ° f " " 

Allah (jjk) used to teach us the Cf. 0^ 0^ oi ^ 

Tashahliud as he taught us the : . - ... 

Qur an; he used to say: All V * ^ ^ o-v j ^ 

blessed compliments and good Ui jiJJ&I ^ aJJI 

prayers are due to Allah; peace be s > * - 

upon you, O Prophet, and the ol5jCUl oCU3>' : tjlUJl 
mercy of Allah and His blessings; ^ iSUJl .Jj icL» irlkll 

peace be upon us and upon the ' ' ' " 

righteous slaves of Allah- I bear ll^jj Ifl _ iJ^U ^j^^ 

witness that there is no god except 5 , >t tf 

Allah and I bear witness that ^ ^ *W 
Muhammad is the Messenger of ft, ^ ^ ^ y ^ t : 

Allah/' * 1 

> j> ^ 

Comments: [Its isnad is s^eefi, [YA< ^ r • fl ^ 1 Jj^i ^ 

Muslim (403)] 



2666. It was narrated from Ibn 
'Abbas (&) that the Messenger of # 
Allah {^) was treated with cupping Cf^ ^ ^ ^ ^ 



whilst he was in ihram . 

Comments: [Its isnad is satteeh, al- ^ fl , 

Bukhari (1835) and Muslim LYvn : > 1 1 ^ Tr : t rij] 

(1202)1 

.(u*y) > lOArfi) 
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2667, It was narrated that Abu 
Nad rah said: lbn 'Abbas (^) was 
on the viinbar of Basrah and I heard 
him say: The Prophet of Allah (^) 
used to seek refuge with Allah, 
after every prayer, from four 
things. He would say: "I seek 
refuge with Allah from the torment 
of the grave, I seek refuge with 
Allah from the torment of Hell, 1 
seek refuge with Allah from trials 
and tribulations (fitcm) both visible 
and invisible, and 1 seek refuge 
with Allah from the tribulation of 
the one-eyed liar [the Dajjal]." 

Comments: [A saheeh hadeeth; this 
is a da'eef isnad] 

2668. It was narrated that lbn 
'Abbas (4*>) said: The Messenger of 
Allah (^) drew four lines and said: 
"Do you know what this is?" They 
said: Allah and His Messenger 
know best. The Messenger of Allah 
(2^) said: "The best of the women of 
Paradise: Khadeejah bint Khuwailid, 
Fatimah bint Muhammad, Asiyah 
bint Muzahim, the wife of Pharaoh, 
and Maiyam bint 'Imran/' 

Comments: [Its isnad is saheeh] 



:Jli :_ ^ jjJJl aJJ i j!i 



J* 



I jl5 



m ^ (y\r/\) b\ 

U> t^^iJl ^* oJL3 L? ij^-lj t^lill ^IJlp 
/j± s }\ ^ JUL; ^j^I} L^f 
[TWA : ^i] .((^liidl 

u^j^^ J> M ^ Jj-^j 

^ t ^ ---- *>^f 



2669. It was narrated from 
'Abdullah bin 'Abbas (*) that he 
narrated that he rode behind the 
Messenger of Allah one day, 
and the Messenger of Allah 
said to him: "O boy, I will teach 
you some words: be mindful of 
Allah and Allah will take care of 



, 4j Jl>- 4jI 
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you; be mindful of Allah and you 
will find Him in front of you; if 
you ask, ask of Allah, and if you 
seek help, seek help from Allah; 
and understand that if the nation 
were to come together to benefit 
you, they could not benefit you 
with anything but that which 
Allah has already decreed for 
you, and if they were to come 
together to harm you, they could 
not harm you with anything but 
that 'which Allah has already 
decreed for you. The pens have 
been lifted and the pages have 
dried." 

Comments: [Its isnad is cjawi] 

2670. It was narrated from Ibn 
'Abbas (4*>) that the Messenger of 
Allah was treated with cupping, 
and he gave the cupper his fee; and 
he was treated with medicine 
administered through the nose. 

Comments: [Its isnad is saheeh, al- 
Bukhari (2278) and Muslim 
(1202)] 

2671. It was narrated from Ibn 
'Abbas that the Prophet 
forbade drinking (directly) from 
the mouth of waterskin, (eating) 
an animal that has been tied up 
and shot at, and (drinking) the 
milk of animals that feed on filth. 

Comments: [Its isnad is saheeh] 



2672. It was narrated that Ibn 
Juraij said: 'Ata' told me that he 
heard Ibn 'Abbas (^) say: The 
Messenger of Allah said: 
"When one of you eats food, let 



til jL.il iJL .JjuuJ 

cJLj f^Vl c_^j 

y oil— 1 i 

tfjj- ;ju^ J,\ lli^U- -Y^v- 

^l>t>Ji L ylPlj tjL>*I>-l ^ f^J ^ 

[Y Y £ <\ lJ^S 

l&ji :Jli ^ iUU -YlvM 

yS^ 1 a* ^ M ^ ^ 

[)<\A<\ .43^1 

J5I lap U3I J^j Jli :J^; 
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him not wipe his hand until he 
has licked it or had it licked for 

him/' Abuz-Zubair said; I heard E^Yi ' grlj] MjUk j\ lja«i> 
Jabir bin 'Abdullah say that: I 

heard it from the Prophet (jjfe): ^ ^ jit Jli (Y) 

"Let the meal not be cleared away , s #> ' , . , , 3 

until he licks it [his hand] or has it ^? ^ A ^ : ^ ^ 

licked for him, for the last of the ^ ; ^U; ■( ^ ?~ 

food is where the barakah * ' " \ p s ^ ~ 

(blessing) is." ^ f ^ >r*I 

Comments: [Its isnarf is saheeh, al- 
Bukhari (5456) and Muslim 
(2031)] 



2673. It was narrated that Ibn ^ J^- 1 Ir-** " Y ^ VY< 
'Abbas (4t) said: I offered the eclipse ~ r /, / ~* , ^ , ^ 
prayer with the Messenger of Allah "-rtf ^ ^ : Ji ] 

and I did not hear a single ~ ^ fc . . t - > 

letter of the Qur'an from him - ^ * ;? , ' 

during it. £^<l JU* t^ijZsJl ^ M Jj-^j 

Comments: [Hasan] tY lVi :^l] .jT^Sl ^ li^ l^j 

[Yvn ^rrvA 

2674. It was narrated that Ibn : Ju^-J ^ UJjl^ -YWt 
'Abbas (\&) said: I offered the ; - : * 
eclipse prayer with the Messenger ^ 0? "V- 6* ^ O* 1 ^ [ : ^ ^ l 
of Allah (aS), and 1 did not hear a ^ ^ ^ X£* 

single letter from him during it. ' " " * ; ' - s - * * ; 

Comments: [Its isnad is Hasan] ^ J ^ u 

[<dJL £>~lj] ^i>-lj 

2675. It was narrated that Ibn £^ ^{ ^ ^ -y-vve 

'Abbas said: The Messenger ^ ... # , 

of Allah {m) said: "Beware of ^ ^ J*^ ±* 0* 

narrating from me anything but J - ,jj ^ 
what vou know. Whoever tells a , ■ V ,". v- 
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he about me deliberately, let him .>,.„ . = - • , « _ 
take his place m Hell. P - ' ^ ^ 



Comments: [Saheeh because of ^-u^i* £1* wi£ 

corroborating evidence] [V ■ Y 4 ,Y<W£ .-jfijl ^ 



2676, It was narrated that Ibn ^^Jj^-ici /^J- -Y'm 
'Abbas said: When the Messenger s , , - 

of Allah (iS) was dying, he said: rf^ ^ : Jli ^' ^ ^ 

"Bring me a shoulder blade [of an ^ ^ ^ u : jtf ^ J]i j^,' 

animal] so that I may write a ., / ' t ' > > 

document for you, then no two men : ^ ta ^ 

among you will disagree after I am ^ . ^ ^ ^ ■ 

gone. The people started debating * " ' 

and the woman said: Woe to you, [ ^ Sfa : Jjl J ^3 

the covenant of the Messenger of 

Allah (^) liA -> u ^ : £ts^ 

Comments: [Hasan, and its isnad is h - ; " ^ 

da 'ee/ because Laith is da'eej] 

2677, It was narrated that Ibn t-Jj^ £1^- l£U-Y^VV 
'Abbas said: The Messenger of ;f ^ ' , „ , to * Jc> 
Allah (sg) said: "In the urine and ^ : ^ ^ If ^ ±> 
milk of camels there is healing for j ^ . 

those who have a problem in their - " * ^ 

stomachs." - K p-^J ^j-^ ;La 4 4iP l J J^J 

Comments: [Hasan because of 

corroborating evidence; this is a *M '-^j -fKf" 

da'eej isnad because Ibn Labee'h y) 
is da'eej] 

2678, It was narrated that \-y£\ ^ : ^ -T*\VA 
Barakah bin al-'Uryan al-Mujashi'i ^ >a 
said: I heard Ibn 'Abbas (&) say: I^ 1 ^ 1 0? ^ 
The Messenger of Allah (^e) said: . ^ 
"May Allah curse the Jews; animal ( \ * 
fat was forbidden to them, so they w^^- 
sold it and consumed its price. When -ff . > *T- 
Allah, may He be glorified and & ^ / ^ 1 - s 
exalted, forbids eating something, 'Slj^ J^^ l ^ J 1 ^^ 



5^ Jjl Jj^3 



He also forbids its price.' 
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Comments: [Its isnad is saheeh] 

2679. It was narrated from 
'Ammar bin Abi 'Ammar that Ibn 
'Abbas (■*&,) said: I was with my 
father in the presence of the 
Messenger of Allah (^). There was 
a man who was with him, 
conversing with him, and it was as 
if he (the Prophet (^)) was not 
paying attention to my father, so 
we left. My father said to me: O my 
son, did you not see how your 
cousin did not pay attention to me? 
1 said: O my father, he had a man 
with him who was conversing with 
him. So we went back to the 
Prophet (^) and my father said: O 
Messenger of Allah, I said such and 
such to 'Abdullah, and he told me 
that there was a man who was with 
you, conversing with you. Was 
there someone with you? The 
Messenger of Allah (3k) said: "Did 
you really see him, O 'Abdullah?" I 
said: Yes, He said: "That was 
Jibreel; he is the one who distracted 
me from you/' 

Comments: [Its isnad is in hasan] 

2680. It was narrated from Ibn 
'Abbas that the Messenger of 
Allah (jg) stayed in Makkah for 
fifteen years: for seven or eight 
years he saw a light and heard a 
voice, and for seven or eight years 
he received Revelation. And he 
stayed in Madinah for ten years, 

Comments: [Its isnad is saiieeh, 
Muslim (2353)] 



^ iiu iiU -.j^ i£U- -y-w^ 

U :J Jlii ,m $\ J[ HU> : jli 

Jjtfj lis «Ll Jl^J iii tJjl j^j 

aLi J_^5 Jlii il.il* 015 

[ Y A£ A t Y A£ V : ^1] .aiili 



^ s^JU ^.ii ^ ^lii ^ Jji J^3 
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2681. It was narrated that Ibn ^ . ^ >■ Jj, ^ ^ _ nM 
'Abbas (*) said: "The (evil) eye is 

real, the (evil) eye is real; the (evil) o^y J> J-fLl^! : oU^l 

eye could cause the destruction of *..c .s, 

a mountain/' ■ ^ ^ - J ^ £ ^ 

Comments: [Hasan because of ^ Cr^ ] ^ u : ^§ ^j^; 

corroboratine evidence; this is a ryi .,. , ^ - .. - *. • * " u 

, , r - ji LwVA .^ijj >«jJUJl Jjj^o 

.J^>* J^L^Ij «^_j_l?J1 /jli ^ j-^-ll jjjj t^ijutf jL_J tJuhj (.o^Jj j I^j^ 

2682* It was narrated that Ibn \ J\ : Jjl jl^ -MAY 

'Abbas (^) said: The Messenger l\ ■■ ^ f \ f B ^ ^ 

of Allah (^) said: "The best : JU ^ ^ : ^ ^ v-*J ^ 

number for companionship is - ^ ^J_j 

four, the best number for an 7 , fi / * 

expedition is four hundred, the ^ jj^O ^ ^' y^^ 1 

best number for an army is four ^ ^ ^-j . ^ 
thousand, and twelve hundred 



will never be defeated due to t^J^/l UJjl ^^iJl .^Ui° ; i 

being too few in number." rrv > A : >;1] ^ l2! ^ rfl 4# 



Comments: [A mursal hadeeth] 



2683. Salim bin Abil-Ja'd narrated: ■ ^>-^ ^ : -Y*Af 

A man came to Ibn 'Abbas and , , . . ; >\ ^- . 

said: O Ibn 'Abbas, what do you ^ : Jli ^ l ±* & ^ ^ 

think of a man who kills a believer? j;\ \ij ^ :Jli jJUJI ! Jl 
Ibn 'Abbas replied: "...his \ f \ it „ * 
recompense is Hell to abide therein; ^3 l* 1 L - u- 1 ^ 

and the Wrath and the Curse of ^ v ^ ^ 

Allah are upon him, and a great * *' ' , \ 

punishment is prepared for him" :^LJi) ~0\ Jl\ 4^ 
fan-Nisa' 4:931. He said: O Ibn ■ -44 ... . 

Abbas, what do you think if he ' * ^ 

repents, believes and does righteous iiil ISsCi : Jli ^lAJL^ J-^j ^0 
deeds? He said; May his mother be * * , „ - - * s 

bereft of him! How could he repent : « ^ l J ^ Jb ^ 
when the Messenger of Allah uLci UDJI J _*iUl 0J« 

said: "The slain one will come on 
the Day of Resurrection, carrying 
his head in his right hand - or he 



j 1 _ 
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said: in his left hand - and holding 
on to his killer with his other hand, 
and with his vein gushing with 
blood; [he will come] towards the 
Throne of the Most Merciful, 
saying, 'O Lord, ask this one why 
he killed me"'? 

Comments: [A saheeh hadeeth] 

2684, Yazeed bin al-Asamm said: 
A man called us and set up a 
table on which there were thirteen 
(cooked) lizards. That was in the 
evening, and some of us ate and 
some did not. In the morning, we 
went to Ibn 'Abbas and I asked 
him, and the people sitting with 
him ta]ked a great deal about this 
issue. One of them said: The 
Messenger of Allah said: "1 
do not eat it, but I do not forbid 
it." And Ibn 'Abbas said: What a 
bad thing you have said! The 
Messenger of Allah (sge) was only 
sent to teach what is halal and 
what is haram. Then he said: The 
Messenger of Allah (gg) was with 
Maimoonah, and al-Fadl bin 
'Abbas, Khalid bin al-Waleed and 
a woman were also there. A 
platter was brought on which 
there was some bread and lizard 
meat. When the Messenger of 
Allah (sga) went to take some, 
Maimoonah said: O Messenger of 
Allah, it is lizard meat. So he 
withdrew his hand and said: "It is 
meat that I have never eaten, but 
(go ahead and) eat." Al-Fadl bin 
'Abbas, Khalid bin al-Waleed and 
the woman ate. And Maimoonah 



J- i ^^ JI J**?- 

[\<t\ .t?^l5 



jsu i.t[l^ iiivj t ^cj> j^J- 

jIp 4ljl J^j 015 :Jli 

■* ■ *U • ' \ i ' * ^ * *l * Ml ' "~ J *' J 

^ Jjl J^-j ^Ijo ill* :Jli JLjs 
^ jAih J^Li :Jli «^ ^3 ,iisT 
t r-v : ^i] .ggg Jul J^j o 
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said; I will not eat food that the /,a«*\ . i. < 

Messenger of Allah (gas) has not ' ^* 

eaten. 

Comments: [Its isnad is saheeh, 
Muslim (1948)] 

2685. It was narrated that ^ ^ ^ _ Y ^ Ao 

Yazeed bin Hurmuz said: Najdah ; 
wrote to Ibn 'Abbas asking him '•■^ ^ J* fj 1 ^ <y. jifr 
about the share of the kinsmen of 
the Messenger of Allah and 

who it is for; when the orphan is V^i jIJ & ^4-" 



i^ji ^^ii: ^ ^3 



Jji zyjt \^v) lis: ui) 



no longer regarded as such; what 
happens if women or slaves are 
present when the booty is shared juLi JrS ^-j YlLJJl jli^ij jjjjlj 
out; and about killing the children - - ^ , . - < >' 

of the mushrikeen. Ibn 'Abbas (&) oS ^ 1 Ji N ^ : ^ ^ JUi '^r^ 1 
said: Were it not that I want to ^ ^ u ^ ii: U 

stop him doing what he may fall ' \* t j >r , *' . ^ 

into, I would not have answered cM & p*^ J* ^-r* 

him. And he wrote to him 
(saying): You wrote to me asking 
about the share of the kinsmen of jf-j t lllli- 

the Messenger of Allah (£&) and ' } ,? ,r t r>'*°> =*- 

who it is for. We used to think - ^ J J v , , 

that it was for the relatives of the ?wJjl 0U$J^ -J^O s'^ 1 J^J 
Messenger of Allah (£5), but our - , 5 . : - 

people denied that to us. With ^™ U ^ Jj ^ 

regard to the orphan and when he jj| j&f j£j 

is no longer regarded as such, he tf s e ^ ^ t %t>i ' ^ 
said: It is when he reaches the age 01 ^ ^f4&d ^ ^ 

of puberty or attains maturity of . ^ - ^ ^ 

mind. With regard to women and "I ' * ' ' 

slaves, and whether they had any [Y YVo : ^Jj] 

share of the booty if they were 

present in battle, they have no iuu) ; f ^ : 

known share, but they are to be 

given something from the booty. 

With regard to killing the children 

of the mushrikeen, the Messenger 

of Allah (2^) did not kill any of 

them, so you should not kill any 
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of them, unless you know about 
them what al-Khadir knew about 
the boy whom he killed. 

Comments: [Its isnad is saheeh, Muslim (1812)] 

2686. It was narrated that Ibn ^ _ ^ ^ ^ -Y*\A1 
'Abbas said: The Messenger " ^ if 

of Allah (#|) and his companions *■ jrr? Cf. 0* - 0^ 

came [to Makkah] when the fever ^ ^ ^ ^ -j^ ^ 
of Yathrib had weakened them, * 1 ' " / - ~ 

and the mushrikeen said: There (Vlo/O dij -JU^I} 

have come to you people who « , : .--r c > • it, , 
have been weakened by the fever i - i * £ 
of Yathrib and it has had a bad A^l <^>P_ ^4^3 ^ 

impact on them. The mushrikeen , * s . > „ ^ .. 

sat beside the Hijr, and Allah ^ ^ l ^ o/^Ul ^Ui 

informed the Prophet of what U JL^ 2L : ill I uLti ,^>J1 

they had said, so the Messenger „ t£t > t . * , u 
of Allah (%) instructed them [his ^^^l 0< ^ Jj^j 

Companions] to trot (ram/) in the 5^ ^ 

first three circuits, to show the , , - - ' > 

mushrikeen how strong they were. ^ ^j-^ ^ ^Jsl^J-l y^AJ I jJL^J^i 

St> they trotted (rami) in the first v- ■ A ■ 'u ' ' 1- \T 
three circuits, and he told them to - 1 ~ 

walk between the two corners ^ 3l§ ^1 ^ (Uj 5^ 

where the mushrikeen could not ■ * ,X ; V . * 

see them. Ibn 'Abbas <*) said: ^ ^! ^ ^ ^ 01 
Nothing prevented him from lO^JLiil Jl£ 

telling them to trot in all the ,, tff , t . iZ t ;~ , 

circuits except kindness towards *^>* ! ^(4^J ^ ^r^ 1 ^ l r^j 

them. And the mushrikeen said: [Yir^ >^lj] lJ£ • 

Are these the ones who you said J 3 <^ 

have been weakened by the fever? : ^ 1 ( n ■ Y) : ^ 

These are stronger than such and (\yi"0 
such. 

Comments: [Its isnad is saheeh, al- 
Bukhari (1602) and Muslim 
(1266)] 

2687. It was narrated from Tbn ^6 _ jUj- &j>S~ m .^,Jl UjJL> — Y^AV 
'Abbas that a Bedouin gave a > r a . , . .... 

gift to the Prophet (m) and he V J ^ ^ L - 3 ^ J-r* ^ - ^ l^ 1 
gave him something in return. He ^ ^lu rli^i l\ \ J>\ ^ 
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said: ''Are you happy?" He said; 
No. So he gave him more and said: 



> N : JlJ «?d-^> : Jli tl^ii ^JcU it* 



"Are you happy?" He said: No, So ;Jij , V : j vi 

he gave him more and said: ''Are ..... , . , , - 

you happy?" He said: Yes. Then : Jli -f^ 1? ^rf > '-^ ^> 

the Messenger of Allah said: T ^ y ^ : ^ Jjl 

almost decided not to accept any *' * - ^ ^ ' > ^ 

gift except from a Qurashi or an j\ ^jL^l )! t^'j \* \l 
Ansari or a Thaqafi." 
Comments: [Its isnad is sahech] 

2688. It was narrated from Ibn HJjU : JL* ^ y t jZJ~ £SjU - Y *AA 
'Abbas (Jk) that the Messenger of _> a . s 

Allah (5gg) and his Companions L f4^ 0? J ^ l 4^ ^ ^ ol l 

did 'Umrah from Ji'ranah, and J* > - -J . ^ . * t - r^\ } \ °- 

they trotted around the House V' ^ ^ ^ ^ 

three times and walked around it ^^j^r l# hy*^^ M 

four times. rvvv , * 

Comments: [Its isnad is ^u>/] 

2689. It was narrated that Ibn ^ ^ . - ^ ^ _ nM 
'Abbas (4&) said: The Messenger m 

of Allah said: ''There is no ^ ^3 lr>. ^S^ 1 

one among the people who has , - v . v . - . 

not sinned or thought of sinning, ^ ^ ■ V ■ y 

except Yahya bin Zakariya." jU }1 tlkit j3 1^1 ^l-Jl U» 

Comments: [Its isnad is da 'cef\ [T T ^ . tj] „ ^ - ^ t 

2690. It was narrated that Ibn ^ ^ _ Y ^, 
'Abbas (^) said: The Messenger of ^ 

Allah said: "The least severely j* ^ 0*? ^ L *^ 

punished of the people of Hell is 
Abu Talib. On his feet there are two 
sandals of fire because of which his l^i-U jlfjl jil j^iu :^ Jjl 
brains boil." : » . - * J 

Comments: [Its isnad is saheeh, ' 
Muslim (212)] [nri 
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2691. It was narrated that Ibn 
'Abbas (&) said: When alcohol was 
forbidden, some people said: O 
Messenger of Allah, (what about) 
our companions who died and 
who used to drink it? Then the 
words were revealed: "Those who 
believe and do righteous good 
deeds, there is no sin on them for 
what they ate (in the past)" [al- 
Ma'idah 5:93]. And when the qiblah 
was changed, some people said: O 
Messenger of Allah, (what about) 
our companions who died and who 
used to pray facing Jerusalem? Then 
the words were revealed: "And 
Allah would never make your faith 
(prayers) to be lost (i.e. your prayers 
offered towards Jerusalem)" [al- 
Baqarah 2:143]. 

Comments: [Saheeh because of 
corroborating evidence and its 

isnad is da'eef] 

2692* It was narrated that Abu 
Nadrah said: Ibn 'Abbas addressed 
us from the minbar of Basrah and 
said: The Messenger of Allah (afe) 
said: "There was no Prophet but he 
had a supplication that was ful- 
filled for him in this world, but I 
have saved my supplication to be 
an intercession for my ummah. I will 
be the leader of the sons of Adam on 
the Day of Resurrection, and no 
boast. I will be the first one for whom 
the earth is split, and no boast. In my 
hands will be a banner of praise, and 
no boast. Adam and all others will be 
under my banner, and no boast. The 
Day of Resurrection will be very long 
for the people, and they will say to 
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one another: 'Let us go to Adam, the 
father of mankind, so that he might 
intercede with our Lord, may He be 
glorified and exalted, to judge 
among us.' So they will go to Adam 
and will say: 'O Adam, you are the 
one whom Allah created with His 
own hand; He caused you to dwell in 
Paradise and He commanded His 
angels to prostrate to you; intercede 
for us with your Lord so that He 
might judge among us/ He will say: 
'I am not able for that; I was expelled 
from Paradise because of my sin. I 
am not concerned about anyone 
today except myself. Rather go to 
Nooh, the head of the Prophets/ So 
they will go to Nooh and will say: 'O 
Nooh, intercede for us with our 
Lord, that He might judge among 
us/ He will say: 'I am not able for 
that; I offered supplication because 
of which all the people of earth were 
drowned. I am not concerned about 
anyone today except myself. Rather 
go to Ibraheem the Close Friend 
(Khaleel) of Allah/ So they will go to 
Ibraheem and will say: 'O 

Ibraheem, intercede for us with our 
Lord so that He may judge among 
us/ But he will say: '1 am not able for 
that; I told three lies for the sake of 
Islam. I am not concerned about 
anyone else today except myself/" 

The Messenger of Allah said: 
"All he wanted to do was to 
defend the religion of Allah when 
he said: 'Verily/ I am sick' [as- 
Saffat 37:89] and he said of his 
wife when he came to the king, 
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'she is my sister'. - [Ibraheem will 
say:] 'Rather go to Moosa (m), 
whom Allah chose to send with 
His message and He spoke to 
him/ So they will go to Moosa 
and will say: 'O Moosa, you are 
the one whom Allah chose for His 
message and He spoke to you; 
intercede for us with our Lord so 
that He might judge among us/ 
He will say; 1 am not able for 
that, for I killed a soul unlawfully, 
1 am not concerned about anyone 
today except myself. Rather go to 
'Eesa, the Spirit from Allah and 
His Word/ So they will go to 
'Eesa and will say: 'O 'Eesa, you 
are the Spirit from Allah and His 
word; intercede for us with your 
Lord, that He might judge among 
us/ But he will say: 'I am not able 
for that, for I was taken as a god 
instead of Allah. I am not 
concerned about anyone today 
except myself. But if there was 
something in the vessel and it was 
sealed, would anyone be able to 
get what is in it unless he undoes 
the seal?' They will say: 'No/ He 
will say: 'Muhammad is the Seal 
of the Prophets; he has just come 
today and his previous and future 
sins have been forgiven/" The 
Messenger of Allah (^) said: ''So 
they will come to me and will 
say: 'O Muhammad, intercede for 
us with your Lord, so that He 
might judge among us/ I will say: 
'Yes, I am able for it, when Allah 
gives leave for whom He wills 
and is pleased with.' When Allah, 
may He be blessed and exalted, 
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wants to judge among His 
creation, a caller will call out: 
'Where is Muhammad and his 
ummahT For we are the last and 
the first; we are the last of the 
nations and the first to be brought 
to account. So the other nations 
will make way for us, and we will 
start moving with faces and limbs 
that are bright with the traces of 
wudoo' . The other nations will 
say; 'Nearly all of this ummah are 
almost Prophets/ Then I will 
come to the gate of Paradise and 
will take hold of the ring in the 
gate and knock on it. It will be 
said: y Who arc you?' I will say: 'I 
am Muhammad.' It will be 
opened for me, and I will see my 
Lord, may He be glorified and 
exalted, on His Throne. 1 will fall 
down in prostration before Him 
and I will praise Him in words of 
praise that no one said before me 
and no one will say after me. It 
will be said: 'O Muhammad, raise 
your head; ask and you will be 
given, speak and you will be 
heard, intercede and your 
intercession will be accepted/ I 
will raise my head and say: 'O 
Lord, my ummah, my ummah/ It 
will be said to me: 'Bring forth 
from the Fire whoever has in his 
heart faith the weight of such and 
such/ and I will bring them forth. 
Then I will go back and prostrate, 
and I will praise Him in words of 
praise that no one said before me 
and no one will say after me. It 
will be said: 'Raise your head; 
speak and you will be heard, ask 
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and you will be given, intercede 
and your intercession will be 
accepted/ I will raise my head 
and say: 'O Lord, my ummah, my 
ujrimah.' It will be said: 'Bring 
forth from the Fire whoever has 
in his heart faith the weight of 
such and such/ and I will bring 
them forth." And the third time 
he also said something similar. 

Comments: [Hasan because of 
corroborating evidence] 

2693. A similar report was 
narrated from Anas bin Malik (^) 
from the Prophet (^) except that 
he said in the first instance: 
''Whoever has in his heart faith 
the weight of a grain of barley"; 
in the second instance he said 
" wheat"; and in the third instance 
he said ' corn." 

Comments: [Its isnad is saheeh] 

2694. It was narrated from Ibn 
'Abbas {&>) that the Messenger of 
Allah said: Jibreel (Mi) said 
to me: 'Prayer has been made 
dear to you, so do as much of it 
as you wish/" 

Comments: [Its isnad is da'eef] 



2695. It was narrated that Ibn 
'Abbas (<J&) said: Two men referred 
a dispute to the Messenger of Allah 
(^) and one of them had to swear 
an oath, so he swore by Allah 
besides Whom there is no other 
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god that he did not owe anything .-.'^.-w *it m i- 
[to the other man]. Then Jibreel ^ t i - ; 

came to the Prophet (gf) and said: J,^ Sy± : Jli !Jk Jj 

He is lying; he does owe him some- + . ^ " ^ 

thing. So he told him to give him ^ ^ J j| : JU* ^ 

his dues, and the expiation for M £^ ^ ^ll5j t iU ^ M I>G 
breaking his oath was his affirming " " >> f *' s 5 , ^ 

that there was no god except Allah, [^ A# jl tlUl ^ 

or hlsshahadah. 



Comments: [Its isHud is da'eej] 



2696. It was narrated from - ^ ^ ^ _ Y *m 

'A'ishah and Ibn 'Abbas (4*) that _ , ( f 

the Messenger of Allah (%) stayed 0^ ^ '-^ 



in Makkah for ten years, with r \ ^ ?«, . «■- 

Qur an being revealed to him, then 

he stayed in Madinah for ten years. oxLiLj tjl^iJl <J_^j 'J*i> 



Comments: [Its isnad is saheeh, al- 
Bukhari (4464)] 



2697. It was narrated that Ibn ij^i -Y^W 
'Abbas (4b) said: The Messenger of " t „ ^ , 
Allah (^) said: "I saw 'Eesa Ibn - i? 1 ^ _ ^ J^>i 
Mary am, Moosa and Ibraheem. As j^ju ijli^^^l^ ^UJ^ 
for 'Eesa, he was reddish with ( * ' \ % 

curly hair and a broad chest. As for 4 ^-j* 0^ i^-=^ ^ l J Ji : ^ ^1 

Moosa, he was dark and tall." They - >^»f: . ,sf: . 

said to him: And Ibraheem? He r , ' t " ' 

said: "Look at your companion/' ; 4] l^JL* "jU^ fSU wlj tjJukJl 

meaning himself . , - u : Cl > 

Comments: [Its (SMflrf is saheeh, al- " * ' '/ 

Bukhari (3438) and Muslim (165, [ro£V : t Y > i^ij] 

166)] 

2698. It was narrated from Ibn .jj ^ ^ . ^ ^ _ Y ^^ A 
'Abbas that the Prophet of Allah ^ f , , t ^ , t 

(ife) said: "Good conduct, dignified ^J^- *^ j! ^ i^y.^ 

bearing and moderation are one of 3 , ^ : V ^ . . 

the twenty-five parts of Prophet- ~ ^ ^ 'f ' ^ ^ 

hood/' ^iyi :J\j _ Jli ^' : ^ij 
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Comments; [Hasan because of , i Mr ..... .... 

corroborating evidence; this is a 'fcMl o-JJIj 



it, 



da'eef isnad] ff*^n - i-' ' ' I - - - • ' • ^ a;> 

.c^^Jl 0^ .^-^ j^l '{Rj** 

2699. It was narrated that Ibn ^i; llil^ ^ I^j -TM^ 
'Abbas (-4*) said: The Messenger of ( , , ; * , 

Allah (^) said: "Dignified bearing../' 0* 'irs.^ 0* - S^^ 1 ^ _ 

and he mentioned a similar report. ^, jtj .j^ ^ ^, ^ tf J 

Comments: [Hasan because of v -I ' - 

corroborating evidence] ^ ""d 1 ^ 1 : ^ 

2700. It was narrated that Ibn ^ tfju- -TV- 
'Abbas (&) said: The Prophet (Ss) * 

offered five prayers in Mina. 0* ^A^Jl J^i 

Comments: [Its isnfld is saheeh] :JU ^1 J, \ ^'\» ^ i ( *£AJl 

2701. It was narrated from Ibn *\ - . * * , WiJ . 
'Abbas (£) that the Prophet (jg) y , ^ * ^ ^ ~ YV \^ 
prayed Zuhr on the day of at- <-Jil*S\ J- JJ^ ^ 
Tarwiyah in Mina, and he prayed ? f s / . ... - • 
Fa/r on the day of 'Arafah there. oi ^' ^ ^ 4 'r^ 1 ^ 

Comments: [Its isnflrf is sa/ire/i] L i>^ ^J^ 1 f)i J-^ ^ ir^ 1 

2702. It was narrated from Ibn jj- ^ ^ ^ ^ -YV»Y 

'Abbas (4*,) that the Prophet (ag) *\ \ , , - . . . t 

said: ''Whoever sees something in S^-> ^' : 0^ ^ J^>JI Jt> 



his leader that he dislikes, let him 
be patient, for no one differs a 
handspan from the main body of S^J lr : J^Jl 

the Muslims (jama' ah) and dies, 
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but his death will be a death of :< > > ^ ^ f r . < : 
Jahiliyyah " ^U>Ji -J^' ^ ij^JaJLs t^jt^S^ 

Comments: [Its isnarf is saheeh, al- -"^^ ^ ^! ^ 

Bukhari (7053) and Muslim r -. 

(1849)] LUAV : cr ] ^ 

,(^AH) : ^ .(V > or) :^ oL-vJ : 

2703. It was narrated that Ibn jj^ _ ^J^C ftjbL CJjl^- -TV*r 
'Abbas (^) said: 'Umar bin al- ^ % b a , r 
Khattab came to the Messenger of ^ 0* 1 ^ - 
Allah and said: O Messenger ^uJjt ^ ^ £ ^ : J ii ^ ^ 
of Allah, I am doomed! He said: ; ^ ^ I ' ' ' , 
''What has doomed you?" He said: Jj^j ^ ^ J! 
I had intercourse from behind £\ Li> :J'J .liii 
yesterday. He did not reply, then *■ ' # 

Allah revealed this verse to His jUp S'J :J15 .i^-jCJl L ^-j cJ^- 
Messeneer: "Your wives are a tilth , , „ - , 

for you, so go to your tilth, when or ^ ^ J 

how you will" [al-Baqarah 2:223], # p^. f&I £jC $Ci> 
[The Prophet (^)] said: "From the « ^ ( if „ . . f 1 ^ 

front or from behind, but avoid the ^ (YYr :3 ^ J0 

back passage and the time of .nliUJlj 
menstruation/' 

Comments: [Its isnad is hasan] oi M : ff^" 

2704, It was narrated that Tbn ^ :Jli ^Lp ^ tfjb- -YV*i 
'Abbas said: The Messenger ( 

of Allah (gfe) went to one of his t^^e 0* t i_3\-fLJ* *LL* ^ J^>M 

daughters when she was dying. ^ : n \ f , -j. 
He bent over her and did not - ^ J ^ u v ^ ^ 

raise his head until she died. Then ^iy t ^ir^. ^ ; 
he raised his head and said: * * . - ' ' s„ > 1" a 

"Praise be to Allah, the believer is : uli ^ ^ cM 1 ^ 

fine; his soul departs from his ^>Jl t 4J iUJlw :Jljj t oh 

body whilst he is still praising , 9 ? # d ^ ^ , ^ ; 

Allah/'' - L *^°- y ^ ^ ^ t/" 

Comments: [A /ws^n hadecth] [THY :^ij].«Jjfjj£iijl 



2705. It. was narrated that Ibn >• u - j-.J ^ _ YVlfl 

'Abbas (4) said: The Prophet (fe) ^ ' , ^ 

passed by a group of the Ansar <j± J^'j^! ^j- 1 
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who had taken a pigeon as a 
target, and he said: "Do not take 
any animate being as a target/' 

Comments: [A saheeh hadceth] 



2706. It was narrated that Ibn 
'Abbas (4>) said: The Messenger 
of Allah (jfe) seated me on his 
mount behind him and Qutham 
in front of him. 

Comments: [Its isnad is da'eef\ 



2707. It was narrated that Abut- 
Tufail said: I said to Ibn 'Abbas 
(4*): Your people are saying that 
the Messenger of Allah trotted 
around the House and that it is 
Sunnah. He said: They are telling 
the truth and they are lying. I said: 
How arc they telling the truth and 
lying? He said: They are telling the 
truth, the Messenger of Allah (jfe) 
did trot around the House, but they 
are lying because it is not Sunnah, At 
the time of al-Hudaibiyah, Quraish 
said: Leave Muhammad and his 
Companions alone until they die 
like the worm that falls from the 
nose of an animal [an-naghaf, said to 
belittle a man and remark on his 
weakness]. When it was agreed that 
they would come the following year 
and stay in Makkah for three days, 
the Messenger of Allah (sg) came 
and the mushrikeen were watching 
from the direction of Qu'aiqi'an. 
The Messenger of Allah (%) said to 
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his Companions: "Trot around the 
House three times." But it is not 
Sunnah. I said: And your people 
say that he went between as-Safa 
and al-Marwah on a camel and 
that that is Sunnah, He said: They 
are telling the truth and they are 
lying. I said: How are they telling 
the truth and lying? He said: They 
are telling the truth, he did go 
between as-Safa and al-Marwah on 
a camel, but they are lying, because 
that is not Sunnah, The people 
would not stay away from the 
Messenger of Allah (^) and would 
not disperse from around him, so 
he went between [as-Safa and al- 
Marwah] on a camel so that they 
could hear what he said and could 
not touch him. I said: And your 
people are claiming that the 
Messenger of Allah (3^) trotted 
between as-Safa and al-Marwah 
and that this is Sunnah. He said: 
They are telling the truth. When 
the rituals were enjoined upon 
lbraheem, the Shaitan appeared to 
him at the place of sa'y and started 
to race with him, but lbraheem 
beat him in the race. Then Jibreel 
took him to Jamratal-'Aqabah, 
where a devil - Yoonus said: the 
Shaitan - appeared to him, so he 
stoned him with seven pebbles 
until he went away. Then he 
appeared to him at al-JamralaU 
Wusta and he stoned him with 
seven pebbles. And when he lay 
him [Isma'eel] down on his face - 
and Isma'eel was wearing a white 
chemise - he said: O my father, I 
have no other garment that you 
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may shroud me in except this, so 
let me take it off so that you can 
shroud ine in it. He started taking it 
off, when a voice called from 
behind him: "O Ibraheem! You 
have fulfilled the dream!" [as- 
Saffat 37:104,105]. Ibraheem turned 
round and saw a wide-eyed, 
horned, white ram. Ibn 'Abbas 
said: I re member we used to look 
for this type of ram (for sacrifice). 
He said: Then Jibreel took him to 
al-jamratal-Quswa, and the Shaitan 
appeared to him, and he stoned 
him with seven pebbles until he 
went away. Then Jibreel took him 
to Mina and said: This is Mina - 
Yoonus said: This is where the 
people halt, Then he took him to 
Muzdalifah and he said: This is a\- 
Mash'ar al-Haram. Then he took 
him to J Arafah - Ibn 'Abbas said: 
Do you know why it is called 
Arafah? 1 said: No. He said: Jibreel 
said to Ibraheem, 'Arafta (have you 
understood)? And he said: Yes. Ibn 
'Abbas said; Because of that it is 
called 'Arafah. Then he said: Do 
you know how the Talbiyah came 
about? He said: How did it come 
about? He said: When Ibraheem 
was commanded to proclaim the 
Hajj to mankind, the mountains 
lowered their heads for him and 
the cities were raised up for him, 
and he proclaimed the Hajj to 
mankind. 

Comments: [And the most of this report arc chains and evidences that 
strengthened by it.] 

2708. Abu 'Asirn al-Ghanawi 
said: I heard Abut-Tufail say... 

And he narrated a similar report, --J^ 1 ^ c~L_l : Jli ijlili 
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except that he said: So that their 
hands would not touch him. And 
he said: Then Ibraheem lay 
Isma'eel on his face. 

Comments: [It is a repeat of the 
previous report] 

2709. It was narrated from Ibn 
'Abbas (&) that the Messenger of 
Allah (%) used to teach them this 
supplication as he would teach 
them a soorah of the Qur'an. He 
would say: "O Allah, I seek refuge 
in You from the torment of Hell, 
and I seek refuge in You from the 
torment of the grave, and I seek 
refuge in You from the turmoil of 
the Dajjal, and I seek refuge in You 
from the trials of life and death." 

Comments; [Its isnad is saheeh, 
Muslim (590)] 

2710. It was narrated from Ibn 
'Abbas that the Messenger of 
Allah used to say, when he 
got up to pray in the middle of 
the night: "O Allah, to You be 
praise, You are the Light of the 
heavens and the earth. To You be 
praise, You are the Sustainer of 
the heavens and the earth. To You 
be praise, You are the Lord of the 
heavens and the earth and 
everyone in them. You are the 
Truth, Your promise is true, Your 
Word is true, the meeting with 
You is true, Paradise is true, Hell 
is true, the Hour is true. O Allah, 
to You I have submitted, in You I 
have believed, in You I have put 
my trust, to You I repent, by Your 
help I have disputed, to You I 
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refer for judgement. So forgive me 
my past and future sins, what I 
have done secretly and openly. 
You are the One besides Whom 
there is no other god." 

Comments: [Its isnad is saheeh, al- 
Bukhari (1120) and Muslim 
(769)] 

2711. It was narrated that Ibn 
'Abbas said: The sun was eclipsed 
at the time of the Messenger of 
Allah and the Messenger of 
Allah (^b) prayed and the people 
with him. He stood for a long 
time, almost as long as it takes to 
recite Soorat al-Baqarah. Then he 
bowed for a long time, then he 
raised his head and stood for a 
long time that was shorter than 
the first time. Then he bowed for 
a long time, that was shorter than 
the first time, then he prostrated, 
then he got up and stood for a 
long time, which was shorter than 
the first time. Then he bowed for 
a long time which was shorter 
than the first time. Then he raised 
his head and stood for a long 
time, which was shorter than the 
first time. Then he bowed for a 
long time which was shorter than 
the first time. Then he prostrated, 
then no sooner had he finished, 
but the sun became clear. He said: 
"The sun and the moon are two 
of the signs of Allah; they do not 
become eclipsed for the death or 
birth of anyone. If you see that, 
then remember Allah/' They said: 
O Messenger of Allah, we saw 
you reaching out to take 
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something when you were > j *t ,^ <>\-J^ ^"-f 

standing, then we saw you step - y - % ' . 
backwards. He said: "I saw 'p\ <iZ\jj ^Jai j\ jUi t^Gl 

Paradise, and I reached out to - - s , ' > , - , % 

take a bunch of grapes from it If I : J * ^ J ^ ^ j^: ^ <*UJl L^l 
had taken it, you would have h'J&l* : Jti ^ L : Jc? fl S*^ M 

eaten from it for as long as this , f . / * . " 

world remained. And I saw Hell, J\ V L ^ J| 

and 1 have never seen anything like . ^jy t £i jj^ o?; l' i ^jlJI ^illil 
what I have seen today. I saw that " ' j , „ , , f 

most of its people are women." *\A1i .«Ja» ^ ^* 

They said: Why is that, O Messenger [TTVi ■ J±>\ j 

of Allah? He said: "Because of their 

ungratefulness." It was said: Are ; ^ ,(>r<0 : ^ : gu*» 

they ungrateful to Allah? He said: (W) 

"They are ungrateful to their 

husbands and they are ungrateful 

for kind treatment. If you treat one 

of them kindly for a lifetime, then 

she sees something from you, she 

says, 'I have never seen anything 

good from you!'" 

Comments: [Its isnad is saheeh, al- 
Bukhari (29) and Muslim (907)] 

2712. Humaid bin 'Abdur- : J li ^'JL y_\ ^ tfjU- -^Y 

Rahman bin 'Awf narrated that g * < *f 

Marwan said: Go, O Rafi' - to his ^ 0^ ^ 01 ^ ^ 

gatekeeper - to Tbn 'Abbas and ^ j; 

say: If every man among us who t s ^ „ * \ ' t 

rejoices in what he has done and : <J^ $ J\ '£? l J L - V-*-* 1 

loves to be praised for what he t f ^ ^ ^ ^ ^ y 

has not done is to be punished, - fi ' > / " ' . - ^ 

then we will all be punished. Ibn i J^i ^ L*j -uJJ ol 

'Abbas said: What does this verse t y. * - 

have to do with you? This verse ^ ^ ^ ^ 

was revealed concerning the ^ t^U&LU jil ^ aJu UJl ^iij 



People of the Book. Then Tbn ^ ^ ^ ^ . . s , , - 

'Abbas recited: "{And remember) ^ ^ ^ V ^ ^ 

when Allah took a covenant from ^ ^ ^ ^^^i ^ 



those who were given the 
Scripture (Jews and Christians) to 
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make it (the news of the coming r . * , • >^.j \ ^ 

of Prophet Muhammad (fig) and ul) ^ U , * 

the religious knowledge) known ^ji j^jb y\ Jli} ( \ AA . UV 

and clear to mankind..." [Arimran ?T , ^ j,-- - - 

3:187], And lbn 'Abbas recited: a /^ ] J °Q J* % 

-Think not that those who rejoice ^ ^ • = 

in what they have done (or brought 1 ; 

about), and love to be praised for ^ '^/j ^! ^ 
what they have not done" [Al ' - ^ u > s . ^ - 
Tmran 3:188]. Then lbn 'Abbas ^ ^ ^ ' ^ r 

said: The Prophet (fe) asked them :f ,Uma) :^ 

about something and they 1 (TWA) 
concealed it and told him some- 
thing else, and they went out 
thinking that he thought they had 
told him what he had asked them 
about, so they praised themselves 
and rejoiced over what they had 
done by concealing from him what 
he had asked them about 

Comments: [Its isnad is saheeh, al-Bukhari (4568) and Muslim (2778)] 

2713. It was narrated that lbn ^ ^ u ^ _ tv ^ 

'Abbas (4*) said; The Messenger *' 

of Allah (^fe) said: "The first one {}. ^ ^ 

to deny something was Adam ; . . - . 

(**)/' He said it three times. - ^ ^ ^ ^ ^U?^ ^ ^ 

"When Allah created him, He _ p Jb^f y, Jjl» : ^ Jul J_^3 Jli 

wiped his back, and brought forth , ^ , , ^ * „ , 

all of his progeny and showed £^ ^ ^ <W ul _ ol> ^li 

them to him. Among them he saw ^ t ^ Jh-^^ 

a man with a bright, white face, . £ a 

and he said: 'O Lord, who is this?' l 4o ^ l »d f-W 

He said: 'This is your son : j ^ ^ >J :< jj .iJlS ifil :Jli 
Da wood/ He said: 'O Lord, how 



long will his life be?' He said: '^^ J* •^jh' 

'Sixty years/ He said: 'O Lord, j^ : r ^ >^ <- : \ ' x> -~ q[ ^ 

make his life longer/ He said: ° J \ J** ^ ^ ° - 

'No, not unless I take it from your aIJLp -jjl t ? J r^ Is? ^ Orf-ijl 

life/ So he gave him forty years „ ^ s - : - 

from his own life and Allah J - ^ ^ 

recorded that in a Book and the ,h j!Cj\ J£\ & c&. :JLi ^-/j j^l 
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angels bore witness to it. When He 
wanted to take his [Adam's] soul, 
he said: 'There are still forty years 
of my life left/ It was said to him: 
'You gave that to your son 
Dawood/ But he denied it. Then 
Allah brought forth the Book and 
established proof against him, and 
he completed it for Dawood as one 
hundred years, and He completed 
it for Adam as one thousand 
years/' 

Comments; [Hasan because of 
corroborating evidence] 

2714, It was narrated that Ibn 
'Abbas said: The Messenger 
of Allah (^) used to pray eight 
rak'ahs at night, and he would 
pray Witr with three rak'ahs, then 
pray the two rak'ahs. When he 
grew old, he settled with nine 
(altogether), six and three. 

Comments: [Sahceh] 

<y. ] iSj? ji 

2715. Ibn Hubairah narrated: 
Someone who heard it told me that 
Ibn 'Abbas (^) said: I heard the 
Messenger of Allah (sg) say: "Fear 
the three things that incur curses/' 
It was said: What are the things 
that incur curses, O Messenger of 
Allah? He said: "Relieving oneself 
in a place where people seek shade, 
in the road or in a pond/' 

Comments: [Hasan because of 
corroborating evidence; this is a 
da'eeftsnod] 



:Jli Il^N i^i^r :iJ 

a5L- SjljJ IfijU 4 ^4r'^ 

[ V Y V * 

jili ^ JLiI j is 

[T • \ ^ i^lj t r- • £ t YVi • ^1] 

l^i>U ; J ^jtt dJJl J^-i^ QjLa.^ : (Jj^j 
i t_jL*_i jL-*1 iJu&j ^j*"^ ' Z^J**^ 
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2716. It was narrated from Ibn 
'Abbas {&) that the Messenger of 
Allah (j^) was treated with cupping ^ t*Ua* ^ ^>! 1 ^ j^- ^ 



when he was in ihram. 

Comments: [Its isnad is sahceh, al- 
Bukhari (1835) and Muslim 



(1202)] 



2717. Ibn 'Abbas (4b) narrated ^1 j!l Llfj^- -YVW 
that the Messenger of Allah ^ , * , , 4 , 
said: "Jrbreel (^) taught me the ^ ^ ^ :JU ^ ^ 
Qur'an with one mode of recitation : ^1 -J ^ Jj| p 
but I asked him to recite it in r ^ ^ - 
another way and I kept asking him ^ J*j?T :JU 3g ^ 

for more and he taught me more, j-j m- U 
until he ended up teaching me , " t \ 

seven modes of recitation." ^rf^' o^" ^-^jiJ ^-^^1 

Comments: [Its isnad is sa/iee/i] [TTvo : /l>-Ij>] . f{ ^*>>^ 

2718. It was narrated that Ibn ^ : -YVU 

'Abbas (ufe) said: The Messenger of J, B tJ „ tt f \ f ^ 

Allah (s£) said: "The best number ^ 0* ^X^ 1 J* ^> J? ^ 

for companionship is four, the best : ^ ^ j_ J t h\ 

number for an expedition is four , / ' / ' s '\ 

hundred and the best number for ^^^^^ ^» : M ?1H Jj^O Jli 

an army is four thousand/' And * >>\ y >. ^ - - ;i S i ( 

the Messenger of Allah (ifc) said: ^ - ^ . 

"People will never be defeated due : «JW Jj^S <3tf j : Jli "*J>fi 

to being too few in number if their «^]( - * - ■ - : | | ■ X; M ' ufc Ui * ' 

number reaches twelve thousand." ^ J 0 J* x t * - if 

Comments: [i-fasan because of [T1AT 
corroboratine; evidence; this is a . , , , - , 

2719. It was narrated from Ibn ^ j-^j - ^ ^ „ rv ^ 
'Abbas (4k) that a man set out and - " # " ' ' % , 
two men followed him, and ^ if- j* ipi/JI j1* M 
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another man followed them, ,„s^ , „^ , ^ 

saying: Go back, go back, until he ^ 1 & * V 

sent them back. Then he caught : J^; ,Ui^t; j^ij 

up with the first man and said: / ^ . , „ , , ^ tf 
These two were two devils, and I : JUi J ^ Nl ^ r tl ~^ ^ 
kept on at them until 1 sent them J± ^ j^f -j ^uiki jjii J J 
back. When you go to the Prophet ,^ " ; f " ' , a ' 

(its), convey our salams to him ^j*^ ^ ^-r^ *■ L^^j 

and tell him that I am collecting . - ,->,- ,?f ^ ■. f- ^-n 

their zafcafl; if it was good for him v ' ■ ^ ; 
we would have sent it to him. .^)[ ^IZJi «J -£f^iv* 
When the man came to Madinah, 
he told the Prophet (afe) about 
that and as a result of that, the ^ Jjl J^ij JjLk 

Messenger of Allah (jg) forbade ' . 
travelling alone, [X 0 ^ : f^ 1 '?> UJl 

Comments: [Its isnad is su/iceh] .£^> «M ^r^ - 

2720. It was narrated from Ibn ^ . *• _ m , 
'Abbas (^) that the Prophet (3gg) ^ „ fc . , 
used to pray Witr with three 'J^r 0? 0* ^ l 1^ ^kj-^ 
(rak'ahs), reciting "SubbiTi ismo , ^ ^ . , yf - ^ «, 
Rabi7ifaiM7fl (Glorify the Name of ^ ^ ^ u V- ^ ^ 
your Lord, the Most High) [al-A'la fyj t^£Vi ^ 
S7]/'Qulya ayyuhal-kafiroon (Say (O <^^t " *r>-2_iL 
Muhammad to these Mushrikoon ^ U ^ ^ ^j^' 
and Kfl/zroon): O Al-Kafiroon (dis- [Tot ^ tYVl t T VV1 t YVY~ lYVYo 
believers)" [al-Kafiroon 109] and 

"Qu/ Huwallahu Ahad (Say (O 1 ^ ^ : ^-r^" 

Muhammad "He is Allah, .^yji 
(the)One)"[al-Ikhlasll2]. 

Comments: [A sahech hadeeth] 

2721. It was narrated that jj^^ & £jU ^ -YVY^ 
Fatimah bint Husain said: I heard ' ^ r , . t 
Ibn 'Abbas (4*) say: The Messenger if. Jj** ^ 0^ ^ ^ 

of Allah («0 forbade us to stare at : J ^ ^1 iltu U t -,1^ 

le P ers - \W , , 

Comments: [Its isnad is da'eef\ ?^ 61 ^ ^' U * : ^ j 
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2722. It was narrated that Ibn 
'Abbas (4) said: Whilst the 
Messenger of Allah (^) was in the 
house of one of his wives, he lay 
down his head and slept, and he 
smiled in his sleep. When he woke 
up, one of his wives said to him: 
You smiled in your sleep; what 
made you smile? He said: "I am 
amazed by people among my 
ummah who will travel by sea to 
face the enemy, striving in jihad for 
the sake of Allah/' And he said 
many good things about them. 

Comments: [Its isnad is da'eef\ 



2723. It was narrated that Ibn 
'Abbas said: When the Messenger 
of Allah (^g) wanted to set out on a 
journey, he said: "O Allah, You are 
the Companion on the journey and 
the Successor (the One Who guards 
them in a person's absence) over 
the family. O Allah, I seek refuge 
with You from burdensome 
travelling companions and an ill- 
fated outcome upon returning. O 
Allah, make the distance short for 
us and make the journey easy for 
us." 

Comments: [Hasan, because corro- 
borating evidence and its isnad is 
da'eef] 

2724. It was narrated from Ibn 
'Abbas that the Prophet 
turned to face Uhud and said: "By 
the One in Whose hand is my 



1^- f4J Jtt^ ^ ^-^^ 



0<UV) 



i(YVAA) 



J-a^ jilj OUp lliip- -YVYt 

'■'ft** --s * 
CS- 



Musnad of 'Abdullah bin al-' Abbas Jfa 577 



soul, 1 would not like Uhud to be 
turned into gold for the family of 
Muhammad and I spend it for the 
sake of Allah, and leave behind 
two dinars of it the day I die, 
except two dinars that I set aside 
to pay off debts, if there are any/' 
Then he died, and he did not 
leave behind any dinars or 
dirhams, or any slaves, male or 
female; and he left behind his 
shield which was being held in 
pledge by a Jewish man for thirty 
sa's of barley. 

Comments: [Its isnnd is qawi] 

2725, It was narrated from Ibn 
'Abbas that the Prophet (m) 
used to pray Witr with three (rak'ahs), 
reciting "Sabbihisma RabbikaUA'la 
(Glorify the Name of your Lord, the 
Most High) [al-A'la 87], "Qui ya 
ayyuhal-kafiroon (Say (O Muhammad 
(Sfe)) to these Mushrikoon and Kafiroon): 
O Al-Kafiroon (disbelievers)" [al- 
Kafiroon 109] and "Qui Huwallahu 
Ahad (Say (O Muhammad (^)): 
"He is Allah, (the) One)" [al-Ikhlas 
112], 

Comments: [Saheeh] 

2726* It was narrated that Ibn 
'Abbas (\&) said: The Messenger 
of Allah (^) used to pray Witr 
with three (rak'ahs).., and he 
narrated a similar report. 

Comments: [Its isnad is saheeh] 



2727. It was narrated that Ibn 
'Abbas (^b) said: The Messenger 
of Allah (#;) said: "Kill the one 
who does it and the one to whom 



t * r s t 1 X t 

[Y\<* cXvtr 



1^ Gjl^ -YVY* 



:MU liJii :^li 

[YVY * r^ij] .^iit 

;ju jj^ii ^; vliL i£U -yvy^ 



1 lil^ -YVYV 



Musnad of 'Abdullah bin al-'Abbas 578 



4* ^UaJI djul ait jduu* 



it is done/' referring to the action 
of the people of Loot "and the 
animal and the one who has 
intercourse with an animal, and 
the one who has intercourse with 
a mahram, kill him/' 
Comments: [Its isnad is da'eef 

because Ibn Abu Habeebah is 

da'eef I 

^ itf jj, j-^Jl L~j> 



Ob ^ £jj Jsj J£ ^ijJi) 

[YvrY : ^i] .il^ii 



2728. It was narrated that Ibn 
'Abbas (Jfe) said; When the Messenger 
of Allah (sg) sent out his army, he 
would say: "Go out in the Name of 
Allah, fighting for the sake of Allah 
those who disbelieve in Allah. Do 
not be treacherous, do not steal from 
the war booty, do not mutilate (the 
enemy slain), and do not kill 
children or those who dwell in 
hermitages (i.e., monks)/' 

Comments: [Saheeh because of 
corroborating evidence; this is a 
da'eef isnad because of the weak- 
ness of Ibn Abu Habeebah] 



2729, It was narrated that Ibn 
'Abbas (4*) said: The Messenger of 
Allah used to teach us in the 
event of fever or pain to recite: "In 
the Name of Allah the Great, I seek 
refuge with Allah the Almighty 
from the evil of a vein gushing 
with blood and the evil of the heat 
of the Fire." 

Comments: [Its isnad is da'eef like 
the previous report] 



[Yrn t mv ^ij] ji^^i 



i^ J <■ 



»L-i : 
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7230* It was narrated from Ibn ^ ^ ^ _ Yvr , 

'Abbas (*) that a platter of thareed - ^ ^ ^ • 



was brought to the Prophet (^) if *Lk£ j& il*-^ 

and he said: "Eat from the edges 
and do not eat from the middle, for 



the barakah descends in the ^tyy* ^ -J^ ^-^J iiJai 

middle/' 



Comments: [Its isnarf is /iflsan] 



[um 

2731. It was narrated from Ibn ^ll* ^jj -WYM 
'Abbas (&) that on the Day of * - * z s , , 
Sacrifice, the Messenger of Allah « ^ J >^ Jl ^ l 

was asked about a man who j| j^j jj^. ^ ^Jji ;^ 

shaved his head before stoning the , : ti " ^ gt 

Jamrah, or offered a sacrifice, and Jl ^ sP'i J 1 -? 1 '^j* 

other cases of doing one ritual ^ .jg Jj, Jlii fc ^fel3 
before or after another, and the J _ - 

Messenger of Allah (afe) would say: [U&V ^ <£>^- 

"No problem, no problem/' 

Comments: [A saheeh hadeeth; this * - 

is a /lasan zsnad] -*>~^ 

2732. It was narrated that Ibn Ui; $ -YVTY 
'Abbas (jfe) said: The Messenger ** ' ' , t ^ it 
of Allah (^) said: "Whoever you Ji Js** if Cf. ^ 
find doing the action of the 



people of Loot, kill the one who ^ 
does it and the one 
done/' 

Comments: [Da'eef] 



does it and the one to whom it is *>^-k-j ■ ^ J >lj JLi : Jli 
done/' 



{WW JjiUij 

2733. It was narrated from Ibn : Jli ^Li^Jl jlp &JU- -YVYT 

'Abbas (\&) that he said concerning ; , . 

the one who has intercourse with Ji ] ^j>f if if. ^ 

an animal: Kill the one who does it J< _tit • t<; rv- 'm , 

and the one to whom it is done. - 
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4* u*U*Jl £)i Ail I Ju£ jjiMui 



Comments: [Its isnad is daVefl 



2734. It was narrated from Ibn 
'Abbas that an Ansari man 
insulted one of the forefathers of al- 
'Abbas who lived at the time of 
Jahiliyyah, and al-' Abbas slapped 
him. His people came and said: By 
Allah we will certainly slap him [al- 
' Abbas] as he slapped him [our 
man], and they took up arms. News 
of that reached the Messenger of 
Allah so he ascended the 
minbar and said: "O people, who 
among the people of this world is 
dearest to Allah?' They said: You 
are. He said: "al-' Abbas is of me 
and I am of him, so do not revile 
our dead lest you offend our 
living." The people came and said: 
O Messenger of Allah, we seek 
refuge with Allah from your anger. 

Comments: [Its isnad is da r cef\ 

2735. It was narrated from 
Mujahid that the people were 
circumambulating the Ka'bah and 
Ibn 'Abbas (^) was sitting and 
had a crooked stick with him. The 
Messenger of Allah (^) said: "O 
you who believe! Fear Allah (by 
doing all that He has ordered and 
by abstaining from all that He has 
forbidden) as He should be 
feared. (Obey Him, be thankful to 
Him, and remember Him always,) 
and die not except in a state of 
Islam [as Muslims (with complete 
submission to Allah)]" [Al 'Imran 



i£U ^ j^j. jijj- -rvrt 

^ ^ o* ^ i£ j^i 

jX5 $ Ijiti ;Jlii ixjj 

:Jli .iJl «?Jdi Jl^ ^Vl 

v^i <r* ^ /\) tflU -two 

<W JO £3; -3j ^ 

^y^ 1 J? 0\ j}j 

ir^ ly* ^^4* j*jSm Jit 
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3:102]. [Then he said:] "If a drop . 
of Zaqqoom were to be dropped on 't 7 ^ ° * 

the earth, it would make the lives 
of the people of this world bitter, 
so how about those who have no 
food other than az-Zaqqooml" 

Comments: [Its isnad is saheeh according to the conditions of al-Bukhari and 
Muslim] 

2736, It was narrated from Ibn la^ ^ t£U -YVri 
'Abbas (4*) that the Messenger of ( 

Allah (afe) said: "There is no one <dr A* J o* 4 ii j! ^ ^ 

among the people who has not Uh ; j|j ^ Jj| JyVJ !j5 ^1 ^ 

sinned or thought of sinning, tf * ' ' ' 

except Yahya bin Zakariy a." JU jl tU*>-i ^Ul ^ ^ 

Comments: [Its ifwiwf is da'ecfl ■ .*£J] y Jj^> ^JJ t jjL^L 

[YYU iY<Ur 

2737. It was narrated that Ibn : juSll^ ^ ^ L£U -tvrv 
'Abbas (4) said: By Allah, the 
Messenger of Allah (%,) did not fast 



any month in full except Ramadan. ^ Jji J^i^ U Jjlj : Jli ^vl 

When he fas ted, he would fast until , , ^ - ' - - - /« - 

one would think, By Allah, he will fc f ^ 4 ^ " W ^ tIaS ^ ^ 

never stop fasting. And he would t ^ . J^'u, 

refrain from fasting until one ^ * s - 

would think, By Allah, he will ^ : jslijl ,>il lil 

neverfast. [mA ,^ . ^ 

Comments: [Its isnad is saheehj al- 

Bukhari (1971) and Muslim : f -^ w > : c BjU ^ ] 

(1157)] .(uov) 

2738. It was narrated that Ibn : ^* J\ ^ -YVrA 

'Abbas (vfe) said: The Messenger of t % \ " 

Allah (^) used to trim his moustache 0? 1 ^f* 0* ^' 

and your father Ibraheem used to ■ ; * J- ^ ft. \ ' xl < ■ 'm; l 5 ^ 

tnm his moustache before him. ' ^ 

Comments: [Its iW is da'eej] 'V^ l^^l* ^ 
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2739. It was narrated from Ibn - . Vmj ri a - w.m. 

'Abbas (*) that the Prophet («) " Wn 

said: "Do not boast about your iujji y _ ^JI^jlJI ^i; _ ^lIa 

forefathers who died during the V s : " f • ' ' 

time of Jahiliyyah, for by the One jl : /V ^ ^ 

in Whose hand is my soul, what J \j£ \/j>& V» 

the dung beetle rolls with its nose ^ ' s „ 

is better than your forefathers °— ^ ^ ^ ^'3* 
who died in Jahiliyyah." ^ fa] ^ *j£ , 

Comments: [Its isnad is sahcch] „ " * 

2740* It was narrated from Ibn tfi; : Jli ^ ^ -YVi« 

'Abbas (&) that the Prophet . f . , P r 

used to pray WiYr with three rotate. L ^ s* 1 j*? 

Comments: [Sa/ie^] jt ^"1 ^ ^j^l <>! J^ m 

2741. It was narrated from Ibn *f - ^ _ YVU 
'Abbas {%>) that a man said: O „ 

Messenger of Allah, is Ha// every ^ <.4U_- ^ U^-i ; JU 

year? He said: "Rather it is one r . v K p- :f 

Hz?/; required of each person. If I , , ' * * ' ^ 

said yes, it would be (obligatory) Jl^ 4^ J? :JUi ?plp ji ^AJl fc «jbl 

every year. ^ ^ : , 

Comments: [A snto?<?/i hadeetlr, this * ^ ' 

is a da'ee/ knflii] [Hir : Jl 

2742. It was narrated from Ibn & g*± :jLLijl ^ ^ _ WiT 
'Abbas (4b) that the Messenger of 

Allah (.gg) said: "I have been ^'r^ *^ ^ ^* 

given five things that were not \ft M ^ of vl 

given to any Prophet before me, y • ^ 

and I do not say that to boast. 1 H'j »Jj & Ll^- 
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have been sent to all people, the ^ ^ - * . , .^r ^Jj 'i 
red and the black; 1 have been tA3 ^ ' * ' 

supported with fear the distance ^J^JL. -i^j ujjj/Ntj ^ANl 

of one month's travel; war booty f > ^ . tf */ 

has been permitted to me, and it ^ J^" ^ ^ 

was not permitted to anyone 1 li>J^ J viJuij ^ 

before me; the earth has been , ; ^ , 

made a place of prostration and a t^U^J' ^4^0 

means of purification for me; and [T Y 0 ^ . , j ^ ^ ^ sj 
I have been given the (blessing of) ^ ; - 

intercession, but I have delayed it ^\ \±*j : gtj^ 

for my ummah, and it will be for ^ . 

those who do not associate 
anything with Allah, 

Comments: [Hasan; this is a da'eef isnad] 

2743. It was narrated from Ibn ^ ^ ^ _ mr 
'Abbas (4) that the Prophet s ( - ' / , ^ 
looked at Uhud and said: "By the 01 t>! 1 if ^ if 

One in Whose hand is the soul of , - : * , . -, - j{ : .v. : =, 
Muhammad, I would not like u - ^ ' - - 

Uhud to be turned to gold for the lit! oi ^ 

family of Muhammad and I , ^ , y % ^ 
spend it for the sake of Allah, f> : ^ Jr ^? ^f 1 ^ 

then on the day I die I have two v/j t o> j-l*} 

dinars left of it, unless I have set / . , ^ " /, _ . ^ " , , 

them aside to pay debts." Then he 0^ : J 1 * 

died and he did not leave behind ^ ^ ^ ^ ^ 

dinars or dirhams, or male or 
female slaves; he left behind his < 

shield which was held in pledge [tv\£ 
with a Jewish man for thirty sas 
of barley. 

Comments: [Its isnad is saheeh] 

2744, It was narrated from Ibn ^ ^ ^ ^ _ YVU 
'Abbas (4*) that 'Umar entered ^ * 

upon the Messenger of Allah (^), ^ : c^C : ^ U 

when he was lying on a reed mat ^ ^ 3 «j - . . ^ > 

that had left marks on his side, *** ^ y ' ^ ^ rj 

and he said: O Prophet of Allah, Jt 'J\ jl* ^t^- yi} <lU 

why don't you have furnishings . . ; * - _ 

L u 1 r , un , 1 Lil > J t-OJl ( v ^ 

that are more comfortable than & t ' - 
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this? He said; "What do I have to ^ „ . ^ . , , 

do with this world? The likeness ^ U " — ^ J U : 
of me and this world is that of a - ; ^ 3^ ^ t uJlji 

rider who travels on a summer * , ; ^ 0 

day, then seeks shade beneath a Jt e^*^ J^-^ t^iLi 

tree for a while during the day, ~r 
then he moves on and leaves it." " ^ J C J 

Comments: [Its isnad is sfftofe] : ^ 

2745. It was narrated that Ibn 
'Abbas (&) said: The Prophet (^) 
fought an enemy, and he did not ^.t* y\ j* ^ J^U £jU 

finish with them until he delayed * f . 1 1% s * « 

VUr until after its time had ^ J ^ Sfe ^ : <-^ 

passed. When he realized that, he M JVj UJu , l^J 3 ^ ^1 
said: "O Allah, those who kept us - s , tf 
from the middle prayer, fill their j* :JU 

houses with fire and fill their * ^ • >: m rr.,: r . ,* 

graves with fire/' and words to ~ ^ r 

that effect [o<n :^1J .iiji <ljU 

Comments: [Its I'snad is sn/w/f] -Cr" »->M 

-lit 6 ' /!, was " a " ated that Ibn iOpj ^Ji & l&i -rvfi 

Abbas (^) said: The Messenger of ^ „ 

Allah prayed Qunoot every 0* l ^!)U lL ; l^ : J^tf 

day for an entire month, at Zu/*r, ^ f M '1 > - 

7W,M^nb, Wander, at tte * ^? ^ * 

end of every prayer. When he said, 1 ^>^ l J ^ j-a^j * ji^t ^ 
"Sami'allahu Hman hamidah" in the 



final rak'ah, he would pray against 



them, against a clan of Banu J? 0"*Y/^KJ1*^ ^ 5JJ T ^ :JU 

Sulaim, against Ri'l, Dhakwan and • t * " r . .,. 5(1 

Usayyah, and those who were , " - . > 

behind him would say Ameen. He <*^r**j ^'Jij Jij JS ,^1^ 

sent (envoys) to them, to call them tt iV * mi V*f 

to Islam, and they killed them. Jl ^ ft' ^ ^ ^ 

'Affan said in his hadeeth: And ^ *J U 

'Ikrimah said: This was the 'Jj. - ■ ,c , r - ^ n-^ ^m- 

beginning of Qunoot ; J 

Comments: [Its (SH^d is sa/iee/i] -Cr" 6,5 : giy*" 
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2747. It was narrated from Ibn 
'Abbas (40 that the Messenger of 
Allah (jg) forbade every animal 
that has fangs and every bird that 
has talons. 

Comments: [Its isnad is saheeh, 
Muslim (1934)] 



2748. It was narrated from Ibn 
'Abbas that the Messenger of 
Allah (g§j) used to say: "O Allah, 
to You have 1 submitted, in You 
have I believed, in You have I put 
my trust, to You have I turned in 
repentance, with Your help have I 
fought my adversaries. I seek 
refuge in Your glory - there is no 
god but You - from Your sending 
me astray, for You are the Ever- 
Living Who does not die, but jinn 
and men die," 

Comments: [Its isnad is saheeh, al- 
Bukhari (7383) and Muslim 
(2717)] 

2749, It was narrated that Ibn 
'Abbas (&) said: Dimad al-Azdi 
came to Makkah and saw the 
Messenger of Allah and some 
young boys were following him 
(Dimad). He said: O Muhammad, I 
am suffering from possession. The 
Messenger of Allah (%) said: 
"Praise be to Allah, we seek His 
help and forgiveness, and we seek 
refuge with Allah from the evil of 
our own selves. Whomsoever 
Allah guides, none can send astray 
and whomsoever He sends astray, 
none can guide. I bear witness that 
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there is no god but Allah alone, 
with no partner or associate, and I 
bear witness that Muhammad is 
His slave and Messenger/' He said: 
Repeat these words to me. Then he 
said: I have heard poetry, geomancy 
and sorcery, but I have never heard 
anything like these words. They are 

so 'eloquent that they are like the >>~ ^ y ^ ^ ^ ^ 
middle of the sea (in beauty). And I c > , , ^ , u > * 

bear witness that there Is no god but ^ M J^-lj *J JU* J*1^U .<J_^jj 

Allah, and 1 bear witness that ^ „ - #: - - f 

Muhammad is His slave and ^ - * 

Messenger. He became Muslim, and ^ ;Jlj JUj tjjij 

the Messenger of Allah said -"*'-• -k, * * - * 

when he became Muslim; "On l ^ ^ ^ * i^ 1 

your behalf and on behalf of your ■ iy £ t S^Gj * iLi 1*1* 

people?'' He said: Yes, on my , „ _ „*,'.. 

behalf and on behalf of my people. '^JV ^ ^ 

Then after that an expedition of [VYVo '^1] 

the Prophet's Companions passed 

by his people, and some of them .(a^a) ;^ .^w» ^L^l 

took something from them, a 
vessel or something else. They said: 
This is from Dimad's people; give 
it back. So they gave it back. 

Comments: [Its isnad is saheeh, Muslim (868)] 

2750. It was narrated that Ibn i-jiiji i^. '] \^ -rv©« 



'Abbas said: Ummul-Fadl, the 

daughter of al-Harith brought J> 4^ f 1 ^ 1 0? ^ ^S^ 1 

Umm Habeebah bint 'Abbas and - jjl ^ ■/ j^i l^U- 

put her in the lap of the Messenger ? , / ' ' 

of Allah and she (the child) ft 'Jli ^l!* ^1 

urinated. Ummul-Fadl snatched . ^ . "*{ , i-n , -u 

her up and smacked her between t ■■ > y \ > ' - sr 

her shoulders, then she took her t cJlli ijgg M dy^j ^r^r ^ IjrJL^y 

away. The Messenger of Allah (5^) . y £ > £ ] 

said: "Give me a cup of water." 0* ™ r 'lH 1 r U^-b 

And he poured it over the spot jji t l^Jiii 

where she had urinated, then he ' , fi , ( ^ ^ 

said: "Pour water over the urine * ^ ^ & ^ 
[on the ground]." 
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Comments: [Its isnad is da'eef] , _ . , ,;, , f - - ^ 

[Mr 



2751. 'Ikrimah the freed slave of : ^ j u ' - '^U _ YV <^ 

Ibn 'Abbas (&) said: Ibn 'Abbas * _ , , ^ " s , 

said: I prayed beside the ^4^' ^ J> ^ : ^'3 

Prophet 'A'ishah was behind - £f .V^f 

us, praying with us, and 1 was * ' \ . , . 

beside the Prophet (^g), praying c-i^ Jli :J^ 

with him. .,„„ * .» ...... 

Comments: [So/iee/i, because of ' , * > ' s e ""' , 

corroborating evidence; this is a (j^' 5^ 



2752. It was narrated that Ibn ^ gjj. l&i -Yv*Y 

'Abbas (4*) said: The Messenger of * 

Allah forbade ambiguous y? 1 J* ^ ^5 ^ 



sales. Ayyoob said: Yahya explained 
ambiguous sales by saying: Ambi- 



Jj^-J Jfr ; J^ ^ Jr^J 



guous sales include selling what the .'^t-lj] £ft ^JJ 1 

diver is going to bring up, selling a t ' 

rebellious slave, selling a lost camel, : J ii i /J^\ JJ*1 'jS'j :J,^l Jli 
selling what is in the wombs of s 
flrt'tfrn animals (camels, cows, sheep), ^ ^ J> M 

selling metal that is still in its rock, yji\ 1? uL)l ^Jl £j iJl 
selling what is in the udders, unless > ' 

it is measured out. V 1 ^" j^ 1 ^LiVl jjk! ^ 

Comments: [Sa/i^/i because of ^UjVi J> U j^Jl ^ .ojUUJ! 

corroborating evidence; this is a ' ' ' w ^ * 

da'eef isnad] ■ JrN ^! 



^ oi^H^ ; ^ fi -* ^ ^L^i IJlaj ta^jj ^>w? : 

2753. It was narrated that Ibn f - ; ;, : . *..f 

Abbas (4b) said: I saw the Messenger -\ - ^ 

of Allah (^) prostrating with his : JL» $ t^^l iJU^I 

arms held away from his body, and , J * > ^ 

I saw the whiteness of his armpits. *^ - ' - ^ J " J 

[U'o i^-ij ^l; 
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^5* ^UaJI ^>J 4JJ1 .lit '*■-*■ * 



Comments: [Saheeh because of 
corroborating evidence] 

2754. It was narrated that Ibn 
'Abbas (4^) said: The talbiyah of 
the Prophet (^) was: "Here I am, 
O Allah, here I am. Here I am, 
You have no partner, here I am. 
Verily all praise and blessings are 
Yours, and all sovereignty, You 
have no partner." 

Comments: [Saheeh because of 
corroborating evidence; this is a 
da'eef isnad] 

2754. It was narrated that Ibn 
'Abbas (4b) said: Some cheese was 
brought to the Messenger of Allah 
during a military campaign 
and he said: "Where was this 
made?" They said: In Persia, and 
we think that there is something 
from maitah [an animal that was 
not slaughtered properly] in it. He 
said: "Stick the knife in it, mention 
the Name of Allah and eat." 

Comments: [Hasan because of 
corroborating evidence; this is a 
da'eef isnad] 



2456. It was narrated that Ibn 
'Abbas said: 'Umar came to 
the Prophet (gg) when he was in a 
storage room of his and said: 
Peace be upon you, O Messenger 
of Allah, peace be upon you, may 
'Umar come in? 

Comments: [Its isnad is saheeh] 



■j^! ^ |J -Ajjlj gy -c£J 

J\ dLp l£U \s'ylS tijJ* -YVot 

*id ^Li id» Li; cJi5 

i^Zs\j iu3i h\ *Id shs iL -j7 i ^' id 

[Y£*£ i^lj] .ill iL^i V.il&lj iiJ 

;uuu> ^Ijwj] l*L»j 'Dj^aJ ^t->w? ! j^*v 



j£ CJj£ -YVeo 

[ Y * a * r^ij 



h-jj-Ji jU^| IJl*j HjJtJ >- ! ^>^*v 

^ _ ^Jl £:U :i>d £:U -YUn 

^ >*j ^ ^ Jj ^ 
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2757. It was narrated from Ibn 
'Abbas {&) that the Prophet (gg) 
said: "If you have a dispute 
concerning the road, then make it 
seven cubits, then build, and if 
one neighbour asks another to let 
him use his wall {as a support), he 
should let him do so/' 

Comments: [Saheeh because of 
corroborating evidence; this is a 
da' eef isnad] 

2758. It was narrated that Ibn 
'Abbas (&) said: When the Prophet 
(^) conquered Makkah, he stayed 
there for seventeen days, praying 
two rak'ahs [in the obligatory 
prayers that are four rak'ahs for one 
who is not travelling]. 

Comments: [A saheeh hadeeih; this 
is a da' eef isnad] 

2759. It was narrated from Ibn 
'Abbas who attributed it to 
the Prophet (#,); "If a man's slave 
woman bears him a child, she 
becomes free when he dies." Or 
he said: "after he dies." 

Comments: [Hasan; this is a da'eef 
isnad] 



■ Y<W :^|] rj£ ^4 

[YYY 



£ db-i lL*j^ :Jiit t£U -Yvav 



p^-Jj jl fljU- JLi /^j * p t 

J>) J* ^kj^ liop- -YVsA 

^ flif ^ ^jjl ^ LlJ :Jli 

c^oa :cr ij JL*:;^ 

^ Qj^ tfl^ -yvM 



[YVTV ,Y<U • ; ^l] 



2760. It was narrated that Ibn — 
'Abbas (&) said: I saw the / 
Prophet praying in a single : J ^ 



Gi^ -YW 



Musnad of 'Abdullah bin al-' Abbas & 590 



garment, wrapping himself in it 
protecting himself in it from the , 
coldness or heat of the ground. **J> ^JjJlI JL ^ lAj,^ 

Comments: [Hasan because of Vy ^ Y . n 

corroborating evidence; this is a <-* y 

da'eef isnad] 



.>L_*] IjlAj 0 * ^Hj^ 

^j^—^-j tJai^Jl f- ^j^t --^ij 



2761. It was narrated from Ibn J,\ '^y> 

'Abbas (\&) that a Bedouin came , v a s ^ „ 

to the Prophet and spoke 0* tU A 0* ^> j! 4^ ^ i( > 

eloquently and the Prophet (%) t ^ Jj £br ^ 

said: "In eloquence there is (an \ ' s ' " 

impact like that of) magic and in o[» ^Jl JU* t 

some poetry there is wisdom." ^ ^ ^ ^ \ ^ ^ 



Comments: [Sfl/jee/j because of 

corroborating evidence] [Y £ Y t : ^r^j] 

2762. It was narrated that Ibn tf!U i^—p ^ ^U^J 
'Abbas said: A group of , ^ t p * 

Quraish gathered in the Hijr and t0Uip ^ ±? 0* ui 

swore an oath by al-Lat and al- -j^ ^ ^ i J^r J> +^ "if 
'Uzza, and by Manat the third / " ' ' V- • * 

one, and Na'ilah and Isaf, J* ^ VUl jj 

[saying]; If we see Muhammad, ^ t ^ 

we will go to him as one man, " \ - 

and will not leave him until we £ij _>J ^5^3. ^S^ 1 

kill him. Then his daughter _ f r * ^ 

Fatimah ($,) came weeping, and " V < ' 

entered upon the Messenger of i^UU Si c-iJu .ill* i*jUJ jUi 
Allah and said: These people e 6 , , „ # , t > s ' 
of Quraish have swom an oath ^ ^ ^ U ^ ^ 

against you, that if they see you, : jjtf ^ ^ 

they will come to you as one man #J , , , ^ . f , , 

and kill you, and there is no one ^ IjOjUj -Li ^ 

among them who will not have a ^ t idl I^U t iijl^ 

share in your killing. He said: "O / / ' ^ a ^ 

my daughter, bring me water for ^ J lr? ^! J^J 

wudoo ' !' Then he did wudoo' and 



entered upon them in the mosque, 
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and when they saw him they >- „ . , . 

said: Here he is. Then they : ^ ^ 

lowered their gaze, i.e. fell asleep, ^U^i .jUjLjd l^i^ , b > U 

and their chins sunk onto their i > > - f 

chests. They stayed where they ^ t p-*jj- L i ^ 

were and did not look up at him, • ■ t- y * , - . > r: . . . 

and the Messenger of Allah ~ r , , \, J 

came and stood over them. He #1 «JJI <-J^j 

took a handful of dust and said, , j-..; . r r s - 

"May these faces be made ugly!'', ^ ^ > ^ b ^ 

Then he threw it at them and no jL «^jJI c^Lin : jUi ^13 

one was hit by that dust but he : r ♦ ♦ „ > > , ^ ' 

was among those who were slain - ^ ^ t 

as /cfl/ars on the day of Badr. ,\'j\5 j'x f >: sU^ ^i>jl 

Comments: [Its isflnd is hasan] r ^ £l 

2763, Ibn 'Abbas (&) said: 1 was :jL^l -J Jj^ ti'jS. -YVir 

seated behind the Prophet on s , ' 

his mount and he said to me: "O ir^ ^ '■ 0? ^ 0* ^V Vl 

boy, T will teach you some words: ^ , V ' w , s , . 

be mindful of Allah and Allah ^ ^ ^ ^ 

will take care of you; be mindful ^ Jlj ; J Li £U ^iIp 

of Allah and you will find Him in " ; 



front of you; if you ask, ask of <• J>\ ^ ■ J± JUi 

Allah and if you seek help, seek ^ ^ ^" 



help from Allah. The pens have 

been lifted and the pages have ^UJI jbu dJU \l\ .jjiuJ 

dried. If the nation wanted to e \ t t< * / 

benefit you with anything that ^ ^c-li^l 

Allah has not decreed for you, MJ, ^ mJ t ^ ^ t >^, 

they would never be able to do " ■ - • 1 

that, and if they wanted to harm J^j ^ JJl j^J dl;^ 

you with anything that Allah has * ^ [ / ^ - 

not decreed for you, they would ^ J ° J ^ J cc^Lk^l U 

never be able to do it u iLl ^fc 
Comments: [A saheeh hadecth] 
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2764. It was narrated from Ibn *• - *- "-i-m " " rf^- -rv^i 
'Abbas (*) that the Messenger of * * } ^ f 
Allah used to go out to pass J> m 4^ ^ **rfJ : ^ 
water, then he would wipe his \~ *y -•*Ji - V ' 
hands with dust. I would say: O ^ r-> 'C^ 1 ^ Jb 
Messenger of Allah, water is close ^Jl ^ t^i^- J* 

to you. He would say: ''How do I \ ^ s , 

know? I may never reach it." On d{S ^ ^ l J ^ 01 

another occasion Yahya said: I J^j U : j/li tUJl 

was with the Messenger of Allah .* „ - . ; „ ? T, ~ . * 

(£0 and he went out and passed ^ ^ ^ : ^ £UJt ^\ 

water, then he did tayammum, and 1 > - — t ■ *\\u* ** < 'u* U **A*\ 

it was said to him; Water is close ^ . , . £ . " / 

to us. Jt^ <-i-^* ttUJl jl^iU l ^ fJJ ^ 

Comments: [Hasan] [Y^ U : .Z^J L :3 

2765. It was narrated from Ibn -jy ^ >■ ^ _ mo 
'Abbas (&) that the Prophet (gg) # . • * ^ ^ 
offered five prayers in Mina. 1^ t^S^Jl t^iJ-^l iJjS ^1 

Comments: [Its isnad is sa/w/t] J^, ^ ^1 j{ J,\ ^ , *\. 

[TV- igj-lj] .J~oljLi 



2766. The Messenger of Allah - ^ ^ ^ _ YV ^^ 
was optimistic and not super- 

stitious, and he liked good names. ^' /^) <V 

Comments: [Sstofr because of t ^L£ JiUS jIll Jy^j OK :JU 

corroborating evidence; this is a ^ 

dfl'ee/ rsnsd because Laith bin [TVYA ^^-Ij] p^-^J V^.? 
Abu Sulaim is da'eefl 

2767. It was narrated from Ibn ^ _ YV1V 
'Abbas (^) that he saw 'Abdullah ^ ^ " • , . 

bin al-Harith praying, and his hair ^4^; ^j^Jl j> jy^ J?±>- '-ji-^j 

was braided and tied up at the , • . . , . 

back. He went and started to ^ ? ^ ^ ^ 

undo it, and he did not object to ^4 ^ V- 
that. Then (when he finished 
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praying) he turned to Ibn 'Abbas - ~* ^ > - ^ , \ >- 

and said: What do you have to do : JUi ^ ^ cP 1 ? > ;i J 

with my hair? He said: I heard Jj| j ^3 Jj^, Jl ;Jli t^V/j JjJ U 

the Messenger of Allah (^e) say: * s J > > 

"The likeness of this one is that of J^- 4^ 4 lji R B : J J^ M 
a man who prays with his hands [Y ^ r tTW . ^ 

tied behind his back." ^ ^ ^ J 

Comments: [A saheeh hadeeth] Ji-^j -(*^> -f ' ^.j^ 

2768. It was narrated from Ibn : Jli jj-li- ^J> k>j\ju> — YV1A 
'Abbas (4) that the Prophet (afe) ^ . ' //> ' ^ ^ 

said: "Avoid drinking from green If 0? 

glazed pitchers, gourds and : jj ^\ ^ & 

varnished jars; drink from water- 6 . t' '* ' * ^ V , r , - 

skins." tcj)Jlj ^ \y'j^> 0' 

Comments: [A Sflte/i hadeeth and t T1»V ."uliUl ^ ^'ji-lj 

its ismid is da'eef\ " ~' ' 

[u *n : 

2769. It was narrated that Ibn ^U^J £!U lijUJ tfjb- -YVH 
'Abbas said: The Muslims , „ % . 

wanted the Byzantines to prevail & ^ & "r=f' If 

against the Persians, because they ;Jij J] J, x*z. 

were people of the Book, and the ^ , * \ ,'\ t ' „ (' '\~\> 

mushrikeen wanted the Persians to f- 3 ^ 1 o\ oj^n j^J-^ 1 

prevail against the Byzantines, ^ h\Sj jtf li!S' * Vjli 

because they were idol-wor- w - ^ ; " 7^ J 0 

shippers. The Muslims mentioned '('./P 1 J* S*^" ^ ^j?^ 

this to Abu Bakr, and Abu Bakr * v cV.*;. . vf 

mentioned that to the Messenger of ^ - / - - ^ - J ^ 

Allah and the Messenger of ^ 5L1 JjUi /ii 

Allah (ab) said to him: "They will : ^ , 

certainly be defeated" Abu Bakr *°r^ r+l UU ^ ^ 

mentioned that to them and they £5 j^i : iyui ^fc jh ^ ^iii 

said: Let us set a deadline: if they , , — . , ^ / / . f ^ 

prevail, you will have such and liS ^ 015 1 °l* 

such, and if we prevail, we will ^ ^ ^ ^ ^ 

have such and such. So they set a u , \ t 

deadline of five years, but they did 1 ^ lr^~ r4~? 

not prevail Abu Bakr mentioned 
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that to the Prophet (jfe) and he 
said; "Why didn't you make it 
within ten years?" - Sa'eed said: 
Less than ten years -. Then the 
Byzantines prevailed after that. 
That is what Allah said: 

1. Alif-Lam-Meem. 

2. The Romans have been defeated 

3. In the nearest land (Syria, Iraq, 
Jordan, and Palestine), and they, 
after their defeat, will be victorious. 

4. Within three to nine years [ar- 
Room 30:1-4]. 

And the Byzantines were defeated, 
then they prevailed after that, "The 
decision of the matter, before and 
after (these events) is only with 
Allah, (before the defeat of the 
Romans by the Persians, and after 
the defeat of the Persians by the 
Romans). And on that day, the 
believers (i.e. Muslims) will rejoice 
(at the victory given by Allah to the 
Romans against the Persians)" [ar- 
Room 30:4]. He said: The Muslims 
will rejoice at the victory granted 
by Allah. 

Comments: [Its isnad is saheeh] 

2770, It was narrated from Ibn 
'Abbas (■&) that the Messenger of 
Allah (ag) said: The Prophet (ag) 
said: "Two believers met at the 
gate of Paradise, a rich believer and 
a poor believer, who had been in 
this world. The poor man was 
admitted to Paradise and the rich 
man was detained for as long as 
Allah willed, then he was admitted 
to Paradise, where he met the poor 
man who said: O my brother, what 



Jii^ : Jli _ » jjjji l>/> Jli _ 
:JU (,jX> ^LSXk- fc fj^ s4W 

tK* # 

y^. O ojL-jlif 



bb J* 3* J 

fcSt?Ji ^Ji J^li ^cjJi 
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kept you? By Allah, you were 
detained so long that I feared for 
you. He said: O my brother, I was 
detained after you (moved on) in a 
terrible, harsh way, and I could not 
reach you until I sweated so much 
that if a thousand camels who had 
all eaten a bitter plant drank it, 
they would be able to quench their 
thirst from that sweat. 

Comments: [Its isnad is da'eef] 

2771. It was narrated that Ibn 
'Abbas (40 said: The Messenger of 
Allah (j^) forbade gourds, green 
glazed pitchers, hollowed-out 
stumps and varnished jars, and he 
forbade mixing dates once they 
begin to ripen (balh) with unripe 
dates that have begun to take on a 
red or yellow colour (zahzv). I said: 
O Ibn 'Abbas, what do you think 
about a man who makes his nobeedh 
in his green earthenware jar that is 
like a bottle, and he drinks it at 
night? He said: No, refrain from 
what the Messenger of Allah (jgg) 
forbade to you. 

Comments: [A saheeh hadeeth; this 
is a da'eef isnad] 

2772. It was narrated that Ibn 
'Abbas (&) said: The Prophet (jte) 
came, after he had been ill, and 
circumambulated the House on a 
camel. He had with him a crooked 
stick, and every time he passed by 
it (the Black Stone), he touched it 
with it, When he had finished his 
tawaf, he dismounted and prayed 
two rak'ahs. 
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Comments: [A saheeh hadeeth; this - . ,. , , ; 

is a rf/i ee/ tsnad] ' t <-* «- -jr 

2773. It was narrated that Ibn ^ >• ^ -TVVr 

'Abbas (&>) said: The Prophet '"^ . 

said: "No man should lie with y? 1 0* ^ tiJU^ ^ Ji^i 

another man (under the same > Mn . ^ , * h v . " n r ,^ 

cover) and no woman should lie ( -- t - 

with another woman (under the • ,*'*\yj\ sl^Ul ^ ji^JI J>-^ 

samecover)." [tavy 
Comments: [A saheeh hadeeth] 



2774- It was narrated that Ibn ^ .jjj, - ^ ^ _ rm 
'Abbas (&) said: When the prohi- '~ r ^ 



bition on alcohol was revealed, they ^ if- i-lJU-- J^J^-] 

said: O Messenger of Allah, what i j|j jj^] * * : J'" llj -JlS Cp 

about those who have died and who C r 1 /*^ f • 

used to drink alcohol? Then the h?'j£t °<Sj lyU jJJl tUJl J_^j U 

verse was revealed: "Those who ^ *" ^-v 

believe and do righteous good ^ ^ > :cJ> ,^J1 

deeds, there is no sin on them for J\ Ci ££i IjLij 

what they ate (in the past)..." [ai- ' ' 

Ma'idah5:93], [Y ' AA ^";H^ :^U0 ^ 

Comments: [Saheeh because of jLrf j . 

corroborating evidence and its ' " 

ismwf is da'eefl ^ ^ ^ 

2775. It was narrated that Ibn ^ J^rM -TVVo 

'Abbas (&) said: When the qz'Ma/i , , iy . . 

was changed, it was said: O y*^> y? ! '^^r* 0* 

Messenger of Allah, (what about) t Jj, C :JJ StiJl cJ)i 

those who died and who used to , _ > ~ * / a ; f 

pray facing Jerusalem? Then the ^! 0>Uej ^ lyU 

words were revealed: "And Allah ^ ( ^ u ^ ? ^ 

would never make your faith f 

(prayers) to be lost (i.e. your prayers O iV : *^Jl) 4^^! C^" * 0 / ^ ) 

offered towards Jerusalem)" [al- r -. 

Baqarah 2:143]. : ^^ J 

Comments: [Saheeh because of ^-L**J> _>t_J ^r*»-* •gts*-* 

corroborating evidence and its ^ ^ <^ 

liriffd is da'eefl 
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2776. It was narrated that Ibn 
'Abbas (40 said: The Messenger of 
Allah (^) used to pray Witr with 
three (rak'ahs), reciting "Sabbih 
isma Rabbikal-Ala (Glorify the 
Name of your Lord, the Most 
High) [al-A'la 87], "Qulya ayyuhal- 
kafiroon (Say (O Muhammad (^)) 
to these Mushrikoon and Kafiroon): 
O Al-Kaftroon (disbelievers)" [al- 
Kafiroon 109] and "Qui Huwaliahu 
Ahad (Say (O Muhammad 

"He is Allah, (the) One)" [al-lkhlas 
112], 

Comments: [A sajieeh hadeeth] 

2777. It was narrated from Ibn 
'Abbas (4>) that the Messenger of 
Allah (^) said: "I have been 
commanded to prostrate on seven 
bones: the forehead, - and he 
pointed to his nose - the two 
hands, the two knees and the 
toes, and not to tuck up my 
garment or hair." 

Comments: [Its isnad is saheeh, al- 
Bukhari (809) and Muslim (490)] 



2778. Abu Nad rah narrated: Ibn 
'Abbas (Jfe) was on this minbar 
and he said: The Messenger of 
Allah (^) sought refuge with 
Allah following every prayer from 
four things. He would say: "O 
Allah, 1 seek refuge with You 
from the torment of the grave; O 
Allah, I seek refuge with You 
from the torment of Hell; O Allah, 
I seek refuge with You from trials 
and tribulations {fitan) both visible 
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and invisible; O Allah, I seek 
refuge with You from the fitnah of 
the one-eyed liar (the Dajjal)." 
Comments: [Its isnad is saheeh] 



2779. It was narrated from Tbn 
'Abbas (\&) from the Prophet (sg); 
"Whoever is killed striving to 
ward off an injustice done to him 
is a martyr/' 

Comments: [Saheeh because of 
corroborating evidence; but it is 
munqati' (interrupted)] 



2780. It was narrated from Ibn 
'Abbas (&) that the Prophet (#,) 
sent his letter to Chosroes with a 
man and instructed him to give it 
to the ruler of Bahrain, and the ruler 
of Bahrain gave it to Chosroes. 
When he read it, he tore it up. He 
[the narrator] said: I think Ibn al- 
Musayyab said; The Messenger of 
Allah (^) prayed against them, 
that they would be utterly torn 
apart. 

Comments: [Its i&nad is saheeh] 



2781. It was narrated that Ibn 
'Abbas (4*) said: I prayed behind 
the Messenger of Allah (jg) and I 
saw him holding his arms away 
from his body, and I saw the 
whiteness of his armpits. 

Comments: [Saheeh because of 
corroborating evidence] 
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2782, It was narrated from Ibn 
'Abbas (4b) that when the 
Messenger of Allah (sg) halted at 
Marraz-Zahran during his 'umrah, 
news reached the Companions of 
the Messenger of Allah (sg) that 
Quraish were saying: They have 
no energy because they are so 
lean. His Companions said: How 
about if we slaughter some of our 
mounts, and eat their meat and 
drink its broth, then tomorrow 
when we enter upon the people, 
we will have some energy? He 
said: "Do not do that; rather 
gather what you have in your 
sacks/' So they collected it and 
spread it out on leather mats, then 
they ate until they were full, and 
each of them took some to put in 
his sack. Then the Messenger of 
Allah (^) set off and entered the 
mosque, then he sat near the Hijr 
and uncovered his right shoulder, 
then he said: "The people should 
not see any sign of weakness in 
you." Then he touched the Corner, 
then he started (tawaf) and when he 
disappeared from sight after the 
Yemeni corner, he walked until he 
reached the corner where the Black 
Stone is. Quraish said: They are not 
content just to walk; they are as 
lively as gazelles! He did that in three 
circuits, and it was Sunnah. Abut- 
Tufail said: Ibn 'Abbas told me 
that the Prophet (^) did that during 
the Farewell Pilgrimage. 
Comments: [Its isnad is qawi] 
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2783. It was narrated that Ibn 
'Abbas (4») said: A beautiful woman 
used to pray behind the Messenger 
of Allah (^). Some of the people 
would go forward to stand in the 
front row so as not to see her, and 
some would lag behind to stand in 
the back row, and when they 
bowed they would look from 
under their armpits. Then Allah 
revealed concerning her the words: 
"To Us are known those of you 
who hasten forward, and those 
who lag behind" [al-Hijr 15:24]. 

Comments: [Its isnad is da'eef and 
its matn (text) is munkar 
(objectionable)] 

2784. It was narrated from Ibn 
'Abbas (4e) that a Jewish woman 
gave the Messenger of Allah (gg) 
some poisoned mutton. He sent 
word to her, asking: "What made 
you do what you did?" She said: I 
wanted, if you were a Prophet, that 
Allah would tell you about it, and 
if you were not a Prophet then I 
would have rid the people of you. 
When the Messenger of Allah (^) 
felt any pain because of that, he 
would be treated with cupping. On 
one occasion he travelled, and 
when he entered ihram, he felt 
some pain because of that and was 
treated with cupping. 

Comments: [Its isnad is saheeh] 

2785. Katheer bin 'Abdullah bin 
'Amr bin 'Awf al-Muzani narrated 
from his father, from his grand- 
father, that the Messenger of Allah 
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faSs) allocated to Bilal bin al-Harith : .„ , • , . T ' ,,, 

al-Muzani the mines of al- ' - ' - ^" ; ^~ 

Qabaliyyah, both the upper and ^JL^ ^4^3 ^.jj^j : 
lower part and where the land is , , *_ „ ■ £ . * - ■ ■ 

suitable for cultivation, and he did j> ?H ^ y-^ ^ t J -^ 

not give him anything that <>*^V^ ^-V ^ ^~3 

rightfully belonged to any Muslim. ^ * ^ ^ 
And the Prophet (383) wrote a ' , , . - 

document for him: "In the Name of jaU^ oUapl t^ji 1 - 4-0^' 0? 
Allah, the Most Gracious, the Most , ; , „ > wr , s , : „ tf ? . ^ 
Merciful. This is what Muhammad C - ^ -v- - * 

the Messenger of Allah has given 8 ^3 lr? 

to Bilal bin al-Harith al-Muzani: he 

has given him the mines of al- ^ : £i>-" 

Qabaliyyah, both the upper and ^ V ^nj { r. ] 

lower part, and where the land is 
suitable for cultivation, and he has 
not given him anything that 
rightfully belongs to any Muslim/' 

Comments: [Hasan because of corroborating evidence; this is a da'eefistmd] 

2786. A similar report was >; ^ ^ _ YVM 
narrated from Ibn 'Abbas from * 

the Prophet (^e). y, Ji^l ^ Jr f*3 If. jy ; ^ 

Comments: [Hasan because of . r & '\ .i ^ SiiS" > $Z 

corroborating evidence; this is a - " ' ^ ' \ 

da'eefisnad] <jfJl 

^ i^a. ; .ii.^? ^j-jjI jjI iw^a-n-ff l-L*j lo^JJ ^ — ?- '. 

2787. It was narrated from Ibn . ^ ^j^- ^ _ yv av 
'Abbas (v^>) that the Messenger of , * . - - 0 . 
Allah and his Companions If ^ ^ J* _ j!* ^ _ 
did 'IWi from Ji'ranah; they ^ Jj, 5] : ^ v *l ^ , ^ J 
trotted around the House three t , . ^ * ^ ' ^ 
times and walked four times. ^-r—^ 4 ^^3*^ Ir? Ij^-^i <uU^lj 
Comments: [Its isnod is qawi] [\ Y T • : ^ lj] . L^jl IjJjj t LS\i 

2788. It was narrated from : ^ \L : 1- - YVAA 
'Ikrimah, from Ibn 'Abbas (<&>) \ , t . , 

that the Messenger of Allah {m) ^^LUl ^ 0* _ 
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said; "Let him give a dinar in ^ s f 

charity, and if he cannot find a : JU ^ ^ ^ : ^ ^ 

dinar, then half a dinar ." JJ ^ 

Comments: [Sflfcctf/i mawqoof; this is 



a da'cefjiddan isnad] 



11 



2789. It was narrated from Kuraib :^L^l SjlS ^ iull £:U - YVA^ 
that Ummul-Fadl bint al-Harith sent ; '/ . p ( " , ^ 
him to Mu'awiyah in Syria. He said: - ^ a^t - J^^i 

So I came to Syria and did her _ fr*- f "t \- - > ■ - 9 A 

errand, then the month of Ramadan \ ^ -\ 
began when I was in Syria, and we 4o^' ^ J-^ 11 f ' ol : 

saw the new moon on the night ^ * 

before Friday. Then J came to \ ' \ * - 

Madinah at the end of the month ^lIjl Wj tilJiV, {j± Ji^lj * L^l^ 
and 'Abdullah bin 'Abbas asked -/ • " , t ^ > - > > % . 

me about the new moon. He said; ^ r t *" A * JI ^ J V ^> 

When did you sec the new moon? I ^ M & , J 

said: We saw it on the night before s ' . pfi _ \ / . , ' ^ ; > 
Friday. He said: Did you see it? I ^ :JL ^ t(J: M ? 

said: Yes and the people saw it and ¥ £f; ^Jl : jui ^ : JJi* 

fasted, and Mu'awiyah fasted. He 

said: But we saw it on the night tlj^Lij ^IJI X/j : Jjj 

before Saturday, we will carry on ^ ^ i ^ > d; ^ j. ^ 

tasting until we complete thirty t ' ' / ' - 

days or we see it [the new moon of : cJU* j\ y^yi JS- Jljj 
Shawwal]. I said: Is not the sighting ^ . - f . , „ lt ... . T ^ 
and fasting of Mu'awiyah sufficient ' ' J - J 

for you? He said; No; this is the j^i 
command of the Prophet (^). " ; 
Comments: [Its isnad is s^te/i] * AV ^ : f ^jv^ ojL^I :gj^J 

2790. It was narrated from Ibn J^U^l U^-l : Jll -Yv^* 
'Abbas (4) that the Prophet fe) = ^ 
said: "If Allah wills good for a ^ ^' Jt ^ ^ 

person He gives him knowledge ^ ffi ^ t ^ ; ^ - _j 
and understanding of religion/' - V ' tf 

Comments: [Its is snftce/i] ' V* Jl J ^ ^ ; v' 



Musnad of Abdullah bin al-'Abbas 4* 603 



& ^UuJt All I jJlc JJuUi 



2791. It was narrated that Ibn 
'Abbas (vfe) said: The Messenger 
of Allah (ig;) used to turn right 
and left in his prayer without 
twisting his neck. 
Comments: [Its isnad is sahceh] 



2792. It was narrated from Ibn 
'Abbas (&) that the Messenger of 
Allah (gt) and his Companions 
did 'Umrah from Ji'ranah, and 
they wrapped their r/Ws (upper 
garments) under their arms. 
Yoonus said: And they threw (the 
ends) over their left shoulders. 

Comments: [Its isnad is qawi] 



2793. It was narrated from Ibn 
'Abbas (^to) that Quraish said: 
Muhammad and his companions 
have been exhausted by the fever 
of Yathrib, When the Messenger of 
Allah came in the year he did 
'umrah, he said to his Companions: 
"Trot around the House three 
times to show the mushrikeen your 
strength/' And when they did that, 
Quraish said: They are not 
exhausted by it. 

Comments: [Its isnad is saheeli] 



2794. It was narrated from Ibn 
'Abbas that the Messenger of 
Allah (sfe) said: "Jibreel took 
Ibraheem to Jamratal-'Aqabah, 
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where the Shaitan appeared to 
him; he struck him with seven 
pebbles and he sank into the 
ground. Then he took him to ah 
Jamratal-Wustet, where the Shaitan 
appeared to him; he struck him 
with seven pebbles and he sank 
into the ground. Then he came to 
al-Jamratal-Quswa [the furthest 
Janirah] where the Shaitan 
appeared to him; he struck him 
with seven pebbles and he sank 
into the ground. And when 
Ibraheem wanted to slaughter his 
son Ishaq, [the latter] said to his 
father: O my father, tie me up so 
that 1 will not shake, lest my 
blood come on you when you 
slaughter me. So he tied him up, 
but when he took out the blade 
and wanted to slaughter him, a 
call came from behind him: "O 
Abraham! You have fulfilled the 
dream" [as-Saffat [37:104,105]. 

Comments: [Its isnad is da'eef] 

2795. It was narrated from Ibn 
'Abbas (4*) that the Messenger of 
Allah said: "The Black Stone 
came from Paradise and it was 
whiter than snow, until the sins of 
the people of shirk turned it 
black/' 

Comments: [Its isnad is da'eefl 

2796. It was narrated from Ibn 
'Abbas that the Messenger of 
Allah said: "The [Black] Stone 
will be raised on the Day of 
Resurrection with two eyes with 
which to see and a tongue with 
which to speak, and it will testify 
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for everyone who touched it with 
due respect/' 

Comments: [Its isnad is qawi] 

2797. Abdullah bin 'Uthman bin 
Khuthaim told us... and he 
mentioned [a similar report] 
except that he said: 'The Rukn 
(Corner) will be raised" 

Comments: [A saheeh hadeeth] 

2798. It was narrated that lbn 
'Abbas said: "I was commanded 
to use the miswak, until I thought 
that Quran or Revelation would be 
sent down to me concerning it." The 
Prophet 33$ said that. 

Comments: [Hasan because of 
corroborating evidence; this is a 
da'eef tsnad] 

2799. It was narrated from lbn 
'Abbas (A) that the Prophet (#55) 
used to recite in Fajr prayer on 
Friday, Alif-Lam-Meem Tan zee I 
(Soorat as-Sajdah) and Hal atp 
'alal-insan heenun minad-dahr 
(Soorat al-Insan). 

Comments: [A saheeh hadeeth] 



2800, It was narrated from 
Shu'bah, the freed slave of lbn 
'Abbas: When lbn 'Abbas did 
ghusl in the case of janabah, he 
would scoop water with his right 
hand onto his left and wash it seven 
times before putting it into the 
vessel. On one occasion he forgot 
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how many times he had scooped 
water onto his hand, so he asked me 
[Shu'bah]: How many times did I 
scoop water? I said: I do not know. 
He said: May you be bereft of your 
mother! Why don't you know? Then 
he did wudoo' as for prayer, then he 
poured water over his head and 
body. He said: This is how the 
Messenger of Allah (5^) used to 
purify himself, i.e., do ghusL 

Comments: [Saheeh because of 
corroborating evidence] 

2801. It was narrated that Ibn 
'Abbas (Jfe) said: When Allah, may 
He be glorified and exalted, 
revealed the words, "And warn 
your tribe (O Muhammad of 
near kindred" [ash-Shu'ara 
26:214], the Prophet went to 
as-Safa and climbed it, then he 
called out, "Ya $ahahah\" (a cry of 
alarm). The people gathered 
around him; some men came 
themselves, and others sent envoys 
(to find out what was happening). 
The Messenger of Allah said: 
"O Banu 'Abdul-Muttalib, O Banu 
Fihr" and so on (calling each clan). 
"Do you think that if I told you 
there was a cavalry at the bottom 
of this mountain, wanting to attack 
you, would you believe me?" They 
said: Yes. He said: "1 am a warner to 
you ahead of a severe punishment." 
Abu Lahab said: May you perish for 
the rest of the day! Did you call us 
only for this? Then Allah, may He 
be glorified and exalted, revealed 
the words: " Perish the two hands of 
Abu Lahab (an uncle of the Prophet) 
and perish he!" [al-Masad 111:1]. 
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Comments: [Its JSKflrf is saheeh, al-Bukhari (4971) and Muslim (208)] 

2802. It was narrated that Ibn j\ ^ ^ ^ -YA«Y 

Juraij said: 'Ikrimah the freed slave ; ' . , . ^ , , > 
of Ibn 'Abbas told me that Ibn ^ £ :JU 
'Abbas told him; The Prophet (^) ^ ^| ^ ■ -| : ^ ■ 

shared out some sheep among his , /' t * ^, ' „ 

Companions on the Day of :J1J J ^l 1 ^ 1 J ^ T>' ^ 
Sacrifice and said: "Slaughter ^ ifiw>IiJ U^Si" 

them for your 'Umrah, for they ' fi s 

will be sufficient for that/ 7 And ^ l ^ ^ 

Sa'd bin Abi Waqqas got a male 
goat. 

Comments: [Its isnad is saheeh] 



2803. It was narrated from Ibn gfc >j, fa & - ya ♦ V 

'Abbas (^) that he was riding >4 ' ^ a 

behind the Prophet who said: ^ ^ >^ ^ 

"O young boy, shall 1 not tell you ^ ^ ^ tf- .^-^ ^ £ jj _ 

of some words by which Allah - 

may benefit you?" I said: Of J[ _ ^r-^ f""™* 
course. He said: "Be mindful of . - ? t * r * .f 

Allah and He will protect you. Be * ' y ' * 

mindful of Allah and you will find ki^-U* fa _Lp jil ^^l^J ^ iU* ujj^-} 
Him in front of you. Acknowledge ^ ^ - ^ 

Him at times of ease and He will 'u* - <^ ^ aA ^ JJ ^ - 

acknowledge you (and help you) at jl^.^Jl 1^5 ^ ^Uj li^J ^ Alp 
times of hardship. If you ask, ask of ' . . " , „ . o . 

Allah; if you seek help, seek help L ^ ^T^* ^ L C * ^ y"^ 3 ^ 
from Allah. The Pen has been lifted ' ^ y m : ^ _ ^ri- ^1 ^ 

with regard to what will be, so if all ' ; „ % tf * , & 
of mankind wanted to benefit you ^ ^ ^ J ols : Jli -01 ^ ^ 
with something that Allah has not jj^j ^ _ ^ ^ * j _ ^ ^ . 
decreed for you y they will not be ^ tv 3 
able to do it, and if they wanted to : ^* ' aJI 

harm you with something that fa ^ fa ^ B .jj- 

Allah has not decreed for you, they 

will not be able to do it. Know that ^j*> J* £\ 

there is a great deal of good in ,r ' ^ j^J tv£ j^ ,5^, ; 

patiently bearing what is disliked, * - 
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victory comes with patience and 
relief comes with distress and with 
hardship comes ease," 
Comments: [A sahceh hadeeth] 



2804. it was narrated that Ibn 
'Abbas (Jk) said: I came with some 
boys of Banu 'Abdul-Muttalib, 
riding a donkey, when the Prophet 

was praying. We let the donkey 
loose to graze in front of him, and he 
did not interrupt his prayer. And 
two young girls of Banu 'Abdul- 
Muttalib came racing, and the 
Prophet separated them, but 
he did not interrupt his prayer. 
And a lamb fell in front of him and 
he did not interrupt his prayer. 
Comments: [A hasan hadeeth] 

2805. It was narrated from Ibn 
'Abbas ($o) that one of the wives of 
the Prophet (%) did ghusl following 
janabah. Then the Prophet (^) 
came and did ghusl with her left 
over water. She said; I did ghusl 
from it. The Messenger of Allah 
fe) said: "Nothing makes water 
najis (impure)/' 

Comments: [Saheeh because of 
corroborating evidence] 



Ijiljl \X^r ^ JUJI d\ $ t*J>\S £ 
JUU-I^ Oj-J* ^ ^ 

\1\ ±1* :JLi ^fc J, 

4 ,j^r v-^ 1 it f^j 

Jai^-j t^Li: jjE tLLjl!! ^Iji 
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2806. It was narrated that Ibn 
'Abbas said: The Messenger of 
Allah {^) said; ''Nothing makes ^ ^ J> 
water najis (impure)/' 

Comments: [Saheeh because of 

corroborating evidence] [Y W * : ^r'j] - H \>^ 

2807. A similar report was J> Jli -YA»V 
narrated from Ibn 'Abbas (Jfe) ( ^ \ _ , 

Comments: [Shaykh Ahmad Shakir " ' 0 ^ ' - 

said: This is an explanation of ^ ^ ^ li^iU 

the previous zsn/u/] " 

.jjUi ^b^.^J jL iJu : jSU juj-I ^jJ) JLs : 

2808. It was narrated from Ibn ^1 '. J~i> ^ M ili GiJb- -YA*A 
'Abbas <&) that the Prophet , \ . ,T - >~ H t 
said: "'UmrflJi in Ramadan is ^ ^ ■ ^ ^ «^ ^ & 
equivalent to Ha;;'." Jjl^ dLJ^j J I'JS* :JL5 ^Ijl 

Comments: [A sabee/j hadeeih; this rv Vrt . , ^ A t* - 

is a da eef isnaci] (- ' 

2809. A similar report was ^ ^ Jji ^ -YA-S 
narrated from Ibn 'Abbas (\&) *" ' , ^ # , 
from the Prophet (58s). J>. ] J* ^ £l>— 

Comments: [A saheeh hadeeih] .JiL ^ ^Ijl 

2810. It was narrated that Sa'eed ut' „ ;5 .. 

bin Abil-Hasan said: A man came ^ ^ ^ ^ ~ ' 

to Ibn 'Abbas (4*>) and said: O j£ t 3^-^! If) „ 
Abul- Abbas, I am a man who - ^ , . - : /• < 
makes these images. What do you J! t>J ^ :JL * ^ l J ^* 

advise me with regard to them? J\ d ^ : jjl 

He said: Come closer. So he came , " " 

closer, and he said: Come closer. tj^Jall ^jj-^J' 
So he came closer, until he placed ■ jtf £, ^ ' . ^ 
his hand on his head. He said: I ' \ " - 

will tell you what I heard from Q J^- ^ VJjj oil 

the Messenger of Allah (jfe). He 
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said: "Fvery image-maker will be 
in the Fire, and every image he 
made will be given a soul and 
will punish him in Hell/' If you 
must do that, then make trees and 
that which has no soul. 

Comments: [Its isnad is saheeh, 
Muslim (2110)] 



2811. It was narrated that 
Yazeed bin Hurmuz said: Najdah 
wrote to Ibn 'Abbas {Jfc), asking 
him about five things. Ibn 'Abbas 
said: People are saying that Ibn 
'Abbas is corresponding with the 
Harooriyyah (i.e. the Khawarij). 
Were it not for (fear of) concealing 
knowledge, I would not have 
written to him. Najdah wrote to 
him (saying): Tell me, did the 
Messenger of Allah (gg) take 
women on campaigns with him? 
Did he give them a share (of the 
booty)? Did he kill children? At 
what point is an orphan no longer 
considered to be such? And about 
the khiimuz - who is it for? Ibn 
'Abbas wrote to him saying: The 
Messenger of Allah (#^) did take 
women on campaigns with him 
so that they might treat the 
wounded, and they were not given 
any share, but they were given 
something from the booty. The 
Messenger of Allah (^) did not 
kill children, so do not kill children, 
unless you have knowledge such as 
al-Khadir had about the boy whom 
he killed, so you kill the kafir and 
leave the believer. And you wrote 



M ^ V ^Jjl JJ^-U l-^U jj 
,[rr<\l : J±u\ 3 t Y^Y * :gr\j] 

^jtyipjJi 0^ -ujU LiJ>- -YAH 

4jLLJ ijJ^ SJs :Jli jiyb 

LjuiJ lii : SjA; jlll .411 1 

c~i5j ^j^j i^lfcll jis 
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and asked me when the orphan is ^ , . -\ ' ,l ' - " ' 

no longer considered to be such, 1« ^ ^ .^U jtf t?r JJ 

Indeed, a man's beard may grow ^j, ^ ,^S\ CSi ^ iit 

but he may still be incapable of i, ^ & , 

getting his due from others, but ^ ^ ^ lU <0l £5 

when he can look after his affairs rvflM vw* i i 

, 111. -L'"i i iTTi 3 /*->'jJ 

like other people, then he is no { - 

longer regarded as an orphan. And .( \aU) > , c.^ : 

with regard to the khumus and who ' 

it is for, we used to think that it 

was for us, but our people have 

denied it to us. 

Comments; [A sahech hadeeth, Muslim (1812)] 

2812. It was narrated from - : ^ k^-rAU 

' Abdullah bin 'Abbas (*) that ^ ' " , . s 

when the Messenger of Allah (ag) ^ ^jj 1 ^ {j* '■i^UJ' ^ 
got up to pray in the middle of the ,i f.. -, , ^ : f . . r,, - 

night, he would say: O Allan, to f ^ ^ . . 

You be all praise; You are the Light : JjZ < jiil <-*yr jt s^aAJI <J! f ^ 1^1 
of the heavens and the earth and all \ *'\' > ' - a% > ° m ' T * * v 
that are in them. To You be all ->> ^ l t ^ U>JI ^ 

praise; You are the Sustainer (and ^ oil t jlUJI jJUj .yj ^j^C* 

Maintainer) of the heavens and the tf a ^» ' 

earth and all that are in them. To ^ ^ y>J ^j^j ol^HM 
You be all praise; You are the Lord — ^y,- ol>LUl ^ ^ t iUJl 
of the heavens and the earth and all „ > ^ ' > , , f ' . 
that are in them. To You be praise; ^J^ 1 ^ t-xLCJt Jl'j 

You are the Truth, Your word is ^-w- *- - rui-r £ --u l - -u 

true, Your promise is true, the i 

meeting with You is true, Paradise ill j^JJl ^LUij jC 
is true, Hell is true, and the Hour is 
true, O Allah, to You I submit, in 

You I believe, in You I put my iOj t J^U?U- jjj) 
trust, to You I repent with Your ^ . ■ - 

help I dispute, and to You I refer '^> l J ^ J > u fc 

for judgement. So forgive me all ^, a, t ^jj jj| 
that I have done and all that is ' " ' ' 

remaining, all that I have done in ' £fr [ j\ 

secret and all I have done openly. 

You are my God, there is no god C * a M 

but You/' 

Comments: [Its isnad is saheeh, Muslim (769)] 
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2813. It was narrated from Ibn 
'Abbas (4) that the Prophet 

used to pray on a small mat of '-^^ ^3 m -xL^\ Alpj 



palm fibre. 

Comments: [Sa/ieeft because or 

corroborating evidence] [T i Tl : J-^i 

2814. It was narrated from Ibn £\<£ j;\ ^ :^^J1 jl^ l£U ~YAU 

'Abbas that the Messenger of is s 

Allah said: "Some poetry is ^ : ^*^ O^ 1 0* 

wisdom and some eloquence is ^ ^ ^ * : ju <g* M J - 

magic." - ' ' \ 

Comments: [Sa/i^/r because of ,[T 4 Y * ^ ^ 



corroborating evidence] 



2815, It was narrated from t juJLl ^ j^-^ -tA^o 
'A'ishah and Ibn 'Abbas that * * a , ,1 t 
the Prophet {^) delayed tazvaf on ^ ^ ^ l 
the Day of Sacrifice until night. .jdji J) ^1 ^ >l ^ ^jjl 

Comments: [Its /snarf is da'eej] r 

L T 1 1 T ; ^-IjJ 

2816. It was narrated from Ibn :^ — ^ ^ _ YAn 
'Abbas (&) that the Prophet (gg) # , ' . - 

said: "May Allah curse the one J* _ Jy^ ^j) o?' ^ _ 

who offers a sacrifice to anything ^ ft, ^ w ^ ^ ^ - 

other than Allah. May Allah curse 0 , . , , „ X ' 

the one who changes the boundary ^=0"^ p ^ ^ ^ ^ c ^ l ^ £^ 

markers. May Allah curse the one . , . A. . - 

who pushes a blind man off the ^ J ^ ^ ^ ^ J^J 

road. May Allah curse the one who yi> ^ ill I ^iJ} .JjJIj ^ v iLi 
reviles his father. May Allah curse > - - , „ „ , 

the one who claims to belong to L W & J** <djl ^ 
someone other than his masters. ^3 r ^ - ^j, ^jj 

May Allah curse the one who does * - , 

the action of the people of Loot, [\AWo : ^Ij .ni,^ ^ j^i. ^ 

may Allah curse the one who does 
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the action of the people of Loot; 

may Allah curse the one who does ^ * 
the action of the people of Loot," 

Comments: [Its isnad is jayyid; its men are the men of as-Saheeh] 

2817. It was narrated that Ibn - ^ - J- ^ _ YAW 

'Abbas (4^) said: The Messenger of / * ' 

Allah (sfe) forbade blowing onto o^^v** ^ "^..^ ^ If- 1 J^l 1 ^! 



food and drink. 
Comments: [Its isnad is saheeh] 



.^i^Jij f i^i ^ Jin 

2818. It was narrated from Ibn - t ^ - - ^ ^ ^ _ TMA 

'Abbas (4) that the Prophet ^ , / 

said; "No man who believes in o*. cr* ^ ^^r^ 

Allah and His Messenger hates V. ^vj s ' . - ^ . ^ , ^ . 

the Ansar but Allah and His ]7 ' _ ( ^ ' 

Messenger will hate him." ^ ^ajjl Vj j\ t<J^jj JjL 

Comments: [Its I'swad is sate/?, al- 
Bukhari (3783) and Muslim (75)] 



.(VO) 



2819. It was narrated that Ibn 
'Abbas (4*-) said: The Messenger of 
Allah (*fe) said: "On the night 

which I was taken on the Nieht *, , 

Journey, the next morning I was in " f ? 1 <r* r 

Makkah and I was in a state of c^Al^lj ^ ^^11 in 015 lL ; » : ft. 
shock, for I knew that the people s s * ^ > , - 

would not believe me." He sat on 01 

his own away from the people, 9 ^ : ju X> *^ JJUi a^kl 
feeling sad. Then the enemy of ' , , . ' „ ' * "\, 

Allah Abu Jahl passed by him; he ^[ lA*r ^ " -J4^ ^ l J-^ 
came and sat close to him and said ^ otf Ai 'L^r'-'^ ij ji£ 

to him, like one who is mocking: ' " \ ' - tf 

Did something happen? The ^ * ( ^ B ?il J>^3 J 1 ^ 

Messenger of Allah (fe) said: . ^r.f.. . .} 

"Yes.- He said: What was it? He J } ^\ ^ 

said: "\ was taken on a journey last cJw>I ^ : JU ^ jl» : Jli 
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night/' He said: Where to? He said: 
"To Baital-Maqdis (Jerusalem)/' 
He said: Then you found yourself 
among us this morning?! He said: 
"Yes." He [Abu Jahl] did not show 
that he did not believe him, for fear 
that he might deny what he said if 
he called the people to come and 
listen to him. He said: Do you think 
if I call your people that you will 
tell them what you told me? The 
Messenger of Allah (^r) said: 
"Yes," So he said: Come, O Banu 
Ka'b bin Lu'ayy. All the people 
came to him and sat with them 
both, and he said: Tell your people 
what you told me. The Messenger 
of Allah said: "I was taken on a 
journey last night." They said: 
Where to? He said: ''To Baital- 
Maqdis (Jerusalem)/' They said: 
Then you found yourself among us 
this morning?! He said: "Yes." 
Some of them clapped (as a sign of 
disbelief) and some put their hands 
on their heads in astonishment at 
what they thought to be lies. They 
said: Can you describe the mosque 
to us? Among the people were 
some who had travelled to that 
land and had seen the mosque. The 
Messenger of Allah (s&) said: "I 
started to describe it, and I kept 
describing it until I reached a point 
where I was not sure. Then the 
mosque was brought whilst I was 
looking on, and it was placed 
closer (to me) than the house of 
'Iqal - or 'Uqail - and I described it 
whilst I was looking at it, and I 
described things 1 had not 
remembered/' The people said; As 



a s_ jUi :jli 'ij^jw :JU J^t 

Jj^y jj ■ JL* t^jj -Coy Lio 

*iZ Jl* :J\i rj\ Jl ^ 

^jisJLJ *^t^J J^ 

jb jjj i-T^" ^'3 t^JL^J L 

.(wo 
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for the description, by Allah he is 
right." 

Comments; [Its isnnd is sahcch, al-Bukhari (3886) and Muslim (170)] 



2820* It was narrated that Ibn 
'Abbas said: The Messenger of 
Allah said: "When Pharaoh 
said T believe that none has the 
right to be worshipped but He 
(Allah) in Whom the Children of 
Israel believe' [Yoonus 10:90], 
Jibreel said to me: 'O Muhammad, 
if only you could have seen me 
when I took some mud of the sea 
and stuffed it into his mouth lest he 
attain mercy/" 

Comments; [Its isnad is da'eef] 



J* > r 1 C 



2821. It was narrated that Ibn 
'Abbas (4*0 said: The Messenger of 
Allah (j^) said: ''On the night on 
which I was taken on the Night 
Journey (Isra'), a beautiful fragrance 
came to me. I said: 'O Jibreel, what is 
this beautiful fragrance?' He said: 
'This is the fragrance of the 
hairdresser of Pharaoh's daughter 
and her children/ I said: 'What is 
their story? 7 He said: 'Whilst she 
was combing the hair of Pharaoh's 
daughter one day, the iron comb fell 
from her hand and she said, 
"Bismillah (in the Name of Allah)." 
The daughter of Pharaoh said: "My 
father?" She said: "No. My Lord 
and the Lord of your father is 
Allah/' She said: "I will tell him 
about that." She said: "Yes/" So she 



"V $ <L^0 Jli lU» <dJl 



-I Jj 



-1: 



[XY-r :^] 



*2 L^l I 



:^§ .JJ1 u^ij 



JVJ :JLi 

:Jli V LgiLi Uy :cii :Jli jdijSjlj 

-jj Oli 0"j£- Jt CjI iaJL.*J t^j 
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told him and he summoned her and c. * ._ ' 

said: "0 So and so, do you have a 
Lord other than me?' J She said: .Jjl J>j :vUli ^js^ 

"Yes, my Lord and your Lord is ,,j { ; : - * f ■ 



Allah/' He ordered that a cow- 



shaped vessel made of copper be ^ jl : iJ cJli t L^i li^Njlj ^ ^li: 
heated up, then he ordered that she * . , . .„„ lt : ( 
and her children be thrown into it, ' ' 

She said: "I have a request to make jjJ} r^ei C*^" ^' V- 5 ^ 

of vou." He said: "What is your ( : -,.r - 

request? She said: I would like my - " f ' * " ; ^ 

bones and my children's bones to be IjiJU UoNjL> "y>\* :Jli .^^Jl 

gathered together in one cloth and - - - „„. £ - * . * , 
buried." He said: "I will grant you ^ ' ^ - ^ J " J * " 
that." He ordered that her children 
be thrown into it in front of her, 
one by one, until they came to the 
last one who was an infant boy 
who was still being breastfed. It 
was as if she wavered because of 
him, but he said: "O mother, go 
ahead, for the punishment of this 
world is easier to bear than the 
punishment of the Hereafter." So 
she went ahead.'" Ibn 'Abbas said: 
Four infants spoke: 'Eesa Ibn 
Mary am the companion of 

Juraij, the witness of Yoosuf and 
the son of the hair- dresser of 
Pharaoh's daughter. 
Comments: [Its isnad is hasan] 

2822. It was narrated from Ibn ^ - JlU ^ . ^ ^ -YAY Y 
'Abbas that when the Messenger * , 

of Allah (^) was taken on the J> 4^ °y- t-ilUl J> :Jli 
Nicht Tourney (IsraX a beautiful 1. >' \\ 

, , . it ^ cJJ 1 J j jl : ^\Jt- v' 'i* *- r-^ 

fragrance came to him.... and he ' v V - V- y 

narrated a similar report. ^S"JU ,,,0? ^Jlj aj o^i aj UJ 

Comments: [Its isnad is /maw like 




-1 : 



1 y> jo* Lij 



the previous report] 
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Musnad of 'Abdullah bin al-' Abbas bin 
'Abdul-Muttalib from the Prophet ^ 



2823* It was narrated from Ibn 
'Abbas that when the Messenger 
of Allah (gr) was taken on the Night 
Journey, a beautiful fragrance came 
to him.,. And he narrated a similar 
report except that he said: Who is 
your Lord? She said: My Lord and 
your Lord is the One Who is in 
heaven. And he did not mention the 
words of Ibn 'Abbas: Four (infants) 
spoke. 

Comments: [Its isnad is hasan] 

2824. A similar report was 
narrated from Ibn 'Abbas from 
the Prophet (gfj). 

Comments: [Its isnad is hasan] 



-YAYf 

* ti^li ill ^ M 01 : J>\ 



2825 • It was narrated from Ibn 
'Abbas (4) that the Prophet (^) 
said: "Any man who dislikes 
something in his ruler, let him be 
patient, for there is no one who 
rebels against the ruler as much 
as a handspan and dies, but he 
has died a death of Jahiliyyah." 

Comments: [A saheeh hadeeth] 



ill^- ^ ^Jii &JL>- -Y AY 1 



2826. Abu Raja' said: I heard Ibn 
'Abbas narrate that the Prophet 
(&t) said: " Whoever sees some- 
thing he dislikes in his ruler..." and 
he narrated a similar report 



l£U -YAY^ 
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Comments: [Its isnad is saheeh, 
Muslim (1849)] 



2827. It was narrated from Ibn 
'Abbas that the Prophet 
said, in a report in which he 
narrated from his Lord: "Allah 
decreed hasanai and sayyi'at. 
Whoever thinks of a good deed 
and does not do it, Allah records 
it with Him as one complete 
hasanah, and if he does it, Allah 
records it as ten Qiasanats), up to 
seven hundred or many times 
more - or as much as Allah wills 
to multiply it. Whoever thinks of 
a bad deed and does not do it, 
Allah records it with Him as one 
complete hasanah, and if he does it 
Allah records it as one sayyi'ah. 1 ' 

Comments: [A saheeh Imdecth; this 
is a hastm isnad] 



2828. It was narrated that Ibn 
'Abbas (^) said: A woman came to 
the Prophet (ate) and said: O 
Messenger of Allah, my sister 
vowed to do Hajj walking. He said: 
"Allah does not benefit from your 
sister's hardship in any way. Let her 
go out riding and offer expiation for 
her oath/' 

Comments: [A Hasan hadeeth; this is 
a dn'eef isriad] 

2829. It was narrated from Ibn 
'Abbas (40 that the Messenger of 
Allah circumambulated the 



j5 tfjU- : J^li y\ l£U -YAYV 



t l^ti- dJ Jill *. L^JLa^- j!} t^jLlS 

u Ji J' - '(J -j^' Jl J! 

If dLj£ :J^15 jj^I Llii -Y AY A 



^J^l^ : J Li 



L (^r**~J 1 ^■■A> N 

:JL5 ^LU uio^ :;4^ -YAY^ 
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House seven times, walking „ , , - * t.. \\ 

energetically. He only walked ( - r ^ 7 - - ■■ ; 

energetically because he wanted ^ J jl ,1^1 UJJ^ lli^ 

people to see his strength. " , 

Comments; [Its isrtad is saheeh, al- u 

Bukhari (4257) and Muslim . t (£Tcv) : ^ 0J U : ^j>C 



(1266)] 



.(Win) 



2830. It was narrated that Ibn -YAr* 
'Abbas (4^) disliked unripe dates ? , . „ ^ t ^ _ . 

(fcusr) on their own and he used to a & J{S ^ ^ ^ 6 

say: The Messenger of Allah fcfe) jj| : j^j ^jJL^ ^jl 

forbade rnuzza' (nabeedh made in ^ ^ ^ js> . ^ 4 ^ ; 

green glazed pitchers or varnished o' v^j^ **1>M ,^4^ ^ -^j 
jars) to the delegation of 'Abdul- - . ^ 

Qais, and I am afraid that it may 

refer to unripe dates (bus r). t (or) :^ ; (^-^ ojLl -] : gi>*^ 

Comments; [Its isnad is saheeh, al- .(W) 
Bukhari (53) and Muslim (17)] 

2831. It was narrated that Ibn ; J l^J^ : jlL^JI jIs- CSjU- -YAn 
'Abbas ($>) said: The Messenger of 
Allah (jgs) came to Madinah and 
saw the Jews fasting on the day of ^jj : Jij J,\ ^ ^ 
'Ashoora'. He said; What is this day - / , * A ,1 ?, 
on which you fast?" They said: This S ^ ^ ' - 1 ^ - 1 
isa good day; this is a day on which ^j, >^ ^ Ull . *>j 

Allah saved the children of Israel ~' * + „ w >- 

from their enemies, so Moosa (^) \y„ ^ f>; 11* : u?^^ 

fasted on this day. The Messenger of ^ . . ^ & fj 

Allah (sft) said: "I am closer to ^ ^ ^ ^ ^ ^ 

Moosa than you." And the Messenger Jjl J -f^l ^ 



r 0^ Cf 3 - ^ ^ 1^ 



of Allah (^k) fasted on this day and 
enjoined fasting on it. 



Comments: [Its isrtad is saheeh, al- .[Ylii ^1} 3g *W 
Bukhari (2004) and Muslim 

(1130)] : T L < T " £) 

2832. It was narrated that Ibn ■ \ Jfe ; ^ U\ ±^ tiU- -YArY 

'Abbas (4) said: The Prophet fcfe) " . _ , ^ r :*. 

was asked on the Day of Sacrifice: ^ j ^ ^ ^ ^ 
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t^LtiJt dill JUC JLLLj 



O Messenger of Allah, a man ^ - 

offered his sacrifice before stoning b ' f£ ^ ^ :Jli 

the /amraft, or he shaved his head '! l\ 

before offering a sacrifice. And he _ " . ,^'„ , , ' „ 

said: "It does not matter." He was 11 £3^ ^ '-^ oi JJ^ ji^- 

not asked about anything on that jf(j ^ ^ . . : . - ^ ^ ^ 

day, but he put his hands together " \ % , /' ^ 

and then gestured as if throwing ^ ^" ' J ^ 

something and said: ''It does not [yma ■ | ] 

matter, it does not matter/' ' J 



Comments: [Its rsrcad is saheeh, al- : f <- (a£ > t^^w* csL-J : g^r*^ 
Bukhari (184) and Muslim Mr*v> 
(1307)] 

2833. It was narrated from Ibn ^ ^ -YAYT 

'Abbas (4s) that the Messenger of * ^ tt 

Allah (ag) entered the Ka'bah, in ^ l Jj-^j ^ : ^ ^ ^ 

which there were six pillars. He ^ v jj ^ ^ ^ ^ 
stood by each pillar and offered 1 ' - - - u 

supplication (dwV), but he did not JJj tli-ii t£jU< JS" ^1 

offer the prayer (so/a/i) in it. 

LY i T i : A^-ijJ 

Comments: [Its i<mad is saheeh, 

Muslim (1331)] .OHM) : f :gd>i 



J£^» 6U^3 juJJI b : li. -YArt 



2834. It was narrated from Ibn 
'Abbas that a sister of 'Uqbah 

bin 'Amir vowed to do Ha/) walking, ^j^r sSUi :£UU 

He asked the Prophet who . ^ , , „ 

said: "Allah, may He be glorified ^ ^ U c^i jl : ^ y ,l ^ 

and exalted, has no need of your dji jl» : Jlii ^JLM jLi t t^U M 
sisters vow. Let her ride and offer . - B - " - * 6 / * 

abadanah (a camel)/' ^ ^ ^ J^J j* 

Comments: [Its isnad is sra/iee/i] [Y \ Xi : 



2835. It was narrated that Ibn 
'Abbas (&) said: The Messenger of 
Allah {^) circumambulated (the ^ ^ J* sSlri GiL^ 
Ka'bah) seven times, walking ' ' - * r ^ : ^ 

quickly, and he only did that to ■ ^ ' ' ^ " Jb ^ U y^ 1 

show the mushrikeen his strength. J^^LiJI ^li u!lj t CLi 
'Af fan said: Because the Messenger 
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A, dill Ju£ Auu '* 



of Allah (3^) liked to show the 
people his strength. 

Comments: [Its isnad is saheeh, al~ 
Bukhari (1649) and Muslim 
(1266)] 

2836* It was narrated that Abu 
Mijlaz said: I asked Ibn 'Abbas 
about Witr. He said: I heard 
the Messenger of Allah (sfe) say: 
"A rak'ah at the end of the night." 
I asked Ibn 'Umar and he said: I 
heard the Messenger of Allah (gfe) 
say: "A rak'ah at the end of the 
night." 

Comments: [Its isnad is saheeh, 
Muslim (753)3 



2837. Habeeb bin Shihab al- 
'Anbari said; I heard my father say: 
I came to Ibn 'Abbas (^) with a 
companion of mine, and we met 
Abu Hurairah at the door of Ibn 
'Abbas. He said: Who are you? We 
told him and he said: Go to some 
people who have dates and water, 
for every valley will carry water 
according to its size. We said: Ask 
permission for us to enter upon Ibn 
'Abbas, So he asked for us, and we 
heard Ibn 'Abbas narrate from the 
Messenger of Allah (^g). He said: 
The Messenger of Allah (3^) gave a 
speech on the day of Tabook. He 
said: "No one among the people is 
like a man who takes hold of his 
horse's reins and strives for the 
sake of Allah, avoiding the 
people's evil; or like a man in the 
wilderness with his sheep who 



5 > ^ , - ^ > i - - ^ .,, , * 
3§g 5UI <}y^j IjJj :jUp Jlij 

[YV.O] ^ l\ 

.(>T*n) 

3^ Jjl -JUi ^Jt 

in *a) .nil 

^l+i ^ 4rr^ ^ "YArV 

Uji <-*L*J (J! Laiiaji :Jlii 

: J Ui t iij^J ^ 5^ <U I J yL> j U^- : J 15 

:Jli .^Jli :Jli ^lif 
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4f ^U*Jl (jj 4iil Jot JLuImJ 



honours his guest and gives his 
guest his due/' I said: Did he say 
that? He said: He said it. I said: Did 
he say that? He said: He said it. I 
said: Did he say that? He said; He 
said it. I magnified Allah and 
praised Him and gave thanks. 
Comments: [Its isnad is sakeeh] 

2838. It was narrated from Ibn 
'Abbas that the Messenger of 
Allah used to teach them this 
supplication as he would teach 
them a soorah from the Qur'an. 
He would say: "Say: O Allah, I 
seek refuge with You from the 
punishment of Hell; I seek refuge 
with You from the punishment of 
the grave; I seek refuge with You 
from the trial of the Dajjal; and I 
seek refuge with You from the 
trials of life and death." 

Comments: [Its isnad is saheeh, 
Muslim (590)] 

2839. It was narrated from Ibn 
'Abbas (4) that a man came to 
the Prophet (#r) and said: I have 
to offer a camel and I can afford 
it but I cannot find one to buy. So 
the Prophet (^fe) instructed him to 
buy seven sheep and slaughter 
them. 

Comments: [Its isnad is da'eef] 



[\<Uv .sL'J&j t ^Ji 



2840. It was narrated that Ibn 
'Abbas said: The Messenger of 
Allah fe) said: "Whoever learns 
anything about astrology has 
learned a branch of magic, and 



^1 JJJU liiJU- l£U -YAfA 

^ : ^33^ J* ^J±y 

U5 aUjJi IJLi j^jll^ ^ Jbl J ^ 

fli ^iL ijlijjl ^^Jl £j 

.(°^*) :^ i ^pw? cjL— I : j^hj 
:JLS ^Jl CJU- : £-j3 -VAf^ 

lii^i V} L14J U13 

[T Ao ^ : ^1] 
wLJLi jil liU- :£33 -TA£* 
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whoever leams more of it learns „• ^ ^ . - > , _ - . - 
more of that. - L - r ^ *r 

Comments: [Its is sate/i] ^ ^ ^f^ 1 0? 

[Y « * ■ : £=!-lj] ^ 

2841. It was narrated that Ibn £^ : : £}j -YAi\ 

'Abbas (Jfe) said: The Messenger of ^ ' t . 5 

Allah (%,) came to us on the night ^ ^ & J* 5 J- ^ 

of Muzdalifah, and we were young ^ Jji J^j U^oi :Jli 

boys of Banu 'Abdul-Muttalib, on * ' ^ , : 

our donkeys. He started slapping ^ t^ikJl x£ ^ iUl^l i^j>*J1 

our thighs and said, "O my sons, * . ^ u^uJl iifc l^J t 

do not stone the Jamrah until the " t . 

sun rises." And lbn 'Abbas « — LiJ I ^JlL : s^UJM_^^ V t^^U 

said: I do not think anyone would n - 1 ^ .* 'n-' 

stone the Jam ran until the sun rises. * V ■ ^ 

Comments: [A saheeh hadeeth] [ Y • AY : ^ I J .^LiM £Ak ^ 

jj ^_^Ji j_^JI -j?-^ 



2842. It was narrated that Abut- ^ ^tU- llflU £JjU -YAiY 

Tufail said: I said to Ibn 'Abbas: . , ^, 

Your people arc saying that the JU la5 "J^ ^ ^ r? U 
Messenger of Allah (^) went u ^{ : ^£j t ) jUfU 

between as-Safa and al-Marwah on - * ' / t , . 

a camel and that that is Sunnah. He ^ '-^r^ &t ^ : ^ ,J 

said: They are telling the truth and u^Jl ^ Jli ^ M 

they are lying. I said: How can they / ^ r " ^ \\* 

be telling the truth and lying? He : ^} L ^ 

said: He did eo between as-Safa - - , . * :* 

and al-Marwah on a camel, but that ^ 



is not Sunnah. The people would L ^ J£ Sj^-M} IL%}\ 

not disperse from around the 



Messenger of Allah (jfe) and could 



not be pushed back, so he went ^ilU 5§g ^ [ Jj^j 

[between as-Safa and al-Marwah] f , ^ . 4 f 

on a camel so that they could hear ^ 'Jj33 * ^ 

him and see where he was, but [YA*Y *j>-\j] <'«4t^ 

their hands could not touch him. 
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Comments: [A Hasan hadeeth) .( \ T 1 1 ) : f t ^ : 



2843. It was narrated that Ibn 
'Abbas said: The Prophet (^g) 
instructed the one who had J*\ J- J* 

intercourse with his wife when - >V;^, ' _{/ \' , 

she was menstruating to give a - - " ^ 

dinar, or half a dinar, in charity. ^i- ^ j' 1 lJJ-*^ 01 

Comments: [Stf/;cc/? mazvqooj] [YU\ ^.Ij j 



2844. It was narrated from Ibn 
'Abbas (&) that the Prophet 



said: "There is no celibacy in ^ ^ j£\ ■ ^ 
Islam." " t- 



Comments: [Its i'snnrf is da'rc/] 



2845. It was narrated from ^ - ^ , ^ >{ ^ _ tAU 

Ammar bin Abi 'Ammar in a , t ' *\ 

mursal report in which Ibn 'Abbas ^J} Is. : <J^ £^ : ^/tf 
was not mentioned that the 



Prophet («) said to Khadeejah,., "™ ^ ^ ^ JU - ^ 

and 'Affan quoted the hadeeth. Abu ~Ir-^ *j jJj ^fc- ^Jl Jlif) 

Kamil and Hasan said in their ^* , ' * _ - - 

fonfetffc The Prophet said to ^ : ^ l JL * :Jli 

Khadeejah: "I see a light and hear a ^ ^ ^ SlU 

voice, and J am afraid that there :- : - / ' a V 

may be some (jinn) possession in — ^ ^ j|1 

me/' She said: Allah would not do V^j ^ 1 ^ ^ 

that to you, O son of 'Abdullah. _ 

Then she went to Waraqah bin : **h±*A ^ M ^T 31 ^ : ^ 

Nawfal and told him about that V - .f- - -f 

He said: If he is telling the truth, ^ C^ 1 -' iU -^ ^ 

this is an angel (namoos) like the ^ :cjii ^ 01 tJ lil 

angel of Moosa. If he is sent [as a : f tf ; f .r 

Prophet] when I am still alive, I ^ l ^ ^ ±> ^ L ' ^ ^ >^ 
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will support him and help him, 
and I will believe in him. 

Comments: [Its isnad is saheeh, al- 
Bukhari (3) and Muslim (160)] 



2846. It was narrated that Ibn 
' Abbas said: The Messenger of 
Allah (%) stayed in Makkah for 
fifteen years, seven years during 
which he saw a light and heard a 
voice, and eight years during 
which Revelation came to him. 
And he stayed in Madinah for ten 
[years]. 

Comments: [Its isnad is saheeh, 
Muslim (2353)] 

2847. It was narrated that Ibn 
'Abbas said: I was with my 
father in the presence of the 
Prophet (a^), and there was a 
man speaking to him. - 'Affan 
said: It was as if he was not 
paying attention to al-' Abbas - So 
we left him and he [al-' Abbas] 
said: Did you see how your 
cousin was not paying attention 
to me? I said: There was a man 
with him, speaking to him. - 
'Affan said: He said: Was there 
someone with him? I said; Yes. - 
So he went back to him and said: 
O Messenger of Allah, was there 
someone with you? For 'Abdullah 
told me that there was a man 
with you and you were speaking 
to him. He said: "Did you see 
him, O 'Abdullah?" He said: Yes. 
He said: 'That was Jibreel; he is 



0J : (J Lai t <J Jlli -i^Jj L J^y <y. 
^^ilj jL> ^j* j*^> 1-^* ^ 1 li^L^ JJlj 

(.oj^pUii t ^j>- Ulj jU i ^r^j** 

f K >> > *s . 

J 1 ^ ^ ^ ] If- *^ 
S^JLp *51L ^ ^Jl fUi : JU 

J_H-J *)-^ t5ji C^ 1 

JJUJI Ollij J^15 r 1 liil^ -YAiV 
/^c- vjUJ- ^J> jll^ Ij^>-1 ;jL1^- lii-Lx- 
^ ^IJt j-p ^1 ^ cis : J 15 o?l 

: cJJ ?Jl^1 JjIp jl5 jl :Jlii :0ljU 
015 J* ^ aLi U : JUi ^-y : 
iUIp of oiS^f «JW ^ ^ ^ J ^- 
jlX g o?3 Ji» :Jtf .^rlJ yJ-j 
^JJi 'Ji^ 

iijcje- 015 ^1 :0LU uSjl?- Jtiut uc^ - ^ 
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the one who distracted me from 
you/' 

Comments: [Its isnad is saheeh] 

2848. A similar report was 
narrated from Ibn 'Abbas from 
the Prophet (#r). 

Comments: [Its isnad is saheeh] 



2849. It was narrated from Ibn 
'Abbas (^) that the Messenger of 
Allah (^) mentioned Khadeejah. 
Her father wanted to give her in 
marriage to him. So she made some 
food and drink, and she called her 
father and some men of Quraish, 
and they ate and drank until they 
got drunk. Then Khadeejah said to 
her father: Muhammad bin 
'Abdullah wants to marry me; give 
me in marriage to him. So he gave 
her in marriage to him. She put 
some perfume on him (her father) 
and dressed him in a hullah suit, 
because that is what they used to 
do for fathers. When he recovered 
from his intoxication, he looked 
and found himself wearing 
perfume and a hullah suit. He said: 
What happened to me? What is 
this? She said: You gave me in 
marriage to Muhammad bin 
'Abdullah. He said: I gave you in 
marriage to the orphan of Abu 
Talib?! No, never! Khadeejah said: 
Wouldn't you feel ashamed to look 
like a fool in front of Quraish and 
tell the people that you were 
drunk? And she kept on at him 
until he gave in. 
Comments: [Its isnad is da'eef] 



{J> Z'jJt. &1>- Alp -YA£A 

■J, SlLi- Hfl^ :J*tf y\ LJjU- -YAM 



J^- ^y.j^J <-jr& Irf 

dj\*J£ Ijjl5 JiJASj til- ^i—lllj A^iLki 
3> lite ^ 4*^- ^li- LUi *.*IjVLj 
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:Jli liijL^- -YA** 



2850. It was narrated from Ibn 
'Abbas that the Messenger of 

Allah mentioned Khadeejah _ J>\ ^ jUU ^1 ^ jlli ir^J-i 



>S ^ Jjl M :_ 4_AJ UJ 



bint Khuwailid.. .. And he 
narrated a similar report. 

Comments; [Its isnrw/ is da '<?<?/ like S 5 ^ ---^i^ ^ 

the report above] 

> i - J 



:Jli Ju^J - YAo ^ 



2851* It was narrated from Ibn 
'Abbas (4s) that a man came to 
the Prophet (3k) and said: I have jjX~>Yj^\ JU :Jli jTi 

to sacrifice a camel and I can s,, ? f - , £ „ 

afford it, but I cannot find one to ^ ^ * ^ 

buy. The Prophet (5^) instructed Uj^I ^ t ^ ijlj 01 
him to buy seven sheep and „ . s , c- " . t' 

slaughter them. * Cr* ^ 01 * ^ 

Comments: [Its iswarf is rfu'et^] [YAr^ : .j^Zx3> tjllj. 

.<*L^ <Jj ^x. ^Ij 

2852. It was narrated from Ibn ^^.j ^ Jj- £^ -YAoY 
'Abbas (4*) that the Prophet (%) * 

mentioned the Da;^/ and said: "He ^ (^^/O 

is one eyed, white with a pinkish ft ^ ^ ^ a .J, ^ t ^ K 

complexion and a head like a s . , „ " * / - 

hooded snake. The one who most ^ t jlA.* jIp! : Jij cjltjjl ^ 

resembles him is 'Abdul-'Uzza bin **t. . j.,.. ,f^!- 

Qatan. The ones who follow him ^ * ; r f / o " 

are the doomed ones, for your J^-j }p ^3 ^^iisJ^ ^Ji* 

Lord, may He be glorified and * ' - 

exalted, is not one eyed," m * A ' flj >^ >^ 

Comments: [Saheeh because of ^ iJu^- l0j ^J 

corroborating evidencel , , . , - ^ ' 

2853. Tawoos said: We asked Ibn j^, ^ ^ - ^ ^ -Y Aor 
'Abbas (^i) about sitting on the " t tt ' % 
heels with the feet upright and he y} odj^ 1 ^ '• ^ 
said: This is the Surrnah. We said: » v rf ; ■ '1 ; -* 1 * >iT - - 'm 

We think it is difficult for a man. Ibn ^\ ^ " J f <f " 1 

'Abbas said; It is the Sunnah of your :Jli5 ^^piiJt Jlp ^Ui^l ^ ^ll^ 
Prophet (^s), V " ' 
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Comments: [Its isnad is saheeh, 
Muslim (536)] 



.(on) 



2854. Tbn 'Abbas (&) said: I never 
knew the Messenger of Allah (^) 
to seek out any day to fast seeking 
Its virtue over other days, except 
this day, the day of 'Ashoora', or 
the month of Ramadan. 

Comments: [Its isnad is sahceh, al- 
Bukhari (2006) and Muslim 
(1132)] 



; ^ *JW 



.(un) : 



2855. It was narrated that Tawoos 
said: 1 saw Tbn 'Abbas (^) sitting 
on the balls of his feet (when his 
feet were spread out) and I said: 
The people claim that this is 
difficult. He said: It is the Sunnah of 
your Prophet 

Comments: [A saheeh hadeeth] 



:J15 ^>jj\±* j£ 



0-? 



[TAcr i£j ill ^ : J li 



2856. Tt was narrated that Ibn 
'Abbas (4*) said: The Messenger of 
Allah (sg) only forbade garments 
tha t are completely made of silk. 

Comments: [Its isnad is saheeh] 



2857. It was narrated from Sa'eed 
bin Jubair and 'Ikrimah the freed 
slave of Ibn 'Abbas that Ibn 'Abbas 
(4.) said: The Messenger of Allah 



J^Ul ^yjl ^ <W lJj^j 



■ ft, 



:Jli ^1 :£3j -YAsy 
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(sfe) only forbade garments that are 
completely made of silk. 



Comments: [A saheeh hadceth] .o^LaIJI ji J^3 ^ 



2858. It was narrated from Ibn yj^ ji^jt £^ -YAoA 

'Abbas (^) that the Messenger of t * s ' f a , 

Allah said: "Jibreel taught me J. ^ ±* -J. ^ j ^ ^ 

one mode of recitation (harfi and I ; JU #| JjlJ^ ^ ^ J\ ^ 

asked for another one, and I kept . ' „ ' ^ ' r *.r 

asking for more and he gave me J)1 to^iy ^j*'" 

more, until it ended with seven u .,.f ^ . > ^ 

modes of recitation/' Az-Zuhn ;/ ; ; / \ , \, 

said: These modes of recitation ^i^-Nl *ii UJjj :^J»^I Jli 

only affect the recitation, they do ' y *J- j ■ - M"' j^rjl 

not change anything with regard "f ^ 3 ^ - ^~^ J c ^ ? 

to haial and haram. .[Ytvo : 

Comments: [Its isnad is saheeh, al- 

Bukhari (3219) and Muslim : r i(rT ^> : C l C^^' : 

(819)] .(AM) 

2859.lt was narrated that Ibn JJl^l : jl^Jl jl£ Cio^ -YAo* 

'Abbas ($&) said; The Messenger ' \ fl 

of Allah said; "Some poetry u- 1 ^ ^ l J> If ^ 

is wisdom and some eloquence is ^ . y . ^ J,, ^ ^ .jj 

magic." - ' ? a 

Comments: [Saheeh because of : C?- ,jl ' M >^ ^ ^ ^ ^ 
corroborating evidence] .[r*lA ;Y£Y£ 

2860. It was narrated that Ibn :J?l^i) ti£U- -Y Al * 

'Abbas (4*) said: The Messenger of ., - 

Allah (jfe) said: "Divide wealth ^ O? 1 ^ ^ V jU? ^ ^ 

among those who are entitled to j^j JU : JVJ 

shares of inheritance according to ^ / „, 

the book of Allah, may He be ^ ^1 ^tt ^>M>Jl J^l ^ 

blessed and exalted, and whatever fl j-^ * ^ ^ ' 

is left after dividing it goes to the * ... 

nearest male relative/' .[Y^ov 
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Comments: [Hs f'snflrf is saheeh, (\^\*\ . i t . 

Muslim (1615)] ^ n ' > ■ r ' C=~ " M • 2?^ 

2861. It was narrated that Ibn ^ ^ gfc :J|^! & -TAH 

'Abbas (wb) said: The Messenger ' 

of Allah (^) was shrouded in Jt^ j± * t pJ^Jl Js> t^JLIJ ^1 ^ 

two white garments and a red ♦ .* ^ , 

garment, v- ^ ^ - - * ' 

Comments: [Hasan; this is a da'cef A£ : Cf" 1 ^ -j*^ 1 ; jr^' 

2862* It was narrated that Ibn ^UU lijJ-l Jup &Jb- -Ya^t 

'Abbas (4s) said: If one of you s , , f 

wore to give his land to his ^ V* 1 ^™ ^ y* 1 

brother (to use for free), that is +j± li^i -j^ 

bolter for him than taking such , . , . , ] tr , t 

and such in return for it a specific *f-^ 5i>^ ^ J* 



amount. 

Comments: [Its isnad is saheeh, 
Muslim (1550)] 



2863. It was narrated that Ibn ^ ^ _ TAnr 
'Abbas (■$>) said: The Messenger of *~ , , ' , ^ \ ' 

Allah (^) continued 'Umrah on to ^« : u-"^ 0^ 0* '^JJ^ 0* 4 4^ 
theH fl 7y[^™mv'or^]untilhe - j~ V ^ ^ ij, j - 

died, and Abu Bakr (did the same) * '/ _ , ' ^ 

Ljntil he died, and 'Umar and ^ Jj'j tjJJa5 jUi^j tJ^U 
'Uthman (did the same) until they r , ^ , 

died. The first one to disallow that ' L * : ^ ljJ ^ 

was Mu'awivah. ; t . * i ■ ■ i ■ - i- i ■ 

Comments: [Its isnad is da Vc/because t>f the weakness of Laith bin Abu Sulaim] 

2864. Aswad bin 'Amir narrated 
something similar with his isnad. 



Comments: [Its isnad is da'ee/ like .^U5 *jL^j :^>i; 

the previous report] 



2865. It was narrated that Ibn 
'Abbas (4°) said: The Messenger of 
Allah (^) said: ''There should be * j Li J,\ ^ ^ L ^U- 

neither harming nor reciprocating 
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harm, A man has the right to put _ „. . T , , , - = i 

something on his neighbour's wall, ^ J ^ ^ ^ l 

and the thoroughfare should be JaSU- J tii jj^j M L^-U!_. 

seven cubits (wide)/' " - " ' ' ' , 0 ; V " J 

n „ T i fI . [t • .a^ol Ul^ ilLJt l jail', 

Comments: [Hasan, because Jabir C/ - j 

bin Yazeed al-Ju'fi is da'eefl 

u^^ ; y. y.^ u y-^ 



2866. 'Ata' narrated that he heard >J\ ;J1?J| li, l^j^ -YAT\ 

Ibn 'Abbas say: If one of you " \ * t £ 

could manage not to go out on the t_r"^ J^ 1 ^' ^S?* 11 : £^ 

day of al-Fitr until he eats some- y y Jtf ^ ^ M 01 : J i 

thing, let him do so. He ['Ata'] said: r ; _ .J , / „ 

I never omitted to eat before going £S! jUi : Jli .J^il* i-j^k; ^ 

out since I heard that from Ibn 
'Abbas. I eat a little from the edge 



of the pastry or drink some milk or jl iisS'l ^4^1 ^ J5~U ^^Cp 

water. I [the narrator] said: What > * ^ ,^ ' f * : " - ' . ; 

was the reason for that? He said: I J ^ f** : ^ " iUJI ^ ^ 

heard him say, I think he narrated :<jLi #z j^Ijl ^ -il :J'i 
it from the Prophet (jg): They did ^ " , ~ , t ' , 

not go out until late morning, so ^^wiJl ^ ^j^v^ ^ V B 

they said: We should eat so that we £^ - w: - ^ : M . 

will not have to hasten in our 

prayer. ol^i : £i>^ 

Comments: [Its ?'.snm/ is snheeJi] 

2867. It was narrated that Ibn ^ u>l : J!^l CSjl^ - Y Anv 
'Abbas said: The Messenger -",■■< >*' ' 

of Allah (sfe) said: "Hasten to do J=i l >4 x [ Cr u / ^ "J^^: 

- i.e., the obligatory Ha// - for ^ ^ ^ ^ ^ ^ _ j^j ^ 4 _ 

none of you knows what may \ 

happen to him." ^ Jj-^j ^ ^^4^ 

Comments: [A hasan hadeeth; this is ^ _ lX mJ £\ ^ _ J] : JUU,» : 
a da'eef isnad] ' " ~ „ « '* 

2868. It was narrated that Ibn "JJu> :Jlj"Ji jl^ bilU- -TA^a 
'Abbas (^) said: The Prophet (^) \ , ^ ' ' ' f b .j 

said to his Companions when they ^J^ 1 c^ 1 J* J 1 ^ 
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wanted to enter Makkah during his 
'umrah after al-Hudaibiyah: 
"Tomorrow your people will be 
watching you, so show them your 
strength/' When they entered the 
mosque, they touched the Corner, 
then they trotted as did the Prophet 
with them, until they reached 
the Yemeni Corner, then they 
walked until they reached the Black 
Corner. He did that three times, 
then walked for four (circuits). 

Comments: [Its isnad is qawi] 



2869. It was narrated that Ibn 
'Abbas said: The Messenger of 
Allah (^) took one-fifth (khumus) 
of buried treasure. 

Comments: [Saheeh because of 
corroborating evidence] 



2870, And the Messenger of 
Allah (sfe) ruled that one-fifth be 
taken from buried treasure. 

Comments: [Saheeh because of 
corroborating evidence; see the 
previous report] 

2871. It was narrated that Ibn 
'Abbas (40 said: The Messenger of 
Allah said: "No man should be 
under the same cover as another 
man and no woman (should be 
under the same cover) as another 
woman." 

Comments: [A saheeh hadecth] 



[YYY. ^ 

L'^il :Jli Jlj^l jl^ LiJL^ - Y A"\ ^ 

.[ Y av * : 

:jLi J-Jt^j llJjbl ; I&0>- -YAV * 

.[YAH :^I J ]. ( >^ jl^lj^^l 

.[Tvvr .«;t^Jl 
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2872. It was narrated from . f 1[( 

'Ikrimah in a report. ~* ^ ' JU : ^' JU " T AVT 

Comments: [A sa/iee/j hadeeth] If 1^ ^0-^- iftj^-j 

. J_>- ] ?LJ J->VJ 

2873. It was narrated that Ibn \. r . ( f . -* Mt r ;s . ¥AW 
Abbas (^) said: It was said to the ' ' 

Prophet (#5) when he had finished ^1 ^ ^ >^ ^ tiSLL- > 



at Badr; You should pursue the .,. , 

caravan, for there is nothing to : ^ ^ ^ ^ ^ : J 

prevent you capturing it." al- : J li /^J t ;Ji ^ 

'Abbas, who was among the t * t , - ^ 
prisoners in his chains, called out 'C^- ^ ' ^ J ^ 
to him: You will never be able to do ISl : J li u?l> >*J}\ £ Jul ■ 

that. The Prophet said to him: ^ ^ , ? 7 

"Why not?" He said: Because Allah ^ iS^i a* ^' 

promised you one of the two ' . [t#YY . , j ^ u ^ 

groups, and He has given you c 
what He promised you. .^i^i l«j ^ ^ ^ ^ : 

Comments: [Narration of Simak from Ikrimah, it is disturbed] 

2874. It was narrated that Ibn jj^j u^M : jf£]t & -YAVt 
'Abbas (v&) said: Ma'iz was \ 

brought to the Prophet (^g) and i^ ] if if *>$^? ^ 

he confessed to him twice, and he ^ t ^ ^ ^ f : ^ ^ 
said: 'Take him away." Then he ^ - ; ^ ^ ^ 

said: "Bring him back/' And he : ^ ^ :Jlii ^ 

confessed twice more, until he = - - /. ■> > ^ 

had confessed four times. Then & ^ ^ V 

the Prophet (^) said: "Take him * l^Im ^| JUi t ^r^ 

away and stone him." ' " ; 

r .rTT*T ; mj-\ J .«£ ^L=l',Li 

Comments: [Its /snarf is /wsah] c ' 

2875. It was narrated that Ibn J- ^ l£U ^ -YAVo 

'Abbas (4) said: At the time of ' ' 



the Messenger of Allah $5) and :JU O^ 1 ^ Ir* 

Abu Bakr, and for two years of f- tS g ^ ^ j^j, ^ 

Umars caliphate, the threefold " ... 

fa/fl^ was counted as one. Then 'ytU^Jl ^ ^J. ^-^u ^ jlHLl) 
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£;ln p^i -tav^ 



'Uinar (^) said: The people have 
begun to be hasty in a matter in 
which they should be careful and 
deliberate. Mow we should take 
them at their word. And he did 
that [i.e., counted the threefold 
talaq as three]. (uyr) 

Comments: [Its isnad is sahceli, Muslim (1472] 

2876* It was narrated that 
Sadaqah ad-Dimashqi said: A man 
came to Ibn 'Abbas and asked him ^ ^ 

about fasting. He said: The ^ . /V"'^ : JU 
Messenger of Allah used to \ ^ ' u , "^7. 

say: "One of the best kinds of Jijl Jj-^; ^ ^p^^ ^ 

fasting is the fast of my brother t _ _ ? r ' s '» ^ 

Dawood. He used to fast one day ^ f - J^ 1 ^ °l» : « 
and not fast the next day/' ^kijj U)J ^jJzJ 015 vSj^ 

Comments: [Its isnad is da'eefjiddnn] 

2877. It was narrated that Ibn .^r^ £^ -TAW 
'Abbas (4t,) said: The Messenger of " 

Allah Abu Bakr, 'Umar and ^ ■ Jli ^ J* l V? 

'Uthman continued 'Urnrah on to , > , i~ *f- ^ r h , - 

the Ha;; [fcmiafrw or qiran]; the first , 
one to forbid it was Mu'awiyah. .[YTTi : Xj[^ ^ \^ JjV* 

Comments: [Its isnad is da'eef ] 



because of the weakness of Laith 
bin Abu Sulaim] 



2878. It was narrated that Ibn ^ £^ V ^ lii^ ™ Y AVA 

'Abbas (^) said: The Prophet (sfe) ' f ' 1 ' 

wanted to do wudoo' from a ^ l ^ Ir* tS > ^ Jy*^ 0** 

waterskin, and it was said to him ^ .'jfc V M ^ t Uf U t jJUJl 

that it was made from the skin of ^ : v ' ; . " X 

an animal that had died naturally. -ul : il JJii i^lL y> U>^J jl ^Ul 

He said: "Tannine takes away its > , >^ , ^ 

, , , . . . f^j-i «l t*c->- (w-^Jj 4pLo» : Jus t-!c_^ 

filth, abomination or impurity. 'i J - 

Comments: [Hasan] ,[Y U V : ^ij] )l 
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2879. Sa'eed bin Jubair narrated ^ ^ . - ; r - ^ ^ _ YA ^ 
that he heard Ibn 'Abbas (4) say: / ^ ^ 

The Messenger of Allah ($k) put : ^ y. OL^p ^* ^Ul uli 

his hand between my shoulders J r **l ' - '-j" . >c 

and said: "O Allah, give him ^ ^ ■ ^ 

understanding of the religion and : JU jl J~>. £8 ^ Jj^j <^*.j 

teach him the meaning of Qur'an," * * , tf - 

Comments: [Its isnad is ^au'i, al- V' * 

Bukhari (143) and Muslim .[Yr <W : .« J^&1 llU) 

(2477)] 

.« Jj/U1 4^>j» : ii) u>b (Y £ W) : j. : ^ fl :>L^l : gj>^ 

2880. It was narrated that Ibn g*± . ;sT - ^ ^ -Y AA * 
'Abbas (4=) said: The Messenger of r ^ 

Allah (^fe) sacrificed one hundred ^ ^ O*^ 1 ±? Cf- 



camels during Hajj, of which he 
slaughtered sixty with his own 



hand and ordered that the rest be *5U ^Jl 3fe *Jul J :Jli 
slaughtered. Then he took a piece 



i- i 11,1 I J ■ > J ■ I _o I q i. ' . ■ T i < l_iLa 6 JLj ^>tJ ^ 4j JL> 

from each camel and they were put r J ^ - ^ 

in a pot, and he ate from it and drank >Lk*Z6 ix jl jbMj 

from its broth. And on the day of al- . s , , 

Hudaibiyah he slaughtered seventy, >^ Of ^ J 51 * ^ J 

among which was the camel of Abu ^| L^i ^JiiJl f >; 

Jahl. When the camels were / , A^ 

prevented from reaching the Ka'bah, ^ (T\o } \ ) ^ UL? 

they groaned as if groaning for their ^.f x { * : 

offspring. ^ ' ^ ° ' 

Comments: [Its isnad is da'eef .y. ^a*^.! oL-*j : ^y^> 

because Muhammad bin Abdur- ^ ^ c JJ ^1 ^ ^^Ijl* 

Rahman bin Abu Laila is da'eej] * 

2881, It was narrated that 'Ali(-k) _ ^1 tliJU. -YAA^ 

said: The Messenger of Allah (3^) # ^ 

brought one hundred camels... ^ ^ 0^ - ^ 

And he mentioned a similar r 1 a Aw s% \y , ra ' J -\ 

hadceth. ^ ^ f f ^ ^ ^ 

Comments: [its isnurf is do'ee/ like ^ *^ ^ 0^ 

the previous report] ^ ^ Jj| ^ 

[^^V : 1 j] J^Aj ^5J^ 

.niL_5 ^i-jc^ ail: i : 
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2882* It was narrated from Ibn - --tt *° iti* - yAXV 

'Abbas (4*) that the Messenger of ^ V " ^ 

Allah set out during the year <><jUwl.) ^ 

of the conquest on the tenth of °\ ' M * Jji • - *-j 

Ramadan, and when he halted in ^ V* - ^ > — 0^ 

Marraz-Zahran... ^JUJi Jj! J_^j M : 

Comments: [A saheeh hadeeth, apart **■ ^j: ^^iT * ^ • - i-i 

from the words J ' Marraz-Zahran" ] ^ ^ J ^ 

2883. It was narrated from Ibn ^] ^ jjj Q^. -YAAV 
'Abbas (Jk) that the Prophet stayed t c . * 

in Makkah for seventeen days in '^^frr^ 1 u? 1 J* 

the year of the conquest during ^ »5 ^1 !>f : ^ ^ ^ A 

which he prayed two rak'ahs. - v / 

A b on-Nad r said: Shortening (the £^ £^ 

prayers), praying two r^'ahs. ^ j^, ;{ 

Comments: [A saheeh hadeeth; this " ' ' 

is a da'eefisnad] .h<UA : 

2884. A similar report was y M QjJ- :<JU1 jl* -YAAfc 
narrated from Ibn 'Abbas from > , ^ tf ^ > „ . 

the Prophet (&*). : ^ :^L£Jl ^ ^ 

Comments: [A saheeh hadeeth; this ^ ^1 ^3?^' '■ ^ J? 
is a da'eef isnad like the previous • * «"* 

report] '^/^ 'J- ^U^+r*^ ^ J- "4 J -r i 

2885. Tt was narrated from Ibn y, il^i ujjU. :^jT ^ Liio^ -YAAo 
'Abbas in a marfoo' report that he , , / - - „ t , . , 
said: "Let her ride and offer 0* ^ y^ Ji ^ ^ ^ 
expiation for her vow." *\ 4\ ■r-& v 1 



Comments: [A hasan hadeeth; this is r ^ , w , , t . -^'t- • 

f . L 71 .[TATA : J(UL^ %5^j ^ 

,*lbj^> wi^vdJ jL_-J i J i j>*J 
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2886* It was narrated from Ibn 
'Abbas that the Messenger of 
Allah (3^) passed judgement on 
the basis of a witness and an oath. 

Comments: [Its isnad is sahceh, 
Muslim (1712)] 



2887. It was narrated that Abu 
Ghafatan said: I entered upon Ibn 
'Abbas and found him doing 
wudoo\ He rinsed his mouth and 
nose, then he said: The Messenger 
of Allah (^) said: "Twice - or 
twice thoroughly - or three 
times." 

Comments: [Its isnad is qawi] 



2888, Maymoon bin Mihran 
narrated that he heard Ibn "Abbas 
say: The Messenger of Allah 
(Sjfe) was treated with cupping 
when he was in ihram. 

Comments: [Its isnad is saheeh] 



2889. It was narrated that Abu 
'Ulwan said: I heard Ibn 'Abbas (^) 
say: Fifty prayers were enjoined 
upon your Prophet (3^), then he 
asked his Lord, may He be glorified 
and exalted, and He made them five. 

Comments: [Saheeh because of 
corroborating evidence; this is a 
da' eef isnad] 

2890- It was narrated that 
'Abdullah bin 'Usm said: I heard 
Ibn 'Abbas say: Your Prophet 



.[YYY£ r^rlj] 
.(WW) :p -gij>^ 

Ji ] 0* r^ 1 ^ ~ YAAV 

^1 j\ _ jSLMit :^ ill J Li 

.[Y * U :^ij] jl _ j^iJC 



^jLiftl ill 



LiiU -YAAA 



:Jli 



.^^Ai yij ^ 4i!l : Jj^ 
y_ JJ4 lijU -YAA^ 



Musnad of 'Abdullah bin al-' Abbas 4* 28 4* y*Uai1 & aiiI . 

(^) was enjoined to offer fifty 
prayers, then he asked his Lord, 
may He be glorified and exalted, 
and He made them five prayers. 

Comments: [Saheeh because of 
corroborating evidence, like the 
previous report] 

2891. It was narrated that Ibn 
'Abbas (ik) said: Allah, may He 
be glorified and exalted, enjoined : ^ ^ if 'p-^ 4 * if ^ ±f if 

prayer upon your Prophet ^ f \j ' ^ ' ^ ' *. ^ ~y 

fifty prayers. Then he asked his - ^ ^ , , 

Lord, may He be glorified and L^li^i ^J^-j *Cj JU_i tS^L? ^rr*^ 
exalted, and He made them five 
prayers. 




Comments: [Saheeh because of .<iL_s ^>w? :^^* 

corroborating evidence, like the 
previous report] 

2892. It was narrated that Ibn & ^ ^ 



-YA^Y 



'Abbas said: The Messenger 
of Allah (s£§) used to teach us the ^ J?"^ ^ o^v 11 



tashahhud as he would teach us a 
soorah from the Qur'an. 

Comments: [Its isnad is sa/iedi, ^ ^ ^ ®* ^ 



Muslim (403)] 



.[mo i^i;] .jT^i 



2893. It was narrated that Ibn 

'Abbas (4t>) said: The Messenger of 

Allah (^f) said; I was commanded y} if ^i*^' if ^) if 

to use the svwak until I feared that ? > . f = ' -,7 - 

. ^ JlpL o^U Jb ;Jb 

revelation would be sent to me - ~ 

concerning it." ,[YUo : ^Ij] jtjj ^JJ Si c~ii 

Comments: [Hasatt because of 

corroborating evidence; this is a jL ~< ^ ^ : £ A - 

daeef isnad] <*<Jj&r** lSj™^ 1 

2894* It was narrated from Ibn ^* >* — ^ -YA^i 

'Abbas (*) that the Prophet (»,) ^ r , 

^ k lJU^ ^ JJl>[ CJjl^ Jjjpl 
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said: "Good dreams are one of the - ; 3 , , s . ♦ , . i. 

seventy parts of Prophethood." : JU « ^ ^ f / 

Comments: [Safe* because of J^* ^ *^ ^ u 

corrobora ting ev idence [V*V> ^1] 0 S j^Jl 

>-> j>. ^Jjj '-{Hf* 

2895. It was narrated from Ibn : ^ .-y - ^ ^ _ xMo 
'Abbas (&) that the Messenger of ^ r ^ ^. 
Allah (Si) said between the two J>} o? ^ t^ 1 i? 1 
prostrations in prayer at night: >i \ : t -J jlO V ^ ^ 
"My Lord, forgive me, have mercy V' ^ * a£ - ^ 
on me, raise me in status, grant me Jtf ^ <Ui J>^j jl : 
provision and euide me." Then he . . ■ ; 
would prostrate. J ^ l ^" ^ ^ 

Comments: [Its isnad is /insan] Jfjjb 

2896. It was narrated that Ibn j \'A ;^Sl ^ l£U -YA^n 
'Abbas (&) said: The Messenger # , ' , 

of Allah (jg) said on the day of 0* If > 0* 

the conquest of Makkah: "This < ^ ^ Jj, . ^ ^, 

land is sacred, for Allah has made \ ^ s " ' t ^ I U 

it sacred. Fighting therein was not *M ^YJ- -iLH \si : <£i 

permitted to anyone before me, (rn/0 U, t ^ 'l^i ^ 
and it was permitted to me for a ^ * ' ^ " ' ^ " 

short while. It is sacred by the ^ J! s^U V>^i ^ t^U- J 

decree of Allah until the Day of [ u , . / . 

Resurrection. Its game is not to be s y . j . - — 
disturbed, its thorns are not to be J&j \ j t xfij, ^ \ j iijj Jaii 
cut, its lost property is not to be ^ s ^ I , ^ , . , 

picked up except by one who will ^1 L - JUi 

announce it, and its grasses are ^ .j£ - • - .-^i 
not to be cut" AK Abbas said: O / ^ ^ ^™ . : ^ 
Messenger of Allah, except idhkhir 'vj lS ^4-? ^A^ 1 

(a kind of grass), for it is used for [yr Qr ^ K ,^^ 

their houses and by their r 
blacksmiths. He said: "Except .OVor) :^ ^^>-^ '^>^ 

idhkhir. And there is no more 
migration Qrijrah), but there is 
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;j7wrf and intention, and if you are 
asked to mobilise, then mobilise/' 

Comments: [Its isrwd is saheeh, 
Muslim (1353)] 

2897. Malik bin Sa'd at-Tujeebi 
narrated that he heard Ibn 'Abbas 
{^) say: I heard the Messenger of 
Allah (^g) say: "Jibreel came to me 
and said: O Muhammad, Allah, 
may He be glorified and exalted, 
has cursed alcohol, the one who 
presses it, the one for whom it is 
pressed, the one who drinks it, the 
one who carries it the one to 
whom it is carried, the one who 
buys it, the one who sells it the one 
who pours it and the one for whom 
it is poured," 

Comments: [Saheeh because of 
corroborating evidence] 

2898. It was narrated that 
'Abdur- Rahman bin Wa'lah said: I 
heard Ibn 'Abbas (Jj*) say: A man 
asked the Messenger of Allah 
about Saba': was it a man or a 
woman or a land? He said: "It was 
a man who had ten sons, six of 
whom lived in Yemen and four in 
Syria. As for those who lived in 
Yemen, they were Madhhij, 
Kindah, al-Azd, al-Ash'ariyyoon, 
Anmar and Himyar, and all of 
them are Arabs. As for those who 
lived in Syria, they were: Lakhm, 
Judham, 'Amilah and Ghassan. 

Comments: [Its isnad is hasan] 



4JJI J_^3 cJL^i 
\± JJl jl i; :JU> t Ljl^ ^JL'I 

. M \ ^ j , aT . ° . tj iL^Lij iLg-C-LL^j (.L^ijUj 



±± y\ tijj- -YA^A 

^ ^ ^ ^ ^ 

^ :>i U t ti ^ Jbi jp;. 

aUJLj O^? 1 
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2899. It was narrated that Ibn 
'Abbas (^) said: The Messenger 
of Allah was praying, and 

two young girls came and stood 
in front of him, at his head. He 
pushed them aside and gestured 
to his right and to his left. 

Comments: [Its isnad is hasan] 



2900* It was narrated from Ibn 
'Abbas (4*): The name of Juwairiyah 
bint al-Harith, the wife of the Prophet 
was Barrah. The Messenger of 
Allah changed her name and 
called her Juwairiyah. 

Comments: [Saheeh; this is a hasan 
isnad] 



^ Jji jyj iVj sis 



XT' 



2901. It was narrated that Ibn 
'Abbas (vfei) said: The Messenger of 
Allah (^fc) drew four lines on the 
ground and said: "Do you know 
what this is?" They said: Allah 
and His Messenger know best. 
The Messenger of Allah said: 
"The best of the women of the 
people of Paradise are Khadeejah 
bint Khuwailid, Fatimah bint 
Muhammad, Mary am bint Tmran 
and Asiyah bint Muzahim, the 
wife of Pharaoh/' 

Comments: [Its isnad is saheeh] 

2902. It was narrated from 
Shu' bah the freed slave of Ibn 
'Abbas or Kuraib the freed slave 
of Ibn 'Abbas [&) that 'Abdullah 



^ J> ^ ^ JAi ^ 

eiji :JL5 tii^ -yvy 
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bin 'Abbas (&) passed by „ 3 * . £ ^ 

Abdullah bin al-Harith bin Abi ^ ^ *S ^ ^ ^' ^ 61 ; 
Rabee'ah when he was praying J^j ^ J ^ { 0 ' jU J; 

with his hair in braids, tied at the ^ " ; ' ' " f 

back. He stood over him and trt 
started undoing the braids, and - J jl y ^ ^ 
' Abdullah bin al-Harith let him ^/ ; , s " ^ . C f 
carry on until he had finished ^ K ir^r p o-? £y ojUJl 
undoing it and then sat down. . v - - £ .. . • , ' — 

When Ibn al-Harith finished ^ ' ^ - ^ ~* C/ 

praying, he came to him and said: ^1 : Jli oJli U JLili p'iU 
Why did you do what you did to j , ' ' s 

my head just now? He said; I J^-^J^" : Jj* ^ *W J^O 
heard the Messenger of Allah say: ^ ^ 

"The likeness of the one who " " ' , ^ 

prays with his hair tied up at the .[TV IV :^r^] JlijSL. 

back is like one who prays with (HT) 

his hands tied behind his back." ^ l Cr" • Qts** 

Comments: [A sahech hadecth] 

2903. It was narrated that Ibn '-| ^ > -t\*r 

'Abbas (<&) said: I heard the ; ^ . 

Messenger of Allah (^) say: 'The y^ 1 J>* 0* J* ^ 

likeness of the one who prays \ > - t° - . v i 5 - 

with his hair gathered and /\ / * \/ ; ' [ 

twisted is that of one who prays J-^? J^ w :<J>£ ^ ^ 

with his hands tied behind his *, * , * „ > f 

back." ^U^„ ^.01 Ji^ 

Comments: [A sa/jedi hadecth; this 



is a da'eefisnad] . - . . 



2904. It was narrated from Ibn 
'Abbas (4k) that the Prophet was 
treated with cupping in the veins ( ^ r 3J I 

at the sides of the neck and ,' t „ .-'-'vj ■ : - ^ , 
between his shoulders, and he ^ 
gave the cupper his fee. If it were itf ^'j ^jJ\ J^]^ 
Jin ram, he would not have given 

him his fee. ^ *J 



Comments: [A su/hv/i hadeeth; this 1 j UbJ 
is a daccf isnad] 
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905. It was narrated that Ibn r a „ * * 3 , .-s 

ibbas (4b) said: The Prophet s* 1 ^ ^ ^ " Y ^ 0 

sed to pray Mrr with three ^ ^ jl^ ^ t jU^I 

oorahs), with Sabbih isma rabbikaU ' / ^ ' - , , s , .■ 

7a, Qh/ yt? ayyuhal-kafiroon and ^ ^ er? : s£ ^T 11 : JG 

ulHuwaliahuAhad. ^ £ ^ * ^^Ji L^t£ JS> j 

omments: [A saheeh hadeeth] r ^ st^% 

1 1 .[YVY • :^^] .^.xSj 

906. It was narrated from Ibn £^ ;^Lp ^ ^1 -Y^l 
tbbas (4*) that the Prophet (^) / \ ' , . 
sed to recite in Fajr prayer on y- 1 ^ ' ^ ^ ^*L>xJU ^} 
riday, Alif-Lam-Meem. Tanzeel ^ ^ ^ 5& ^1 !)1 : ^ 
borat as-Sajdah) and Hal a la 'aiaU ' ^ ~\ - \ 
sfln heenun minad-dahr (Soorat al- S*¥ 3 4<Jy* 0 : \ *y_ 

lS3n) - . .[T VT • l^.^f 

omments: [A saheeh hadeeth] 



907. It was narrated that Ibn 
tbbas (4&) said: I saw the Prophet 
fe) prostrating with his arms 0^ ^ (VW/\) t^wJl ^ ijU^j 
?read so wide that I could see the * : ^ , , ^ s ; . v 

hiteness of his armpits. ; " ^ 

omments: [Sfl/irc/f because of - [Yi ' D : -^1 J>~ 

corroborating evidence; this is a 

daeefisnad] ^ ^ J : ff^ 



ji- ^J-jl^j IjjJlp- \l^Jb>- — T^'A 



908. It was narrated that Ibn 
tbbas (4*) said: 1 looked at the 
lessenger of Allah (3k) and I saw O? 1 ^ ^J^l ^ 
im prostrating with his arms t ^ J,, J^- : jj 
?read, and I saw the whiteness " ' f ' 

l his armpits. [T £ • 0 : ^Ahj ^5^-* 

omments: [Sfl/ife/i because of 
corroborating evidence; see the 
previous report] 

909. It was narrated from Ibn 
^bbas (4s) in a marfoo' report that 
le Prophet (#&) said: "Every O? 1 v ^ ^ f* <-liLL^ 
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covenant that was made during the 
Jahiliyyah, Islam only strengthens 
and reaffirms it/' 

Comments: [A saheeh hadeeth; this 
is a da'eef isnad] 



2910, It was narrated from Ibn 
'Abbas (&) that the Prophet (^) 
said: ''Any woman who gives birth 
to her master's child becomes free 
after he dies" or "after he is gone." 
Or he may have said both. 

Comments: [Hasan; this is a da'eef 
isnad] 



ij 



-jib 



ojJj iYj>\ :Jii ^ 

.[YYo* i^lj] .UL^ U^iU L^jj 



2911. It was narrated from Ibn 
' Abbas from the Prophet (^) 
that he told 'Ali to prepare some 
water for ghusl for him, then he gave 
him a cloak and said/ "Conceal me, 
and turn your back to me/' 

Comments: [Its isnad is da'eej] 



2912. It was narrated from Ibn 
'Abbas, who attributed it to the 
Prophet (^g): "If you differ concer- 
ning the roadway, then make it 
seven cubits. And if a man's 
neighbour asks him to let him 
attach something to his wall, let 
him do that" 

Comments: [Saheeh because of 
corroborating evidence; this is a 
da'eef isnad] 



0* 



^ iL^i £1^ l&k- -Y^Y 
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2913* It was narrated from Ibn 
'Abbas (4*) that the Prophet of 
Allah said: "May Allah curse 
the one who changes the boundary 
markers. May Allah curse the one 
who offers a sacrifice to anyone 
other than Allah. May Allah curse 
the one who curses his parents. 
May Allah curse the one who 
attributes himself to someone other 
than his masters. May Allah curse 
the one who pushes a blind man 
off the road. May Allah curse the 
one who commits bestiality. May 
Allah curse the one who does the 
act of the people of Loot, may 
Allah curse the one who does the 
act of the people of Loot 7 ' - three 
times. 

Comments: [Its isnad is hamn\ 

2914* It was narrated that Ibn 
'Abbas (^) said: The Messenger of 
Allah said: " Cursed be the one 
who reviles his father; cursed be 
the one who reviles his mother; 
cursed be the one who offers a 
sacrifice to anyone other than Allah; 
cursed be the one who changes the 
boundary markers; cursed be the 
one who pushes a blind man off the 
road; cursed be the one who 
commits bestiality; cursed be the 
one who does the act of the people 
of Loot." The Messenger of Allah 
said it three times concerning 
homosexuality. 

Comments: [Its isnad is hasan] 

2915. It was narrated from Ibn 
'Abbas (vfe) that the Messenger of 
Allah said: "May Allah curse 



If ljA* ^} If ^} 

M ^ Cr> ^ : ^ J* J* 

\jS t^y^i ^ i/> ^in ; 

illl jil tAill pA ^> ^ iill 
( v r *j ^^A\y> If 1 "-^ ^yA cAjJLjIj 

i \JA t J^^J 1 ^ I t-'tS *JD 1 

ry J** If ^ cfj 
~W f? J** ik* If M If 1 fc W 

^— ' lr° *OyAL*» ^ ^ 

J** ^ -J* £J Cf 

d ^ t j jk*^ jy*£- ^f J"^ 
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Hie one who changes the boundary ^ , . & - , ^ f 

markers; may Allah curse the one : JL * ^ ^ J ^ ^ : y'- 1 ^ 

who claims to belong to someone &\ t ^'Vi ; ^ ^ ^ JjUl ^> 
other than his masters; may Allah r ^ ^ jS ' , , ° 

curse the one who pushes a blind ^ ^ <JJI ^ t?Jij^ ^ 

man off the road; may Allah curse ^ ^ - fa g jj, - 
the one who offers a sacrifice to . ■ ■ 

someone other than Allah; may J* ^ j*l '^-f; £j <v 



Allah curse the one who commits 
bestiality; may Allah curse the one 



J^- J** I? *W ifi 3* 



who defies his parents; may Allah ^li n ^ 

curse the one who does the act of 

the people of Loot" - he said it *->^l 'gtj^ 

three times. 

Comments: [Its isnad is jayyid\ 

2916. ft was narrated that Tbn 
'Abbas (4*) said: The Messenger 
of Allah (%) said: "I have been 
commanded to (pray) the two 
rak'ahs of Duha, but you are not 
enjoined to do it. I have been 
commanded to offer the sacrifice 
(adha) but it was not enjoined," 
Comments: [Its isnad is da'eef\ 



2917. It was narrated from Ibn 
'Abbas (^) that the Prophet 
said: "The sacrifice (nahr) was 
enjoined upon me but it was not 
enjoined upon you. I was 
commanded to (pray) the two 
rak'ahs of Duha but you were not 
commanded to do so." 

Comments: [Its isnad is da'ecf like 
the previous report] 

2918. Ibn 'Abbas (4*) said: I learned ^ ^ >■ ^ u ^ _ nu 
a verse of the Qur'an that no man has 
ever asked me about and I do not 
know whether the people knew 
about it and so did not ask me about 




ever asked me about and I do not ^} 'j* ^) ^ 

know whether the people knew \ r^.' >\ y- - 

about it and sn Hid not ad* ahmif " * ^ ^ J* 
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it, or they were not aware of it and 
that is why they did not ask about it. 
Then he started talking to us, and 
when he stood up to leave, we 
regretted that we had not asked him 
about it. I said: I will ask him when I 
see him tomorrow. When the next 
day came, I said: O Ibn 'Abbas, 
yesterday you said that there was a 
verse in the Qur'an that no man ever 
asked you about, and you did not 
know whether the people knew it 
and so did not ask about it, or they 
were not aware of it. I said: Tel] me 
about it and about the verses before 
it. He said: Yes. The Messenger of 
Allah (sg*) said to Quraish: "O 
Quraish, there is no goodness in 
anyone who is worshipped instead of 
Allah." Quraish knew that the 
Christians worship 'Eesa Ibn 
Maryam, so they said: O Muhammad, 
didn't you say that 'Eesa was a 
Prophet and one of the righteous 
slaves of Allah? If you are telling the 
truth, then their gods are also as you 
say. Then Allah, may He be glorified 
and exalted, revealed the words: 
"And when the son of Maryam 
(Mary) is quoted as an example [i.e. 
'Eesa (Jesus) is worshipped like their 
idols], behold, your people cry aloud 
(laugh out at the example)" [ay- 
Zukhruf 43:57]. L said: What does 
ycisiddootw (cry aloud) mean? He said: 
Make noise. "And he ['Eesa (Jesus), 
son of Maryam (Mary)] shall be a 
known sign for (the coming of) the 
Hour" [az-Zukhruf 43:61]. He said: 
That is the appearance of 'Eesa Ibn 
Maryam before the Day of 

Resurrection. 



I^ILpI Ui J^j '4^ ^Ll 

i Ills (, l^JL>tj _yup H IjJ'JLj 

'y? Z) o\ , — ^ l o^Si t 
Jjt 0] ^ :Jli .4^ (HA/O 

* ' , r '* t ■ > * f> 

Ls^Lj? ^ijS V^xi* tt^Ju> ^ 
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Comments: [Its ?'srwd is Hasan] 

2919. 'Abdullah bin 'Abbas (&) 
said: Whilst the Messenger of 
Allah (^) was sitting in the 
courtyard of his house in Makkah, 
'Uthman bin Maz'oon passed by 
him and smiled at the Messenger 
of Allah The Messenger of 

Allah said to him: "Why 

don't you sit down?" He said: Yes 
(I will). The Messenger of Allah 
(sfe) sat opposite him and whilst 
he was speaking to him, the 
Messenger of Allah lifted his 
gaze up and looked at the sky for 
a while. Then he lowered his gaze 
and looked to the ground at his 
right. Then the Messenger of 
Allah shifted his position, 

turning away from 'Uthman 
towards the spot at which he had 
lowered his gaze, and he started 
shaking his head as if he was 
trying to understand something 
that was being said to him, whilst 
Ibn Maz'oon was looking on. 
When he had finished and 
understood what was said to him, 
the Messenger of Allah 
looked up at the sky as he had 
done the first time, following 
something with his gaze until it 
disappeared in the sky. Then he 
turned towards 'Uthman and sat 
as he had been sitting originally. 
Me said: O Muhammad, I have 
sat and talked to you before, but I 
have never seen you doing what 
you did just now. He said: ''What 
did you see me doing?" He said: I 
saw you lifting your gaze to the 



y m JJI xJ- HiJU £jU 

j£ ^ JLn Uj£ :JU ^CU 

Jj^3 3 JU 4^ 4ui Jj y& 
:Jl* t JL; :Jli «?^JA: Vl» :^ M 
y> Uilli tiLil^i ^ 4JJI Jj-^j 

oliU 5^ ^ ^ iii j 3 

i.j ^ d^^ij lk -^r > ' 

u£ J; sUg Jui jji- 

lijljj fl j-^ 3 -! ^Yj^ u* =t **~ l 
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■?5lJj ^i3»> : .iiJ JL^ Hp 



Musnad of 'Abdullah bin al-' Abbas 4* 



39 



sky, then lowering it until you 
were looking to your right. Then 
you shifted position and turned 
away from me. Then you started to 
shake your head as if you were 
trying to understand something 
that was being said to you. He said: 
"Did you notice that?" J Uthman 
said: Yes, The Messenger of Allah 
(sk) said: "A messenger from Allah 
came to me just now whilst you are 
sitting here/' He said: A messenger 
from Allah? He said: "Yes." He 
said: What did he say to you? He 
said: " Verily, Allah enjoins AWAdl 
(i.e. justice and worshipping none 
but Allah Alone - Islamic 
Monotheism) and Al-Ihsan [i.e. to 
be patient in performing your 
duties to Allah, totally for Allah's 
sake and in accordance with the 
Sunnah (legal ways) of the Prophet 
in a perfect manner], and 
giving (help) to kith and kin (i.e. all 
that Allah has ordered you to give 
them, e.g., wealth, visiting, looking 
after them, or any other kind of 
help), and forbids Al-Fahshah' (i.e. all 
evil deeds, e.g. illegal sexual acts, 
disobedience of parents, polytheism, 
to tell lies, to give false witness, to 
kill a life without right), and Al- 
Munkar (i.e. all that is prohibited by 
Islamic law: polytheism of every 
kind, disbelief and every kind of evil 
deeds), and Al-Baghy (i.e. all kinds of 
oppression), He admonishes you, 
that you may take heed'' [an-Nahl 
16:90]. 'Uthman said; That was 
when the faith took hold in my heart 
and I began to love Muhammad. 

Comments: [Its isnad is da'ecj] 



J^l jit 5i> :JU 
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2920. Ibn 'Abbas (*) said: The 
Messenger of Allah (^) said: 

Every Prophet has a sanctuary 
and my sanctuary is Madinah. O 
Allah, I declare it sacred by Your 
authority. The evildoer is not to be 
given sanctuary in it r its grasses are 
not to be cut its thorns are not to be 
cut and its lost property is not to be 
picked up except by one who will 
announce it. 

Comments: [Hasan because of 
corroborating evidence] 

2921. Ibn 'Abbas (&) said: The 
Messenger of Allah (^) said: "Any 
man who claims to belong to some- 
one other than his father or to some- 
one other than his former masters 
who manumitted him, upon him be 
the curse of Allah, the angels and all 
the people until the Day of 
Resurrection, and no obligatory or 
nafl act of worship will be accepted 
from him/' 

Comments: [A sahech hadeeth; this 
is a da'ecf isnad] 

2922. It was narrated that Ibn 
'Abbas (&>) said: The Messenger of 
Allah fe) was forbidden all kinds 
of women except those who were 
believers and muhajirat (migrants), 
Allah said: "It is not lawful for you 
(to marry other) women after this, 
nor to change them for other wives 
even though their beauty attracts 
you, except those (slaves) whom 
your right hand possesses" [al- 
Ahzab 33:52]. And Allah permitted 
free, believing women: "and a 
believing woman if she offers 



C£ .y \ J Li 



.i \jjL>- - Y ^Y • 
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herself to the Prophet" [al-Ahzab ^ ^ ^ ^ ^ ^ ^ 
33:50]. And He forbade every ^ u 1 , ' , l~ ~ 

woman who follows a religion ^ t^sff ^ ^ Jill jii oiVV 

other than Islam and said: ''And ^ . . , r 7 

whosoever disbelieves m Faith, ^ - r J ^ 

[i.e. in the Oneness of Allah and in £J ^jy^ ^ $ \ 

all the other Articles of Faith i.e. ; v - ' - 

His (Allah's) Angels, His Holy ut ^ *2>> Jl 
Books, His Messengers, the Day of ^ ^) ( o • : ^I^M I) 4o^< 
Resurrection and Al-Qadar (Divine 1 ^ , % B — 

Preordainments)], then fruitless is ..LlJl ^ ^ 

his work; and in the Hereafter he 

will be among the losers" [al- ^* ^ : C^" 

Ma'idah 5:5] and "O Prophet 

(Muhammad (*£))! Verily, We have 

made lawful to you your wives, to 

whom you have paid their Mahr 

(bridal-money given by the 

husband to his wife at the time of 

marriage), and those (slaves) whom 

your right hand possesses - whom 

Allah has given to you, and the 

daughters of your 'Amm (paternal 

uncles) and the daughters of your 

'Ammat (paternal aunts) and the 

daughters of your Khal (maternal 

uncles) and the daughters of your 

Khalat (maternal aunts) who 

migrated (from Makkah) with you, 

and a believing woman if she offers 

herself to the Prophet, and the 

Prophet wishes to marry her - a 

privilege for you only, not for the 

(rest of) the believers" [al-Ahzab 

33:50]. And He forbade all other 

types of women apart from that. 

Comments: [Its isnad is da'cef] 

2923. 'Abdullah bin 'Abbas (*) jl£ : jJ&\ y\ ^ -1MT 



narrated that the Messenger of 



Allah (3^) proposed to a woman ^ 
of his people whose name was ^ Clai ^ M ^ : 



Musnad of 'Abdullah bin al-' Abbas & 



42 



Sawdah, who had a lot of children; : , ^ 

she had five or six children from a 015 tSjs J~* : ^ ^ 

husband of hers who had died. i0 Li iy t JL jl ZL? LlU U 

The Messenger of Allah (%) said ^ ^ 

to her: "What is keeping you from 4*^ ^ ^1 J^S L^S JUi 

marrying me?" She said: Bv Vf ^ m, . r r f ir * 

Allahf O Prophet of Allah, what .fT ^ , 

keeping me from marrying you is ^ ^ J-^j ^! i^Jl CJ-l b£z V 
not that you are not the dearest of ~ . . '' C t 

people to me, but I do not want ' J ^ (nV ^ } ^ ^> ^ 

these children to make noise at iyi vlLo. ;Jli 

vour head morning and evening. > " , ' * * , " . , / , 

He said: "Is anything else keeping J ^ * JLi ^ '-^ > 

% .111 



you from marrying me?" She ^3 ^ j\ ^ 
said; No, by Allah, The Messenger ^ /. o , J 
of Allah (^) said to her: "May ^ JjX 
Allah have mercy on you; the best ^ ^ ; u -f ; t : ' ^ 

women who ever rode camels are ' ' ^ " * ' - ' " 

the righteous women of Quraish. si^i ^1 j j5 t6j jj : 
They are the most compassionate _ // ^ ,. 

towards children when they are - *' - 

small, and they take the best care J ^ ^ ^~J> J* 

of their husbands' wealth." 

Comments: [Hasan because of corroborating evidence] 

2924. The Messenger of Allah LIL^ ^ Jjl ^Jj. ;J^ -tm 

sat in a gathering of his and J > , 

Jibreel came to him and satin I* ^Ir^ tf^Ul Sl5li tii 

front of the Messenger of Allah f- /V ^ , , . , 

(^), placing his hands on the knees s £ 
of the Messenger of Allah (ig). He ^1 J U : JL^ ^fe Jjl 
said: O Messenger of Allah, tell me ?„ >^ v: ^ M . v ', r 

about Islam. The Messenger of r - 



Allah (^) said: 'Tslam is to turn N J I J^iij t JjL^-j jUl: ol ^"i^^Di 
your face towards Allah (in 5 



submission); to bear witness that 



there is no god but Allah alone, aii JiJi ii^ liji : J l5 «^3j 

with no partner or associate, and to _ , fi 

bear witness that Muhammad is <( ^~^ ^ ^> cJ^ bi« : JLi ^ilUl 

His slave and Messenger." He said: VOLL^! U JUi J ^ U :Jli 

If I do that, will I have become . ' s " ^ 

Muslim? He said: "If you do that, O^r oU^VU : Jti 
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you will have become Muslim/' He 
said; O Messenger of Allah, tell me 
about faith. He said: "Faith means 
to believe in Allah, the Last Day, 
the angels, the Book and the 
Prophets; to believe in death and in 
life after death; and to believe in 
Paradise, Hell, the Reckoning, and 
the Balance; and to believe in 
predestination, all of it, both good 
and bad/' He said: And if I do that, 
will I have believed? He said: "If 
you do that, you will have 
believed." He said: O Messenger of 
Allah, tell me about ihsan. The 
Messenger of Allah (^) said: 
"Ihsan means to strive for the sake 
of Allah as if you can see Him, and 
although you cannot see Him, He 
sees you." He said: O Messenger of 
Allah, tell me, when is the Hour? 
The Messenger of Allah (fe) said: 
"Subhanallah, there are five matters 
of the Unseen which no one knows 
except Him: 'Verily, Allah, with 
Him (Alone) is the knowledge of 
the Hour, He sends down the rain, 
and knows that which is in the 
wombs. No person knows what he 
will earn tomorrow, and no person 
knows in what land he will die, 
Verily, Allah is All-Knower, All- 
Aware (of things)' [Luqman 31:34]. 
But if you wish, I will tell you some 
of the signs of its approach." He 
said: Yes / O Messenger of Allah, 
tell me. The Messenger of Allah 
(gs) said: "When you see the slave 
woman give birth to her mistress 
or her master, and you see the 
shepherds competing in the 
construction of lofty buildings, and 
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you sec the barefoot, hungry 
dependents become prominent 
figures among the people, those 
are signs and portents of the 
Hour." He said: O Messenger of 
Allah, who are the shepherds and 
the barefoot, hungry dependents? 
He said: "The Arabs/' 

Comments: [A hasan hadceth; its isnad is like that of the previous report] 
2925. It was narrated that Ibn 

'Abbas (4b) said: The Messenger of 
Allah (ggtj) interpreted things ^v^ 1 ^ ^ >^ _ il2i jJt 
positively and was not pessimistic, ■', f . : e - ; . , < 

and he liked every good name. ^\ ° J - ■ ^ ^ 

Comments: [Hasan because of r*^' J 5 ' V^M^ J*L£ ^ Jjl 

corroborating evidence; this is a r _ v . 
da'eef isnad] .ITrYA : ^rj . - - 



2926. It was narrated that Ibn Vr-i . ' ■* m; r^r ravn 
Abbas said concerning the ' * 

verse, "You (true believers in o*^* <v j ^ ^ J^- y. ^ tJJU-, 
Islamic Monotheism, and real j .<» • - ^ v v . 

followers of Prophet Muhammad ™ ' ' ? f ^ 9 : - ^ 
^ and his Sunnah) are the best of ^jjl : J Li (\\ Jl) 

peoples ever raised up for r . • ; , . , 

mankind'^ [Al 'Imran 3:11]; [This X ' CT^ 1 "^ Jl *5 

refers to] those who migrated with . 
Muhammad (^c) to Madinah. ° ' ' 

Comments: [Its isnad is hasan] 

2927. It was narrated that Ibn Lw Ji J\ J;\ ^ £ Gfc -Y W 
'Abbas (4*) said: The Messenger / / ; „ " ' " 

of Allah came or came out to ^ <>■ J^ 1 ^! 0^ L ^ <>" Ir* 
them when they were sitting and ^ • ^ ^ J - — , 

said: "Shall I not tell you of the ' ~ ^ tf ' . a ^ ^ y 
best of people in status?" We ^ s§ J ^1 :Jli ^1 
said: Yes, O Messenger of Allah, sjL „ f , \ >. . V / - V 

He said: "A man who holds on to " ^ ^ rf> £> ^ 

the head of a horse (in ji/wd) for : IliS : Jli ^Gl ^ ^j^i 
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the sake of Allah until he dies or * + : f, ? , r 

is killed/' Then he said: "Shall 1 ^ ^ > J " /'^ ^ ^ " 

not tell you of the one who comes p j\ cl>jl^ Ji>- J-~^ ^ 

next to him (in status)?" We said: - * .*/*t ^ ' - 

Yes, O Messenger of Allah. He ^ J rV» :Jb 

said: "A man who isolates himself ^^j^, ^ j^u : jj t Jji jy^ 

in a mountain pass, establishing ; > ; J ; ^ , j t 

prayer, paying zakah and avoiding Jj=*i5 ^VS;M J>}tj a 1 ^! ^ 

people's evil." Then he said: ^ v[ ^ *j „ £jl 

"Shall I not tell you of the worst ^ - ~ - „ „ * , 

of people in status?" We said: t <Ul Jy^ L; ^ : ilii :JIS 

Yes, O Messenger of Allah. He , - v., .'t . 

said: The one who is asked for - - " -' 

the sake of Allah and does not [YUI 

giVe '" 

Comments: [Its isnnd is sir/ia'/i] 'C 7 *^ a ~ * -{Hf** 

2928. It was narrated from Ibn ^\ • \5!U -T^TA 
'Abbas (&) that the Prophet (^g) ; / ^ " ^ "~ . - 
came out to them when they were If -f 
sitting and said: "Shall 1 not tell ^ ^ ijUJ ^ *lU ^ t^Jji ^ O 
you of the best of people in ' ^ ; - y- _ ^ 
status?"... And he narrated a ^ 
similar report ^ ^ ^-f ^ .j£ t ^ 
Comments: [Its I'snad is saheeh] " > i- 

2929. It was narrated that Ibn t ^ J\ ^\ j, j\ -Y<m 
'Abbas (&) said: The Messenger , ; / '\ ' ' ' 

of Allah (m s ) used to give to ^ .y [ cf a? r^ 1 

women and slaves from the booty - ^ ^ iil il5 

what he gave to the army (regular ' 

soldiers). .[mo : ^1 J .^Jl ^ U ^'OJI 

Comments: [A Hasan hadeeth; this is t „;...^ 'J^j : 

a dacef isnad because it is ** , . . . lHl ., .. M 

interrupled] ^ ^ ^ r 1 ^ U * r U 

2930. It was narrated from Ibn f ^j^l : Jvl jlli il^i^ -Y^r* 
'Abbas (4^) that the Prophet (jg) - ; £ ° 3 £ * ^ " 

used to give to slaves and women ^ ^ : J?* if ^ 

from the booty. 
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Comments: [A hasan hadeeth; this is . - .* - - ■ 

ad*'*?/*™/] T^ 1 ^ ^ 015 ^ 

[YYro i^lj 

2931* Yazeed narrated from --i - - - *- . V \ - V*v 

someone who heard I bn Abbas (Jfe) ' \ - 

say:... Something less than what the -J^^ «4-rf4 ^ Oji : Jlij 



army got. 

Comments: [A hasan hadeeth; this is 

a da'cef isnad like the previous ^u^j> jU^I iJL*_j : ^i>^ 



report] 



2932. It was narrated from t^Ji ^1 ^1 ^ vl i ^| t£U -TWY 

Shu'bah that al-Miswar bin . I' ; ^ / o - £; . ( > 

Makhramah entered upon Ibn ^ ^ 0? 01 : 1^ 

'Abbas to visit him when he ^ - ^ ^ ^ 

was sick, and he was wearing a , t * 

cloak of brocade. He said: O Ibn U L - ^ OrW^i^ 

'Abbas, what is this garment? He fa '.jj u - .j^ fa 

said: Which one? He said: This \ > 

brocade. He said: By Allah, J was ^ jilj : Jli 
not aware of it and I did not think 



that the Prophet (3j§&) forbade this 



tCp ^ ^ J> ^ ^1 ^ 



when he forbade it, except for .JJUa5 aUi jlL^ llU} 1 JsSHj JiilJ *VI 

those who were arrogant and 'i ' c * ' * * - - 

proud and we, praise be to Allah, : JUi V ^ liJ1 ^ ^ : JL > 

are not like that. He said: What are itii <\&L Ulli^i jj ^| 

these images in the stove? He said: ^ * ' / 

Do you not see that we have ^ '■ ^ j>V 

burned them with fire? When al- u { L - . ^ a ^ . , ^ 

Miswar left, he said: Take this / ^ ^ " ^JJ^J 

garment away from me and cut off J^ 1 t< 3jZJt 14, JLUj V 

the heads of the images. They said: ^ rjl 

O Ibn 'Abbas, why don t you take V : ^ ' * f ^ 

it to the market? You could sell it .[H"- v : ^1] .^j^ 
for more if you leave the heads. He 

said: No. And he ordered that the ^ <J- '^-V^ : ^tj^ 

heads be cut off, .iii>Ji ^ 

Comments: [Its knad is c/a^/] 
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2933* It was narrated that ^ ^ ^{ ^ ^ ^ ^ _ TMT 

Shu'bah said: A man came to lbn ^ ; " y ' ; ^ ' _ ^ , 

'Abbas (&) and said: When your : J! ^ 

freed slave prostrates, he puts his . - ,-, :.v-^ ? t 

forehead, forearms and chest on " v ' ' ^ ^ " 

the ground. Ibn 'Abbas said U ^jI ^ .^jNL ojJ-I^ 
to him: What made you do what 
you are doing? He said: Humility. 

He said: This is how the dog sits. \l\ ^]\ Jji^ v^JL^Jl Li^ IjiU 

I saw the Prophet when he ' " , > _ 

prostrated; the whiteness of his [Y ' vr : -^M ^ ^ * ^ 



armpits could be seen. 
Comments: [Its is Had is (face/like the previous report] 

2934. Husain narrated: lbn Abi { ^ ^{ . ;£jJ>5 -YVTl 

Dhi'b told us... And he narrated a 

similar report ^ 'J- 3 * •■•^j- 5 ? 



Comments: [It is a repeat of the 
previous report] 



2935. It was narrated from Ibn ^ ^Ji ^ jULi -YVTa 
'Abbas (^) that the Prophet (^) . , / ' 7 ' * ' 'a. . . * 
used to send him with his family °* « ^ l jl : ^ y* 1 y* 

to Mina on the Day of Sacrifice to ^ Jj ^\ ^ ^ 

stone the lamrnli with the dawn. " .. . 

Comments: [Its isnad is da eef] - ^ 

2936. It was narrated from Ibn ,j ^ .3^ ^ ^ YVn 
'Abbas (4) that the Prophet ^ ^ t . o , 

sent him with his family to Mina ^' " '"^^ ^ T 5 ' 

on the Day of Sacrifice and they % ^ ^ ^ ^ ^ 

stoned the Jamrah with the dawn. r-* ^ ^ C 

Comments: [Its isnad is (foVre/ like ^ nr ° : a^Ij] ..^1^ 



the previous report] 



2937. It was narrated that Ibn — £\ -T^rv 

'Abbas (^) said: The Messenger 



of Allah (^) said: Whoever has & -J- J* 

intercourse with his female slave ^jj-r ^ M Jii 

and she bears him a child, she ' ^ 

becomes free after he dies/' [Yvo^ J* t>f* ^ 
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Comments: [Hasan; this is a da'eef 

istiad] Luj t : £!>^ 



2938* It was narrated that Ibn * - ^ 

'Abbas said: The Prophet (^) b ^ : r^ 1 $ ^ ~ Y ^ rA 

used to pray in a garment, ^t* Jl\ ^ ^> - t>JLli : - 

wrapping it around himself and ' . % ' ~ - ^ 

using its extra length to protect ^ ^ J-^' ^ i^' Otf : J U 

himself from the heat and cold of a'Vji a f >> ^ , . * - f 

the ground. ^ J ^ ^ % ^> 

Comments: [Hasan because of [TrT * ' ,L *V^ 
corroborating evidence; this is a 

da'eef isnad] > ^ 

2939. It was narrated that Ibn ^ ^ >- v ' - vav . fl 

Abbas (4) said; The slave woman ' ^ L - J ^~°" 

would bring the Messenger of ^ ^ £± 1+ i^LL, ^ 

Allah (Sg) meat from the shoulder £ ir u ' ^ ?,, ' - 

(of an animal) from the pot. He '^f " ^ f 015 :jLi 

would eat from it, then he would £M p ^ jiti ^idl ^ 

go out to the prayer and would s ~ ** ^ .-' '< \ \ " ; 

pray without doing wudoo' or ^ > J J! 

touching water. ^ ^ 

Comments: [A saheeh hadeeth] 



2940, It was narrated that Ibn ^ t ; 
'Abbas said; The Messenger 
of Allah (^) used to pray on a :JU ^ a? 1 ^ ^ Pu- 
reed mat. * T- ' 7-* - L ' a - 
Comments: [Saheeh because of 

corroborating evidence] [Ym 

^ ^ 

2941. It was narrated from , - 
Yazeed bin Hurmuz that when ^ <>' ^ 
Najdah al-Haroori [i.e., Khahji] of I- t * :~u * , i> 
rebelled at the time of the turmoil . * ^ ^ < 

of Ibn az-Zubair, he sent word to ^ ^ J & h?r <Sj/^ ^ 

Ibn 'Abbas asking him about the ^ :x ^[i: t ■ 'i li i M ^ h 

share of the near relatives [of the ^ ^ ' ^ Ji t ^^ Jl 

Prophet (^)j; Who do you think J'J* & S> ^l>" ^ : J#\ ^ 



Musnad of 'Abdullah bin al-'Abbas 4* 49 ^ ^ti^l - 

it is for? He said: It is for us, the a * * }r - = 

near relatives of the Messenger of ^ 'M ^ ^ ^ jUi J_^j 

Allah The Messenger of ^ £i ^ £U ^> ^ 015 1^ 

Allah (^) allocated it to them. ,\ > 

'Umar offered us some of it and 11)1 !to.>> i jj^ 

we thought it was less than what .-^ ^ ^ ^ 

we were entitled to, so we ^J*" " 
rejected it and refused to accept it, ^'j t rf?/ L ^ 

What he offered to them was to j^r a J . ■ { 4 > - - : , i ** 

help those among them who ' ^ ^ ^ J ^ J 'r*-^ 3 
wanted to get married, to pay off [Ytro ^A 

the debts of those among them 
who were in debt and to give to 
the poor among them. And he 
refused to give them more than 
that 

Comments: [Its isttad is sahech] 

2942. It was narrated from Ibn 
' Abbas (^) that the Prophet (^) 
used to let his hair hang down ^ J* «JW Juli- jl ^i^JI ^ 
(over his forehead), and the \ ■ ^ . 'i, M -, 
mushnkoon used to part their hair. * " J — . Y- V 
The People of the Book used to let i'^*/^ j yyi j ^JLiJl j\5j ^I'jLx 
their hair hang down over their - . , B y \> - > - - ., f , , 
foreheads and the Prophet (fe) ^ yL^Jl J*l jlS} 
liked to do the same as the People jj Uj ^LKJl Ji? Uil^i ^ ^ 
of the Book in matters concerning , ^ ; £ % ^ , ;\ 
which he had not received any *S ^ ^pi J>! 
revelation. Then (later on) the [YYo<\ ■ l ] 
Messenger of Allah (^) parted ^ J 
his hair, : . t (rooA) :^ oU 

Comments: [Its isrcad is sahech, al- .(trri) 
Bukhari (3558) and Muslim 
(2336)] 

2943. It was narrated from lbn *j£ ^ £ju^ ti'j^ -YUr 
'Abbas that the Messenger of 

Allah (^) said: "There is no one ^ 0? ^A "A-J J.- 

among the people who has not u » : jj ^ JjI J M : 

erred or thought of erring, apart , . £ \ % ^ y 

from Yahya bin Zakariya. *?Lk^ f-* 'A * -^j ^ ^«£J1 ,v? 

Comments: [Its is««rf is dn'ce/] [Y Y<\£ : ^IJ .l!/* ^; ^ ^ 
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2944. Husain bin 'Abdullah bin 
'Ubaidullah bin 'Abbas and 
Dawood bin 'Ali bin 'Abdullah bin 
'Abbas narrated, one of them adding 
to the report of his companion, that a 
man called out to Ibn 'Abbas, when 
the people were around him: Are 
you following the Sunnah with 
regard to this nabecdh, or is it easier 
for you than milk and honey? Ibn 
'Abbas (^) said: The Prophet 
came to 'Abbas and said: "Give us 
something to drink/' He said: This 
nabecdh is something that has been 
steeped and soaked; shouldn't we 
give you milk or honey? He said: 
"Give us what you give to others/' 
So two skins filled with nabecdh were 
brought to the Prophet (^), who 
had his Companions of the 
Muhajireen and Ansar with him. 
When the Prophet drank, he 
stopped drinking before his thirst 
was quenched. He raised his head 
and said: "You have done well 
This is what you should do/' Ibn 
'Abbas (^) said: The approval of 
the Messenger of Allah was 
dearer to me than seeing these 
mountain passes flowing with milk 
and honey. 

Comments: [A saheeh hadeeth; this is 

2945* It was narrated that Ibn 
'Abbas (4c) said: The Messenger 
of Allah (sSg) said: "You hear 
(from me), and others will hear 
from you, and people will hear 
from those who hear from you/' 

Comments: [Its isnad is saheeh] 



: J 15 gl/Jr y\ : {yj -T^** 
y Jdl XJ> y iil ±± Ji ^r-^ 

j>. ^ ^ o? 4^ ^ Jjf1 ^ 

£LM : Jli tlj^- y&\j 

ya J^lii- o"^\ y> j*l ^"-^r^ 1 J ydj 

: ^tZ. y\ Jul !?J~iJlj 
Ijla o| :jLii :Jlii Life £fe 



t^JU^-l" :JLii Olj <"Sj Ji 

Le>y ! ^fe ^1 jli "IjjLjjii lASLi 

Ij-ftj I *^-jJL>- :^ij^j 

a da'cef ianad] 



O? 1 ^ <-p>r J>. 
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2946* 'Ata' narrated that . v — ' "i yih 

'Abdullah bin 'Abbas (&) invited # ( , , C 

al-Fadl to eat on the day of o\ *Uap jl tf^j ^x^' 1 

'Arafah, and he said: I am fasting. ^ . . * iU 

'Abdullah said: Do not fast, for J ' y f-* ^ ^ ^ * f X ^ 

some milk was brought to the ^ jl^ JUi .j^U? J>\ :JUi t^Ui 

Prophet (^) and he drank it on , , t - . ^ , , - - 

this day; and, moreover, people *H ^ ^ ^ ^ L r^ 

follow your example. ^ ^ lii o ^^ii 



Comments: [A saheeh hadeetb] 



2947. It was narrated that Ibn 
'Abbas (4) said: By Allah, the 
Messenger of Allah (%) never ^ ^li ju-l^ j* < ^ ^\ je. ^Iji- 
fasted any month in full except % / ' s ' . , ^ 
Ramadan. When he fasted, he ^ J ^ f 1 ^ U ^ :JU ^ 
would fast until one would say: By ^ Jj ^ ^ 
Allah, he will never stop fasting. * s 

And he would refrain from fasting M V :JjL^' J *,^L^ 
until one would say: By Allah, he » - > > % 

would never fast : ^ UJ1 ^ l > 1 4 

Comments: [Its isnad is saheeh] [MSA jJaJ \' Jllj 

2948, It was narrated from Ibn J> aIM 1^ LijU -YA£A 
'Abbas (&) that the Prophet * t f 
forbade walking in one tau^ or ^ ^ l ^ ^ ! ^ ^ ^ 

oneshoe " 0* - $ - 

Comments: [its isnad is da'eef *{ 

jiddan] Jl V • ^ ? "r* # ^ & 

, £ , * > - . * * f - ■ , s, 
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2949* It was narrated from Ibn ^ ^LL* tfli - u %}\ tifti- 

'Abbas (4b) that the Messenger of !Ts \ . 

Allah (^) forbade [eating] a bird 01 : o" 1 ^ 0? 1 ^ ^ 

that had been used as a target — ^ ^ 

a ad the milk of an animal that - y , ^ 

feeds on filth, and drinking from .^lilJl ^ ^UJl ^y^>Jl 
the mouth of the water skin. 



Comments: [Its isnad is sahech] 



2950* It was narrated from Ibn 
'Abbas (4a) that the Messenger of 
Allah (^) said: "Jibreel came to 
me and instructed me to say the 
Talbiyah out loud/' 
Comments: [Saheeh hadeeth] 



2951, It was narrated from 
'Ikrimah the freed slave of Ibn 
'Abbas, from Ibn 'Abbas (4k), that 
he said; The Prophet only 
forbade garments of pure silk. As 
for a garment in which (only) the 
warp is of silk, it is not pure silk, 
and we do not see anything 
wrong with it. And the Prophet 

fe) forbade drinkine from vessels . . ♦ * s ? 

of silver. ?4 J ^m^^ > ^ 

Comments: [A saheeh hadeeth] X * AV^ : .<Jt^\ 

,£-JHL_^ l^l-Jwb- '.^J>M* 
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2952* It was narrated from Ibn 
'Abbas (4*) that the Messenger of 
Allah said: "Seventy thousand 
of my ummah will enter Paradise 
without being brought to account/' 
1 said: Who are they? He said: 
"They are the ones who do not ask 
for ruqyah, do not believe in omens, 
and they put their trust in their 
Lord." 

Comments: [Its isnad is saheeh, al- 
Bukhari (6472)] 

2953. Ziyad narrated that Salih, 
the freed slave of at-Taw'amah, 
told him that he heard Ibn 'Abbas 
narrate from the Prophet (#*): 
"Ar-Rahim (ties of kinship) seeks 
refuge with the Most Merciful; He 
upholds ties with those who 
uphold (ties of kinship) and He 
cuts off those who sever (ties of 
kinship)." 

Comments: [A saheeh hadeeth] 



:JLs ■ ^jj -X\oy 



: Jli ^ -dJ! J^] 01 : ^fe Ji\ .> Jlii 

[UtA '^^] - [| Jj%^ ^3 

,(iiVT) : ^ i^>wj sjibwjj : 
^^Jl ly>*j>*j SJL>-i 4Ju>w jW^y^ * ^sfe 



2954. It was narrated that Ibn 
'Abbas {&>) said: The Prophet (^) 
did 'Umrah four times: the 'Umrah 
of al-Hudaibiyah, 'Umratul-Qada'; 
the third from al-Ji'ranah and the 
fourth he did with his Hajj. 

Comments: [Its isnad is saheeh] 



2955. It was narrated that Ibn 
'Abbas said: The Messenger 
of Allah (3&) said: "Allah does not 
look at the one who lets his 
garment hang below his ankles," 



£jl #S 

^3 ^1 <m/o i&>. -yw 

1^ :^JLif ^ ici 
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Comments: [Its ipjW is saheeh, ] 

2956. It was narrated that Ibn 
'Abbas (4*) said: Two men disputed 
and one of them had to swear an 
oath, so he swore by Allah besides 
Whom there is no other God that 
(his opposite number) had no right 
over him. Then Jibreei came down 
and said: Tell him to give him his 
due, for the other one is in the right 
and he is lying. And the expiation 
for his oath is his acknowledgement 
or testimony that there is no God 
but Allah, 

Comments: [Its isnad is da'eefl 



2957. It was narrated from Ibn 
'Abbas that the Messenger of Allah 
drew four lines then he said: 
"Do you know why I drew these 
lines?" They said: No. He said: 
'The best of the women of Paradise 
are four: Maryam bint 'Imran, 
Khadeejah bint Khuwailid, 
Fatimah bint Muhammad and 
Asiyah bint Muzahim. 

Comments: [Its isnad is saheeh] 



2958, It was narrated from Ibn 
'Abbas (Jfe) that the Messenger of 
Allah (^) came out to them when 
they were sitting in a gathering of 
theirs and said: "Shall I not tell 
you of the best of people?" They 
said; Yes, O Messenger of Allah. 
He said: "A man who holds on to 
the head of his horse (in jihad) for 



<~jt Li ^ ijl M : ^Ci 

^ -i- 4 ' * ■'■-«* t - 1 - M 

[y^ha .*f*r\y 
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the sake of Allah until he dies or i * - * t ^ ~ - 

is killed. Shall I not tell you of the ^ ^ : JU L - >■ 

one who comes next?" We, said: JU- jfri ^ ^ 

Yes. He said: "A man who with- ^ s; , , V , 

draws into a mountain pass, T~ ; ^ ^ — r^^ UI 

establishing regular prayer and - ^ ij^ Vy, 

paying keeping away from ^ * f - ' ' ^ 

people's evil. And shall I not tell jj'j^ Jy^tj t^jJi 

you of the worst of people in ^ - ? ^ ^ ^ ^ ^{-J 

status? 7 ' They said: Yes. He said: ^ y . ^ " , ; , ' 

"The one who is asked for the A<* <. <JJL JbJ jAJU :JU 



sake of Allah and does not give." 
Comments: [Its imad is saheeh] 



2959. It was narrated that Ibn 
'Abbas (&) said: Umm Hufaid, 

the maternal aunt of Ibn 'Abbas, :JIS ^UJ ^ 

gave the Messenger of Allah fek) if . ,^ 
some ghee, dried yoghurt and r y * _ _ _ 

lizards. He ate some of the ghee lll^ ^gg Jjl ^1 -Cli 

and dried yoghurt, but he left the £ » _ t ' ' s > * * f 

lizards because he found them ^ y^' 1 0* c ^ ^ 

off-putting. It was eaten at the ^ jU Jifj : J li J^li : ^J>Sm i^; 
table of the Messenger of Allah / - -~ 

(Sfe); if it were haram it would not J^>. r 5 ^ ^ J>^j 

have be eaten at the table of the [rm . . j ^ jj, j ^ u ^ 
Messenger of Allah (£te). ^ J ' ' ^ ' J ^ 

Comments: [Its /snffd is so/ire/i, al- : f ^C^vo) :^ t ^^>^ ol^i : g-yj 

Bukhari (2575) and Muslim 0<Uv) 

(1947)] 

2960. It was narrated from Ibn 
'Abbas (&) that the Prophet (gg) 
took a ring and wore it, then he 4^ ^ oUILl ^ jjl 



^iJU U^il ^ iuU LiJi^- -Y*V 



said: "This has been distracting me 
from you all day, I was looking at it - ■ ^ V r ■ ■ 

and looking at you/' Then he lii :JLs , Lji i 

threw it away. ^ . / t > ^ ^ « „ ' * . * 

Comments: [Its isrtfjc/ is saheeli] " " . l , ' 1 
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2961. It was narrated from Ibn 
'Abbas (4) that the Prophet (&0 
said; "May Allah curse the Jews; 
animal fat was forbidden to them, 
so they sold it and consumed its 
price. But when Allah forbids 
something to people, He also 
forbids its price to them/' 

Comments: [A saheeh hadeeth] 



2962* It was narrated from Tbn 
Abbas (4b) that the Messenger of 
Allah said: "Its trees are not 
to be cut and its game is not to be 
disturbed; its lost property is not 
permissible except for one who 
will announce it; and its grasses 
are not to be cut/' A1-' Abbas said; 
O Messenger of Allah, except 
icihkhir. He said: "Except idhkhir." 

Comments: [Its isnad is saheeh, al- 
Bukhari (1349) and Muslim 
(1353)] 

2963* It was narrated from Ibn 
'Abbas (*) that the Prophet (^) 
did not set a specific punishment 
for drinking alcohol Ibn 'Abbas 
(\&) said: A man drank alcohol and 
got drunk, and he was found 
staggering in the street. He was 
brought to the Prophet but 
when he came level with the house 
of 'Abbas, he got free and entered 
upon 'Abbas, who held him from 
the back. They mentioned that to 
the Prophet who smiled and 
said, "Did he do that?" And he did 
not tell them to do anything with 
him. 



pglU f ^ , bp ^ ^ lil aIM jjj 

J 1 ^ ^ : '^/3 
: J'i Jll J^V, li\ : ^l!^ ^1 ^ 

[UVl i^lj] .«>r^l Vp> : J I* 
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Comments: [Its isnad is da'eef\ \ , .. , . 

2964. It was narrated that Ibn J^i^i : ^ ST ^ UJo^ -Y<m 
'Abbas (4^) said: It was said to the 



Prophet (jgg) when the qiblah was 



changed: (What about) those who oJ}i ^ #r ^ JJ 

died and used to pray facing . . „ / > ^ 

towards Jerusalem? Then Allah ^s* J! ^j&> ^ 

revealed the words: "And Allah 
would never make your faith 



(prayers) to be lost (i.e. your prayers [ Y n <U : lj] .( U r : a^Jl) 4fi 

offered towards Jerusalem)" [al- 

Baqarah 2:143]. ^ ^ ^ Cf^ : E^" 

Comments: [Saheeh because of -^J^J^ ^S^- 

corroborating evidence] 

2965. It was narrated that Ibn ^ ^\ . - ] ^ 

'Abbas (^) said: The Prophet (3^) ' * ^ 

asked Jibreel to appear to him in J* ^ Ir-;^! ^ 

his real form, and he said: Ask your . v », - 

Lord. So he asked his Lord. Then ' ' ' "\ ' " ; 

some shade began to appear from ■ ^^ijj^ J* ol y~ ^ J^^T ^ 

the east, and it beean to rise and - ,.. -r - > 0 , 

• in, . r. y v <-Ap *JLlaj :Jls i^j j Ujj :JU .^1L, sol 

spread. When the Prophet (s^) saw C J * J C 

it, he fainted. Then (Jibreel) came Jiii : Jlj ^ JuJl Siy- 

and revived him, and wiped the , , £ ^, - , - . 

saliva from his mouth. ^ ^1 UAi :Jt; 



Comments: [Its isnad is dfl'ee/] J* v^Joi eljli 

2966. It was narrated from Anas ^ £^ ; j^JkJl jl£ uijU- -Y<m 

that some people from az-Zutt ^ s ; 

who worshipped idols were ^ ^' 0* toi ^ 4^ ^ 

brought to 'AH (^) and he burned « ^- -fr t 5 i ; , - .rf _j 

them. Ibn 'Abbas (4) said: Rather , . , \ 

the Messenger of Allah (^§) said: iS§ ^ l : ^t?' J^* 

"Whoever changes his religion, , ^ ... »\ /-v*-m\ 

execute him. * " - ° 

Comments: [Its wnflrf is mhcch, al- .(f* w) : ^d^" 

Bukhari (3017)] 
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2967. It was narrated from Ibn ^ ^ ^ _ my 
'Abbas that the Prophet fcfe) ;/ ^; 

issued a verdict on the basis of an i _ r ^ \f ^a*^ jUILL 

oath and a witness. Zaid bin al- . \ r . .... 

Hubab said: I asked Malik bin ^ ^ ^ ^ ^ ^ l 

Anas about the oath and witness: Is ^^ij Lj Ju 3§§ ^1 CM : 
it permissible in cases of divorce 

(talaq) and manumission? He said: " £T J 

No; this is only with regard to „t t - f *g f * fe , * , 

selling, buying and so on. ^ ^ ^ U J ^ JU 

Comments: [Its isnad is saheeh, J^UaJl ^ Jj> :-uLJT* ^ 

Muslim (1712)] * " ~_ * . - ' ' : 

2968. It was narrated from Ibn - t ^UJl ^ Jul jl£ tiii -mA 
'Abbas (&) that the Prophet {^) " ' / 

issued a verdict on the basis of an J* & ^ J* ^OUll^ j* m 

oath with a witness. 'Amr said: That - *n ■ f . i*- 

is only with regard to property. - . / ' f' ' *" ' 
Comments: [Its isrwd is sato-Wi] ^ ^ ^ 



2969. It was narrated from Ibn 
'Abbas that the Prophet (^t) 
said: "Every Muslim must do ^ tilU— - ^ Jj^i llll^- ; 0"' 



Ha//, and if I were to say every 
year, it would be (obligatory)." 



Comments: [A saheeh hadeeth; this $5 (4^* J* J^* 

is a da'eefisnad] ' [Yinr -^Ij .OISO 

2970. It was narrated that Ibn jj^ ^ 

'Abbas (v^to) said: The Prophet (^) # " '* ^ 

bought some camels that had J* <-^j^ if j* 

come from outside Madinah. and . ^ , * h - . 

l . *u u ^ ^ ^ ^ ^ l 

he made some money, then he * ^ V v 
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divided it among the widows of 
(Banu) 'Abdui-Muttalib. Then he 
said: "I will never buy anything 
for which I do not have the 
price." 

Comments: [Its isnad is da'eefl 

2971. Wakee' also narrated it and 
gave the isnad for it. 

Comments: [Its isnad is da'ccf like 
the previous report] 

2972. It was narrated that lhn 
'Abbas said: A woman became 
Muslim at the time of the Messenger 
of Allah (s^r) and got married. Her 
first husband came to the Prophet 

and said: O Messenger of 
Allah, I had become Muslim and 
she knew that 1 was Muslim. So the 
Prophet ) separated her from 
her second husband and gave her 
back to her first husband. 

Comments: [Its isnad is da'eefl 

2973. It was narrated from Ibn 
'Abbas ($&) or from al-Fadl bin 
'Abbas (&), or by one of them 
from the other, that he said: The 
Prophet (sfe) said: "Whoever 
wants to do Hajj, let him hasten 
to do it for he may lose his mount 
or he may fall sick or be faced 
with some need." 

Comments: [A scihech hadeeth; this 
is a da' eef isnad] 

2974. It was narrated that Ibn 
'Abbas said: The Messenger 



XxjJ^ J^j iQjb-j -r > 

Jl^p < _ s Lp sljil o^JL^i :Jli ^1 
4^3^* ^l^"^! cUl^l ii 

^ 0^ 3fe 

[W* .JjS/l 

[urr .tti^-uJi j^j ^Jjlj^ji 

£lj* jjl IJlJjil jjl uijb- -Wt 
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of Allah (sg) said: "Beware of * 

narrating from me except what ^ ^ J JLi 0? 1 

you are certain of, for whoever ^ cl^U U Sfl i^l 

tells a lie about me deliberately, "' t " ^ 

let him take his place in Hell. And l^J 0* JlLcI 

whoever tells a lie about the 
Qur'an without knowledge, let 
him take his place in Hell." 



v> ii^io l (^r Ol^Jl 



Comments: [Its is/ind is da'eef] .^US'Ijlp : 

2975. It was narrated that Ibn ^ 1 ■( ^ „ nv . 

Abbas (^) said: The Messenger of ' * 

Allah (^) wiped over the khuffain, J") 0* 0*? r^-* ^ ttlLi ^ 

st) ask these people who sav that ^ ^ J,. ' ( , . 

the Prophet (3^) wiped (over the ^ ^ ' ^ J CT 

khuffain): did he do it before al- 01 '-^.A^?- Ji^ I^JL^Li t > 

Ma'idah was revealed, or after 0 , ^ > . ' 

that? By Allah, he did not wipe ^ J ' ' — ^ ^> & ^ ^ 

(over the khuffain) after al-Ma'idah oS'j t sidi 1^ ^ U Jlji; ^siUJI 

(was revealed), To wipe over the t - , , „* r , , , 

back of some passer-by in the ^ & ^V^b ^ ^ ^ji- ^ 
wilderness is dearer to me than 
wiping over them (the khuffain)/' 

Comments: [Its isnad is dflV*/| v^ 1 — 0^ : 



.1 



[?t\X .Lljip £^1 0( 



2976, It was narrated that Ibn J ; l^Jl ^ 1^ -Y^vn 

Abi Mulaikah said: Ibn 'Abbas ^ o \\ '\ ^ ^ , 

(4) said to 'Urwah bin az-Zubair: ^ Jli :JU ^ O? 1 0* 4 ?JJ 

O 'Urayyah, ask your mother, : ^f^ u :^> ^ 

didn't your father come with the s " 

Messenger of Allah {3k) and exit ^ j dj-^J ^r*' i] ^r ^ 0-4^ 
ihram? 



Comments: [Its isnad is qawi] 



2977. It was narrated that Ibn 
'Abbas (-4=,) said: The devils had 



.[YYVV :^l ; ] .J^U 



stations in the sky where they v ^ ^ ^ ]/- 

would listen to the revelation, and 
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the stars did not move (i.e., there 
were no shooting stars) and the 
devils were not targeted. When 
they heard the revelation they 
would come down to earth and 
add nine words to one. When the 
Prophet was sent, a devil 

would sit at the station and 
shooting stars would come at him 
and keep after him until they 
burned him. They complained 
about that to Ibices who said; This 
can only be because something 
has happened. So he sent his 
troops out in all directions, and 
they saw the Messenger of Allah 
(**0 standing and praying between 
the two mountains of Nakhlah. 
They went back to Iblees and told 
him, and he said: This is what has 
happened. 

Comments: J Its isriad is hasan] 

2978. It was narrated from Ibn 
'Abbas (4*) that a man came out 
when alcohol was still permitted 
and he gave to the Messenger of 
Allah (^g) a gift of a skin filled with 
wine. He brought it on a camel and 
found the Messenger of Allah (jg*) 
sitting. He said: "What is this that 
you have with you?" He said: A 
skin filled with wine; it is a gift to 
you. He said: "Do you know that 
Allah, may He be blessed and 
exalted, has forbidden it?" He said; 
No. He said: "Verily Allah has 
forbidden it." The man turned to 
the camel driver and said some- 
thing to him privately. (The 
Prophet (#^)) said: "What did you 
say to him?" He said: I told him to 



V citfj t^y^ii hj^i ijJl& 

o^j Ltls t LSLIj ^uii^l ^3 Ijjl^* 

qpL>- l oJL)ti» Jj*i bl jUalUl J**^* ^ 
OJl^ ^ iJLi U : Jlii J\ Jttl 

:Jli E>J J^r JLiJ J^tf #g jiJl 
:JUi :J'lS ioj^-ii t ^y^rj* 

"fe 01 : ^ ^ ^ ^ 

Jjl JyVy (jJiiG ^iJlj £> 

^jl^ «VdLii 1 1* l> 

dji !)! ji» :Jli .iiJ (m/O 

0U» : J Li .V :Jli JU'j il^C 

j^U Jj ji^JI 

^JJ 1 : J 1 ^ -^-^ : U ?^J ^ 



Musnad of 'Abdullah bin al- 'Abbas & 62 



sell it. He said: "The One Who 
forbade drinking it also forbade 
selling it." So he ordered that the 
stopper be taken out and it was 
poured out on the ground, and I 
watched it in aUBatha' until there 
was nothing left of it. 

Comments: [A saheeh hadeeth; this 
is a hasan isnad] 

2979. It was narrated that Ibn 
'Abbas (4*) said: The Messenger of 
Allah (sag) was treated with cupping 
and he gave the cupper his fee. If it 
was haram, he would not have given 
it to him. He was treated with 
cupping in the veins at the side of 
the neck and between the shoulders. 
He was treated with cupping by a 
slave of Banu Bayadah. One and a 
half mudds were taken from him 
every day, but the Prophet 
interceded for him with his masters, 
and they made it one tnudd. 

Comments: [A saheeh hadeeth; this 
is a da'ecfisnad] 

2980. It was narrated that Ibn 
'Abbas said: The Messenger 
of Allah (jgft) got married when he 
was in ihram. 

Comments: [Its isnad is saheeh, al- 
Bukhari (1837) and Muslim 
(1410)] 



2981. A similar report was 
narrated from Ibn 'Abbas 

Comments: [Saheeh; this is a da'eef 
isnad] 



JkL 'jft :Jli ^ 



0* & 



: J Li 



.1 £j 



i^iU ^Sji -YW^ 



-;L* UJjl^- -Ma* 



1? p * 



>*3 sfe ^1 J^3 l^ 1 ^ 

[^^ .f>J 

:p tOAVv) :^ t ^j>ws ijli^i : g>>«j 

* T ■ s - < , ■" , 
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4c (jjAlaH (jj dJj 1 Jilt jJiiiA 



2982. It was narrated that Ibn . ^ ^ ^ _ mt 
'Abbas (&) said; The Messenger ' _ _ . 
of Allah (^e) said: "I have been :J£ ^tli- i^L>^ ^ t j^5^Jl 
helped by means of the east wind ., ; * . > ^ f H *, , / 
and Ad were destroyed by means > * - f 
of the west wind/' [T • AT : Jj^'llL al* JLiLL*!} 

Comments: [Its isnad is sahcch, al- 

Bukhari (1035) and Muslim : T 4 ° ,ro) 
(900)] 

2983, It was narrated that Ibn ^ i^i ^jl- -Y^AV 
y Abbas (-fe) said: (The Prophet 



was ordered to prostrate on 



^A>*j L^lla '. J U jLLi ^ J^r*^ 



seven. Shu'bah said: On another £g? ^ jt> 

occasion he narrated it to me and „ , „> ^ . ; , . ; ' a 

said: "I have been commanded to : ^ *r^3 ^ 

prostrate and not to tuck up my ^ ^ sj ^ t?> ^iJL 

hair or garment." ' 

Comments: [Its isnad is saheeh, al- .^1^] 



Bukhari (809) and Muslim (490)] 



2984. It was narrated that Ibn v-i tijU- -Y^Afc 

'Abbas (4*) said: The Messenger 



of Allah (*^) cursed women who ^ l <^ * ^ 

visit the graves and those who ol^jlj #5 <il Jj^3 j^J :<J^ 

build places of worship and place ff , . t ^ SJ . ^ 

lamps over them, ^T 1 "^ ^ i-M^O 

Comments: [Hasan because of [t 1 ^ 
corroborating evidence; this is a 

da'eef isnad] ^r^ 1 ^ J o™^ : gt^r*** 

2985. It was narrated that Abu ^1 £jU -Y^Ae 
Jamrah said: I heard Ibn 'Abbas 



(4*) say: The Prophet (%) used to 



pray thirteen rafr'flte at night. . jllji ^ ^3 5^ J^tf JLij' % ^Jji 

ommer 

Bukht 
(764)] 



Comments: [Its isrtflrf is saheeh, al- r , , . 

Bukhari (1138) and Muslim L ' CT j} 
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2986. It was narrated that Ibn 
'Abbas (\$fc) said: A group of the 
Companions of the Prophet (^) 
passed by a man of Banu Sulaim 
who had some sheep of his with 
him and he greeted them with salam. 
They said: He only greeted you with 
salam so as to protect himself from 
you. So they went to him and killed 
him, and they took his sheep and 
brought them to the Prophet (g^). 
Then Allah, may He be blessed and 
exalted, revealed the words: "and 
say not to anyone who greets you 
(by embracing Islam): 'You are not 
a believer'; seeking the perishable 
goods of the worldly life. There is 
much more profit and booty with 
Allah. Even as he is now, so were 
you yourselves before till Allah 
conferred on you His Favours (i.e. 
guided you to Islam), therefore, be 
cautious in discrimination. Allah is 
Ever Well-Aware of what you do" 
[an-Nisa' 4:94]. 

Comments: [Saheeh because of 
corroborating evidence] 

2987. It was narrated that Ibn 
Abbas (&) said concerning the 
verse, "You (true believers in Islamic 
Monotheism, and real followers of 
Prophet Muhammad (afe) and his 
Sunnah) are the best of peoples ever 
raised up for mankind" [AI J Imran 
3:110]: (It refers to) the Companions 
of Muhammad (^) who migrated 
with him to Madinah. 

Comments: [Its isnad is hasan] 

2988. It was narrated that Ibn 
Abbas (4*) said: A Jewish man 
passed by the Messenger of Allah 



Mi S 31 W ^ :J*3 
i^JT ^> <£#S ^ ^ ^£jl 

A ] J\ <M : -L^JO 
;^ ^c_^J ^>w? 



J^U^I : Jli (U* \o\j^ JO ^j-l^J 
( ^ ^ jLii t£U. -YUA 
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(jSgj) as he was sitting and said: 
What will you say, O Abul- 
Qasim, on the Day when Allah, 
may He be blessed and exalted, 
puts the heaven on this - and he 
gestured with his forefinger - and 
the earth on this, and the water 
on this, and the mountains on 
this, and all of creation on this - 
all whilst gesturing with his 
fingers. Then Allah, may He be 
blessed and exalted, revealed the 
words: "They made not a just 
estimate of Allah such as is due to 
Him..." [az~Zumar 39:67]. 

Comments: [Hasan because of 
corroborating evidence; this is a 
da'eef isnad] 

2989, It was narrated that Ibn 
'Abbas (^) said: The Messenger of 
Allah (^) woke up one day and 
there was no water in the camp. A 
man came to him and said: O 
Messenger of Allah, there is no 
water in the camp. He said; ''Do you 
have anything?" He said: Yes. He 
said: "Bring it to me/' He brought 
him a vessel in which there was a 
little water. The Messenger of Allah 

placed his fingers over the 
mouth of the vessel and spread his 
fingers, and springs began to flow 
from between his fingers. And he 
instructed Bilal to call out among the 
people: Blessed water for wudoo 1 . 
Comments: [Hasan because of 
corroborating evidence; this is a 
da'eef isnad like the previous 
report] 

2990. It was narrated that Ibn 
'Abbas (4*) said: When the Messenger 
of Allah (^r) was dying, he said: 



i :JLii (.^Jljf 'j^-j 4IH Jj-^-j 
_ 3 Li 1.3 _ *j sujji JU13 

JG>Jl3 t03 ^JJ* ^UJl} loJ> J-C- ^J^J 

.^J_^_c> j'l^-jJ lJutj tc /r^- J/^ - ^ " ^tj^ 



- LJ-^ -MAS 

:JU .jUi :JU (iSj^i Ji» 

^ iU» ;JU3 3-^3 ^ ^ 

[YHA .*il3l^Jl SjJ^I :^'cS\ 

Ujwj jL^l lJbb_y t&^«J J — >■ 
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"Come, let me write for you a d „ c ., . a 

document after which you will not y^ 1 0* 0? ^ > 

go astray." There were some men Ju^Ji ^ <Li :JU 
in the house, among whom was J , - , - >.s > 

'Umar bin al-Khattab. 'Umar said: ^ ^ ^» : ^ 

The Messenger of Allah (^) is ^ (rto/U Jl^ ^_dl ^ij 

overcome with pain, and you have ^ ; - ^ , , ^ * V. 
the Qur'an, and the Book of Allah ^ ^ ^' ^ ^ 

is sufficient for us. The people in ^IS /cj\*J}\ ^j-p) 1 1^1 ij£ 

the house disagreed, and they , - ^ V* - * , = 

argued. Some of them said: Let the 1 L**-^ 1 * J*» : .JJl 

Messenger of Allah fcfe) write In ^ ^ :J>; ^ l^U 

(something) for you, or they said: - T ' > ^ - - \ 

Bring something and let the ^ ^ l J ^ ^> ^ 

Messenger of Allah (&) write Ij^Sl liu ^ Jli U J ^ 
(something) for. Others agreed ^ . - * £ > , . , PT 
with what 'Umar said. When their ^ ^ ! J >~^ JalUl 
disagreement and argument : J £ ^j! 0L£i « i^i* : J li 

became too much and the * ^ _ - s 
Messenger of Allah («*) became - ^ J JU " U £p J 5 °l 
overwhelmed, he said; "Get up ^ ^BOl im j^J j| ^ 

and leave." Ibn 'Abbas used to say: ' * a 

What a calamity it was when the 'rt^ r^^ j 

Messenger of Allah (afc) was ; f t(m > : r 4 _ ^ 
prevented from writing that ^" ' ^ 

document for them because of their 
disagreement and argument. 

Comments: [Its isnad is saheeh, al-Bukhari (114) and Muslim (1637)] 

2991. It was narrated that Ibn >\ .-r* - - >. . 

'Abbas (4) said: When he was in * ' ^ ^ " YM1 

Makkah, the Messenger of Allah J\ J- i^^U^I & 

(■j-g) used to pray facing Jerusalem, \,>*-. f, \ - - ; - 

with the Ka'bah in front of him, ^ ^ ^ l J ^ ^ :JU 

(and he used to pray facing ^i; jZ t^SYj .^jUl ^ iL, 

Jerusalem) for sixteen months after . . - ^ - , . ^ J 

he migrated to Madinah, then he ' l ^ ^ ^ ^i^ 1 Jl >^ u 



was told to change (the qiblah) to [TT . Y . . i ^ , ^ _^ 

the Ka'bah. c ^ ^ ^ 

Comments: [Its isnad is Sfl/ia'/iJ ujL^I : giy^J 
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2992. It was narrated that Ibn 
'Abbas said: 'Ulnar came and 
said: Peace be upon the Messenger 
of Allah, peace be upon you, may 
'Umar come in? 

Comments: [Its isnad is saheeh] 



2993. It was narrated that Ibn 
'Abbas (xk) said: The Messenger of 
Allah said: "Give the shares of 
inheritance to those who are entitled 
to them, and whatever is left goes to 
the closest male relative." 

Comments: [Its isnad is sahcch, al~ 
Bukhari (6732) and Muslim 
(1615)1 

2994. It was narrated that Ibn 
'Abbas (Jfc..) said: The Messenger of 
Allah (£k) travelled in Ramadan 
during the year of the conquest. He 
fasted until he reached 'Usfan, then 
he called for a vessel and drank 
during the day so that the people 
would see him. Then he did not fast 
until he entered Makkah, and he 
conquered Makkah in Ramadan. Ibn 
'Abbas said: So the Messenger of 
Allah (gj) fasted whilst travelling 
and did not fast. So whoever wants 
to may fast and whoever wants to 
may not fast. 

Comments: [Its isnad is saheeh, al- 
Bukhari (4279) and Muslim 
(1113)] 

2995. It was narrated from 
Miqsam that the Prophet (^fe) 
said, concerning a man who had 
intercourse with his wife when 



[tvoi .rjj. ^4 

1_4^JU aIJi JjJ-^ Jli ;Jli 

1^) > t (WY) :f 

; > ^ .. , 

^Lp ^ *JJl J_j*-j j^^" : ^ ^ 

^ & £3i} t& j^s ^ 

[Yro * r^t-lj] .>it 
: j» t(JYVA) :^ i £t™>^_^> o'u — il :^py?iJ 

:Jli J^^' 
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she was menstruating: "He has to 
give half a dinar/' Shareek said: 
From Ibn 'Abbas. 

Comments: [A saheeh mawqoof 
hadeeth] 

2996. It was narrated that Ibn 
'Abbas (4*) said: A man asked the 
Prophet (3k) about Hajj, was it 
every year? He said: "Every Muslim 
has to do one Hajj. If I said every 
year, then it would become 
(obligatory)." 

Comments: [A saheeh hadeeth; this 
is a da'eefisnad] 



2997. It was narrated that Ibn 
Abbas (4*>) said: ' Ali came out after 
(visiting) the Messenger of Allah 
when he was sick and they 
said: How is the Messenger of Allah 
(3k) this morning, O Abu Hasan? 
He said; He is better this morning, 
praise be to Allah. Al^' Abbas said: 
Don't you see? I think that the 
Messenger of Allah (^) will die 
from his sickness, for I know the 
faces of Banu 'Abdul-Muttalib 
when death is imminent. Let us go 
to the Messenger of Allah (%) and 
speak to him; if this matter 
(caliphate) is to be among us, he 
will clarify it and if it is to be with 
someone else, we will ask him to 
give instructions that they be kind 
to us. 'Ali said: If he says that it is to 
be with someone else, the people 
will never give it to us. By Allah, I 
will never speak to the Messenger 
of Allah (#g) about this matter. 



'. JLsj :JU ^Ji^aj «uLe-» 

GtS*" 

Jl ^>JI ji. Ite ^Jl jA; JL :JLS 
i4?i> ^4**"" (J^* Vplp 

J 1 if ft ^ tik- -T^v 

^ ^ <>£j*^ y< 'J- 
^ it ?M ^> : ^ ^ ^ 

Ol? Majlis ^3 a1]| 

^ ! J A? J! ^ -4=^ 
j iji j^'j jjsf v JJ13 Jij .ill 

[rrvi .ill ijU 

.(£i£v) s ^^j? b jL-*I i^j^iS 
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Comments: [Its isnad is saheeh, al-Bukhari (4447)] 

2998. It was narrated from Ibn ^ ^ £^ _ t ^a 



'Abbas (4=,) that the Messenger of 

Allah (%) said to Ma'iz when he 4 ^ ^ ^ cj^v J* ^ 0 ^ 4^^ 1 

committed zina: "Perhaps you jj ; ^ . ^ * ^ ^ ^ 

touched her or kissed her or . • . . - - ^ 



■ s - 



looked at her?" He said: it was as JJl^ ' ^>j ' Jli >^UJ J 15 ^ 

if he was afraid that he did not 



know what zina was. 



j\S : Jli (( 14^i oUii j I lcJj jl 

Comments: [Its isnad is sa/iee/i, al- ^ V m .Cjjl ^ Sf jl ^iUJ 

Bukhari (6824)] 



2999. It was narrated that Ibn Vjj— i <£U. -r<m 

'Abbas (v&) said: The Prophet \ * . , . 1 " , . 

used to review the Quran with If "-f?^ y- <• ^ r^^l ^ 

Jibreel once every year, and in the ^ ^ ^, ^ ; ^ j 

year in which he died/ he reviewed ; 

it with him twice. And the recitation ^ ^ &i ^ ^ ^ J^-^T ^ 

of 'Abdullah was the final mode of B - s , , ... . > 

recitation. ^ - ^ ^ 

Comments: [A sa/we/i hadeeth; this -L T £ *\ £ ] .3^1 M ^ liYj 
is a da c.ef isnad\ 



3000. It was narrated that Ibn 
'Abbas (4=) said: When the verse 
"And come not near to the orphan's J* 4 jr^ ^ ^rV^ 1 J* t ^ ^ 

property except to improve it" [al- X ^ ^ .jw £ ; Jl/ J\ 
An'am 6:52, al-Isra' 17:34] was ^ r ^ " ^ 



revealed, they put orphans' wealth ^ :^L*iNl) $\ 
aside, until the food started to eo off t f ^ t . vll 

and meat began to go rotten. ^ ~ " , . 

Mention of that was made to the ilJi ^Ji t ^ JLALlj wiliJ ^ULJI JJ^ 

Prophet (3^) r then the verse "and if >; --, , „ u 

you mix your affairs with theirs, ^ ^ : ^ ^ ^ 

then they are your brothers. And (xy« ^^LjZii ^ ^—-iiii fiZ 

Allah knows him who means 

mischief (e.g. to swallow their .JUjIJUj (rT 1 / \ ) : Jli 

property) from him who means , 

good (e.g. to save their property) ^ " 

[al-Baqarah 2:220] was revealed. .iJ^i -U jL? 



animals that have fangs. 



^ ^ ^ ^ l 



Comments: [A safttv/i hadeeth; this , ^ 

is a da'eefisnad] [1 \M : .^-LM ^ 

3003. It was narrated that Ibn j\ y ^ -r-r 

'Abbas said: The Messenger of a ' V - : * 

Allah (^) passed by us on the y. <- J~^^\ J* 

night of sacrifice, in the dark, and *- . ^ 

he started smacking our thighs and ^ ^ ' ^ 

saying: "O my sons, move on, but '^^j *Juj $H ^1 

do not stone the Jamrah until the * ^ ,T',r?f * \- v - t imu - 

sunrises. ^ ■ - ° ' V" ^ 

Comments: [Its isnad is sfl/ice/z] ur^ S>UJl ^j-*^ 1 ^> 

[Y 'At ."^ * t .M ^L: 
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He said: Then they mixed their 
affairs with theirs. 

Comments; [Its iarrnd is da'ecf] 

3001* It was narrated that Ibn Je^! : p 0? -f* • \ 

'Abbas (\&) said: It was said to the s , ' . ■ , , , , jj 

Messenger of Allah (^) when he ^ > 4 ^ A ^ > J 

had finished at Badr: You should ^ ^ ^ ^ Jj| ; ju j 

pursue the caravan, for there is „ ^ ^ t , fl j 

nothing to prevent you capturing t ^l>^ ^p.?-* Cr^ 1 jt*^ • J-^ j 

it. al-' Abbas called out to him: You ^ 5, ^ ^ ft IiSfc \ 

will never be able to do that, for ^ ; t ^ " 5 ' ' J 

Allah promised you one of the two ^ l)Uapl t^J^liajl ^-^j ? 

groups, and He has given you [Y-YY : 1 ] .ilJ^ \ 
what He promised you. ' ^ J 

Comments: [There is some '^J ^ ^SU ^ JU^ :^j*%> \ 

problem with Simak in his report v , e ^ 4 c^j, .^^1 ? 
from 'lkrimah, yet despite that ^ 

at^Tirmidhi said: A /wwwh satec/i 'C^ 3 ^ l ^ 

3002. It was narrated that Ibn J. £^ . - _ r ,. T 

'Abbas said: The Messenger " 4 b " ^ 

of Allah (^) forbade (eating) wild y ^ ^Ali-^l ^ 
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3004. It was narrated that lbn ^ • *ST ■ " "" llij>- -V * * 1 

'Abbas (4*) said: The Messenger of y ' , ^ 

Allah (^) used to pray eight *Je ^ J> v^e- 'J* J^. 

rak'ahs at night and pray Witr with r (> <-,,; ltf / , ,* . ?, • *. , 

three, and he would pray two r ■ y v i ^ ^ - 

rak'ahs oiFajr. J^4 

Comments: [Sato/; ] ■ ^, T - >- k >- >- 

^j>ixJI J^!^ ^V^H ^--^ 

[TVU 

3005. it was narrated that lbn ; ^ Jj| ^ fife _ r ,, d 
'Abbas (■&) said: The name of ' . , , 
Juwairiyah bint al-Harith was ^Jy J^J^ it J* <S^y^~^^ 
Barrah, but the Messenger of Allah .jj ^ - t ~j ^ J 
(Sgg) changed her name and called , ' ' ' , ; ' ^ - 
her Juwairiyah, Jj^*j to^J OjUJi p-" 1 ^ 

Comments: [Saheeh; this is a hasan .L^i lillii L^l ^ Jjl Jj^j 

3006. It was narrated from lbn £li ^ Jji -r*»l 
'Abbas that the Messenger of . ( , , 
Allah (j^) sent the weak ones of (>* 'r 1 ^ ^ ^^£^1 ^ Jja^i-LJi 
his family ahead from Muzdalifah ^ ^ ^ Jj, ^ . ^ ^ 
at night, and he advised them not tt ' ' . . * ' v " f 
to stone Jamratal-' Aqabah until the ^ p-frf 1 Jr^. ^r^ 1 

. ( ^ r v4^xJl £^ 3 - r i^j*-*" 5-^-*-^ o j^^r ^j^*^ 

Comments: [A saheeh Iwdeeth; this 

is a hasan isnad] [Vo oV : 

■jr-^ ^L^l ; 

3007. It was narrated that Yazeed _ £ ^ .^di ^ ^r-V 
bin al-Asamm said: I came to lbn , „ # e £ 
'Abbas and said: So and so got :JU r^ 1 ^ x ->- ^ ^ 
married and offered us food, and rj]: rJ-iSi^li ^'1 cJjl 
we ate. Then he offered us thirteen . ,, ^ , " , ^ 
lizards, and some of us ate and - J -* *jt r 

some refrained. One of those who "xj^ ^ JUi <. ii^Uj J51 ^ t iLi 
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tsX lii }gg 4JJ1 J^3J t l^^J j 

cJLij 1. ^4JL1 J_JLS Jr^lj jlJ^J.I ^ JJLij 



were with Ibn 'Abbas said: I do not 
eat it but I do not regard it as haram; 
1 do not tell others to eat it or tell 
them not to eat it. Ibn 'Abbas said: 
What a bad thing you have said. 
The Messenger of Allah (5^) was 
not sent except to explain what is 
halal and what is haram. It was 
offered to the Messenger of Allah 
and he stretched out his hand 
to eat from it then Maimoonah said: 
O Messenger of Allah, it is lizard 
meat. And he withdrew his hand 
and said: "This is meat that I have 
never eaten, but (you may) eat." AI- 
Fadl bin 'Abbas, Khaiid bin al- 
Waleed and a woman who was with 
them ate. And Maimoonah said: I 
will not eat something that the 
Messenger of Allah (gte) does not 
eat. 

Comments: [Its isnad is saheeh] 

3008. It was narrated that Ibn 
' Abbas said concerning the 

verse, "Then, when the Trumpet 
is sounded" [al-Muddaththir 
74:8]: The Messenger of Allah (^fe) 
said; "How can I be at ease when 
the holder of the horn has put it 
to his mouth and bent his head to 
listen for the command so that he 
can blow it?" The Companions of 
Muhammad said: What should 
we say? He said: "Say: Allah is 
sufficient for us and the best 
disposer of affairs; in Allah we 
put our trust." 

Comments: [Hasan because of corroborating evidence; this is a da'cefisnad] 



J* 



*-J> :jL*-I \jjt.j hjJiS v 
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3009. 'Uthman bin Hakeem said: 
I asked Sa'eed bin Jubair about 
fasting Rajah: What do you think 
about it? He said: Ibn 'Abbas 
told me that the Messenger of 
Allah (^5) used to fast until we 
said he will not stop fasting, and 
he used not to fast until we said 
he will not fast. 
Comments: [Its isnad is saheeh] 



3010* It was narrated that Ibn 
'Abbas said: The Messenger of Allah 
(Sfe) used to review the Qur'an 
with Jibreel (4^) every Ramadan, 
and the morning after the night in 
which he reviewed it, he would be 
more generous than the blowing 
wind; he was not asked for any- 
thing but he gave it. In the month 
(of Ramadan) after which he died, 
he reviewed it with him twice. 

Comments: [A saheeh hadecth] 



3011* It was narrated from Ibn 
'Abbas (4=) that the Muslims caught 
one of the prominent men of the 
mushrikeen and killed him. They [the 
mushrikcen\ asked to buy back his 
body and the Prophet (sfe) forbade 
them to do that. Mu'ammal said: 
The Prophet forbade them to sell 
his body. 

Comments: [Its isnad is da'eefl 



"a* JzA ls< -Jii f?^*- y} 

:Jli S+£ "^rj r'j^ 



i^j ^ ij* fiJi Jj^-j 

[T 1 it : - J-** j* t£ lj^S^ 



-l ^ 



.(TV ■ A) : r *("0 



: EV* ,J 
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3012. It was narrated from Ibn 
'Abbas (&) that the Messenger of 

Allah (gtr) did wudoo' for prayer, ^.^^p ^ oh 0* 

and one of his wives said to him: \ ' * * ' * " -n- 

Sit down; the food is ready. She ^ ^ ^ J ^ 01 : ^ ^ 

took out a shoulder and he ate, /i) ^ Jii ^^JJ 

then he wiped his hands and * . ^ * * 

prayed and did not do wwdoo' ' ^ ^ j-^ 1 ^* ( rTV 



[again]. 

Comments: [A saheeh hadeeth] 



3013. It was narrated from Ibn : * U ^ ^ jf £1; -ror 

'Abbas (J?&) that the Messenger of " 'f . - ' , - 

Allah said; "The one who 1^ i!* 1 : ^ J 

takes back his gift is like the dog . m ^ j ^ . - , ;i ,^ 

that vomits and goes back to it" / - " ( r" v 

Comments: [Its isnad is sato/i, a l- ^ 1 V* ^ ^ U 

Bukhari (2589) and Muslim rvi^v - t 1 ; 

(1622)1 L^V.^t,].^ 

.(UYT) :, t <Y0A<O 



3014. It was narrated that 
Tkrimah said: I saw a man enter 
the mosque, and he stood and ^ - ^f- ■_ <y"j y) j£ 
prayed. When he raised his head ' ; 4>* t .f- . v - > . - 

he said takbeer, when he placed t . " „ - ' ~ - 

his head (on the ground, in ^' * JlJ^ ^Ui> i>J^JI 

prostration) he said takbeer, and - . - r, ^ , r , r / ^ 
when he got up following two ^ ^ ^ ^ Zf> ^ ^ 
rak'ahs he said takbeer. I found that o-^U * Ji)^ o^jU i j!s '/^^i ^ 
strange, so I went to Ibn 'Abbas a * - - - - „ . - ' " . 
and told him about that and he f l N " JUi ^ ^| 

said: May you be bereft of your Jjl jub ^ 

mother! Isn't that the prayer of ' 

the Messenger of Allah (sgte)? h ; ^Ij 

Comments: [Its isfwrf is stf/w/fl , . 

3015. It was narrated that Ibn > f - r,i s r . ^ f h „ . 
Abbas (4) said: The Messenger c - ^ 
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of Allah (jfe) went out to the 1|: |S _ . ,r , . „ 

mosque gesturing with his hand v ■ r- r * , 

like this- and Abu 'Abdur-Rahman jlOXJI ^1 S *1JI J^j 

gestured with his hand towards , ^ s 

the ground - [saying:] "Whoever J\ *A o^*^ ^ -* 1 UjU - ^ °^ 
gives respite to (a debtor) who is in t JJ -f t ^Jj ^» : _ 

difficulty or waives (the debt) for B , - „ X , 

him, Allah will protect him from f^ 1 $ ^ ^ 431 cL " J 

the vehement heat of Hell. The ^ ^ ^ _ ^ ^ ^ 

deeds that lead to Paradise are - t * f ' 

tough and difficult - three times - '-J^^ C/,J J* 

and the deeds that lead to Hell are 



smooth and easy. The blessed one 



is the one who is protected from 1^ SJL31 b\i ^/j Jj Jili- U t jLp 

temptation. And nothing that you 



could swallow is dearer to me than 



anger that a person swallows; if a * ■ 1 B , M ; 

person swallows his anger for the ' ^ ' i ■ m 

sake of Allah, Allah will fill his ^ ^ ^ 3 N 

heart with faith." -J^^^ 1 J>. 

Comments: [Its isnad is da'eefjiddan] 

3016. It was narrated from Ibn y> ^^.^ J* -^M- «v ^ 
'Abbas (&) that the Prophet passed 



by a dead sheep and said: Who did 



J>\ 14JLM jIp ^ aJJI Juli ^ t ^ j-* jJ I 



this sheep belong to?" They said: : 5 lL ^ ^ : 

To Maimoonah. He said: "Why „ ' \ J s . - .. * 

don't you make use of its hide?" : ^ U flVsLjl ^ ^ M 

Comments: [Its isrtflrf is sa/w/i, al- [YrH : .^'l^Ulj jJuilM :Jli 

Bukhari (1492) and Muslim 

3017, It was narrated that Ibn ^| :jJU ^ JlU- GiJ^ -T • W 

'Abbas (^,) said: al-Fadl and I passed , ; ^ t , ^ > £ 

by on a donkey when the Messenger y*' ^ v^; 1 

of Allah (#0 was leading the people Jj, p^-j L 'f ^ — 

in prayer on some open ground, " ^ s s 

We dismounted and joined him, ^j^ 1 0? ^ V^ 1 ^^ ^ 

and he did not say anything to us Jn- j ^ J15 Ui ^ ife d>i 

about that. ' - 

Comments: [A saheeh hadeeth] ^'^'^ 
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3018. Ft was narrated from Ibn ^ ( , , ^ 

'Abbas (4) that the Messenger of ^ ^ J ^ ^ " rt ^ A 

Allah <«*) was treated with cupping, *{ . & ; t - :r t M .;, 

and he gave him his fee. : * " - i " ^' 

Comments: [A salwch hadeeth] ^ 'f^ 1 ^ ^ ^ 



3019. It was narrated from Ibn i^- . -v t Vm> - ~ 
Abbas that the Messenger of & ; J * " 

Allah (sfe) sent for Abu Taibah 

evening and he treated him with - Vr ' t ' - *\. ** * 

cupping, and he gave him his fee, - " ^ ^ ^ * ^ 

Comments: [Hasoh and its isnad is [T\oo i^lj .i^M JUa^l 

da'ecf] 

3020. It was narrated from Ibn 
'Abbas (^) that the Messenger of 
Allah (sfe) halted in Muzdalifah, yH* 1 ^ j* ifaj J>_ iiii 
and when everything grew light - ^ Ul >^ :f 
before the sun rose, he moved on. V , / ' V 

Comments: [A sfl/iceb fowta/i; this ; ^ ^ ^ ^ ^ 

is a da'eef isnad} fv . . , . -, - .i\ 

J J LY ■ : ^.ij] 

3021. It was narrated that 'Amr . ^ * ^ j^^j ^r*r\ 
bin Murrah said: I heard Abul- \ ^ J j**^ ^ 

Bakhtari say: We saw the new ^ : Jli ^ ^ j£ ijLi lL : ii 

moon of Ramadan when we were > w "i -rr - - - - * • 

in Dhat 'Irq, so we sent a man to ^ J ^ ^ : Jli ^ 

Ibn 'Abbas (A) to ask him. Ibn ^1 Ji tL^G : Jli oli 

'Abbas (*) said: The Messenger * r ' 3 , /, - ^ f u ; 

of Allah (3fe) said: "Allah causes it ° U : ^ ^^^-^^^^ _ aJUJ 

to appear for long enough that Jli _ J2^ 1; ^Ji jii : ^ Jj| j '3 
people can sec it, and if it is . 1{ , t> , 

cloudy then complete the number '>^^ J^ _ ojy' ;J^U 

(° fda y s )-" " [rMo.rr.A^ii.iiLji 

Comments: [Its i'sha^ is saheeh, 

Muslim (1088)] .(^AA) ; r .^^^ fl VL— ] : gij^ 
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3022. It was narrated that Ibn 
'Abbas said: The Prophet {^) 
went to the outhouse and J put some 
water for him to do ivudoo'. When he 
came out he said: Who put this 
here?" He said: Ibn 'Abbas. He said: 
"O Allah, grant him deep under- 
standing of the faith," 

Comments: [Its isnad is saheeh, al- 
Bukhari (143) and Muslim (2477)] 

3023. It was narrated that Ibn 
'Abbas said: The Messenger 
of Allah forbade (as food) 
every wild animal that has fangs 
and every bird that has talons. 

Comments: [Its isnad is saheeh, 
Muslim (1934)] 



3024. It was narrated from Ibn 
'Abbas that the Prophet (afe) 
said: "Beware of narrating from me 
except what you are certain of." He 
said: "And whoever tells a lie 
about me deliberately, let him take 
his place in Hell. And whoever tells 
a lie about the Qur'an without 
knowledge, let him take his place 
in Hell." 

Comments: [Its isnad is daccf 
because Abdul-A'la ath-Tha'labi 

is da'ecf] 



3025. It was narrated that Ibn 
'Abbas (Jfc) said: A Bedouin came 
to the Messenger of Allah 
and started speaking eloquently. 
The Messenger of Allah (sfe) said: 



:J'ii liJjb- '^L* LI-b- -V'YY 

fj>\ :JU KVli : ^ 

ji ^ ^ ^ J5 ^ as ^ 

: isi^p jjl u^jj- :jUp Ui-L>- — r«Yi 

:Jli ^ J. ^tl y\ J. ^ 
:Jli S/f ^.J^ 1 

:^ll^ ^ ^j-^ :jU* wJip- -r*Yo 
ill Jl ^ :JU 
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"Some eloquence is magic and \ , ~ - X ^ - - 

some poetry is wisdom/' ^ '0^ C ^ 

Comments: [Stf/reefr because of J* Jjj ^>Q l ^ : sSg *JJ ^ 

corroborating evidence] ' ... 

[UU ,«Ui^ ^JLUl 



iJ1}p ;jUp -r*Y1 



3026. It was narrated that Ibn 
'Abbas (<&>) said: A sheep belonging 
to Sawdah bint Zam'ah died and ^ 

she said; O Messenger of Allah, So u : jJui ;S>J sU diU 

and so - meaning the sheep - has 



died. He said: "Why don't you take - sLljl ^ - ^ ^ t ^ jl ^3 
its skin?" She said: Can we take the : jjlii <i?l^ :jui 

skin of a sheep that died (of natural 



c 



causes, with- out being slaughtered 



properly)? The Messenger of Allah ^ &\ (vya/\) dh> :^ 

(^) said to her: "Allah, may Hebe „ ^ ^ , * 

glorified and exalted, only said: ^ ^ C ^ ^1 ir jl ^ 4 ^ ^ ^ 
'Say (O Muhammad (a*)): "I find £^ ft j{ ^ J ^ 

not in that which has been revealed ? . > « - t ^ 

to me anything forbidden to be V r% ( U a : f^» r* 3 3' 

eaten by one who wishes to eat it, oJL-^S «<, jj ,2^^ 

unless it be Maitah (a dead animal) „ . , , u / ■> 

or blood poured forth (by slaugh- ^ 4 <- ^! 

luring or the like), or the flesh of [\ A \ Q : \j -L iJ^ jj^j 
swine (pork)' [al-An'am 6:145], and 

you are not going to eat it; if you : 
tan it, then you can make use of it." 
So she sent for it then she skinned 
it and tanned it, and made a water- 
skin from it that she kept until it 
wore out. 

Comments: [A saheeli hadeeth] 

302 7. A similar report was ^ jji-j £^ -J^f ^ -r«YV 
narrated from Sawdah bint Zam'ah, ' 



Comments: [A sa/fee/i hadeeth, like 



the previous report] 
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3028. It was narrated that ^ . ^ ^ : ill^ ^ -r * TA 
'Abdullah bin 'Abbas (40 said: The 

Messenger of Allah (^>) said to +^ J* L ^ o* J< 
Ma'iz bin Malik: "Is it true what I : >* . v . 

have heard about you, that you < ^ ? - 

had intercourse with the slave cJ^} JJ^l nillp U j?' 
woman of Banu So and so?" Me - " 0 - - - V 

testified four times, and he stoned C jl ^ :jb ^ ^ > 

him. [T V * Y ^'jl .^r> : t^lSlii 

Comments: [Its tsnad is hasan, 

Muslim (1693)] - (mr) : r 0J M 

3029. It was narrated that Sa'eed £^ : Zlkj -r*Y^ 
bin J ubair said: 1 heard Ibn 'Abbas e & . , . - >, j. 

(4) say: The Messenger of Allah 0? ^ J*'r> & oi ^ ^ 

(&0 married my maternal aunt • ^ ^ 

Maimoonah al-Hilaliyyah when ^ ^ ,".*„" Je 7* * 

he was in j/mzn/. >J ^^V 1 ^ u ^ ^ l ^ ^ > 

Comments: [Its isrtad is qawi, al- [ToV .J 

Bukhari (1837) Muslim (1410)] 

3030. It was narrated from Ibn . £ ^ _ r .r^ 
'Abbas (&) that they went out with ' jf ^ 
the Messenger of Allah (^) in o?' ^ ^ j5 ^ jh 1 
ihram. and a man's mount threw ^ * > ^ „ * , ^ • »*t . 



him and broke his neck, and he 



died. The Messenger of Allah JUi t^jll* 

said: "Wash him with water and ^ ^ * JLi-U '-^ Jjl J ' ' 

lotus leaves, and shroud him in ^ - J * *1 ^ , 

two garments, but do not put any ^3 t Q> 

perfume on him or cover his head, « ^ > k 

for he will be raised on the Day of ^ f>- ^ ^ td ^ ij ij >^ 

Resurrection with his hair stuck hAo* •grh'i 

together/' 

Comments: [Its isnad is saheeh, al- : f ^ u ^ v > : C ^ 

Bukhari (1267) and Muslim .Or-i) 
(1206)] 

3031. It was narrated from lbn y \ IjJjl^- : jU^ uJoi- -V-VN 

'Abbas (4) that the Prophet (jfe) , . , ^ ^ , , ... 

said: No tiyarah [superstitious ^ ^ ^ 1 - ^ - - 

belief in bird omens], no 'aduw \j ^'j ^* ^5 Jr^ 1 
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[transmission of infectious disease ^ , . ^ 

without the permission of Allah], ^- *J^-> ^ : ^ "i" ti;L * 

no /wmflft [refers to a Jahili Arab ^u^Ji ^ ^fcj ^ ^ 

tradition described variously as: a ... ! 

worm that infests the grave of a : ^ ^ J L*i>5 

murder victim until he is avenged; fT f Y . . M v f 

an owl; or the bones of a dead [ * ' 

person turned into a bird that i^U^LJ IJu^ , P ^J :~>J 

could fly], and no Safer [the month , . / >' ^ , 

of Srt/cir was regarded as unlucky ^ ■ ^ 

in the Jahiliyyah]." A man said: O 

Messenger of Allah, wc take a 

mangy sheep and put it with the 

other sheep, and they get the 

mange. He said: "Who infected the 

first one?" 

Comments: [Saheeh because of corroborating evidence, and its isnad is da'cefl 

3032. It was narrated from Ibn ^ ^ £^ l£t -V« TY 

' Abbas that the Messenger of ^> 

Allah was in Maimoonah's & 0? ^ l ^ : *^ 

house, and I put some water for him \f ■ r; ; . . 

to do wwrfoD at night Maimoonah ' - - ^ * - /"\ "~ 

said: O Messenger of Allah, '"^r^ 1 <J itf Sfe Jul Jj^j 



Abdullah bin 'Abbas has put this 
for you. He said: O Allah, grant him 



deep understanding of the faith and jl* Lu ^ij U : 

teach him the meanine of the s - , . / 

Qur'an/' ^ ^ f^ 1 : ^ ^1 

Comments: [Its isnad is qawi, al- LTilv -"JjjlUl 

Bukhari (143) and Muslim 

(2477)] ^> oiU :^>*; 

3033. It was narrated from Ibn ^r, >* r ^ . * r= , 
'Abbas (&) that when the Prophet , ^ ^ ^ : jUp ^ ' r ' rr 

fe) walked, he walked energetically, 0^ : ^ ^ ^ ^ J> 

with no sign of laziness in (his - • ' ^ * ' 

manner of walking). L ^ b i °^ M ^ ^ ' ^ $ 

Comments: [Saheeh] .J~ $ *J ^J~* 
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3034. It was narrated from Ibn 
'Abbas (&) that the Prophet (gr) 
was asked about the children of 
the mushrikeen [who died in child- 
hood]. He said: "Allah knew best 
what they would have done when 
He created them/' 

Comments: [Its isnad is saheeh, 
Muslim (2660)] 

3035. It was narrated that Ibn 
'Abbas (A) said; The Messenger of 
Allah said: ''Wear white 
garments, for they are among the 
best of your garments, and shroud 
your dead in them. Among the best 
of your kohl is antimony; it makes 
the vision clear and makes the hair 
grow/' 

Comments: [Its isnad is qawi] 



3036* It was narrated from Ibn 
'Abbas that a man came to the 
Prophet (t^) and said: O Messenger 
of Allah, I shaved my head but I did 
not offer the sacrifice (yet). He said: 
No problem, offer the sacrifice. 
Another man came to him and said: 
O Messenger of Allah, I offered the 
sacrifice before 1 stoned (the }amrah). 
He said: "Stone (the jamrah), there is 
no problem/' 

Comments: [Its isnad is qawi] 

3037. It was narrated that Ibn 
'Abbas (4^) said: The Messenger of 
Allah said: "Whoever claims 
to belong to someone other than 
his father, or to someone other than 



y\ u:jl^ :jU^ ijJb- -T*Tt 
if^ if if. -h^* if r^. y} 

$S\* :Jli 

[\mo l\ t 

£1^- : il4*j :jUi- fci^- -r»fo 

il-lij >Jl ^ & cjlJ^i j^u^5 Jf 

[YT\<\ i^lj] .^1)1 
£.1^- ; lIIa j CjU- :jUi -V'Y"\ 

'■*«*■ «5 4^' ^ : o?' ? <jf 

!*LC-j ^ ?>*^ 

lliii- : j -r*W 

if. •^^ M if f-r^ if if. ^ A* 
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his masters, upon him be the curse t > - , . * „ 

of Allah, the angels and all the ^\ ^ : ^ ^ ^ 

people/ ' m £a ^ ; ^ J> : yi 

Comments: [Its isrtad is qawi] [TA\T ' "dr**^ *^'3 

3038, It was narrated that Ibn ^ i£ tfji :oili L^JU -r*rA 
Abbas said: The Messenger . , . f , . 

of Allah (^) stoned the /^mamf 

after the sun passed the meridian. ^ ^ ^, ^ 

Comments: [Sahceh because of r -. , S = T 

corroborating evidence, its isnad 1 : C/ jJ U ^ J 1 ^ 1 
is dacef] . * , , 

■ eLt? j' ^ £ L > > * ^-^J ijuj i*jJu : ££j>c 

3039. It was narrated from Ibn ^1 -r»M 
'Abbas that the Messenger of e . / ^ r , t 
Allah (^) used to recite in Fajr ^ ^'v^ 1 0* ^ 
prayer on Friday, Alif-Lam-Meem ^ J^j of : ^ ^1 ^ tj Zi ^1 
Tcmzeel (Soorat as-Sajdah) and Ha/ ^ . ^ ' J ' " >'" s / * 
i?fa 'alaJArtsan (Soorat al-Insan). '■ f); ?^ ^ ^ ^ 

Comments: [Its /swarf is sdiee/i] £ <3 S*f j SJ^JJl 

^1 lL A j^ :0Up L'j^- 



3040. It was narrated from Ibn 
'Abbas (^) that Umm Hufaid bint 
al-Harith bin Hazn, the maternal J. ±^ J* J^. (TX^fy) 
aunt of Ibn 'Abbas, gave the 
Messenger of Allah (jfcr) some ghee, 
dried yoghurt and lizards. The oiit ^ll^ J\ llU- ^ J^bJi 

Messenger of Allah (^) called for : , , , / „ "' ' ' , 

them and they were eaten at his ^ : JU fc ^ ^'3 ^ ^ 
table, but the Messenger of Allah jU Jji J_^; *^ 

fe) refrained from eating them, as if . , ^ . - ' * °" 

he found them off-putting. If they 1^ ^ iji£lJli *UI JjJ-j jiS'jj 



were haram they would not have been 
eaten at the table of the Messenger of 
Allah fe) and he would not have [YXW .^lSL y\ 

t ol d o thers to ea t them . 
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Comments: [Its rsnod is sahcch, al- 
Bukhari (5389)] 

3041. 'Abdul-' Azeez said; My 
father told me: I heard Ibn 'Abbas 

say: So and so was riding 
behind the Messenger of Allah (%) 
on the day of 'Arafat. The young 
man started turning towards the 
women and looking at them, and 
the Messenger of Allah started 
turning his face with his hand from 
behind, several times, but the 
young man continued turning to 
look at them. The Messenger of 
Allah ($^) said to him: "O son of 
my brother, this is a day when 
whoever controls his hearing, sight 
and tongue, he will be forgiven/' 

Comments: [Its isnad is da 'eef\ 

3042. It was narrated from Ibn 
'Abbas that the Messenger of Allah 

said, when he was in a tent on 
the day of Badr: "O Allah/ 1 urge You 
to fulfil Your promise and covenant. 
O Allah, if You will, You will never 
be worshipped after today/' Abu 
Bakr took him by the hand and said: 
Enough, O Messenger of Allah; you 
have beseeched your Lord too much. 
And he was wearing his armour. 
Then he went out, saying: "Their 
multitude will be put to flight, and 
they will show their backs" [al- 
Qamar 54:45], 

Comments: [Its isnad is saheeh, al- 
Bukhari (4875)] 

3043* It was narrated from Ibn 
'Abbas (4>) that the daughter of 
Hamzah was suggested (as a 



-J, j:^ ;ou* £:U -r-n 

^1 JJu^ :Jii J :Jli 

Ij Jlii :Jli <y£>[ ib r ^ JUJl JjU-j 
iJi 01 ^!» Jji J^j 
.nil ^ip ^^-jj jJlU 
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potential wife) to the Prophet (^) 
and he said: "She is the daughter 
of my brother through breast- 
feeding and she is not permissible 
for me. What becomes mahram 
(forbidden for marriage) through 
breastfeeding is that which 
becomes mahram through blood 
ties/' 

Comments: [Its isnad is saheeh t al- 
Bukhari (2645) and Muslim 
(1447)] 

3044. It was narrated that Ibn 
'Abbas said: Abu Jahi came to 
the Prophet (£fe) when he was 
praying and told him off. The 
Prophet threatened him, and 
he said: Are you threatening me? 
By Allah I have more supporters 
than anyone in this valley. Then 
Allah revealed the words: "Have 
you (O Muhammad (#$)) seen him 
(i.e. Abu Jahl) who prevents. A 
slave (Muhammad when he 
prays?TelI me if he (Muhammad 

is on the guidance (of Allah) 
Or enjoins piety? Tell me if he (Abu 
Jahl) denies (the truth, i.e. this 
Qur'an) and turns away?" [al- 
'Alaq 96:9-13]. Ibn 'Abbas said: By 
the One in Whose hand is my soul, 
if he had called his supporters, the 
angels of divine justice would have 
seized him. 

Comments: [Its isnad is saheeh] 

3045. It was narrated from Ibn 
J Abbas, who attributed it to the 
Prophet "Every covenant that 
was made during the Jahiliyyah, 
Islam only strengthens and 
reaffirms it." 



L^j :jUi d'yS- Jbj! ^ ^1 

[nrr r^ij 

.(Ufcv) 



£1^- : j £i>- &Jb- -V*tt 

:Jli ^tlp \f\ ^ ilp 

^1 *ilj Ul l^i^i :JUi ^ r^Jji oj^ij 
^Jiji> Jj!li .UjU &\$\ Jit 

ji cJij^ ° <s}^^ ° Jp 

[vrr ^ .;i;l;;-Ji 
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Comments: [A saheeh hadeeth ; this *L_i iJbbj iw^^> -ff^ 

is a da ccf isnud] ^ ^ ^ i)L^ s^jjj iiai>Ji 

3046. It was narrated from Ibn [}^J.\ : HiA^- -r-n 
'Abbas (4^) that the Messenger of % o _ 

Allah (sfe) said: "The Black Stone ^ ^ 0? ^ ^ 0? ^ 

is from Paradise. It was whiter : JLi ^fe aLi J^3 *jf : ^1 

than snow until the sins of the e „ ; 0 V 

people of shirk turned it black/' ^ J^j j* j>^V1 ^~J !>! 

Comments: [Its fswfld is dfl'ccfl ."ll^jJl jil ClLA a; 3}^ JU- £&! 

3047. It was narrated that Ibn ; ^ Ju^i LiJb- -r*iV 
'Abbas (4?) said; The Messenger , ^ * ■ ^ T . , ^° 
of Allah passed by a dead ^ ^ l ^ If "4^'^ <f 

sheep that had been thrown away ^ ^ JJl ^ : JU ^1 

by its owners. He said: "By the ' £ . ^ ^ \ v 

One in Whose hand is my soul ^ ^ UUJ! :S 

this world is more insignificant to ^ ^ Jji Jl ^ 
Allah than this is to its owners/' 

Comments: [Saheeh because of j* : {?±j*^ 

corroborating evidence] .«_s ^sJl>^ 



3048* It was narrated from Ibn 
'Abbas (&) that Sa'd bin 'Ubadah 

asked the Messenger of Allah j? Jjl ^ ^ 



about a vow that his mother had 
made but she died before she ■ 
could fulfil it The Messenger of y 1 jU Otf jX ^ £g Jul Jj^i 



Allah (^) said: "Fulfil it on her 
behalf/ 



Comments: [A saheeh hadceth J [>A^V:^lj].« l£i ! J > 

3049. It was narrated from Ibn £^ ; ^JcjJ ^ itAl GiJb- ~r*H 

'Abbas (4*>) that a woman from / ^- , (J „ , 

Khath'am asked the Prophet (#5) fc J 1 ^ 0? ^0*2' ie'jj^ 1 



Ijs- <.j^ H :jui giiili biL^rji 
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during the Farewell Pilgrimage, ^ t s , 

when al-Fadl bin 'Abbas was seated - U ^ 5l > 1 ^' : Cy} 
behind the Messenger of Allah (afe) ^ J-iihj 'f^ 1 ^ ^ ^ 

on his mount: O Messenger of * * . b , ^ £ /" 

Allah, Allah has made Hay) ^IJ^ U : cJUi ^ J^3 ^ 
obligatory upon His slaves when J j^-j a ^ ^ ^ J ^ 

my father is an old man and cannot _ ; , " ". f V 
sit firmly in the saddle; can 1 do ^V*^ 01 ^ J* V <■ l^-S U*li 

Ha;)' on his behalf? He said: "Yes, 
do Hfl/y on behalf of your father/' 

Comments: [A sahceh hadeeth] h M * : <^ ] J ' 

3050. It was narrated from Ibn tfjti - L _:,y, ^ iUi -r*o* 
'Abbas (4^) that the Messenger of £ ; ^ * . 
Allah (afe) drank some milk, then ^ ^ ^ <^ ^ ^j^ 1 
he called for water and rinsed out ^ ^ <J \ & £ j> t Jj| 

his mouth, and he said: "It is 

somewhat greasy/' i ^^ I j *Uj US p ; llJ O ^ #z 

Comments: [A sahceh hadeeth] [\^o\ : jCS* Jj 0[» : Jljj 

3051. It was narrated that Ibn ^ juAi Lili- 
'Abbas (\&) said: The Messenger , \ y t , * ,t 

of Allah m passed by a dead *f ^ ? 

sheep and said: "Why don't you ;lL ^ Jji ^ ^\ 

make use of its skin?" They said: 



O Messenger of Allah, it is maitah 



(TWO ^1* :JL^ 



[i.e., it died of natural causes and ^ ^ t Jj, u : | 

was not slaughtered properly]. He " ' ^ { $ t 

said: "It is only haram to eat it/' [YTH : s\^S\ ^ U;in : J Li 

Comments: [A sff/ice/f //arfcef/r] , O H T ) ■ £ t j^jl^ ' 

.(nr) : f 

3052. It was narrated from Ibn ^ £ll>- :*^Jl $ ^li- -r*aY 

'Abbas that the Messenger of = / s 

Allah - (#,) married Maimoonah ^ ^ C L '^ s^ 1 ^ £Uai ^ 

when he was in ihram, * '{^ ^ ^ Jj t jp^ 

Comments: [Its isnad is sahceh, al- 

Bukhari (1837)] .(urv) :^ oU ig;^ 
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3053. 'Abdul-Kareern narrated: 
One who heard Ibn 'Abbas (^) 
told me that he said that the 
Messenger of Allah instructed 
Duba'ah to stipulate a condition 
when she entered ihram. 

Comments: [A saJteeh hadeeth; this 
is a da r ecj isnad] 

3054. It was narrated that 
'Abdullah bin 'Abbas (4) said: It 
was said to Ibn 'Abbas that a man 
has come to us who does not 
believe in the divine decree. He 
said: Take me to him - and at that 
time he had become blind. They 
said: What are you going to do to 
him, O Abu "Abbas? He said: By 
the One in Whose hand is my soul, 
if I could get hold of him I would 
bite his nose and cut it off r and if I 
could grab his neck in my hands I 
would strangle him, for I heard the 
Messenger of Allah (^fc) say: "It is 
as if I can see the women of Banu 
Fihr going around al-Khazraj with 
their buttocks wobbling, (they are) 
mushrik women." This is the first 
shirk of this ummah. By the One in 
Whose hand is my soul, their bad 
thinking will lead them to deny that 
Allah would ever decree anything 
good as they already denied that 
Allah would decree anything bad. 

Comments: [Its isnad is da'ecf] 

3055* This hadeeth was narrated 
from Ibn 'Abbas (Jfe). I [the narrator] 
said: Did Muhammad [one of the 
narrators] meet Ibn 'Abbas? He 
said: Yes. 



j! ^ 5^ JJl J^-^j jl " Jj-^j i _r" ] ^ 

Jti }ij t^lii- :JUi .j-J-a^ 



aJUI J^j 



M a£ 

(. aJLj ^ — 4j tS-^^J c ^* *^ ^ ^_r^ 

0 £ # , , ^ - r ,. - „, t - t ; - * ° 1 

'^AS i > 1 ^ J^. ,^ ^ t Ljr 5Ul ^ 



Musnad of 'Abdullah bin al-' Abbas ^ 88 



4* (jJ/Lt*^ j_>J f^i Jul£ ■ L 'tin a 



Comments: [Its isnad is du'eef like 
the previous report] 

3056.' Ata' bin Abi Rabah said 
that he heard Ibn 'Abbas narrate 
that a man was wounded at the 
time of the Messenger of Allah 
{■)&). He had a wet dream and 
was told to do ghusl, and he died. 
News of that reached the Prophet 
and he said; "They have 
killed him, may Allah kill them. 
The remedy for the one who does 
not know is asking/' 

Comments: [Hasan] 



3057. It was narrated from 
'Abdullah bin 'Abbas (&) that the 
Messenger of Allah (^) seated 
him behind him on his mount 
and when the mount rose up with 
him, the Messenger of Allah (^) 
said Allahu Akbar three times, and 
Subhan Allah three times, and he 
said La ilaha illallah three times. 
Then he leaned on him and 
smiled. Then he turned to me and 
said: "There is no man who gets 
on his mount and does what I 
have done, but Allah, may He be 
blessed and exalted, will turn to 
him and smile at him as I smiled 
at you/' 

Comments: [Its isnad is da'cef] 



3058. Shu'aib said: az-Zuhri was 
asked: Is ghusl obligatory on 
Friday? He said: Salim bin 
'Abdullah bin 'Umar told me that 
he heard 'Abdullah bin 'Umar say: 



<jj *JLi ^1 ol ,_5^*JL? 

^\yr ^^rj 01 ■ jr^-t ^f) 

aj'L^I ji ft I JjJ-j Jl^p J> 

^ J ^ & M xJ, i:\ 

^ ftl J^i; M : ^ ftl x± 

dSl5 fti ^ fti Jj^S 
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I heard the Prophet (3^) say; . j , . ^ , r ^ ^* 

"Whoever among you comes to * ^ - CT^ ^ " 

Jumu r ah, let him do ghuaL" Tawoos j^l, ^ ; J_^i ^ ^lll , z .1 ? 

said: 1 said to Ibn' Abbas: They said o , , , , , . ]l , - ^>>> 

that the Prophet (#5) said: "Do 0?^ ^ : y*J^ l( J^^ 

g/iws/ on Friday and wash your i^Lil" :JU ^ ^1 M \/p : 

heads, even if you are not junuh, , \ , "\ t 

and put on perfume." Ibn 'Abbas ^ 'j^'j ^y-^ 1 f)5 

said: As for ghusl, yes; as for ^ ( ^J J| . , > ^ t ^ ^ 

perfume, I do not know. -\ 

Comments: [Its isnad is sahceh, al- ^ ^ ^ J^ 1 ^ 

Bukhari (884)] [YrAr ^ ^ 

3059. It was narrated from Ibn ^ ol^j :AJi jlp Jli -V'fl^ 
"Abbas (^) that the Messenger of 
Allah (3k) cursed the woman who 
does hair extensions, the woman ^'^Vl ^\ Si^j jjl ^^-^ 

Comments: [A saheeh hadeeth; this , * „ ,,.,-..>• , M -# tl - 

is a tffl cef (weak) isfwtf] - , ^ ~ - . , - ^ ^ 

[mr .Jbf^iL 

3060. Ibn 'Abbas said: I came to fci^. Jz -J Jjl jlp tii*- 

the Messenger of Allah at the p ^ , ^ ^ ; , 4 , 

end of the night and prayed behind Jj** ^ Cr-* r. ] v jr^* ^} y. ^ 

him. He took me by the hand and ; Jtf & ^1 : ^ Si : ^ 

pulled me until I was standing . - , 



who has that done, men who 
imitate women and women who 
imitate men. 



beside him. When the Messenger 4 Jr^ 1 A ] S? ^ ^ J>^> 1 

of Allah (ifc) turned back to his .s ^ , > if : 

v J ^ .j^^ t^JU. Jk^U ^ajJl^ 

prayer, I stepped back and the - ' ^ ' ^ ^ 

Messenger of Allah (^fe) continued ^ JJl J^3 jJi Llli t^li^ 



praying. When he finished praying 
he said to me, "How come I put you 
beside me and you stepped back?" I JliiAi ^li U» :Ji Jli Jj^Ji liU 
said: O Messenger of Allah, is it 4 , ^ 
appropriate for anyone to pray next ^ l J ^ ^ : ^ Jii 
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to you when you are the Messenger 
of Allah to whom Allah has given...? 
He liked that and prayed to Allah to 
increase me in knowledge and 
understanding. Then I saw the 
Messenger of Allah sleep until I 
heard him breathing deeply, then 
Bilal came to him and said: O 
Messenger of Allah, the prayer. 
And he got up and prayed and did 
not repeat umdoo'. 

Comments: [Its isnad is saheeh, al- 
Bukhari (138) and Muslim (763)] 

3061. 'Amr bin Maimoon said: I 
was sitting with Ibn 'Abbas (4*) 
when nine people came to him 
and said: O Abu 'Abbas, either 
you get up and come with us, or 
you people should leave us alone. 
Ibn 'Abbas said: Rather I will get 
up and go with you. At that time 
he was healthy, before he went 
blind. They started speaking and I 
did not know what they were 
saying. Then he started flapping 
his garment and saying: Uff! They 
criticised a man who had ten 
qualities; they criticised a man to 
whom the Prophet (^) said: "I 
shall surely send a man who 
Allah will never let down; he 
loves Allah and His Messenger." 
And many hoped for it He said: 
"Where is 'Ali?" They said: He is 
at the mill grinding flour, He said: 
"Why can't one of you do that?" 
Then he ['Ali] came; he had an 
eye infection and could hardly 
see. [The Prophet (%)] spat dryly 
in his eyes, then he shook the 



:Jl5 Villi IllkM ^AJI jXJi jp; 
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banner three times and gave it to 
him. And he brought Safiyyah 
bint Huyay, Then he sent So and 
so with Soorat at-Tawbah, and he 
sent 'All after him to take it from 
him, He said: ''No one should 
take it except a man who is of me 
and I am of him." And he said to 
his cousins: "Who among you 
would support me in this world 
and the Hereafter?" And 'Ali was 
sitting with him. They refused but 
'Ali said: I will support you in 
this world and the Hereafter, He 
said: "You are my supporter in 
this world and the Hereafter/' 
Then he turned from him to a 
man among them and he said: 
"Who among you would support 
me in this world and in the 
Hereafter?" They refused but 'Ali 
said: I will be your supporter in 
this world and the Hereafter, He 
said: "You are my supporter in 
this world and the Hereafter." He 
was the first of the people to 
become Muslim after Khadeejah. 
The Messenger of Allah (i*) took 
his garment and put it over 'Ali, 
Fatimah, Hasan and Husain, and 
said: "Allah wishes only to remove 
Ar-Rijs (evil deeds and sins) from 
you, O members of the family (of 
the Prophet (2^)), and to purify 
you with a thorough purification" 
[al-Ahzab 33:33]. 'Ali sold himself 
(for the sake of Allah) when he 
wore the garment of the Prophet 
fe) and slept in his bed when the 
mushrikecn were after the Messenger 
of Allah (3k). Abu Bakr came when 
'Ali was sleeping and he thought 



(.Aj^lll ajj2-i L^Aj mj p_i :JU 

Jiij :Jli .«o tfj t J> Ji^ ^; 
«Vs^lj dill J> jJil" 

jUi 1^ fj&j :Jii 

:Jii -s>r^0 dill J & 

p :ju diji j .J} j 

jJ\'J> ^5l» :<JU^ ^ J^j J^i 

jiii ti>;U «^>S/ij dih ^ 

: Jlii dill ^ JiJlji bl :*^p 

5l5; : JI3 ."5>rSf^ din ^ JJJ 

L ur^J 'lt^J ^^^) ^<y* 

^Aj jfc :Jli tJL^ j ^iC jji 
: J ki U : Jli> ;JU ^1 ^ r i-M 

jHJl Ji ^ Jji ^ l[ 



Musnad of 'Abdullah bin al-' Abbas 4- 



92 



that he was the Prophet of Allah 
and said: O Prophet of Allah. 'Ali 
said to him: The Prophet of Allah 
(■ife) has set out towards Bi'r 
Maimoon; go and catch up with 
him. So Abu Bakr set out and he 
entered the cave with him. 'Ali had 
stones thrown at him, as happened 
to the Prophet of Allah, and he 
['Ali] was groaning with pain. He 
wrapped his head with the cloth 
and did not uncover it until 
morning came. Then he uncovered 
it and they said: You are bad; we 
used to throw stones at your 
companion and he never groaned 
with pain but you groaned with 
pain, and we found that strange. 
And he went out with the people 
on the campaign to Tabook. 'Ali 
said to him: Shall I go out with 
you? The Prophet of Allah ^ said 
to him: "No/' and 'Ali wept Then 
he said to him: "Doesn't it please 
you to be to me as Haroon was to 
Moosa, except that you are not a 
Prophet? I should not go unless 
you are my deputy (acting in my 
stead during my absence)." And 
the Messenger of Allah said to 
him: "You are protector of every 
believer after me." And he blocked 
up all the doors of the mosque 
except the door of 'Ali and he used 
to enter the mosque when he was 
junub, as that was his thoroughfare 
and he had no other thoroughfare. 
And he said: "If 1 am a person's 
mawla, 'AH is also his mawla'' He 
said: Allah, may He be glorified 
and exalted, told us in the Qur'an 
that He was pleased with them, 
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meaning the companions of the 
tree (those who swore allegiance to 
the Prophet in Bay'atar- 

Ridwan under a tree, mentioned in 
al-Fath 48:18). He knew what was 
in their hearts; did He tell us that 
He was angry with them after 
that?! And the Prophet of Allah 
said to 'Umar, when he said, 
Give me permission to strike his 
neck: "Would you do that? You do 
not know, perhaps Allah looked at 
the people of Badr and said: Do 
whatever you wish." 

Comments: [Its isnad is da'eef] 

3062* A similar report was 
narrated from Ibn 'Abbas. 

Comments: [Its imad is da'eef] 



3063. It was narrated that Ibn 
'Abbas said: I attended the prayer 
of (Eitf) al-Fitr with the Prophet of 
Allah (3^-), Abu Bakr, 'Umar and 
'Uthman, and all of them prayed 
before the khutbah, then delivered 
the khutbah. The Prophet of Allah 
(jfe) came down (from the mtnbar) 
and it is as if I can see him, gesturing 
to the men to remain sitting, then 
passing through them and going to 
the women, accompanied by Bilal. 
He said: '"O Prophet! When believ- 
ing women come to you to give 
you the Bai'ah (pledge), that they 
will not associate anything in wor 
ship with Allah../ [al-Mumtahanah 
60:12]/' and he recited this verse 
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until the end, then he said: "Do 
you adhere to that?" One woman 
said: Yes, O Prophet of Allah; and 
no one else answered him. Hasan 
did not know who she was. He 
said: "Give charity/' and Bilal 
spread his cloak and said: Come 
on, may my father and mother be 
sacrificed for you! And they started 
to throw their plain rings and rings 
with stones into the cloak of Bilal. 
Comments: fits isnad is sahech, al- 
Bukhari (979) and Muslim (884)] 

3064. It was narrated that lbn 
' Abbas said: I bear witness that the 
Messenger of Allah (^) prayed 
before the khuibah, then he 
delivered the khutbah. He realized 
that the women could not hear 
him, so he went to them and 
reminded and exhorted them, and 
told them to give charity and the 
women started to throw their 
rings, earrings and other things. 
Then he ordered Bilal to collect 
them in a cloth and take them 
away. 

Comments: [Its isnad is saheeh, al- 
Bukhari (1449) and Muslim 
(884)] 

3065, It was narrated from lbn 
Tawoos, from his father... that lbn 
'Abbas (4>) said: The Messenger 
of Allah (#5) said: "The people of 
Madinah enter ihram from Dhul- 
Hulaifah; the people of Sham 
(Syria) from al-Juhfah; the people 
of Yemen from Yalamlam; and 
the people of Najd from Qarn. 
And he said: "And these meeqats 
are for the people at those very 



J Vu J=l1j : J U « J* i .v* » : J I* _ ^ * ^ 
[Y> :^! ; ] .pJl^Jl y\ J Li 
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Musnad of 'Abdullah bin al-'Abbas & 95 



places and besides them for those i ,„ , ~j J>, 

who come through those places Jf 1 -* ^ ^ <> J?--* 

with the intention of performing J;i ^Jj t jy ^ j^J jil 

Hajj and 'Umrah; and whoever is s . „ ^ , * , , , . ; # 

living within these boundaries can C^ 1 r* 1 ^ ^ 

enter ihram from his house, until he lollJl ^ £; otf ^3 ^^Uit} 

comes to the people of Makkah." ; t „ t , * , - 

Comments: [Its iswnd is soWi; al- ^ J* ^ ^ & J?- ^ 

Bukhari (1524) and Muslim [YUA :^l0 

0181)1 , ^7- 

3066, It was narrated that Ibn ^ ^ ^ ! : S?^ 1 ^ ^ "^"^ 
'Abbas said: The Prophet (*) • Jji ^ ^ JjlJ^ 
forbade killing four types of ' I > ' , 

creatures: ants, bees, hoopoes and <JJt J^3 : ^ u*^* ^ J* 

sparrow-hawks. t £«j, ^ J 

Comments: [Its isnad is sflhrefo] , ^ , , ; 

3067. It was narrated that Ibn ^ ^ L : ^-l : jlj^Jl jl£ Lil^ -r«*W 
' Abbas (4) said: Two roasted lizards ' ^ # a ^ t ^ j ? , °*\\ 
were brought to the Messenger of J^ 1 ^ 0* l ^^> 
Allah (%) when Khalid bin al- ^ Jjj : ji= ^ 
Waleed was with him. The Prophet ' s ^ ■ /, > - , 

(^) stretched out his hand to eat, ^ <Sj*^ J > '^>^ 

then he was told that they were : i] ,jsb :i 3gg 

lizards and he withdrew his hand. , ' i 

Khalid said to him: Is it haram, O ^ Jjl J^3 U ^ f l>i : ili iJ JUi 

Messenger of Allah? He said: "No, ( ; . .( * >, v -r >s - M - 

but it is not found in the land of my ^ r , 

people and I find it off-putting. So jJGI J^J-3j J^^ ^-^^ 

Khalid ate whilst the Messenger of rtA , , ^ ^ 

Allah (3^ ( ) looked on. C J - t 

Comments: [Its isnaJ is sahceh, .0^°) > ^ti^w*^^! : p-tj™ 

Muslim (1945)] ' 
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3068* It was narrated that Ibn 
'Abbas said: A man came to 
the Prophet and started 

praising him. The Prophet (jfe) 
said: "Some eloquence is magic 
and some poetry is wisdom." 

Comments: Saheeh because of 
corroborating evidence] 



3069. It was narrated that Ibn 
'Abbas (4*) said: The Messenger 
of Allah (^) forbade eating any 
wild animal that has fangs and 
any bird that has talons. 

Comments: [Saheeh because of 
corroborating evidence; this is a 
da'cef isnad] 

3070. It was narrated that 
Mujahid said: I entered upon Ibn 
' Abbas (^) and said: O Ibn 
'Abbas, I was with Ibn 'Umar and 
he recited this verse and wept. He 
said: Which verse? I said: "and 
whether you disclose what is in 
your own selves or conceal it, 
Allah will call you to account for 
it" [al-Baqarah 2:284]. Ibn 'Abbas 
(\&) said: When this verse was 
revealed / it made the Companions 
of the Messenger of Allah (%) 
very sad and distressed/ and they 
felt a great deal of anguish and 
said: O Messenger of Allah, we 
are doomed if we are to be held 
accountable for what we say and 



a! 1 J* if tilL^ l£ \ 

Ji tig $\ Jl : Jli j 

jdl jli ^Ijl Ji£ 
[VAcq i^ij] ^iji ^ 

^ l£U : jlj^Jl Alp Uj^ -f*H 

U& ^ *J>0 if I 

^ & $ J* 1 if w J^3 | 

-<Y :^ 

c-I>-S ;Jli jlaU^ ^^^^ 0* 
:JU t ( _ 5 fc# cJ^ l^ju t^l^ o?l 

ji t| jjj7 -oii vji £i 

^ :^ ill JLfJ 
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g^Lu^ jM 41)1 JLlC JJuli^o 



do; as for our hearts, they arc not - , ; - . :\ 

under our control. The Messenger ^ 



of Allah (sgg) said to them: "Say: ^ Jji*> -^i*^ ? Ji Liii^Ii 

Wehear and we obey/' Then it was -y > **;t' *r 

abrogated by this verse: The ^ ^ - 

Messenger (Muhammad (^)) ^'ill^sT £ £ C^J llii 

believes in what has been sent - * . . <:* > *r , y . ^ v , ., . IA 

down to him from his Lord, and * > 

(so do) the believers. - up to - Allah . JUi-M L JjJU-lj »■ 0 r-jUl 

burdens not a person beyond his 

scope. He gets reward for that -C^ 5 ° ' - ff-^ 

(good) which he has earned, and 

he is punished for that (evil) which 

he has earned" [al-Baqarah 2:285, 

286]. So they were forgiven for 

what crosses the mind but they 

were called to account for their 

actions. 

Comments: [Its isnad is saheeh] 

3071. It was narrated that Ibn l'jJ-\ :JI^JI xi t£U -X*v\ 
'Abbas (^) said: The Messenger , ^ s ^ 

of Allah (afe) said: "Good dreams J^H ^ : JL ' J^l 
are one of the seventy parts of ^1 ji. l t ^ 

Prophethood." * * " ' v ' > 

Comments: [Saheeh because of ^ " ~ 

corroborating evidence] ^ ^ L^JLkJI 

[mi 

3072* It was narrated from Ibn J-51U.J U^il : jlj^Jl jlp liij^- -r*VY 
'Abbas (A) that Quraish went to a * 

female soothsayer and said: Tell If- J^S-^! j^-M'j 



us who among us most resembles 
the man of this maqam (station - 
i.e., Ibraheem). She said: If you \£± : L«J 1 jlii 

spread a cloak over this plain w a " 
then walk on it, I will tell you. So ^ t^UO li> 

they spread out a cloak and the 



Musnad of 'Abdullah bin al-'Abbas 4* 



98 



people walked on it. She saw the . , - 

footsteps of Muhammad and '^U^ 1 ?^ ^ t^j'A 

said: This is the one among you , ft, >l ^ ^Jl'tf ^ 

who most closely resembles him. ] 1 

After that, twenty years, or nearly lJu JjUi ^! o^'U tlfcU 

twenty years, or as long as Allah _ . - : ^ „ r 

willed, passed, then he was sent ^ ^- ^ r 5 ^ 1 

as a Prophet (ft). ;li u .( ^ ^ ^ llj )1 ^ 

Comments: [Its isnctd is " f s 

3073, It was narrated from Ibn l' 3 \l \i'jX\ : Jljpl Jlp bij^- -r>vr 

'Abbas (4k) that the Messenger of 

Allah (^) did uwdoo' washing ^ ^ ^ 0* 0? & 0* 

each part once. U r : m M M : ^ y\ 



Comments: [Its isnad is sahceh, al- 
Bukhari (157)] 



3074. It was narrated that Abut- 
Tufail said: I was with Ibn 'Abbas 
and Mu'awiyah, and Mu'awiyah J^ 1 ^ 0* ^ l 0* *Jj°^j 

did not pass any corner [of the ^ ^ ^ ^ - 
Ka'bah] but he touched it. Ibn ^ , 
'Abbas said: The Messenger of ^ *<ulL^I N1 ^ N 
Allah (f&) only touched al-Hajar 
[the corner where the Black Stone 



. - „ J f. - - • " s 

is] and [ar-Rufcn] al-Yamani. ^ ^j 1 ^ t^lZJlj ^! 

Mu'awiyah said: No part of the r „ f 

House is to be forsaken. LXn ' : ^ l ^ *4r 

Comments: [Its isnad is qawi] JJ N : {HJ*» 

3075. It was narrated that Ibn ^ J ^j, L '^( : jlj^t l£U -Y*V* 

'Abbas (4b) said: The Prophet (^) " ' ' ^ ' > \ t 

got married when he was in ih rat} i (TYT f\) QjJ- jl 

and he was treated with cupping ^ t ^ . J jl J~ ^ ^ 

when he was in ihram. v ' . 

Comments: [Its /sHurf is qawi] ^ i^ 1 :Jl ^ ^ $ ^ " 
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3076. It was narrated from Ibn ^ ^ ^ ^ „ r , vn 

'Abbas (&) that a man fell from ^ ^ ' y 

his camel when he was in ihram J>) Jt <>^y} ly- 

and broke his neck. They asked - - - ' ^ * - £ f 

the Prophet (&) and he said: C~ ^ J ^ & ^ ^rj o\ : 

"Wash him with water and lotus l^UJ ^ _ _ * 

leaves, and shroud him in his two 0 , > . - . ; 

garments, but do not cover his ^ °>^" :JUi ® 4r jl 

head or put any perfume on him, Vj * ^ J 

for Allah will raise him on the „ tf s ; " ' 

Day of Resurrection in a state of ^1 ^ 1 '4^ fl >^" 

Hiram." r \ * * i i i* * j 

L ^ AO * ; -U 

Comments: [Its imad is sahech, al- 

Bukhari (1265) and Muslim <.OY*io) ;^ t oLi 



3077. It was narrated from Ibn 
J Abbas that a man fell from an 



unruly camel when he was in i/j^^ ^ 

ihram and broke his neck... then ; ^ ^ 

he mentioned a hadeeth like that of ^ ^ ^ J 01 °^ ^ ^ ' 



Comments: [Its isnad is saheeh] 



3078, It was narrated that Ibn 
'Abbas (4*) said; Sa'd bin 'Ubadah 

asked the Messenger of Allah <>*^1 J> ^ c^jJ 1 j* 

about a vow that his mother had j , >. jj^ ■ vj CU- - °1 

made, and he told him to fulfil it, ^ J ° * ^ , ' ^ V ' ^ 

Comments: [Its /snarf is sahech, al- ^ c^i olS ^ <0Jl 

Bukhari (2761) and Muslim rwa^ - t i 

(1638)] nMr -cr^ 

.(\-rA) t (wn) :^ l^>^ ej^l 

3078, (sic) It was narrated that L : ^lil jl* -^r<VA 

Ibn 'Abbas (\&) said; The Messenger * , \ * t . e , 

of Allah (sfe) was treated with ^ ^ ±? ^ ^ ] ^ If ^S*^ J* 

cupping in the veins at the side of J&,M J^j ^J^\ ; Jli ^1 

the neck and between his shoulders. ' , ' t , . fl ^ \ t : .* 

He was treated with cupping by a -J^ 4 y4^' J^j 
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slave of Banu Bayadah, whose fee , , ^ - , „ - 
was one and a half mudds, then he ^ ^ l ^ 

spoke to his masters and they ■ ^vle- *ji ,ll 
waived half a mudd from him. Ibn ' , s 

'Abbas (-jfe) said: And he gave him ^ )Jj J'jJ-lj 

his fee; if it were harani he would 

not have given it to him. ^ ,. ^ - 



Comments: [Sa/jfc/i; this i^md is 
da'ccjl 



3079, It was narrated that Ibn j; J j^J i \ j, _r» v ^ 
'Abbas (vifei) said; The Messenger of 



Allah (SS) said: "There will emerge ^ ^A^' 1 i^^ 1 

from 'Adan Abyan [a place in Jj^ ; ju ^ ^ 

Yemen] twelve thousand who o , ' ,T 

support (the religion of) Allah and 0^ lr? 

His Messenger. They are the best of ^ Ij ' " iJJl ' ' ' : " 

people between me and them." ^ ^ ^ ^ ^ ^^ J3 °^jr^i 



Ma'mar said to me: Go and ask 'j* aJL^U ^ ^ *(*4^. 

him about this hadeeth. 



Comments: [Its isnad is saheeh] 



3080. 'Ikrimah the freed slave of : S fli ^ jlj^l Alp ilijb- -r«A« 
Ibn 'Abbas said: lbn 'Abbas / ,/ . . , , , 

told me that the mother of Sa'd bin ^ ^ 
'Ubadah died when he was away ^ . j ^ & ^, J - — 
from her. He said: O Messenger of " _ . * *\ a ' 
Allah, my mother died when I was if) _ ^ ^ : ^ 
away from her. Will it benefit her if . '*{ • - , .. - 

I give something in chanty on her , s " - + * 

behalf? He said: "Yes." He said: iJjl U :Jlii J^U 

Then I ask you to bear witness that 



the garden of al-makhraf (two rows 



of palm trees) is given in charity on : Jli :Jli S'L^ JJju^ 

her behalf, , P , 5 r , ' , * „ „ 

Comments: [Its tsnfl^ is Sfl/iee/i al- " - ' 

Bukhari (2756)] .ol>LJl 'J>\ .l^U 

[v o * a ,ro ■ £ 



Musnad of 'Abdullah bin al-'Abbas ^ 101 



■~$t u^LbOi ailt JLlc. , t 'nil a 



3081. II was narrated that Ibn 
'Abbas said; The Messenger 
of Allah said: y 'Jit>reeI led me J ^ cr^"^' 1 ^ 



in prayer at the House, He led me - - , „,t . 

• . r, , h . : Jb *-Up -jl \p 4 ^ v a^L. 

in praying Luhr when the sun r - V' r u ^ 

passed the meridian and (the cJpl jIp Ji^r ^ Jj^j 

^iJ l£* w ^iJJ 1 cJ \j 'J^ \ ^ J-^ 



shadow of thing) was like the 
length of a shoelace. Then he led 
me in praying 'Asr when the ^ ^ JL^ p .iJl^Ijl 

shadow of a thing was twice its , , ; ' £ , \, a 

length. Then he led me in praying h*r — >^ ^ r * ^ ^ J 5 J^ 
Maghrib when the fasting person ^ .jjj, ^ '..jj, -^Jf 

breaks his fast. Then he led me in ' s " ; , 

praying 'hha when the afterglow fliLJ! f ^ ^ ^ *^XJlj\ 

disappeared. Then he led me in ; ^ ^i, ' r : tr 

praying Fajr when food and drink s , „ - ' , 

become ha ram for the one who is JLi> p J5 Jj? J IS" 

fasting. Then the next day he led * , ; > ^ ^ _ ; *15 \u ' L> " I 
me in praying Z,uhr when the r* ' ~ - -s^ ^ ^ J 

shadow of a thing was equal to its ^ Ju> ^ t JjCaJl ^~>- Jdl\ ^ 
length. Then he led me in praying " 5 , , , % < * *> , V 

'Asr when the shadow of a thing ^ J^ r 4 ^ J^' 1 ^ Ji £L ^' 
was equal to twice its length. ^ . j£ ^j, ^> *: t ^ ^j, 

Then he led me in praying ftt / 

Maghrib when the fasting person ^ ^ ^j^J' iwUj ^ ^ 

breaks his fast. Then he led me in [rrYT ^^j, 

praying r hha T when the first third y ~ 

of the night had passed. Then he . a jl^-l : 

led me in praying Fajr at the time 

when it had got light. Then he 

turned to me and said: O 

Muhammad, these are the times 

of the Prophets before you; the 

time (for each prayer) is between 

each of these two times." 

Comments: [Its isnad is hasan] 

3082. A similar isnad and report ^ jul^ : ^ J,\ -V * AT 

was narrated from Hakeem bin t s s " ^ \ 
y Abbad bin Hunaif, except that ^ 0? J"^ J J 4> 

with regard to Fajr on the second t ^ ^ ^ ^ ^ <^ ^ t ^3 
day, he said: 'T am not sure what " ' . ■ ' . _ " y 
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he said/' And he said concerning , - . ^ t , ^ ^ ^ ^ 

'Uha'\ He led me in praying when J ^ ^ JU ^ ^1 

the first third of the night had j0lS*^Wh'<> 

passed. ' " - I 

Comments: [Its isnad is Itasan like «^ 0° ^ ^J-^ :*LlJI ^ Juj 

the previous report! ' f. s 



3083. It was narrated from Ibn 
Abbas that when the Messenger of 

Allah raised his head from ^ JJ>j u'j^ ^li ^1 

bowing he said: Samiallah liman * ' >, 

hamidah, then he said: "O Allah to ^ ^ ^ ] 

You be praise, filling the heavens, ^ «Li -J : ^| ^ 

filling the earth and filling what- - . , , 

ever You will besides." ^ t.^ 1 0* 01 j £3 ^! 

Comments: [A sata/i hadeeth] ^ • J p ^Ju^'jD JLl 

3084 Something other than this - • ^ ^ ^ _ r . M 

was narrated from Wahb - 1 " ' °\/ J 

bin Manoos. ^ ^ ^1 ^1 

Comments: [It is not report] h Y*H \ : .CuJbJl |JU > 

3085. It was narrated that Ibn ^ L '^f . £*± _ r , Ae 

'Abbas (&) said: The Messenger of * , 

Allah was treated with cupping p-^ 1 ^ tjl^j ^ 

and he gave the cupper his fee. If it ^ ^ ^ ^ f / ^ Jj j , 
was faram, the Messenger of Allah * , ' " ' 

would not have given it to J^i/J j^j tiLi 015 

him. 

[Y\oo 

Comments: [Its isnad is ar/ice/i] ^ 
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3086. It was narrated that Abu 
Jamrah ad-Duba'i said: I heard Ibn 

'Abbas (■■&) say: The Messenger of y\ :JL* ^ 



(m/\) ^ Jji j^j j£ ij^i; ^ 



Allah (^) forbade gourds, hollo wed- 
out stumps, varnished jars and green 
glazed pitchers. .*£^l5 t v*>^.J t ^' l J ^CjJI 

Comments: [Its isnarf is saheeh, al- ' ju-Ij] 

Bukhari (53) and Muslim (17)] ' ^ 

3087. It was narrated from ibn yj£ U^J-l : jC>Jl Jl^ -V*AV 
'Abbas (&) that the Messenger of e ( ^ t / _ „ ^ , 

Allah said: "The guardian has ^ ^ ^ £ U ^ 1 jL -^ ^ C? U ^ 

no authority over the previously- jjj ^ ; & j\ ^ 

married woman and the orphan •*..,.* ^ ■ 

girl is to be asked; her silence is her iL^Jljt^l v^ 1 ^ r = J> :Jb 

approval" [ ^ AAA :^0J L^iUJ 
Comments: [A saheeh hadeeth, 

Muslim (1421)] .OiU) : f 

3088. It was narrated that the yj^ i^j^l : jl^JI jl* £jb- -r<AA 
freed slave of Banu Nawfal - i.e., ( i t # ^ , * s ^ 
Abul-Hasan - said: Ibn 'Abbas was ^ 0? j** ^ ^ 
asked about a slave who divorced . ^ ^ ^j, ^ ^ _ j-^ ^ J- 
his wife twice, then they were r ^ ' " " ' " ' ^ 
manumitted: can he marry her? He ^ 0* O^ 1 
said: Yes. It was said: From whom? 
He said: The Messenger of Allah 
(#;) issued a verdict (fatwa) to that <AJl JyV) : ^ : 
effect. 

Comments: [Its fsnad is da'eef] 



3089, It was narrated from Ibn ^ jij^ji Gil^ -r»A^ 

'Abbas (^) that the Prophet ^ ./ * ^ j .* - = 

set out from Madinah in Ramadan ^ ^ ^ Jli 
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with ten thousand Muslims- That 
was eight and a half years after he 
came to Madman. He and the 
Muslims with him travelled 
towards Makkah; he was fasting 
and they were fasting too until, 
when he reached al-Kadeed, which 
is between 'Usfan and Qudaid, he 
broke his fast and the Muslims 
with him broke their fast then he 
did not fast. 

Comments: [Its isnad is saheeh, al- 
Bukhari (1944) and Muslim 
(1113)] 



3090, Abu Salamah bin 'Abdur- 
Rahman narrated; Ibn 'Abbas 
used to narrate that Abu Bakr as- 
Siddeeq entered the mosque when 
'Umar was speaking to the 
people, and he proceeded until he 
came to the house in which the 
Messenger of Allah (^g) had died, 
which was 'A'ishah's house. He 
lifted from his face the striped 
cloak with which he was covered, 
and he looked at the face of the 
Prophet (^) y then he leaned over 
him and kissed him y then he said: 
By Allah, Allah will not cause you 
to die twice. You have died a 
death after which you wil) not die 
again. 

Comments: [Its isnad is saheeh] 

3091. Abu Salamah bin 'Abdur- 
Rahinan narrated that he heard 
Abu Hurairah say: Abu Bakr as- 
Siddeeq entered the mosque when 
'Umar was speaking to the 
people... And he mentioned the 
same hadecth. 



$k CsP ] ^ ■ ^ <J- ^ J) 

^VJ 6^JLP Ota (.^JXLM Jji OLjO^j 

Ir^rf ^ o^J 'Jrf^ 1 



.(nir) 

LI ul '.J^j^j y\ J 1 ^" :JU 

Jj^J 5=? l5^1 J\ 



ju« Jill ; J~^y> ^ i *V 
[r£V* : y^i] .liJi i^i N ^1 
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Comments: [Its isnad is saheeh] {y^> fijL —i : JHJ^ 

3092. It was narrated that * . ^ ^ ^ _ r . ^ 
Tkrimah said: Ibn 'Abbas did not " ; / , , / f( ^- 
recite (out loud) in Zuhr and 'Asr. i^ 1 ^ ^ ^r' 1 

He said: The Messenger of Allah {-j ^ ^ ^ 

(*fc) recited (out loud) in that in " , g ■ ; f f ' s ; 

which he was commanded to recite ^ 01 >1 aJJi J_^j 

(out loud) and he recited quietly in ^ ^) : ^ ji yS di^j 

that in which he was commanded 1 , ? * , * - 

to recite quietly. Indeed in the 0* ^ (*^>- ^1 J> 
Messenger of Allah (Muhammad [rm , ^ ( . £ > ^ 

y ou have a good example to 
follow; "and your Lord is never : fHj*" 

forgetful" [Maryam 19:64], 
Comments: [Its isnad is sahech] 

3093. It was narrated from Ibn ; | : _uJiJt Jl* -T>\t 
'Abbas (^) that when the Messenger ^ # a , 

of Allah (^) came to Makkah, he : ^ J"- 1 * ft L -^ 1 
refused to enter the House when l>\ j\ :J & M 1>1 

the idots were in it. He ordered that f . , \ ' a 

they be taken out and a picture was ^ ^ u 
brought out of Ibraheem and ^ - ^ ^ ^ 

Isma eel (^) with divining arrows ' ' - £ 

in their hands. The Messenger of Jli* tpVj^l ^f*^ 1 ^fr^ 

Allah (se&) said: "May Allah curse . ^ _s , ,r : .:- ^ , - 

them! They knew that they never ' J ^ ™ 

cast arrows." Then he entered the 'i^S ;j :Jli ,U Li^iil U Ijlii 
House and said faster in all the parts " % , ^ ^. \ m . , • 

of the House, and he came out and ?J £> J ^ ^ ^ L ~ 

did not pray inside the House. [To*A : ^rb^ -v-P 1 J>. j-^t 

Comments: [Its /srttfd is tahceh, al- ■ , . 

Bukhari (4288)] * (£TAA) X 'C^ ^ 

3094. It was narrated from Ibn - ( - ±£ Uili -X*\i 
'Abbas (ufe) that the Prophet ^ . " 9 . " • ' _ , Jt - ^ , 
sent him with the luggage from : ^ ^) J- J* 
Muzdalifah at night. ^ ^ ^ $\ ^ M 

s: [Its isnaii is sahceh, al- " ' " 
ri (1677) and Muslim 

(1293)] 



Comments: [Its isnad is sahceh, al- . , 

Bukhari (1677) and Muslim - in 4 £ : jJ 
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3095, It was narrated from Ibn . ; -i- - - s ,, . ^ , „ . 
Abbas (&) that he disliked unripe \ 

dates (bust) to be soaked on their <A ' ^Up ^\ ^ ^J** 0^ 
own and he said: The Messenger of * V - - - 

Allah forbade mitzza' (nabeedh \ : JU -> aJ ~ J ^ ^ a / 

made in green glazed pitchers or M , t \^\ ^ ^\ Ja ^ 

varnished jars) and he disliked 

unripe dates (husr) to be soaked on [TAr * r^l^] .oi^j ^Jjl 

their own. 

Comments: [Its isnad is saheeh] 

3096, It was narrated from Ibn ^ Jli jj l ^ ^ _ r . n 
'Abbas that the Messenger of ^ 

Allah used to recite in Frt/r 1^ a yf- J* 
prayer on Friday, Tcmzeel (Soorat . , . 

as-Sajdah) and Ha/ afo '^/-msan ^ ' ^ * ^ ^f. ^ * 

(Soorat al-Insan). 'Affan said: Alif- ^ £r^ 1 ^ ^ <U1 

Lam-Meem Tcmzeel (Soorat as- - -\ - --.'^ /> -v 
Sajdah). > ^ >f j tsu^jl 

Comments: [Its is«rtiJ is sfl/iee/i] -4 J*/* 0 JZJ'^ v ^ 4^^* 

3097, It was narrated from Ibn >jg - j^f ^ _ r ^ v 
'Abbas that the Messenger of 

Allah (^) recited in Fajr prayer 0? 1^ 3 Li lu*Ul ^1 ^'l 

on Friday, Tanzeel (Soorat as- f- ^ ni 'i " - f . •> - * 

Sajdah) and Ha/ «f« '<rf fl Z-i« s «. ' * '^f J Jt /. ^ ^' 

(Soorat al-Insan). iiJUJJi tJ^'^ ^ £lai3l ^ 

Comments: [Its /snad is qaivi] [ mr . (j] £ J 

3098, Simaak Abu Zumail al- ^ :ju-2JI 1&U -r*^A 
Hanafi said: I heard Ibn 'Abbas ^, >% + \, . 
(4*) say; I heard the Messenger of ^' ^ i^ 1 
Allah m say: "Whoever among -jj, ^, : J Li /i^Jl 
my ummah has two predecessors ~ - ' ' 



Jl 

(in death) will enter Paradise/' ^ ^ I?* M ^ J^j c-i*^ 

'A'ishah said: May my father be • «= s " ii 'l i - tf f • ■ m 

sacnficed for you, what about the ^ - " ^ 
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one who has one predecessor? He - - : + : * P ,^ \ 

said: And the one who has one r ^ ^ — 

predecessor, O blessed one/' She j^_J ^ii nisi},, £ J jl£ l^y 

i> :Jli ?Jjbil ^ L> lJ ^ 



said: What about the one of your 
ummah who has no predecessor? 
He said: "1 am the predecessor for _ ft j^L jj 

my ummah; they will never suffer 

any calamity like my loss (my .j*>- "-^l : 

death)/' 

Comments: [Its /snad is Hasan] 

3099. It was narrated from al- £^ :_u^]1 ±S -r>^ 

Hakam bin Meena' that he heard ( ^ ; ' , ^ 
(from) 'Abdullah bin 'Umar and ^ ^ J~ If 
'Abdullah bin 'Abbas (that) they Jj| — Z\ : mL. ^ Juii ^ 

heard the Messenger of Allah (^) ^' ' u ' , ' * ^> 

say, on the planks of his minbar. y. ^ 

"People must cease neglecting ,\ \ , >- 

jumu ah, or Allah will put a seal "T- . 

over their hearts and they will be j\ oUi^JI rf?^ ^ f 1 ^ Ocf^ )} 
recorded among the negligent." s . ft ; - >m — -m 

Comments: [A sa/iee/i 

[inn i^lj ."^iiliJl 



3100. A similar report was >■ 
narrated from Ibn 'Abbas and Ibn ^ 
'Umar from the Prophet (^). ^ t JS J\ J> jQ=JJl 1^ jli 

Comments: [A sa/tcW? /fflfctfi like ^1 ^ UlL* J> «£^>\ jZ> 

the previous report] * - - ' \~ y * "/ 

.^ijL.i" rr^.*w^ I ^y j>iJ 

3101. it was narrated that ^ ^ :j^AJl jl^ I^j^ -r\*\ 
'Ikrimah said: 1 saw a man praying A ( ^ ^ ^ r 
in the Mosque of the Prophet (ft). - ^i 31 6? 1 ^5 - : C-'^ 
He said takbeer when he prostrated, ^ J^j .jj ^ 
when he got up and when he went 

down. I found that strange and I ^\) ^\ ^ M Zsf^ •^^ J> 

mentioned it to Ibn 'Abbas (^). He >i.y.' ; H - ■ ' ^ iV r ' 

said: May you be bereft or your J ^ 
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mother! That is the prayer of the , . ■ f . . ^ 

Messenger of Allah 5 ^ ^ ^ } X 

Comments: [Its isnad is sahech] [ \ AAl : ^Ij <JJ| 



3102. It was narrated that Ibn - ^ ^ l£U -n*T 

'Abbas {Jfe) said: The Messenger of 

Allah (^s) was in Maimoonah's J< 4^ ^^-—^ ^ OUic- .y JJl jli. 



house, and I put some water for him 
to do wudoa' at night. Maimoonah 
said to him: O Messenger of Allah, ^ \t <J ^Lj,'^ ^zj^ J> jgg 



'Abdullah bin 'Abbas has put this 
for you. He said:"0 Allah, grant 
him deep understanding of the faith i^li :Jlii t ^* Jji 

and teach him the meaning of the " „ ^ ' , * 

Quran- * [Y ^ V S ^ ^ 

:^ <.(\£^) :^ t ^t* 1 -^ ojl — ■ 



Comments: [Its fs«ffif is saheeh, al- 
Bukhari (143) and Muslim 
(2477)] 

3103. It was narrated that Ibn ^ ^ ^ ^1^) t ; j^. ftj^ -r\*r 
'Abbas (gjfe) said: When 'Uthman bin 

Maz'oon died, his wife said: W ^ : & 0? : ^ 

Congratulations to you of Paradise, ^ : ^ ^ 

O Ibn Maz'oon. The Messenger of " . . 

Allah (jk) looked angrily at her J>\ J* Cf. J* £j ^ 

and said to her: How do you \^ . >f - >° * 
know? 1 am the Messenger of " t 

Allah and I do not know what • .£>Jli j ^1 g ^Jj £^ 
will happen to me. She said: O 



Messenger of Allah, he was your 



knight and your companion! That Uj , Jjl j^^j J) Jjly IVJJL^jJ U : L^J 
distressed the Companions of the 



Messenger of Allah (m) when he - * ^ JLi - ^ J** U ^ 

said that about 'Uthman, who 
was one of the best of them, until 



Ruqayyah the daughter of the JrT ^ 2^1 Jj-^ aiili 

Messenger of Allah fe) died, and !- * r - 4 ■ i-^i hv "n- 

he said: Join the good one who . . c 

went ahead of us, 'Uthman bin u^ 1 * M Jj^y£\ £j ISt* 

Maz'oon." The women wept and . . - t ; , r 

'Umar started striking them with ' J ' JU ^ oUi " ^ 
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his whip- The Prophet («) said to ; ^ ^ , ^^]^ uJji 

'Umar: "Let them weep, but ^^^^^j^-j^J^ 

beware of the wailing of the j^J; o^Jj ^I^v; lrf^ }) : 3*^. ^ 
Shaitan." Then the Messenger of 
Allah (5^) said: "Whatever comes 



1)15 H^i :£g 4JJI Jj^j J 15 



from the heart and the eye is from tU^- jlj ^ ^4^0 ^r*-^ 1 ^ 

Allah and is a sign of compassion, ^ ' „ *' _ . ' . , 

but whatever comes from the tjlLllM t jLLUlj jJI ^ J IS 

hand and the tongue is from the J\ ^ ^ JJl 

Shaitan." The Messenger of Allah % ' J 

sat at the edge of the grave, ^ ^ ^1 ^ 

with Fatimah weeping by his side, f ^ y . , ^ ^ 

and the Prophet started to ' C/ ' ^ ^ ~ 

wipe Fatimah's eyes with his ^ y Jy- v> ■ ^ ^ ^i-.^j :g;>«' 

garment, out of compassion " " 
towards her. 

Comments: [Its \snad is da'eef] 

3104. It was narrated that Abu 
Jamrah said: 1 heard Ibn 'Abbas (&) 
say: I was a boy playing with other 
boys; I turned around and saw the 
Prophet of Allah (^) coming 
towards me. 1 said: The Prophet of 
Allah (££5) is only coming to me, so 
I ran to hide behind a door. But 
suddenly he grabbed me by the 
back of the neck and gave me a 
slap between the shoulders and 
said: "Go and call Mu'awiyah for 
me" - as he was his scribe. So I ran 
to Mu'awiyah and said: Go to the 
Prophet of Allah (gg); he wants to 
talk to you. 

Comments: [Its isnad is hasan] 



3105. It was narrated that lbn 
'Abbas (40 said: The Messenger of 
Allah (#5) led the people in 
praying two rak'ahs on the day of 
(Eid) al-Fitr f with no adhan, then he 
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fliaJl (jj <uJt JLjx. Jumla 



delivered the khutbah after the 
prayer. Then he took Bilal's hand 
and went to the women, and 
addressed them, Then he told Bilal, 
after he left them, to go to them and 
tell them to give charity. 

Comments: [Its isnad is saheeh] 



3106. It was narrated from al- 
Qasim bin Muhammad that he 
heard lbn 'Abbas (4) say: The 
Messenger of Allah (^e) ordered 
al-'Ajlani and his wife to engage 
in Wan, She was pregnant and he 
said; By Allah, I have not come 
near her since watering the palm 
trees after not watering them for 
two months following pollination. 
Her husband had thin legs and 
arms and reddish hair, and the 
one concerning whom she was 
accused was lbn as-Sahma'. She 
gave birth to a boy with dark 
skin, a high forehead, curly hair 
and chubby arms. lbn Shaddad 
bin al-Had said to lbn 'Abbas: 
Was she the woman concerning 
whom the Prophet said; "If I 
were to stone anyone without 
proof I would have stoned her"? 
He said: No; that was a woman 
who was known (for immorality) 
at the time of Islam. 

Comments: [Its isnad is snheeh] 

3107. lbn Abiz-Zinad narrated a 
similar report and said:... Chubby 
arms and fat legs. 



m <ui Jj^j Jb, ^t, j\ 
«yv^* l^^l; 01 ^^jj: I* ^ u jjj 

[Y m 01 
.(Y\^i) : t^^-^AjL^,} : ^rj^j 

(j^^ 0^ ' : fr^l 

tjti dili} : J Li ^i^i; ^^U^Ji 
:Jl» ^ : J Lii 

/O ^ M jiii ^ of yUirj 
:ju _ ^J^L Ji LJ iUi (m 

o?' ^ ^J-*-^ 1 44-^1 

Sj-M L^*^U oJJji :Jli t^UJLUl 

jZ \X^V } Ji* y» ^| 

[inn i^ij] j jjjUi 
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Comments: [Its isnad is iiastin] 



3108. It was narrated from 'Ali 
bin 'Abdullah bin 'Abbas, from 
his father, that he saw the Prophet 
(#5) eat a leg (of meat), then he 
prayed and did not do wudoo* . 

Comments: [A saheeh hadeeth] 



3109. It was narrated from Ibn 
'Abbas (4*) that the Messenger of 
Allah (^) married Maimoonah 
bint al-Harith when he was in 
ihram. And in the hadeeth of Ya'la 
bin Hakeem (it says that) he 
consummated the marriage with 
her at an oasis called Sarif, When 
he had completed his Hajj, he 
consummated the marriage with 
her at that oasis. 

Comments: [Its isnad is saheeh] 

3110. It was narrated that Ibn 
'Abbas said: The Messenger 
of Allah forbade mixing fresh 
dates and dried dates, and mixing 
raisins and dried dates. And he 
wrote to the people of Jurash 
(saying): Do not mix raisins and 
dried dates. 

Comments: [Its isnad is sahech, 
Muslim (1990)] 

3111. It was narrated that Ibn 
'Abbas said; When the Messenger 
of Allah (jfe) was dying and there 



» ■> - - * . - K 

* '"'I j )t ' ^ / 

^]\ y> Jj| :JU ^ ^1 
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were some men in the house 
including 'Umar bin al-Khattab 
he said: "Come, let me write 
for you a document after which 
you will not go astray/' 'Umar 
said: The Messenger of Allah (^) is 
overcome with pain, and we have 
the Our' an, and the Book of Allah 
is sufficient for us. The people in 
the house disagreed, and they 
argued. Some of them said: Bring 
something and let him write for 
you a document after which you 
will not go astray. Others agreed 
with what 'Umar said. When their 
disagreement and argument 
became too much in the presence 
of the Messenger of Allah he 
said: "Get up and leave/' 'Ubaidullah 
said: Ibn 'Abbas used to say; What 
a calamity it was when the 
Messenger of Allah (^) was 
prevented from writing that 
document for them because of their 
disagreement and argument. 

Comments: [Its isnad is saheeh, al- 
Bukhari (4432) and Muslim 
(1637)] 

3112- It was narrated that Ibn 
'Abbas (^) said: The Messenger of 
Allah came to Madinah and 
found the Jews fasting on the day 
of 'Ashoora'. He said: "What is 
this?" They said: This is a great 
day, the day on which Allah saved 
Moosa and drowned the people of 
Pharaoh, so Moosa fasted it in 
gratitude. The Prophet (^) said: 
"Verily I am closer to Moosa and 
have more right to fast it." So he 
fasted it and instructed (the 
Muslims) to fast it. 



112 ^ juAjjJI tdi\ jlIc jlw* : 

Jjl J^ UJ :jLi : \ 

Ji j** ffkl ^J^r; S-r 11 JtJ \ 
fjd CJk\ ^1 Jli t ^lLiJl \ 

Oj ju£ Jlii VjZ i^Li; N l^B 
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LlLi JL* U J^ij jj> ^Hfcij t eJjo 1 

jl : ^ olSj :aJJI jlIIp \ 

[M<W .j^^} ^^J-l | 

.(nrv) ^ 

* ■* * : 

^1 Jli .l^i :jj 

[ria i^ij] .Mil* 
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Comments: [Its isnad is saheeh ■' ■ 

according to the conditions of al- ^ ^ ^r*-^ * , ■ 'Qtf** 

Bukhanand Muslim] .(ur-J 

3113. It was narrated from Ibn ^ ^ -j,^ ^ ^ _ rur 
'Abbas (^.) that he did zvudoo' \ ; . 

and washed each part once, then J* J* tjj-^l ^ -^u ^ 

he said that the Prophet (ft) did ^ J- ^ £{ ^ .;, 

that. * ~ , r* 

Comments: [Its isnad is saheeh, al- ^ ir 31 ^ ^ J H 

Bukhari (157)] [ YiVY (j] 

3113, (sic) It was narrated from '-^hJt cy) : £yj -ffur 
Tkrimah, the freed slave of Ibn e * ^ >( , , 
'Abbas, that the Messenger of 0* *M 

Allah (3^) said: "There is no ^ ^ ^ : & ^1 J> a 

celibacy in Hajj." - - * - ' 

Comments: [Its isnad is <i*Vf/] .^1^ojj>N»:JlS 

3114, It was narrated from Ibn L r ^il ^ jlUJ tfj^. ~r \ \ i 
Abbas (&) that the Prophet $b : : . , ^ ^ 

used to say: "Their is no celibacy ^ *^ 'ff> 

in lsaIm " * J 015 2f gg^i ^ ^ J\ j. 

Comments: [Its isnad is da'cef like fv , £ £ , . ' t . v 'n . ^ I. 

the previous report] CT JJ \ , \ 

.dijL-S" oL--l : ^j^wi 

3114. Husain bin 'Abdullah bin !j, : ^ ^ i^i &&- f r\\t 



'Ubaidullah bin 'Abbas and 

Dawood bin 'Ali narrated: A man Cs- ^ ^ if- ^--^ 
called out to Ibn 'Abbas, when the 
people were around him: Are you 
following the Sunnah with regard : J 1 ^ ^Jl 
to this nabeedh, or is it easier for 'k^jj, 4 | ' *- K ^ * 

you than milk and honey? Ibn 0j * 3 * ^ Jj^v ^ 

'Abbas (4=) said: The Prophet ^ :^Cp JL^ ^U^jl 

came to 'Abbas and said: "Give us - - ^ . * - ^ ' 
something to drink." He said; This d l : JUi ^ ^ 

nated/i is something that has been JjJ ^.l^i llil lii 
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steeped and soaked; shouldn't we tf * e ^ , , . 
give you milk or honey? He said: ^ : JUi c ^ 

"Give us what you give to others/' ^ s^i ^ ^ 

So a skin filled with nabeedh was 
brought to the Prophet who v^ 1 "^ j^^j io^^ 1 lr? 

had his Companions of the ^ ^1 Uii 

Muhajireen and Ansar with him. ' ' \ [ ~; ' - t _ ~. 
When the Prophet drank, he i^L^l" :JUi t 4^lj iiy t^j^ jl 
stopped drinking before his thirst , r , • ,: 

was quenched. He raised his head ■ ^ ' ^' ^ 

and said: "You have done well. J—i jl ^ ^Jj vlAi-l JjJi ^ Jjl 
This is what you should do." Ibn " , 

'Abbas said: The approval of : CT ljJ U ^ ^ 

the Messenger of Allah was ljUt i t ^ . . 

dearer to me than seeing these " £ ^ ^ 

mountain passes flowing with milk .^L*^N 
and honey. 

Comments: [A saheeh hadeeth; this is a da'eefisnad because it is interrupted] 

3115. Ibn 'Abbas narrated that he 
heard the Messenger of Allah (%) 
say, as he was delivering a speech: (y/j^r ^f) {yjj (Hrr 

" Whoever cannot find an izar r f :('■ r i.- f 

(waist wrapper) but can find pants, ^ 
let him wear them; whoever cannot : ^Jl j^^- ^^Jl 

find sandals but can find khujfain, 
let him wear them." 



:J 



Comments: [Its is/wd is saheeh, al- ^S- 1 ^ 4 JiJ 1 ^- ^~:?J ^3! ^ ^ jr** 
Bukhari (1843) and Muslim 



(1178)] 



3116. Abush-Sha'tha' narrated that 

Ibn 'Abbas (&) told him that the 

Prophet married Maimoonah : ^ £^ j* 1 ^ £^-f £^ 

when he was in i7i ram. . f - r .\ rf ■ \ . ■» • 

Jl . jIj — 11 LI jl . jL; ^ j 

Comments: [Its isnfld is saheeh, al- „ s * t f ' . c 

Bukhari (1837) and Muslim m ^ ^ ^ 

,(U> •) ;^(urv) :^ 
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31 lY. It was narrated from Ibn 
'Abbas that he said; Duba'ah 
bint az~Zubair bin ' Abdul-Muttalib 
came to the Messenger of Allah 
(%) and said: I am a heavy woman 
(walking is difficult for me) and I 
want to do Hajj. How should I 
enter Hiram? He* said: "Enter ihram 
and stipulate; 'My exiting ihram 
will be where You prevent me 
(from continuing)/" And she 
managed to do Hajj . 

Comments: [Its isnad is saheeh] 



3118. It was narrated that Ibn 
'Abbas said: The Messenger 
of Allah (sgg) cursed women who 
visit graves and those who build 
places of worship and set up 
lamps over them. Hajjaj said; 
Shu' bah said: I think he meant the 
Jews. 

Comments: [Hasan because of 
corroborating evidence, except 
the word lamps; that is a dacef 
isnad] 

3119. It was narrated that Moosa 
bin Salamah said: I asked Ibn 'Abbas 
(^); How should I pray when I am 
in Makkah if I do not pray with the 
imam? He said: Two rak'ahs, the 
Sunnah of Abul-Qasim (^). 

Comments: [Its isnad is saheeh, 
Muslim (688)1 



:Jli ?J^I **JlS (^jij 1 ^ *— t^->Jt 



.C\Y-A) : 



Jli :£U^ J^ ±r^\ 

a * 



Jj> taiUa ^C- j _ f »:-L-^- :JU ^IJ^-j 

; ^--L^ jj I cJ L^* : J U 4.^.1.^ ^ — fj^o 
^J-^^ ^J 1^1 t lit ,^-^1 

[ ^ A A Y i^-l^] 



Musnad of 'Abdullah bin al-'Abbas 4p 116 



3120. It was narrated that Ibn 
Abbas (Jfa) said; The Prophet (^t) 
and Maimoonah became jumtb, : J ^Up ^1 .y- ^ ^L^? 



and Maimoonah did ghusl in a tub, 
and left some water. The Prophet 



fe) wanted to do ghusl with it and jl ^1 ii^U JJl^j oU- ^3 

she said: O Messenger of Allah, I , *'s . t 

did g/iwsf with it. He - meaning the ^ J\ ^ l - : ^ 

Prophet (^) - said: "Water docs ^ : _ ^ _ Jiil t ^ JJLil 

not become jurnib." Or he said; ' t a ; J 

"Water does not become HiT/zs/' ^ l J 1 ft ^^r ^ 

Comments: [Sahce/i because of [ V > * Y : .c^JJ; V 
corroborating evidence; this is a 

da'ecf isnad] ujju? jLlJ iJut^ ^ow? Ig^^ij 



3121. It was narrated that Ibn 
Abbas (4*) said: The Prophet 



7 



joined 'Umrah to Hajj. 'Urwah bin : _ _ j ^ JP^ 1 y ^^^Nl 
az-Zubair said; Abu Bakr and 



'Umar forbade joining 'Umrah to ^ ' V 7 *" ' ^ 

Ha/;'. Ibn 'Abbas said: What does y\ ^ : 'J> iy}, Jlii .^e ^Iji 

'Urayyah say? He said: Abu Bakr '> a , * * - 

and 'Umar forbade joining 'Umrah ^> J* ^ y ^1 JLii .iicjl y >j 

to Ha//. Ibn 'Abbas said: I think jui ^ ^ p £\ ^ ; jii 

they are going to be doomed! 1 . , „ / , £ , ? 

say, The Prophet (^) said and he ^ ^ U : J ^ J>) 

says, Abu Bakr and 'Umar said. Tyyvv - 1 c 1 : ■ 'i 
Comments: [Its ismid is dfl'ee/] 

3122. It was narrated that Ibn . - i . - , , ^ 

Abbas (4^) said; The Messenger ^- ' 

of Allah (^) said: " I was enjoined ^t* J>\ <.^~3\ ji- <.J^\ ^ 

to use the shvak until I thought % . i , r, J / . 

that Quran or revelation would r - ^ - ° 

come down to me concerning it. oly & % Z\ ^ .lil^UL 

Comments: [HffSflw because of " 4 ^ 

corroborating evidence; this is a [THo i^lj] jl 

da'ecf isnad] 

f - lt _j~ u 'JJ^J^' ''J^pr^' i,^*^*^' '^w' -j 1^1 1Jj*j ^-o^,-*] j >- : 
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3123. It was narrated from Ibn 
'Abbas (4-) that he said: The 
Messenger of Allah drank 
some milk, then he called for 
water and rinsed his mouth. Then 
he said: "It is somewhat greasy/' 

Comments: Its isnad is sahech, al- 
Bukhari (211) and Muslim (358)] 



3124. It was narrated from Ibn 
'Abbas (4*>) that he said: The verse 
"O you who believe! Obey Allah and 
obey the Messenger (Muhammad 
(sfe))/ an d those of you (Muslims) 
who are in authority" [an-Nisa' 
4:59] was revealed concerning 
'Abdullah bin Hudhafah bin Qais 
bin 'Adiyy as-Sahmi, when the 
Messenger of Allah sent him in 
the expedition. 

Comments: Its isnad is saheeh, al- 
Bukhari (4584) and Muslim 
(1834)] 

3125. It was narrated that Ibn 
'Abbas (4*) said: 1 learned al- 
Muhkam at the time of the 
Messenger of Allah and the 
Prophet (£g) died when I was ten 
years old. I [the narrator] said to 
him: What is al-Muhkam? He said: 
a!-MufassaL 

Comments: [Its isnad is saheeh, al- 
Bukhari (5036)] 

3126. It was narrated from Ibn 
Sireen that a funeral passed by al- 
Hasan and Ibn 'Abbas; al-Hasan 
stood up and Ibn 'Abbas did not, 
Al-Hasan said to Ibn 'Abbas: 



{jjS- :^4i Ljj^: t&U -rwr 



i — 1 : J li 
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Didn't the Messenger of Allah (3^) 
stand up (for funerals)? He said: 
He stood up (sometimes) and he 
remained seated (sometimes). 

Comments: [Hasan because of 
corroborating evidence, and its 
isnad is da'eej\ 

3127, It was narrated that Ibn 
'Abbas (4>) said: 'Umar bin al- 
Khattab used to give permission to 
the people of Badr to enter and he 
would let me come in with them. 
One of them said; He lets this boy 
come in with us, and some of our 
sons are like him. 'Umar said: You 
know who he is, Permission was 
given to them to enter one day and 
I was given permission to enter 
with them. He asked them about 
this soorah: "When there comes the 
Help of Allah (to you, O Muhammad 
te) against your enemies) and the 
Conquest (of Makkah)" [an-Nasr 
105]. They said: Allah commanded 
His Prophet {M), when victory was 
granted to him, to ask Him for 
forgiveness and turn to Him, Then 
he said to me: What do you think, 
O Ibn 'Abbas? I said: That is not so; 
rather He was telling His Prophet 
te) that he would soon die, so He 
said, "When there comes the Help 
of Allah (to you, O Muhammad 
(^5) against your enemies) and the 
Conquest (of Makkah)", referring 
to the conquest of Makkah; "And 
you see that the people enter 
Allah's religion (Islam) in crowds", 
for that is a sign of your death; "So 
glorify the Praises of your Lord, 
and ask His forgiveness. Verily, He 
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Mi ^>uU<jJt £>j 4JJ1 Jllc Jlimj** 



is the One Who accepts the 
repentance and Who forgives," 
'Umar said to them: How could 
you blame me (for allowing this 
boy to join us) for what you can see 
yourselves? 

Comments: [Its isnad is snheeh, al-Bukhari (4294)] 

3128. It was narrated that Tbn 
'Abbas (4*) said: The Prophet 
entered Hiram for Hajj . When he : JlS <ul : j-l^ ^-^^ ^ J^j 
arrived he circumambulated the . t | , z . ; rr * , j. ,5,, vf 
Ka bah and went between as-Safa ■ ^ - " — ° 
and al~Marwah, but he did not 

cut his hair or exit Hiram because *>- * \ • - * ' • * - • r 

of the forty. But he ordered those & r & > ] -> > l ^ ^ 

who had not brought the hady to ^ ^ -,f ^^ji j^, 

circumambulate (the Ka' bah) and £ s , . ~ t ; r ^ 

perform sa'y, and to cut their hair or ^ ^° x : CT 1 J ^ ' r 5 ' ^ 1 
shave their heads, then exit ihram. 

Comments: [Saheeh and its isnad is ,_Uj * *f t^^^-i-L- . g/*" 

da'cef because of the weakness of -*tjt *\^*>\ 

Yazeed] 

3129. It was narrated from Ibn jj ^> * t - ^rm 
'Abbas (*) that the Prophet (sfe) ( Y ' . I -Jr\ . > 

was asked: Which drink is best? y, ] J* ; J^J ^ V 1 y. J-^^l Ji'Jr^ 
He said: "That which is sweet and r ii, « f . lf > ^ 5 ^ ■ * ?f - r; 
cold. - " , * 

Comments: [Hasan because of ' ^ ■ >^ " u 

corroborating evidence; this is a 

da cef isnad] - ^ u 

3130. It was narrated that Abu ^ - J^j ^ _ nr , 
jamrah said: I heard Ibn 'Abbas < „ * > 
(&) say: The Messenger of Allah ^ *J* ^S^ 1 

(*) used to P ra V thirteen ™ k '« hs ji5 J J: .1^ v» : JU 

at night. _ ^/ ^ f ' s ^ 

Comments: [Its isnad is sate/i, al- ^ J^ 1 ^ ^ ^ 

Bukhari (1138) and Muslim FX • ^ ' t 1 lis' 

(764)] -CfJ • J 
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3131, It was narrated that Abu 
Hamzah said: I heard Ibn 'Abbas 
say: The Messenger of Allah (^) 
passed by me when I was playing 
with some boys and I hid from 
him behind a door. He called me 
then he slapped me on the 
shoulder, then he sent me lo 
Mi/aw iy ah. Then I came back to 
him and said: He is eating. 

Comments: [Its isnad is hasan. It is 
a repeat of 2150] 

3132. It was narrated that Ibn 
'Abbas said: as-Sa'b gave the 
Messenger of Allah (^) half of an 
onager when he was in ihram and 
he refused it. Bahz said; the back 
of an onager or the foot of an 
onager. 

Comments: [Its isnad is sahech, 
Muslim (1194)] 



3133. Sa'eed bin Jubair said: I 
walked with Ibn 'Umar and Ibn 
'Abbas through one of the streets 
of Madman and we saw some 
young boys who had taken a hen 
as a target and were shooting at it, 
and they (the owners of the hen) 
would have every arrow that 
missed it. He got angry and said: 
Who has done this? And they 
scattered. Ibn 'Umar said: The 
Messenger of Allah (^) cursed the 
one who mutilates an animal. 

Comments: [Its isnad is saheeh] 



oUUjI ^ C\j J_^3 ^ s* 



oJ UjJL>- 



: Jli 



ur! _ o? y^r y) O^J _ 

if*y*w^e y^j ijL^j- AJ-Jj -jjife Jj-^j 

[Tor. 
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:Jli J*i ^ : jLij ^wiii :JLi 
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3134. Sulaiman ash-Shaibani hi tii^ : ^ ^ til^ _nrt 



said: I heard ash-Sha'bi say: One 
who passed with the Messenger t^JCl^l jUIii. :JLi 



of Allah (-^) by a grave that was 
separate from others told me that 



he led them in prayer and they t^pU J? ^ ^ ^ Jj-^ 

formed rows behind him. I said: 
O Abu 'Amr, who told you that? 

He said: ibn 'Abbas. [><HY : ^lj ^1 ;Jli vJiili- 

Com merits: [Its isnad is saheeh, al- 

Bukhari (857) and Muslim (954)] : f l(A0V) : C ^GT^ ^ : 

3135. It was narrated that hi l£b~ ; ^ ^ jl^ l£U -r \ro 
Tawoos said: Ibn 'Abbas (&) said: * 

The Messenger of Allah fe) said: o"j^> ^ J 4^ ^ 1** 
"Whoever has land, for him to 
lend it to his brother (for free) is 

better for him. *J-± ^ i Li 1 I4>^ jl t^jl *J 2r* B 

Comments: [Its i'snad is saheeh, al- [Y c^A : jc^Ij] .«J 

Bukhari (2330) and Muslim ^ 
(1550)] : f fc (YTTO :^ i^y^ oU-wl :^>^" 

3136. It was narrated from Ibn hi ^ . jj± ^ ^ -nri 
'Abbas that he was at the Black ' - ^ 
Stone and had a crooked stick with ' ^ j> cjUIi^ ^ 
him, with which he would touch / \. * . . . . . j, : ^ 

...... ^ —Oj (. v**>t* e-^J y>xj>tjl J Li <Ul 

the stone and then kiss it. And he i , " ' ' , 

said; The Messenger of Allah (^) Jul <J : ^^.J ^ 

said: "O you who believe! Fear ^ f> „ „ , ... 

Allah (by doing all that He has — ^ ^ ^ - ^ ? 
ordered and by abstaining from all Jl) ^1 ^ 

that He has forbidden) as He > i 5 „ , „ s * . 

should be feared. (Obey Him, be J ^> f^ 1 U s >* ^ V (WT 
thankful to Him, and remember , - ^ 

Him always,) and die not except in - " - ^ , ^ . , , 



a state of Islam [as Muslims (with f ^ ^ Crr'J 
complete submission to Allah)]" [Yvfo - I ] 

[Al Tmran 3:102], [Then he said:] ^ J 

/J lf a drop of Zaqqoom were to be .7^=^ **'\~~\ : 

dropped on the earth, it would 
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make the lives of the people of this 
world bitter, so how about those 
whose food it is and they have no 
food other than it?" 

Comments: [Its isnad is sttheeh] 

3137. It was narrated that Jbn \^y mJ V^\ \^\ ±S l£U -nrv 
'Abbas said: If a drop of az- / ' - , - * * , i 
Zaqqoom... And he narrated the lc^ - ^ a-* 1 ^ ^ JP 1 * 

same re P° rt - js^^j^Jis- 

Comments: [Its isnad is daeef , „ ^ ^ , . , * f - s 

because of the weakness of Abu "'f A? 1 

Yahya] . . h 

3138. It was narrated from Ibn £jU : JuJr f J!> juUJ -1MTA 
'Abbas (-&) that he said: A woman t * , 

sailed on the sea and vowed to fast ^ 0L *^ : ' ^-V- : ^ 

for one month, then she died before ^| ^ ^ ^ - l0 jJ t i^j 

she could fast. Her sister came to - ' /, ^/ '"' '„ * 

the Prophet (2fe) and told him *>'/^ ] ^4?J ^' ^r- 1 ^ 



about that and he told her to fast on 
her behalf. 



Bukhari (1953) and Muslim 
(1148)] 



Comments: [Its isnad is saheeh, al- ^ ^ ^ ^ u^ 1 ^ 

3139. It was narrated from Ibn ^ ^ . >• ^ ^ _ nr < 
'Abbas (&) that the Prophet (#=) - 

said: "No deed is better than that ^ J^ ^JtW 1 ^ *>oUlLi 

done during these days/' meaning ' ^ ft ^ V t ^ . , w 
the ten days (first ten days of Dhul- _ ' ^ ^ ^ ' ^ r- ' 

Ilijjah). It was said: Not even yi'/rflJ t ^ ^L. j-*^ 

for the sake of Allah? He said: "Not /VWVVfl ~ . • - " . T — . • 
even jihad for the sake of Allah, J <^ 

except for one who goes out with ^ Jl^Jl : Jli fJbl J..."- ^ 

himself and his wealth and does not ; ^ o ^ s j % . 5 V * 

come back with either of them." CT>- r ? l -^ J ^ V ! ^ l 

Comments: [Its isnad is saheeh, al- [^1A :«rlj] , ^ 

Bukhari (969)] w ' 
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3140. It was narrated that 
Tkrimah said: 1 said to Ibn 'Abbas 
(Jfe.): I prayed Zuhr behind a foolish 
old man; he said takheer in it twenty 
two times; he said takbeer when he 
prostrated and when he raised his 
head from prostration. Ibn 'Abbas 
said: May you be bereft of your 
mother! That is the Sunnah of Abul- 
Qasim (■&;). 

Comments: [Tts isnad is saheeh] 



3141, It was narrated from Ibn 
'Abbas that the Prophet of 
Allah (s^) on the day of Khaibar 
forbade (eating) every bird that 
has talons and every animal that 
has fangs. 

Comments: [Its isnad is saheeh; 
Muslim (1934)] 



3142. It was narrated that Ibn 
'Abbas said: The Messenger of 
Allah forbade (the meat of) an 
animal that has been used for 
target practice and (the meat of) an 
animal that feeds on filth - Abu 
'Abdus-Samad said: he forbade the 
milk of a animal that feeds on filth - 
and drinking from the mouth of a 
waterskin. 

Comments: [Its isnad is saheeh] 

3143. It was narrated from Ibn 
'Abbas (&) that the Messenger of 
Allah (sgg) forbade the milk of a 
animal that feeds on filth, (the 
meat of) an animal that has been 



cJlj :JU Xa J** ^ ^SjI^ 



J 5li dJUb ill V j? I jlii 

[\AA1 : ^-Ij] ^liJl 



& j u — 1 \ : 



a 1 . 



if i^'At y. if ^r^ 1 
M ^ l & 01 : ^1 ^ 
>j t ^ JI ^ ^? J* j* }y. 



y. 



jSS^ -r \ i y 
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used for target practice and 
drinking from the mouth of a 
waters kin. 

Comments: [Saheeh] 

3144. It was narrated from Ibn 
'Abbas (4?) that it was suggested to 
the Messenger of Allah {^) that he 
should marry the daughter of 
Hamzah and he said: "She is the 
daughter of my brother through 
breastfeeding. What becomes 
mahram (forbidden for marriage) 
through breastfeeding is that 
which becomes mahram through 
blood ties/' 

Comments: [Its isnad is saheeh, al- 
Bukhari (2645) and Muslim 
0447)] 

3145. It was narrated from ibn 
'Abbas (4) that a man had 
intercourse with his wife when 
she was menstruating. He asked 
the Messenger of Allah ($&) about 
that and he told him to give a 
dinar or half a dinar in charity. 
Comments; [Saheeh maiuqoof] 

3146. It was narrated from Ibn 
"Abbas (4) that the Prophet of 
Allah (gg) said: ''The one who 
takes back his gift is like one who 
goes back to his vomit" 

Comments: [Its isnad is saheeh, al- 
Bukhari (2621) and Muslim 
(1622)] 

3147. It was narrated from Ibn 
'Abbas (4h) from the Messenger of 
Allah (^g) that he used to say at 



124 jjjjLliJI ^1 ,\'j f \ \ a 

[YU \ :^IJ 

-c=~ 

^ y)j *J> -ilAi Qjl>- -rut 
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.Ofciv) 
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^ JLJ I'ljii yJ^j 

[YU\ .j\Li>^l> 'J 

: jl^S -run 

: jii ^ Jji ^ of ; 



Musriad of 'Abdullah bin al-' Abbas vj* 125 



times of distress: "There is no god 
but Allah, the Almighty, the 

Forbearing; there is no god but fa ^ & J.\ ji- /y-rO 

A Uah, Lord of the Mighty Throne; * ^ ^' / , , , S£ 

there is no god but Allah, Lord of M ^ ^ J ^ ^ ^ [ 

the heavens and the earth, Lord of ^ fa ^ ^ ^ t J^ji f y.\ \ 

the Noble Throne." Yazeed said: - % - " - " • 

"Lord of the seven heavens and oi^UJl ^ ^! ^1 ^ 

Lord of the Noble Throne," .\ - v ■ .-u- 

Comments: [Its ;sr/fld is sahech, al- i 

Bukhari (6345) and Muslim J*^ 1 *■ (4^ v 1 ^ 1 ^j" 



(2730)] 



[ Y • \ Y -V/^ 1 
.(yvt») :^ t Or£o) ;^ ^Lj 

3148. The Messenger of Allah fe) ^ ^ . ^ - j^j ^ _ ruA 

defined the meeqat of the people of " o£ 

Madinah as DhuLHulaifah; that of J 1 ^ ^ o*J^ u ^ 

the people of Sham (Syria) as al- £ ^ ^ ^ ^ . ^ 

Juhfah; that of the people of Najd " f ^/ f ^ . ^ , 

as Qarn; and that of the people of ^> <-*^>*>Jl fLiJ 1 J^3 tiilL*Jl 
Yemen as Yalamlam. And he said: ^ % ^ 

"And these meeqots are for the t ^ ^* ' ^p-^ r . J* .J ^ ^ 

people at those very places, and Sljl jL* J^ 1 ^ l^J 
besides them for those who come 



through those places with the & ^ ^ ? tS ^ 1 ) 

intention of performing Ho/)" and [YYi • : jif iU> 

'Umrah; and then (for those who 

are living within these boundaries) : £j>>*s 

they can enter ihram from the place 
they set out, and so on, and the 
people of Makkah (can enter ihram 
from where they start)/' 

Comments; [Its isnad is saheeh 

3149. It was narrated that ^ ZjS ti^ : ^ i\ 

'Abdullah bin 'Abbas (*) said: The t _ _r 

Messenger of Allah (%) prayed 0^0* C^' 1 ^ 

Zufrr in Dhul-Hulaifah, then his ^ ^ j >' L, ■ Jli 

sacnhcial animal was brought to * - # v , 

him and he cut the right side of its iAii ^j/li t iial t iilliJl 

hump, then he wiped the blood , ^ ^ -C, 
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from it r then he garlanded it with 
two sandals. Then his mount was 
brought to him and he sat on it, 
and when he reached al-Baida', he 
entered ihrarn for Hajj, 

Comments: [Its isnad is saheeh, Muslim (1243)] 

3150. It was narrated from Ibn 
'Abbas (&) that the Messenger of 
Allah (sg) said: "This and this are 
the same/' meaning the pinkie 
finger and the thumb [i.e„ in 
terms of diyah]. 

Comments: [Its isnad is saheeh, al- 
Bukhari (6895)] 



3151. It was narrated that Ibn 
'Abbas (^) said: The Messenger 
of Allah cursed - Hajjaj said: 
May Allah curse - men who 
imitate women and women who 
imitate men. 

Comments: [Its isnad is saheeh, al- 
Bukhari (5885)] 



3152. Abu Ishaq narrated that he 
heard a man of Banu Tameem say: 
I asked Ibn 'Abbas (4>) about a 
man doing this with his fingers - in 
the prayer - and he said: That is 
sincerity. And Ibn 'Abbas said: The 
Messenger of Allah (%) enjoined 
us to use the siwak, to such an 
extent that we thought that 
revelation would come down to 
him concerning it. And I saw the 
Messenger of Allah (^) prostrating 
and I saw the whiteness of his 
armpits. 
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Communis: [Hasan because of corro- 
borating evidence; this is a da'eef 
isnad and at-Tamimi is unknown] 

3153* It was narrated from Ibn 
'Abbas (4*) that the Messenger of 
Allah (^g) went out on the day of 
Adha - or the day of Fitr, but I 
think it most likely that he said: 
the day of Fitr - and prayed two 
rak'ahs, with no prayer before or 
after them, Then he went to the 
women, accompanied by Bilal, 
and enjoined them to give charity, 
and they started throwing their 
earrings and necklaces. 

Comments: [Its isnad is saheeh, al- 
Bukhari (964) and Muslim (884)] 



X 

3154. It was narrated that Ibn 
'Abbas (4») said, and one of them 
[the narrators] attributed it to the 
Prophet (gft): "Jibrccl was shoving 
mud into Pharaoh's mouth for 
fear that he would say, La ilaha 
ilhllah." 

Comments: [Saheeh mawqoofi the 
isnad stops with Ibn 'Abbas] 



3155- It was narrated from Ibn 
'Abbas (4t>) from the Prophet (^) 
that he said: "Do not take any 
animate being as a target/' 

Comments: [Its isnad is saheeh , 
Muslim (1957)] 



: vu j4^j ja^t 1}, 

\*£> JU .C^tf .J, ^ JP- i^JU- 
<- M }ji J* - cr^' f J* ^ ! ^ 

-L^jI^wj ! Jlij t ^iai ! JU t J^j 

[YoYT -.^j] 
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3156. Hashim narrated a similar >^> 9 t - > , _ , 5 

report Shu bah said: I said: From - ^ ^ - JLi ^ r^ U ^ -n<n 

the Prophet (^)? He said; From ^1 ^ :Jli Vgg ^ : c-U 

the Prophet (^g). " ' ' ; - 

Comments: [Its /snarf is sahcch, 

Muslim (1957)] .0 ^Y) : f < ^ oL_l : gj* 



3157. It was narrated that ^ ^ . ^ - ^ ^ _ n oy 
Salamah bin Kuhaii said: I heard , y 

Abul-Hakam say: I asked Ibn ^J>\ Cl :Jli ^ U_U ji 

'Abbas about naheedh made in - f -ii ; ■ • - * \u . V 

earthenware jars, gourds and green y " * t 

glazed pitchers. Ibn 'Abbas said: ^ l/> <S?' ^jJl^Jl} f l^Jjl 

Whoever would like to regard as 
forbidden what Allah and His 
Messenger forbade, let him regard [Uo ; .ULlI 

itabeedh as haram. 

Comments: [Its rsj-wd is ,sffte/z] .^-^ 6 ->^i -gts** 

3158. It was narrated that Ibn . *• ~i*^oa 

'Abbas said: The Messenger „ ' 
of Allah {^) said: "The month is ^ : Jli Jl$5" 

complete with twentv-nine days/' - ' ' - > 

Comments: [Its isnn d is s/7/n?i»/i] " / , ' ^ 



3159. It was narrated from Ibn \ - . - - , * K ** 
'Abbas that the Messenger of " * ' y 

Allah instructed the boys of JjL, :JU t^Lli ^ 

Banu Hashim and their weak A *\ ■ a j J ; ' : 

ones to move on from Muzdalifah ^ J J ' ^ 1 j 

at night j\ t ^jiLij ^ h£*f ^ aJUI 

Comments: [Its isnad is saheeh, al- r .a Y / , 1 ,*r - ^ . , fs 

Bukhari (1678) and Muslim L T ^' jJ ^ 
(1293)] 

3160. It was narrated from Ibn i:;*- . >> ' * - • 
'Abbas from the Prophet (%) ^ ^ ' w " 

t h at he used to recite in Fajr prayer, :Jli ^ 
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Alif-Lam-Meem . Tamed (Soorat as- 
Sajdah) and Hal ata ' alal-insan 
(Soorat al-Insan), and on Fridays 
(he would recite) Soorat al-jumu 'ah 
and al-Munafiqoon. 

Comments: [Its isnad is saheeh, 
Muslim (879)] 



3161. It was narrated from Ibn 
'Abbas (4*>) that they said: O 
Messenger of Allah, things cross 
our minds that we would rather be 
turned to charcoal than speak of it. 
He said (according to one of the 
narrators); " Praise be to Allah Who 
did not give the Shaiian any power 
over you except whispering." 
(According to the other narrator he 
said): "Praise be to Allah Who has 
reduced the guile of the Shailan to 
mere whispering." 
Comments: [Its isnad is saheeh] 



3162. It was narrated from Ibn 
'Abbas that the Messenger of 
Allah (a^) set out from Madinah 
in Ramadan when he conquered 
Makkah, and he fasted until he 
reached 'Usfan, then he called for 
a vessel and drank. Ibn 'Abbas 
(4-) used to say: Whoever wishes 
may fast and whoever wishes 
may not fast 

Comments: [Its isnad is saheeh, al- 
Bukhari (4279) and Muslim 
(1113] 



jjl tjlli aJJI ^ t> 

;Jli ^ jjfe jl j^c C^-l 

^1 fLJaj (. £ji t jL <2^>J 
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3163. It was narrated that Sa'eed 
bin Jubair said: I heard Ibn 'Abbas 
(4*) say: My maternal aunt Umm 
Hufaid gave the Messenger of Allah 
some ghee, dried yoghurt and 
lizard meat He ate some of the 
ghee and dried yoghurt, and he left 
the lizard meat because he found it 
off-putting. It was eaten at the table 
of the Messenger of Allah (%) and 
if it were haram, it would not be 
eaten at the table of the Messenger 
of Allah (%). 

Comments: [Its isrwd is saheeh, al- 
Bukhari (2575) and Muslim 
(1947] 

3164* It was narrated that Ibn 
'Abbas said: When the Messenger 
of Allah (^) came to Madinah, he 
saw the Jews fasting on the day of 
'Ashoora', He asked they about 
that and they said: This is the day 
on which Moosa prevailed over 
Pharaoh, The Prophet (%) said to 
his Companions: "You are closer to 
Moosa than them, so fast (on this 
day)/' 

Comments: [Irs isnad is saheeh ; al- 
Bukhari (4680) and Muslim 
(1130] 

3165. It was narrated from Ibn 
'Abbas that the Prophet (afe) 
was asked about the children of 
the mushrikeen [who died in child- 
hood]. He said: ''Allah knew best 
what they would have done, as 
He created them." 

Comments: [Its isnad is saheeh, al- 
Bukhari (6597)] 



?\ :J^ y\ oJL^ 

:^*-!j] Jcyjj^AS t J"J^i 
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3166. It was narrated from Ibn 
'Abbas (&) that he said: The 
Messenger of Allah (s&g) forbade 
gourds / varnished jars and 
hollowed-out stumps. 

Comments: [Its isnad is saheeh, al- 
Bukhari (53) and Muslim (17] 



j**^ Cf. -uJx^ ill jU- - T '\ *l *\ 
tpSC?Jl iJLi Qi^- 

[Y*Y* i^lj] 



.<W) 



3167. It was narrated from Ibn 
'Abbas that he was riding a 
donkey with a boy from Banu 
Hashim. He passed in front of the 
Prophet (^ f ) when he was praying, 
and he did not stop (his prayer). 
And two young girls of Banu 
'Abdul-Muttalib came and took 
hold of the Prophet's knees; he 
separated them but he did not stop 
(his prayer). 

Comments: [Its isnad is Hasan] 



3168, It was narrated from Ibn 
'Abbas (4fc) that as-Sa'b bin 
Jaththamah gave the Messenger of 
Allah - when he was in 

Qudaid, in ihram - the rump of an 
onager, and the Messenger of Allah 
(SO gave it back, dripping with 
blood. 

Comments: [Its isnad is saheeh, 
Muslim (1194)] 



J 1 ^ ^H 1 J^y. 

> a 0 - ' - * f . a f ' ' ^ .- 
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3169. It was narrated from Ibn 
'Abbas that he stayed over- 
night with his maternal aunt 
Maimoonah. The Prophet 
came after 'hha' and prayed four 
(mk'aJis), then he slept. Then he 
got up and said: Has the boy 
gone to sleep? or words to that 
effect. He got up and prayed, and 
T got up and stood on his left. He 
took hold of me and put me on 
his right. Then he prayed five 
rak'ahs. Then he slept until J could 
hear him breathing deeply. Then 
he went out and prayed. 

Comments: [Its isnad is saheeh] 

3170. It was narrated that Ibn 
'Abbas (^fe) said: [ stayed over- night 
with my maternal aunt Maimoonah, 
the wife of the Prophet The 
Messenger of Allah (jfe) prayed 
'hha', then he came and prayed 
four (rak'ahs), then he slept. Then 
he got up and prayed four (rak'ahs), 
then he said: "Has the little boy 
gone to sleep?" or words to that 
effect. Then I came and stood on 
his left, and he made me stand on 
his right. Then he prayed five 
rak'ahs, then two, then he went to 
sleep until I could hear him 
breathing deeply. Then he went 
out for the prayer. 

Comments: [Its isnad is saheeh, al- 
Bukhari (117) and Muslim (763)] 

3171. It was narrated from Ibn 
'Abbas (4t) that the Prophet 
said: "I have been supported with 
the east wind and 'Ad were 
destroyed by the west wind." 




J-^ ^ ^ ^'U jIp 

tcJ^i : Jli _ U}A: ills jl _ «VjUliJl 

hAtr .s^LkJi Ji 



t (UV) 
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Comments: [Its /swffr/ is sahcch, al- ■ „ ,.( ^ < yo) ■ - ^ aV^i * 

Bukhari (1035) and Muslim ' * 'C 'e- a 

(900)] 

3172. It was narrated from Ibn . vr * e — >( V - ' cA r 

'Abbas (4*) that the Prophet (#;) ^ C ^ / „ . , 
said: "This is an Tim rah which we ^ ~ r 5 *^ 0* ^ 

have joined to Ha/7. Whoever docs . ... 

not have a sacrificial animal with ? V ' V " r " ^ ™ 

him, let him exit iViram completely, «. 'iLoIlli I'JJ- *ju» :Jli ^£ 

for 'Umrah has been joined to Hajj ^ 0 c; "j ' " : 

until the Day of Resurrection." k ^ - l> * '.. ^ j** 

Comments: [Its isnad is sahceh, *^ ^ o^jJl ^i^S jii 



3173. It was narrated that Abul- 
Bakhtari at-Ta'i said: I asked Ibn 
'Abbas (4) about selling date palm i?^ 1 i^P' J* c ^ ^ J 1^ 
trees. He said: The Messenger of .... , / > . 
Allah (*fe) forbade selling date ( ^ ^ ' ^; 

palm trees until he eats from it or it jiu JU- jjJ-Ji ^ igg Jjl ^ 
is eaten from, and until (the fruit) is „ , - , * , , .. iJ(- ;., 

weighed. 1 said: What docs U : ^ : JU ^ J ^ jl ^ 
weighed mean? A man who was /yj^ J± : ^ v 

with him said: Until it is estimated . 

Comments: [Its isnad is sahceh, al- : ? i(n °*> : C ait ^ : 

Bukhari (2250) and Muslim .(urY) 
(1537)] 

3174. It was narrated from lbn ; y^U- y ll^i -TWt 
'Abbas (&) that the Prophet (^) # . / . ^ t , _ _ ^ 

was praying and a Iamb wanted to Ji Js** 0^ J* ^}^J 

pass in front of the Prophet ^ tJ |^Ji ^ ^ ^ 

and he started stepping forwards *■ ' ' , " ^ ' , . 

and backwards, trying to stop it. al- S*^* ^ ^ ^ 

Haijaj said: He kept trying to stop it „ ^ ... t? 

until the lamb went away. ^ u - - 

Comments: [A sa/im/i hadeeth; its l y ^^-3 : £^ 
isn^ is interrupted] L ^ or 
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3175. It was narrated that Ibn 

'Abbas (■■$>) said: I stayed overnight 
in the house of my maternal aunt 
Maimoonah. The Messenger of 
Allah (^) prayed 'Isha', then he 
came and prayed four (rak'ahs). 
Then he said; "Has the little boy 
gone to sleep?" - Shu'bah said: or 
something like that. - Then he went 
to sleep; then he got up and did 
wudoo. I do not remember how he 
did wudoo. Then he got up and 
prayed, and I stood on his left, but 
he made me stand on his right. Then 
he prayed five rak'ahs, then he 
prayed two. Then he went to sleep 
until I heard him breathing deeply. 
Then he prayed two rak'ahs, then he 
went out for the prayer. 

Comments: [Tts isnad is saheeh] 

3176. It was narrated that Ibn 
'Abbas said: The Messenger of 
Allah set out in Ramadan to 
conquer Makkah. The Messenger 
of Allah fasted until he 
reached Qudaid, then he called for 
a vessel of milk and drank it. Then 
his companions broke the fast until 
they reached Makkah, 

Comments: [Its isnad is saheeh] 

3177. It was narrated from Ibn 
'Abbas (4) that the Prophet (^) 
said: "The one who takes back his 
gift is like the one who goes back 
to his vomit." 

Comments: [Its isnad is saheeh, al- 
Bukhari (2622) and Muslim 
(1622)] 



i J. 



t f> Li : J L* _ I Jk-i jj>J : iJLi JLi 

t a* Jii^ l V : J li ?L>^i ipj p : Jli 

[rm ^ij] .sSLSaJi J! c >^ 
: iii (r£Y /\) iLfc -nvi 



: 
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3178, Sa'eed bin al-Musayyab 
narrated that he heard Ibn 'Abbas 
(4*) say: The Messenger of Allah 
(^) said: "The one who takes 
back his gift is like one who goes 
back to his vomit/' 

Comments: [Its isnad is saheeh] 



3179. It was narrated that Abul- 
'Aliyah said: The cousin of your 
Prophet (^) told me: The Messenger 
of Allah said: "Allah, may He 
be glorified and exalted, said: No 
one should say, I am better than 
Yoonus bin Matta." And he 
mentioned the name of his father. 
He said: And he said that he was 
taken on the Night Journey and 
that he saw Moosa tall and 
dark as if he were one of the men of 
Shanoo'ah. And he said that he 
saw 'Eesa, a man of average height 
with a red and white complexion, 
of stocky build. And he said that he 
saw the Dajjal, and Malik the 
keeper of Hell. 

Comments: [Its isnad is saheeh, al- 
Bukhari (3413) and Muslim 
(165)] 

3180* It was narrated that 
Qatadah said: 1 heard Abul-' Aliyah 
ar-Riyahi say: The cousin of your 
Prophet (sjte) told us, he said: "No 
person should say: I am better than 
Yoonus bin Matta/' and he 
mentioned the name of his father. 
And the Messenger of Allah (%) 
mentioned when he was taken on 
the Night Journey, and he said: 



: \ \& LJju^ -TWA 

[Yon J 



j?' j?-^ S 1 *^ ^} if if 
J! \*Jij* ^f lS^j ^' "J>j 

lj] .jlil OjU iftlij .JlijJi 
[tHV t Y \ \V 



■c 



.(no) : r ^rm 



U» :Jli jli^ jU y\ Jli 



Jl^> ^1 ^ r -_^° :JLi* J^r 
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"Moosa (was) dark and tall, as if he 
were one of the men of Shanoo'ah," 
And he said: "'Eesa (was) of stocky 
build and of average height/' And 
he mentioned Malik, the keeper of 
Hell, and he mentioned the Dajjal. 

Comments: [Its isnad is saheeh, al- 
Bukhari (3395) and Muslim 
(2377)1 

3181. Abu Hassan al-A'raj said: 
A man of Banu]-Hujaim said to 
Ibn 'Abbas What are these 
fatwas that have infatuated the 
people and caused division, that 
the one who circumambulates the 
House has exited ihraml He said: 
The Sunnah of your Prophet (jfe), 
whether you like it or not. 

Comments: [Its isnad is saheeh, 
Muslim (1244)] 

3182. I t was narrated from 
Qatadah that Abu Hassan al-A'raj 
said: A man from Banul-Hujaim, 
whose name was So and so son of 
Bujail, said to Ibn 'Abbas: What is 
this fa turn that has infatuated the 
people, that the one who circum- 
ambulates the House has exited 
ihraml He said: The Sunnah of 
your Prophet (sg), whether you 
like it or not. 

Comments: [Its isnad is saheeh] 

3183. Hammam narrated: Qatadah 
narrated: and he mentioned the 
hadeeth . 

Comments: [Its isnad is saheeh] 



L ?^r jSij "S^U 

.(vrw) 

jl _ <lJJ*JZ ji ^1 U-Uil oli U 

Cto\r :cr i.] 

ji3 Jli : Jli JLl>- Li ol isiUi 

:JUi Jdj ^^^JL .JlL ^ : Vlil 

wt5 ^jil oli^ :J^1 

liii- ui^ -rur 
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3184. It was narrated that Tbn 
'Abbas (Jfe) said: I came when the 
Messenger of Allah was 
praying in Mina and 1 was riding 
a donkey. I let it go in front of the 
row and joined the prayer, and I 
had reached the age of puberty, 
but he did not rebuke me for that. 

Comments: [Its isnad is saheeh, al- 
Bukhari (76) and Muslim (504)1 



3185. I read this hadeeth to 
' Abdur-Rahman and he said: I 
came riding on a female donkey, 
and at that time I had reached 
puberty, when the Messenger of 
Allah was leading the people 
in prayer. I passed in front of part 
of the row, then I dismounted and 
let the donkey loose, and I joined 
the row. And no one rebuked me 
for that. 

Comments: [Its isnad is saheeh] 

3186. It was narrated from Ibn 
J Abbas (&) that the Prophet (jfe) 
drank from Zamzam whilst 
standing. 

Comments: [Its isnad is saheeh, ai- 
Bukhari (5617) and Muslim 
(2027)] 



3187, Abu Zumail said: 
'Abdullah bin 'Abbas told me: 
When the Harooriyyah [Khawarijl 
rebelled/ they withdrew from 
people. I said to them: On the day 
of al-Hudaibiyah the Messenger of 
Allah (sag) made a peace deal with 



JjJU l£U oU tiii -r\A£ 

$te 3 M J_^jj .y\ 
tS± -Jk 1 

illiii tjlSSlI ol-^jlj cJJli L^JJaJ! 

^JS JJUj> jUi i»_jLa11 

:* t (3iw) :^ l^j^j wLi : £*> itJ " 

.(WV) 

: J'ii Jlij jil <_^-^" 0^ 

^r"f- lIJ : Jli ^ ^Ui J^i- 
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the mushrikeen. He said to 'Ali: "O - 

'Ali, write/This is what Muhammad JUi ^j^ 1 # ^ 

the Messenger of Allah has agreed/" ^ du, U iii i; ^i>» : *JW 

i hey said; If we knew that you were , . sr \ \ - 

the Messenger of Allah, we would ^J-"J ^ ^ : ^ ^ 

not have fought you^The Messenger l; : ft Jn ^ j£ t ^ u ^ 

of Allah said, "Erase it O 'Ali. c J ^ 

O Allah, You know that I am Your K <.^^j Ji ^ ij] ^J! t ^ 

Messenger. Erase it O 'Ali, and >. , , ^ 

write; 'This is what Muhammad bin ^ ^ " C U U ^ : ^ 

'Abdullah has agreed/" By Allah, ^ ^ £L Jui j^j .^l jl^ 

the Messenger of Allah was better # Jt * ^ 

than J AIi, but he erased that himself ^ ^ ^ o^' ^ L^J Aij 

and erasing it does not mean ^ ^ ^j^j ^ 

denying his Prophethood. Have I 

answered this point? They said: Yes. ^ M : (fr \ jl 

Comments: [Its isnad is hasan] ... 

3188. It was narrated that Ibn Abi /n .* , . ; - , 

Mulaikah said: Ibn 'Abbas (*) ' / ^ ^ ^ " tUA 

wrote to me (saying): The Messenger ^.1 j?l ^> ^i- ^ £^ £^ Of"*r 

of Allah (afe) said: "If people were f ' ^ , . v 

to be given on the basis of what they ° ' " ^ ^ <>1 ^ : J ^ ; ^ 

claim, some people would claim the 1^1 ^lljl l\ 'Jt % Jui j^,- 

lives and wealth of others. But the ; 

one against whom a claim is made ^ ^ LJ1 ^ ^ 

should swear an oath/' ^uJl > ^1 ^ 

Comments: fits i'sha^ is saheeh, al- 

Bukhari (2514) and Muslin, [mV ' mA lTnT 



(1711)] 



3 Ai 9 ' ^r 5 ^ 1 ^ that Ibn <k'>S & i£k -r\M 

Abbas said: The Messenger ' 

of Allah (m,) died and did not J* ' Jcf^ ^° ^ J* J\ ji> 

leave a will or any instruction -V ^ f,. - tl ; ' ^ . 

(concerning who was to succeed r ' ' <r ^ 

Comments: fits isnflrf is 5fl/ie^] 



3190. It was narrated from Ibn ^ r - * , 

J Abbas (4) that a bowl of ^erf ^ ^ J ^ ' r ^* 



iLUl pliiP ^ =NU 
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was brought to the Prophet (2^) 
and he said: "Eat from the edges 



and do not eat from the middle, \Js* :jUi 4 jo^ ^ iijai ^ ^ 

for the blessing descends in the r , ^ / ~ . 

middle." Ibn Ja'far said: "From ' ^ ^ ^ ^ 

the edges or from the sides." - $ • ^| Jlj J JyZ tf3 

Comments: [Its isnad is Jwsan] tw^-a . i ^-^y * •? i-m-- 

3191. It was narrated that Ibn J - ^ ^ ^ 

'Abbas said, concerning the verse - ; ' 

"Move not your tongue concerning < £JL ^ Ju*^ ji- tiJJlp ^1 ^ 
(the Qur'an, O Muhammad) to make ' ^ ,, ; ■ ,^ *. - 

haste therewith" [al-Qiyamah 75:16]: ^ '4 ^> ^ : *L>» ^ ^ ^ 

The Prophet (gg) experienced some ^ ^15 : J Li ( n : UUil) ^ 
hardship when the Revelation * -/ , _ ^ " ^ 

came to him, and he used to move -f^^ ^JA. <- i - L f J;^ 1 ^ £^ 
his lips, Ibn 'Abbas said to me: I , t f , ' , -..^ , 

will move my lips for you as the r v ■ w - 

Messenger of Allah (fe) used to J JLij .L^J jJW Jj^j 015 lii 
move his lips. Sa'eed said to me: I ; f s ( , ^ „ ( > ;r 
will move my lips for you as Ibn ^ ^ ^r" 1 ^ 

'Abbas moved his lips. Then Allah ^ ^ - ^ ^ 

revealed the verse, ''Move not your " - * or ^ 

tongue concerning (the Qur'an, O ; Jlj ^L-Jj ^ l£ O s % J^A ^-Q 
Muhammad) to make haste there- ^ ^ „ ^ ^ . „ 
with. It is for Us to collect it and to & r J 

give you (O Muhammad (ft)) the ^ ^ ^ ^ c^Ti) ii l^li 4,^^> 
ability to recite it (the Quran)" [al- ' V / ^ . ^ 
Qiyamah 75:16,17], meaning, I will U5 iV) ji^l ^! tJjJi jJC jl^i 

collect (preserve) it in your heart, " ^ ^ ,^5^ 

then you will be able to recite it. 1 J "* ^ 

"And when We have recited it to ^ iA ^ . . . t . 

you [O Muhammad through Jibr eel ' "( "C 'C^^ ^ * C?-^ 
(Gabriel)], then follow its (the 
QurW s) recitation" i.e., so listen to 
it attentively. "Then it is for Us 
(Allah) to make it clear (to you)" [al- 
Qiyamah 75:19]. Then after that, 
when Jibreel left, he would recite it 
as it had been recited to him. 

Comments: [Its isnad is saheeh, a]-Bukhari (5) and Muslim (448)] 
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3192. It was narrated that Ibn r ;*- . . 

'Abbas (*) said: The Messenger L ^ ; W ^ ^ " rm 

of Allah (sfe) came to us, young ^S*-' 1 J-^ 1 ^ ^ ^L, ^ 

boys of Banu 'Abdul-Muttalib, as * ; % ^ " . 

wc were riding on our donkeys ^ - 1 J -^ ; UAi :Jli ^ 0?' ^ 

on the night of Muzdalifah. He in lilU^- JL^ ^iLjl _a ^ Liii 
started slapping our thighs and * , / . . r ; „ , " ' , f t „ 

saying: "O my sons, do not stone : i ^> Jl 

the /flrnra// until the sun rises/' Ibn « _[L : ^ r^Jl I J °i V t 

'Abbas said: I did not think " , s \ - 

anyone would stone it until the ^li ^ vi ^ 

sunrose - rr.-u 

Comments: [A saheeh hadecth; its U "~ 

isnad is interrupted] .il—l LUj t^^w? jl^j*- : ^±f** 



3193. It was narrated from Ibn 
'Abbas (4*) that a lamb fell in 
front of the Messenger of Allah ^ _ _ y^Ji jl /^L. -J. 
te) whilst he was praying, and " \ ^ r . ' ^^ ^ 

he did not interrupt his prayer, ^ J 0* ^ 01 oi 1 

Comments: [A hasan hadeeth] ,^~k^> { iko jUi * LJ J L ^ >*j ^ill 

3194, It was narrated that Ibn OllLi. ^ ^-y^ -r ^ ^ i 
'Abbas (4>) said: I stayed over- 
night with my maternal aunt 



Maimoonah. The Messenger of ^ £fe jiUi ^JLi 

Allah (jfe) got up in the night, - - ^ - 

relieved himself and washed his ^ ^ r' t4 ^ U ^ 4 



face and hands. Then he got up, L^> : jli tl^lLt jiLli .t^il jU ;'i p 

went to the waterskin, undid its £ ; -v „ > * ^ 

straps, and did a wwdoo' that was r' ^ P ^V-^ 1 0? 

somewhere between the most t o(L^ c^ii , J :A 

perfect and the most light; he did , s > * \, 

not use a great deal of water but ^ ^ ^ ^ ^1 

he did a proper wudoo\ Then he ^ ^j 1 ^ jii^ ^jL^' J> 
stood and prayed, and I got up 
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and hid myself, not wanting him 
to think that I was watching him, 
and T did ivudoo'. He stood and 
started praying, and I stood on 
his left, but he took me by the ear 
and brought me round to his right. 
The prayer of the Messenger of 
Allah {%) at night reached thirteen 
mk'nhs. Then he lay down and slept 
until he was breathing deeply, for 
when he slept he would breathe 
deeply. Then Bilal came to him and 
called him for prayer, and he got 
up and prayed, and did not do 
wudao'. In his du'a' he said; "O 
Allah, put in my heart light, in my 
seeing light, in my hearing light, to 
my right light, to my left light, 
above me light, below me light, in 
front of me light, behind me light, 
give me abundant light." Kuraib 
said: There are seven more phrases 
that 1 was caused to forget. I met 
one of the sons of al-' Abbas and he 
told them to me. He mentioned: my 
sinews, my flesh, my blood, my hair 
and my skin, and he mentioned two 
others. 

Comments: [Its isnad is sahech, al- 
Bukhari (6316) and Muslim 
(763)] 

3 195. It was narrated from Kuraib 
that a woman lifted up a child of 
hers and said: O Messenger of 
Allah, is there Hajj for this one? He 
said: "Yes, and you will have a 
reward/' 

Comments: [Saheeh, Muslim (1336)] 



141 A: ^LuJl ^>J cdji Alt , Tim A 

jjjl M jwj S">U> JLi£i 

Ajjsli eljli i.^ lil O^j <• A-al 

0^ ^J 1 ^ 
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3196. A similar report was 
narrated from Kuraib, from Ibn 



'Abbas (4*), ^"l ^ 0*- 



Comments: [Its iswid is saheeh] 



3197. It was narrated that Ibn ^ ^ ^ ^ ^ ^ _ n ^ 

Abbas said: The whiteness of 

the armpits of the Messenger of <j? 1 0*" ^^^^ u* ^<i^-H ^y) 

Allah (^t) could be seen when he 
prostrated. 



Comments: [Saheeh because of : u^'^ ±* ^ ^ ty ity 

corroborating evidence, its isnad is - ■ - * \ t**\ : ,p *, 
da'eefand a t-Tamimi is unknown] * " 



3198. It was narrated that Ibn cildi ^ jl^ lL : Jb- -n U 
'Abbas (w^) said; I heard the a ; \ , 
Messenger of Allah say: "Any ^ a* 'p^ 1 ^ ^3 
(animal) skin that has been tanned '\ >- l > - . \\i r; * t - 

has become pure/ * ; - 

Comments: [Its isnad is stfto/r, ^ ft & Y U > ^ : 4* * ^ 

Muslim (366)] hMo : y ^ 

3199. It was narrated from Ibn - ^ <rU/0 -t*m 
'Abbas that the Messenger of 

Allah (^fe) continued to recite the ^-rr If- L v^" a* 
Talbiyah until he stoned the 



Jam rah. 



Jl ^ «IM J^i jl ^1 



Comments: [Its isnad is saheeh, al- [>AV :^^] .&^1>JI 

Bukhari (1543) and Muslim 

(1282)] : C t(mr > : c t C^' °4 ^-/^ 



3200. It was narrated that 
Yazeed bin f lurmuz said: Najdah 
bin 'Amir wrote to Ibn 'Abbas l>" u-? c4 
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askinc him about some ( , 

things. 1 saw Ibn Abbas when he <- ^ - „ y " , 

read his letter and when he wrote iigii ^ ijljJ J! 

his reply. He wrote to him ^ f ... 

(saying): You asked mc... And he JrTJ l > ^1 

narrated the hadeeth. And he said: ...^L iw : 5^! 

You asked me, did the Messenger .- f ^ * : * 

of Allah kill any of the boys ^ Jj^j ^ J* : 

of the mushrikcenl The Messenger V 4 f jC^ ^ j£ 3fe 

of Allah did not kill any of , % ^ ,,. w > ' ' r , 

them and you should not kill any iL^t ^ Jj^j 

of them unless you know about : V * f 1" - 1 * >* V £ - *J r : -1- 

them what al-Khadir knew about ^ ^ ' ! 

the boy when he killed him, ^ ^^UJl ^ ^ ^ f4-? ^ 

Comments: [Its isnad is sffto/il [YYVo 

3201. It was narrated that Ibn ^ ^ ^ -fY * \ 

'Abbas (\&) said: When [the soorah] \ , 

"When there comes the Help of : Jti J} J* * jijj 0^ v r^ U 

Allah (to you, O Muhammad fcfe) & ^ ft} : jjV UJ 

against your enemies) and the ^ ^ / 

Conquest (of Makkah)" [an-Nasr : iaUl> 4111 ul^J ii jl ^~JI ^ 



i& ^ 



110:1] was revealed, the Prophet 
realised that news of his 
(impending) death had been given [ \ Avr : 

to him. 

Comments: [Its isnad is hasan] •Lr*** 

3202. It was narrated from Ibn ^ . ~! ^ ^\ £ ^ _ rr , T 

'Abbas (v^) that a woman lifted * > * 

up a child of hers to the Prophet ^"S 5 ^ 0? r^^! J* 

fe) and said: O Messenger of ^ j^^^^;^ : & <\ 

Allah, is there Hajj for this one? ^ ; T " , , 

He said: ''Yes, and you will have U4JI idiji J ^ :^lJUi 

a reward." r«. Ai . n *«t *iT- 4 . "n- 

Comments: [Its isnad is s^rt^n] ^ ^ ^ 1 

3203* It was narrated from Ibn , ^ ^ -X^X 

'Abbas (*) that the Prophet (gg) ^ 

sent the weak ones of his family d\ ^ ^ (-(^-^f 0^ tj*XAJl 
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ahead from Muzdalifah and said: ^ ^ ^ ef ^ 

"Do not stone the Jamrah until the : jLij 'C* & 4*' ^> ^ 

sunrises/' , ( * 'ii. -[]: s - « *«' vV 

Comments: [A stf/irc/r hadeeth] 

3204. It was narrated that Ibn : ^rj ^ 1^ £fo _ rw 

'Abbas said: When you have ' 9 , , 

stoned the ]amrah f everything J* ^ y. J* 
becomes permissible to you ^ . j j ^ , - j • 
except (intimacy with) women. A / / ' , ' - - ^^"^ 
man said: And perfume? Ibn ^! ^ J5 iii ^^>Jl 

'Abbas said: As for me, I saw the * > T ir , ^ , , , , 

Messenger of Allah {%) apply a ° - 'y J JUi :JU aUJi 

lot of musk to his head, Is that rf U : Jj J Ui jl£ 

perfume or not? : t ( ^ t * y 

Comments: [SflTiecfc because of , ^ # ^ * ^ " 

corroborating evidence, and its 1 JU-JU X: a. Jji 

zs/i/zd is interrupted] : 

^ ouii UiJL>- -rt'o 



3205. It was narrated that Ibn 
'Abbas (^) said: The Messenger 



of Allah (#1;) defined the meeqat ±£ Jt uk* 0? ^ ^5 ^1 

for the people of the east as al- : £- \ V '1 - 1- - 
'Aqeeq, ^ J ^ f U ^ ^ V U ^ ^ 

Comments: [Its isnflrf is da'ecf • Jr^ 1 J^^ 1 J* V 'jfe ^' Jj^j 
because of the weakness of 

Yazeed bin Abu Ziyad] - j ^ > ^ aJ M : ff^" 

3206. It was narrated from ibn &g - ^ ^ . ^ ^ _ n t ^ 

'Abbas (vfe) that when the Prophet fl , ' ,\ 

(M) came to Dhul-Hulaifah, he ^ : v ^^ O^ 1 Cr^ OLU ^ 

entered ihram for Hm;', and he * -i, - m ^ s : *' 

marked his sacrificial animal with , , ; " ' ^ 

a cut on its right side, then he l 0^ 1 J^? ^ ^-U ^ii^ 

wiped the blood from it and he r . ' ^ " V = >. 

garlanded it with two sandak/' ' CT jJ ^ 

Comments: [Its isnad is saheeh, .(UiD i^r.^ 0L1 "7ti>*: 

Muslim (1243)] ' 
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3207. It was narrated that Ibn 
'Abbas (4*) said: The Messenger 
of Allah (^) said: "Two blessings 
that many people do not make 
good use of: free time and good 
health." 

Comments: [Its istiad is sahech, al- 
Bukhari (6412)] 



3208. It was narrated that Abul- 
Bakhtari said; We saw the new 
moon of Ramadan in Dhat Trq, so 
we sent a man to Ibn 'Abbas (^) 
to ask him. He [Ibn 'Abbas (&)] 
said: The Messenger of Allah (^5) 
said: "Allah causes it to appear 
for long enough that people can 
see it/' 

Comments: [Its isnad is saheeh 
Muslim (1088)] 

3209. It was narrated that Ibn 
'Abbas (4b) said: The Messenger of 
Allah (gz) set out from Madinah 
fasting during the month of 
Ramadan, and when he came to 
Qudaid he broke his fast, and 
continued not to fast until he 
entered Makkah. 

Comments: [Its isyiad is saheeh\ 

3210. It was narrated from Ibn 
'Abbas (&) that they debated 
whether the Prophet (s^fe) was 
fasting on the day of 'Arafah. 
Ummul-FadI sent some milk to the 
Prophet (3*5) and he drank (it). 
Comments: [Its isnad is Hasan] 



^ Jj! 11^ l£U ~rY< 



a! 1 



[m* 

aJJI J_^*j tJLii <y} 



.O * a a) : r t 



&x> Ji ^ 



1 pJ>UJl ji- t iJL: js- LiJj»- -FY ' ^ 

£ jJ- : J li ^ lip ^ I ^ t ^r*- 

^Ji J ^1 ti'j^ :^s/j lii^ -rr \ - 
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3211. It was narrated from Tbn 
'Abbas (4) that the Prophet 
was treated with cupping - Wakee 
said: In al-Qahah - when he was 
fasting. 

Comments: [Its isnad is sahech] 



3212. Al-Hakam bin al-A'raj said: 
I came to Ibn 'Abbas (^) when he 
was reclining on his cloak at 
Zamzam, and I said: Tell me about 
'Ashoora', what day should I fast 
it? He said: When you see the new 
moon of Muharram, count, and 
fast on the ninth day. I said: Is that 
how Muhammad (^) used to fast 
it? He said: Yes- 
Comments: [Its isnad is saheeh, 
Muslim (1133)] 



3213. It was narrated from 
'Abdullah bin 'Umair, a freed slave 
of Ibn 'Abbas, from Ibn 'Abbas 
that he said: The Messenger of 
Allah (^) said: "If I am still alive 
next year, I shall certainly fast on 
the ninth day/' 

Comments: [Its isnad is qawi] 

3214. It was narrated that Ibn 
'Abbas (^s) said: The Messenger 
of Allah (sfe) said: "Do not eat 
food from the top; eat from the 
edges for the barakah (blessing) 
descends on the top." 

Comments: [Its isnad is hasan] 



: ML 



yil ^ 4^r u ^jU- ; £?J -WH 



- - * - . > . ' * 

oJkiU ^" J >J*]\ J"}La OjIj : J'uii 

[Y>ro ^r,] (no/\) 
.0 \yt) :^» i. : 

tf^U Li-b^ -mr 

J li : J li ^ Li ^ I jt- t ^ 'ili- ^ V J V* 
J, IS Jl c-* :^ Jjl J_^j 

h<W\ yj\ l^^l 



jUii fij^- : £jTj £jb- -rY ^ t 
\» -III J^j Jli :Jli ^>lfi ^1 



Musnad of 'Abdullah bin al-'Abbas Jfa 147 



3215* It was narrated that Ibn ^ >^ ^ -TY \ o 

'Abbas said: The Messenger * . , 

of Allah {^) said: ''Do not take : y^r }J>) Jli t^C J> ^ILi 

any animate being as a target." . . *| . - * ' - - 

Comments: [Its z'snad is sahseh, \ >^'^* = > 

Muslim (1957)] e ^ ^' ^ l ^ 

[YiA. .«Li> 

3216. It was nan-ated that Ibn ^ - tfjj. _ rY n 

J Abbas (^b) said: The Messenger ' , „ f , . , 

of Allah (fe) said: "Do not take 0* 'VO*- 0? J* U ^ ; ^ 

any animate being as a target." ^ ^ ^ . ^ ^, ^ t ^ 

Comments: [A saheeh hadeeth] * , * , , , * * - > i - 

3217. It was narrated from Ibn ^J^j^l £?j -VY W 
'Abbas (*) that the Prophet fcfe) < < ~ * , % \ . , r 
carried him and his brother (on Ji V ' ^ ^ ^ V; * 
his mount), one in front of him j-^-j Jil^- ^iJl 
and one behind. V 

[Yv<i : liij 

Comments: [Its isnad is da'eef c -' 

because Jabir al-Ju'fi is da'ecfl ^ ^ M . ^ 

3218. It was narrated from Ibn ji- ftii : ^5 j -VY ^ A 
'Abbas (\&>) that as-Sa'b bin Jaththamah ' . „ w , ^ - • 
gave the Messenger of Allah (%) ^ a* ^ ^ ^ ^ ^r^ 1 
the rump of a donkey, dripping J\ ^\ t\L ^ ^JJJ! of i^CU 
with blood, when he was in ihram, ,\ f > . „ . > 6 

and he refused it >J ^ S 3^ JP; 

Comments: [Its isnad is saheeh, [ToT* : .^Ij] -aVj ^fy^ 

Muslim (1194)] ^ 

y 1 *^" ' -VY ^ ^ 



3219. It was narrated that Yazeed 

bin al-Asamm said: Mention of f - ^ ^ ^ . 
lizard (meat) was made in the ^ ^ : JU ^ c-V- ^S'l -l^ ^ 
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presence of Ibn 'Abbas. One of the - , t * t _ . - ; s f ^ 

men present said: It was brought to : ^ ^ J JUi tk ^ Jljl ^ ^ 
the Messenger of Allah (#5) and he JJj JUi Jjl * 

did not permit it or forbid it. He s , - , * - * " - \- 

said: What a bad thing you are ^ l ^ ^! ^A^" ^ Cr^ ; 

saying. Verily the Messenger of jdi ll . i>J #r 

Allah (jfe) was sent to clarify what ; V o , ^ 

is permitted and what is forbidden. ^ ^j^4* ^i^ 1 ^.j 1 ^ 1 ' 

Umm Hufaid bint al-Harith came Jjm ' ' * "■ ' a i <j 

to visit her sister Maimoonah bint ' — k \ 

al-Harith, and she brought some j) : *J J-ii ^[ wIj^ ^J^i L^J^ 

food with her, including some % ^ , , , ^ „ . - 

lizard meat. The Messenger of ka , ^ t0 . -^r^ 5 

Allah came after milking (an tOjl ^» : JlSj ^ j^it£ Ul> J15 
animal) in the evening and it was 

said to him: There is some lizard [Y ^ A£ : 

meat. He refrained from taking it , , 

but those who were with him ate it. * ^ ' fc--^ 

If it were haram, he would have 

told them not to eat it. He said: "It 

is not found in our land and we 

find it off-putting/' 

Comments: [Its isnad is saheeh, Muslim (1948)] 

3220* It was narrated that Ibn • - ^1 £^ . y t 

Abbas (4*) said: The Messenger of \ L 

Allah (jfe) said: "This and this are : JlS ^1 ^ ^ 4i3l : J 

the same [with regard to diyah]," : * , ^ n ■ ^a* Jj] j 

and he held his thumb and pinkie °" ^ J * J " ^ ■*~" J 

finger together. [\<m :^r\j] -tj^TJ 

Comments: [Its isnad is saheeh, al- 

Bukhari (6895)] -HA^) :~ ^ li M : £>« - 

3221. It was narrated that Ibn ■ vr 1- * - **w* 

Abbas ($b) said: The Messenger o *" L -" 

of Allah (£fe) said: "The one who tk_4^Ji ^* Jlj— * J^p t sills ji- ^L1a 

takes back his eift is like the one > • f, - ^ „ 

who goes back to his vomit. ^ ¥ ' 

Comments: [Its isnad is saheeh, al- [^^r^ ^ JjUJ15 

Bukhari (2621) and Muslim 

(1622)] : r : c 'C?^ 5jL " ! : s?>-* 
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3222. It was narrated that Ibn 

'Abbas (4*) said: The Messenger of 
Allah said: "The previously 
married woman has more right to 
decide concerning herself (her 
marriage) than her guardian, and 
the virgin should be consulted." 
He said: "Her silence is her 
approval/' 

Comments: [Its isnnd is soheeh, 
Muslim (1421)] 

3223. It was narrated that Ibn 

'Abbas (&) said: Quraish said to the 
Prophet (jfe): "Pray to your Lord 
for us to turn Safa into gold for us, 
and if it is turned into gold we will 
follow you and will acknowledge 
what you have said as you said it. 
He asked his Lord, may He be 
glorified and exalted, and Jibreel 
came to him and said: If you wish, 
this Safa will be turned to gold for 
them, then whoever among them 
disbelieves after that, I will punish 
him with a punishment with which 
I have never punished anyone in 
the world before, or if you wish, we 
will open the gate of repentance to 
them. He said: O Lord, no; rather 
open to them the gate of repentance. 

Comments: [Its isrmd is soheeh] 

3224. it was narrated that Ibn 
'Abbas said: A man came to 
the Prophet (sjfe) and said: My 
sister had vowed to do Hajj, but 
she died. He said: ''Do you think 
that if she owed a debt would 
you pay it off?" He said: Yes. He 
said: "Allah, may He be blessed 



<h\ Jj^j J'i : J\i ^L±* J\ ^ 

.<f Li j Til I^LDj y> ;Jij ,( L^™^ ^ y^culj" 
L ^ AAA : ^Ij] 

.(WTO :* ^^_>v^5 <oL^j 
G ^1 ;^ jZj :Jli 

j^i Cij UjaJi aJli jl^J klJj^ 

^JlpI N CiJlp ^Jlp tjJJi jJtl 
I'M" .^jDi 

^1 y. kjS tils. :^Ls;* llil^ -rYYi 
k :Jl£ jgg ^1 J| Jij £bf :Jli 
^'^ii; cJ^I l^j'S L^IU jli }J o-Jl 
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^ j^lijJl **** JluI* 



and exalted, is more deserving of 
it being paid off. 

Comments: [Its isnad is sahcch, al- 
Bukhari (6699)] 

3225. It was narrated that Ibn 
'Abbas (Jjfe) said: I was present on 
Eid with the Prophet Abu 
Bakr and 'Umar and they 

started with the prayer before the 
khutbah. 

Comments: [Its isnad is saheeh, al- 
Bukhari (979) and Muslim (884)] 



3226. 'Abdur-Rahrnan bin 'Abis 
said: I heard Ibn "Abbas (4*) say: 
The Prophet (gfe) went out on the 
day of Eid, and were it not for the 
fact that I was so close to him, I 
would not have been present 
because I was so young. He came 
to the house of Katheer bin as-Salt 
and prayed two rak'ahs, then he 
delivered the khutbah and enjoined 
charity. He [the narrator] said: And 
he did not mention any adhan or 
iqamah. 

Comments: [Its isnad is saheeh] 

3227. It was narrated that Ibn 
'Abbas (&) said: The Messenger 
of Allah (jfe) prayed then he 
delivered the khutbah, as did Abu 
Bakr, 'Umar and 'Uthman, on Eid, 
without any adhan or iqamah. 

Comments: [Its isnad is qawi] 



j^l hjti iJJU" :JU .jUi : JLi 

'j* £ii>- -ft Y« 

.(AAO 

A* }ji jf 11 o^! 1 
^ ^Vi u Z* ^Lfc. N}Jj (ni/\) 

: Jl» i^jl^JL ^Ua>- p :Jli ^v^3 
V} jlil ^jliy ^r^' ^ tjllip} 

[nrvt i^ij] .a^Ui 
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3228. It was narrated from Ibn 
'Abbas that the Prophet said: 
"There are no days on which 
righteous deeds are more beloved 
to Allah than these days/' 
meaning the first ten days of 
Dhul-Hijjah. It was said: not even 
jihad for the sake of Allah? He 
said, "Not even jihad for the sake 
of Allah, unless a man goes out 
with himself and his wealth and 
does not come back with any of 
that." 

Comments: [Its isnad is sahcch\ 

3229. It was narrated that Ibn 
'Abbas (&) said: The Prophet of 
Allah (0) sent me from Muzdalifah 
before dawn with the luggage of the 
Prophet of Allah 

Comments: [Saheeh, al-Bukhari 
(1678) and Muslim (1294)] 



3230. Sa'eed bin Jubair narrated 
that Ibn 'Abbas told him: A 
man came in ihram with the 
Prophet (^); he fell from his 
mount, his neck was broken and he 
died. The Messenger of Allah (^) 
said: "Wash him with water and 
lotus leaves, and dress him in his 
two garments, but do not cover his 
head, for he will be resurrected on 
the Day of Resurrection reciting the 
Talbiyah" 

Comments; [Its isnad is saheeh, al- 
Bukhari (1265) and Muslim 
(1206)] 



- [{a -? ttlf^t £r*^ j*-^ ^T J ^ (Tj^ 

[\<UA ^Ij] 



^ J>. ] ^ 



,(nvA) 



.(mO : f 



lOb (Jji J^a ^>ii Jill J^-* £° f'-^*" 

iJ«Ui)l J»jj lOlj Ij^aJiJ 
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3231. It was narrated from Ibn 
'Abbas that the Prophet (^) said: 
"No woman should travel unless 
she has a mahram with her/' A 
man came to the Prophet (#5) and 
said; I have enlisted in such and 
such a campaign and my wife is 
going for Hajj. He said: "Go back 
and do Hajj with her/' 

Comments: [Its isnad is saheeh, al- 
Bukhari (1862) and Muslim 
(1341)] 



i> o^ 1 ^ ^ " rrn 



3232. ; Amr bin Deenar narrated 
that he heard Abu Ma' bad, the 
freed slave of Ibn 'Abbas, narrate 
from Ibn 'Abbas (4*), Rawh [one 
of the narrators] said: "So go and 
do Hajj with her/' 

Comments: [Its isnad is saheeh] 

3233. It was narrated from Ibn 
'Abbas (4b) that the Messenger of 
Allah (^) married Maimoonah 
when he was in thrum and he was 
treated with cupping when he 
was in ihram. 

Comments: [Its isnad is saheeh, al- 
Bukhari (1836,1837)] 

3234. It was narrated that Ibn 
'Abbas said: The Messenger 
of Allah said: "When one of 
you eats food, let him not wipe 
his hand with a cloth until he has 
ticked it or had it licked for him/' 

Comments: [Its isnad is saheeh, al- 
Bukhari (5456) and Muslim 
(2031)] 



ui- -rm 



frriM i^ij] 



t£U :pLL* tlijU -rrrr 



J IS :JU ^vl ^Uap 

*>li ^ii^i jii iiU Jjl 

[mi 
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3235. It was narrated that Ibn 
'Abbas said: The Messenger 
of Allah (sfe) put together Zw//r 
and 'Asr, and Maghrib and 'Js/w', 
when it was not raining and he 
was not travelling. They said: O 
Abu 'Abbas, what did he intend 
thereby? He said: To make things 
easy for his ummah. 

Comments: [A saheeh hadeeth] 

3236. It was narrated from ibn 
'Abbas from the Prophet that 
he led them in praying eight 
rak'ahs at the time of a solar 
eclipse, in which he recited then 
bowed then raised his head; then 
he recited then bowed then raised 
his head; then he recited then 
bowed then raised his head; then 
he recited then bowed then raised 
his head, then he prostrated. He 
said: And the second rak'ah was 
the same. 

Comments: [Da'eef] 

3237. It was narrated that Ibn 
'Abbas (m&) said: It was said to the 
Prophet Why don't you marry 
the daughter of Hamzah? He said: 
"She is the daughter of my brother 
through breastfeeding/' 

Comments: [Its isnad is saheeh, al- 
Bukhari (2645) and Muslim 
(1447)] 

3238* it was narrated from Ibn 
'Abbas that a woman of Kath'am 
said: O Messenger of Allah, the 
command of Allah to do Hajj has 
come when my father is an old 
man and cannot sit firmly in the 



o?t ^ Jy* 

J±\\ £ #; iil jJJr 
S'ilji U w^l^ d U : ijJll JlL. 

> ^ > I * s > ' s * * * i * £ * 

r & ? * ^ p ^3 p ^ r 
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saddle. Can I do Hajj on his behalf? 
He said: Yes. 

Comments: [Its isnad is saheeh, al- 
Bukhari (1513) and Muslim 
(1334)] 

.(\rrt) 

3239. It was narrated from Ibn 
'Abbas (vfe) that he invited his 
brother 'Ubaidullah to eat on the 
day of Arafat, and he said, I am 
fasting. He said: You are leaders 
whose example is followed. I saw 
the Messenger of Allah (^) call 
for fresh milk on this day and he 
drank. On one occasion Yahya 
[one of the narrators] said:... 
Members of a household whose 
example is followed. 

Comments: [Its isnad is saheeh] 

3240* 'Ata' bin Abi Rabah said: Ibn 
'Abbas (40 said to me: Shall I show 
you a woman of the people of 
Paradise? I said Yes. He said: This 
black woman came to the Prophet 
and said: I have seizures and 
become uncovered; pray to Allah 
for me. He said: "If you wish, you 
can be patient and Paradise will be 
yours, or if you wish, I will pray to 
Allah to heal you." She said: No; 
rather 1 will be patient, but pray to 
Allah that 1 do not become 
uncovered. And he prayed for her. 

Comments: [Its isnad is saheeh, al- 
Bukhari (5652) and Muslim 

.(Y0VO 



:JU gilii ^J^ 1 J* ^~rt 

[rrvo : £>\] 



wJl oJla ;Jli *j£ : ^LJi :Jli 



(2576)] 



3241, It was narrated from Ibn 
'Abbas - Yahya said: Shu'bah 
used to attribute it to the Prophet 



J* 



^jz ej^ -nr £ \ 

^3 ^ ^ 
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(%,) "Prayer is interrupted by a 
dog and a menstruating woman." 
Comments: [Its istwd is saheeh] .'(^L^Jl v ^IxJi 

.^2*1^0 oil-*! ^^jP*J 

3242. It was narrated that Ibn ;jj 0?' ^ -f^i^ 

'Abbas (^) said: The Messenger of t * * ' c , f ,,,, 

Allah forbade killing bees, ^ J ^ ^ J 1 

ants, sparrow hawks and hoopoes. j£ & ^ 

Yahya said: And I saw in the book ' t ^ £ ^ V ' 

of Sufyan: It was narrated from t*l3j iUAJI J^a ^ ^ 

. . ... 



Juraii, from Ibn Abi Labeed, from ,-v . > . ... ' Vir 

az-Zuhn. 



Comments: [A saheeh hadeeth] ^ ^ ^ -J- J 1 ^ J* 

[T^V i^l;] .£^1 y ^ 

3243. It was narrated from Ibn - ^ ^ ^ . ^ ^ _ rY£r 
'Abbas (^): I stayed overnight in 

the house of my maternal aunt ^ ^ 0^ 



Maimoonah. The Messenger of - ^ ? n *- 

Allah (g^ got up at night, undid ^ . ^ _ . lT 

a waterskin and did wudoo', then <. sSLSaJl fUi t^'^Jl jlkli 

he stood and prayed. 1 stood on - - ^ L1j B ' * - Li'- : ' a ' r 

his left and he took hold of my ^ * ^ ^ ^ ^ 

hand and brought me around and cJJuki ^ t^jlSli 

made me stand on his right, and I " ' ~ >/, 

prayed with him. [m ° : £f^ ] 

Comments: [Its isnad is saheeh r (v^r) ■ - t-j^ijU 

Muslim (763)1 * 

3244. It was narrated that Ibn - . v ;~ ; . . . *-v * « 

'Abbas (4) said: The Prophet (fe) ^ * ^ L5r ^ 



prayed ZiWir in Dhul-Hulaifah, :JU : 
then he called for his camel and he 



marked it with a cut on the right 



side of its hump and the blood ^kli ^ Jji J^-j :JU J>\ 
flowed from it. Then he garlanded . . P ^ . > . 

it with two sandals. Then he called ^ U U " P ^ 

for his mount and when he reached 
al-Baida', he entered ihram for Hajj . 



Utjiiij t l^Ip l^Jl^j ij^jji 14^^ 
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Comments: [Its isruui is snheeh, 
Muslim (1243)] 



3245. It was narrated that Ibn 
'Abbas (4?) said; The Messenger 
of Allah went out to relieve 
himself, then some food was 
brought to him and he ate and 
did not touch water. 

Comments: [Its isnad is sahceh, 
Muslim (374)] 

3246. It was narrated that Ibn 
Abbas (40 said: Umm Hufaid, 
the maternal aunt of Ibn 'Abbas, 
gave the Messenger of Allah (*fe) 
some ghee, dried yogurt and 
lizard meat. He ate the ghee and 
dried yoghurt, but he left the 
lizard meat because he found it 
off-putting. It was eaten at the 
table of the Messenger of Allah 

and if it were ha ram, it would 
not have been eaten at the table of 
the Messenger of Allah (^). 

Comments: [Its tsnad is saheeh, al- 
Bukhari (2575) and Muslim 
(1947)] 

3247. It was narrated that Ibn 
'Abbas (^) said: A man came to 
the Prophet (^) and started 
talking to him, and he said: What 
Allah wills and you will. He said: 
"Are you making me equal to 
Allah? What Allah alone wills." 

Comments: [Sahech because of 
corroborating evidence] 



[Uot> .g^Jb Ji'l <^J^i\ 

.(rvi) «j4 : p>^ 

iaiS'ij jfli Liiilj ill. ^ 

[YY^ ill j^; 

£1^ ^LU ^ GijL^ -rrtv 

:jUi tA^'l ii^-l^' ^lil Jl Jij 
^jj ^-il^" :J'Uti .^ii^j "Jul 
hAr<\ i^lj .KX^j &\ £(i U Wjlp 
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3248. It was narrated that Ibn . ^ ^J, ^ -rrtA 
'Abbas said: The Messenger of , > > 

Allah (3*5) said to me on the <J} J* Jr^- o? ^ '^y- 

morning of [stoning] al-'Aqabah . ^ ^ ^ . ; , . ^ t . ^ 

[i.e., the 10 th of Dhul-Hijjah], when '. _ . ~ f./ , "\ 

he was sitting on his mount; "Pick : Jli _ J-i^l ^ ^' 

up (pebbles) for me." I picked up ^ ^ ^ ^ ^ ^ ^ j 

for him small pebbles (the size of / / _ 

broad beans). When he took them <J cJ^iU "^J Jail I oU» 

in his hand, he said: "Yes, like , . . -. ,r . . - > - - 

these/' twice. And he gestured with - ° ' ~ , * 

his hand - Yahya indicated that he _ ejl Jlij <J&L» : JLii 

raised it -and said: "Beware of going , > s f - -r. - . - 

to extremes in religious matters, for , ^ " . 

those who came before you were ^JUJL '^SXS .v jJSj* UJ^j 

destroyed because of going to " ' . * . 

extremes in religious matters. L v 

Comments: [Its ismd is s/i/Tee/i] <usL— ■] : 

3249. It was narrated that Ibn — £^ ui^ -rr^ 
'Abbas (&) said: When the Prophet " a ~ ; ( 

OS) was told to face towards the J 1 ^ ^ 4^ 

Ka'bah (in prayer), they said: O J| ^ ^Jl 'JLj d :JU 

Messenger of Allah, what about ' , ' ^ , .■ " , 

those of our brothers who died j^i *>^)\ Jj-^j ^ : I^Jli ^vSLM 

before that, who died when they t v , r-i-M * ; r 

were facing towards Jerusalem? ^ \ ^' > 

Then Allah, may He be glorified Jji J^li V^jlIJi o>1^ 

and exalted, revealed the words: j L y ^ - ' *, V j c - 

"And Allah would never make CT^ ^ ^ : > J ^ 

your faith (prayers) to be lost (i.e, [Tl^\ : (U r 
your prayers offered towards 

Jerusalem)" [al-Baqarah 2:143]. t^-L*^ l-u^ . 0 ^aJ : gd>*J 

Comments: [Ss/7cd7 because of Ja-L- ^ ^U— 

corroborating evidence, and its 
isnad is da'eef[ 

3250* Ibn 'Abbas (^) said: The ^ ^ llijb- -rTo* 

first woman to wear a girdle was ; B 4 ^ * ^S" " 3 1 

the mother of Isma'eel; she used ^} i ' ' ^ ^ ^ J 

her girdle to hide her tracks from ^ _ ^ vlii^i Jl^ -Uljj 

Sarah,,, and he mentioned the s ^ , ^' 

hadeeth. Ibn 'Abbas said: May 11 i? 1 ffr J. ^ 
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Allah have mercy on the mother 
of Isrna'eel! Had she let Zamzam 
flow or had she not scooped from 
that water, Zamzam would have 
been a stream flowing on the 
surface of the earth. Ibn 'Abbas 
said: The Prophet said: The 
mother of Isrna'eel was sitting 
near the water and she enjoyed 
the company of people. They 
settled there and sent for their 
families, who came and settled 
with them. In his hadeeth he said: 
She came down from as-Safa and 
when she reached the valley, she 
lifted the hem of her garment then 
ran like one who is exhausted 
until she crossed the valley, then 
she came to al-Marwah. Then she 
stood on it and looked to see if 
she could see anyone, but she 
could not see anyone. And she 
did that seven times/' Ibn 'Abbas 
said: The Prophet (^) said: ''That 
is why the people ran between 
them [the two hills]/' 

Comments: [Its isnad is saheeh, al- 
Bukhari (3362,3363,3365)] 

3251. It was narrated that Ibn 
'Abbas said, concerning the verse, 
"And (remember) when the 
disbelievers plotted against you (O 
Muhammad (^)) to imprison 
you" [al-Anfal 8:30]: Quraish 
discussed one night in MakkaK 
Some of them said: When morning 
comes, chain him up - referring to 
the Prophet (M). Others said: 
Rather you should kill him. And 
others said: Rather you should 
expel him. Allah, may He be 



i * * ■ - - 

-Jji p-3 j>} .^oJ^Ji 'sis 

p :JlJ j I ^ t J^ ,w *~ i ] 

l^^p iJ^Vj P^>> ''J^'^^'i ^ 
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glorified and exalted, informed His - ,,- _ s . . r? (: 

Prophet (sfe) about that so 'All - ^ V ^ J - 

slept in the bed of the Prophet (fe) , ioji ill; 3g ^1 ^il^ J£ ^Ui 

that night, and the Prophet (;fe) set _ . ^ ' 

out until he reached the cave. And °^ ^ ^ ^ £r~J 

the mushrikeen stayed lying in wait ^ i, : J ^J t £u o^i^J 0 ^5 ^llJl 

for 'Ali all night, thinking that he " ; , J \ t ^ " 

was the Prophet When 0*3 ^ l JJ U ^ L ^ 

morning came, they entered upon ^ - 

him, and when they saw 'Ali and *' / ( ^ , 

(realized that) Allah had foiled Cii Iji^b t^jSl ^ :Jli ^ 

their plot, they said: Where is your . > . v ? ^ v- :. 

companion? He said: I do not ^ ^ - rr^ 

know. They tried to track him ^Jj ajC ( Js> j'uJl Ij^i '■J^' 

down, but when they reached the # j e ^ ^„ „ . „ - , : *>*A 

mountain, they got confused. They d& r 1 UU ^ > : ^ 

climbed up the mountain and ^ ^J^j w ^ ^^^Ji 

passed by the cave, but they saw a 

spider web over its entrance and 

said: If he entered here, there . ^ L^-l ' 

would not be a spider web over the <4->j^ ° ' f {h/»» 

entrance. And he stayed there for 
three nights. 

Comments: [Its isnad is da'eef, Uthman al-Jazari is da'eef] 

3252. It was narrated that Ibn yj^ I'^JA : jlj,*Jl Ju£ &!U- -VYoY 
'Abbas (4*) said: The Messenger of „ e ' ■ f 

Allah (Sg) said: "No one should ^ ^ Cr* ^ t«jl5 ^ 

say, I am better than Yoonus bin ^ ^ ^ jj ( 

Matta," and he mentioned his ' / \ " > * , , t 

father. He committed a sin, then his v-j 11 ^ ^ a-'Ji J? \j\ ^ 

Lord brought him close to him. ^ *Ui>-1 lli^ J^Lil ^1 J[ 
Comments: [Its isnad is saheeh, al- 

Bukhari (3413)1 [T UV : CT^ ] 

3253. It was narrated from Ibn ^ j^f . ^ ^ _ rYor 
'Abbas {*) that the Prophet (^) ^~ ^ ' 

said on the day of the conquest o\ ^ 0* 'j^-? -J ^ 

[of Makkah]: "Its grasses are not - ,' ^ ' . ^j, ' ^ ^ ^ 

to be cut and its game is not to be '-^ " y ^ \ J - : 

disturbed; its thorns are not to be Ijl^ ^ j tliij? ^ .U^vi 
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cut; and its lost property is not - »> * , ^ * , ^ 

permissible except for one who JU * V ! ^ ^ ^ 

will announce it/' Al-'Abbas said: j£ ^ --^ 

Except idhkhir, O Messenger of „ ^ , ~ ^ 5 ; ' 

Allah. He said; "Except /dWtftir, jJ,>U ^ ^ip 51 

for it is permissible." 

Comments: [Its isnad is saheeh, al- 
Bukhari (1349) and Muslim 
(1353)] 

3254. It was narrated that Ibn ^ ^j, :Jlj*Jl Jl£ liii*. -TXoi 

'Abbas said - he [the narrator] said: . ' . / " . ' s , r 

I only think that he attributed it to : Jli - O? 1 > ^r' 1 

the Prophet (fe): He used to enjoin ^^':Jl5_ ,L>J| # V| l^j V 

killing snakes and said: "Whoever , ' , , ' 

leaves them alone out of fear or for J ^ O^ 11 : J^j «■ 

fear of harm, is not one of us/' And * ^ v- , ^ „ ,* . . ; : : ; - 

■ ! ubj . Jb fl'jj 



Tbn 'Abbas said: Small snakes are 
transformed jinn as monkeys are LIS t j^l jUJl jl 

transformed people from among f . J . 

the Children of Israel. [T ' rV : ' J^i ^ ^ 

Comments: [Its isriflrf is saheeh] • ^j^C 

3255, It was narrated that Ibn ^ r^ 1 ^! <V -fVoe 

'Abbas said: The Messenger a ^ .* . - 

of Allah (jg) said: "Snakes are ^ J 1 ^ 1 ^ >-> Jt ^ ^ ^^Jl 

transformed jinn/' ^ ^ ^ <^ y jj> 

Comments: [Saheeh nuuvejoof] ^ ^ ^ ^ ^ 



3256* It was narrated that Tawoos 

^aid: 1 was with ibn 'Abbas, when w " * 

Zaid bin Thabit said: Are you 0* rl-~* Ik dr^' 

giving a /flfwa that a menstruating >r r. » 

v Ionian may leave before the last - * ' - ■ (- ^ 

thing she does is to circum- 3^-^ ^' :c^L ; ^ ij 

ambulate the House? He said: Yes. , ^ ^ * "„ t > . £ - . 

He said: Do not issue zfatwa to that ^ :JU U ^ ^ 01 ^ 

;ffect Ibn 1 Abbas said to him: Why ^| ^ jui .Jul ci ! ^>U :JU 
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not? Ask So and so, the Ansari 
woman, whether the Messenger of 
Allah told her to do that? Zaid 
bin Thabit came back to Ibn 'Abbas 
smiling and said: 1 sec that you 
were telling the truth. 

Comments: [Its isnad is saheeh, 
Muslim (1328)] 

3257. Abu Hadir said: Ibn 'Umar 
was asked about earthenware jars: 
can nabecdh be made in them? He 
said: The Messenger of Allah (fe) 
forbade that. The man went to Ibn 
'Abbas and told him what Ibn 
'Umar had said. Ibn 'Abbas said: 
He was right. The man said to Ibn 
'Abbas: What kind of earthenware 
jar did the Messenger of Allah 
(^g) forbid? He said: That which 
is made from clay. 

Comments: [Its isnad is saheeh] 

3258. It was narrated from Ibn 
'Abbas (&) from the Messenger of 
Allah (%) that he set out in the 
year of the conquest in the month 
of Ramadan, and he fasted until 
he reached al-Kadeed, then he 
broke his fast. 

Comments: [Its isnad is saheeh, al- 
Bukhari (1944) and Muslim 
(1113)] 



3259. 'Ata' said: We attended the 
funeral of Maimoonah, the wife of 
the Prophet (afe), with Ibn 'Abbas 
in Sarif. Ibn 'Abbas said: This 
is the wife of the Messenger of 
Allah (jg), so when you lift her 



^ y 6\ £r') iiji 



Jii :Jli 



^ ijUi x!J ^Jl 'yS y\ 

y\ J\ ji> jiLiU t£* ft aLi 
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4* t>j *uJl bile. 1 1 < <ii < 



bier, do not shake it. Be gentle, for 
he used to give a share of his time 
to eight and not to one. 'Ata' said; 
He did not give a share of his 
time to Safiyyah bint Huyay bin 
Akhtab. 

Comments: [Its isnad is saheeh, al- 
Bukhari (5067) and Muslim 
(1465)] 



3260. Sa'eed bin al-Huwairith 
narrated that he heard Ibn 'Abbas 
say: The Messenger of Allah 
(^) went out and relieved him- 
self, then food was brought to 
him and he ate and did not touch 
water. 

Comments: [Its isnad is saheeh, 
Muslim (374)] 



3261. 'Ata' narrated that 
Maimoonah the wife of the 
Prophet the maternal aunt of 
Ibn 'Abbas (4), died. He ['Ata ] 
said: I went with him to Sarif. He 
praised and glorified Allah, then he 
said: She is the Mother of the 
Believers, do not shake her; be 
gentle with her, for the Prophet of 
Allah had nine wives, and he used 
to give a share of his time to eight 
and did not give a share of his time 
to the ninth - meaning Safiyyah 
bint Huyay. 'Ata' said: She was the 
last of them to die; she died in 
Madinah. 

Comments: [Its isnad is saheeh, al- 
Bukhari (5067) and Muslim 
(1465)1 



.(Ulo) 



.(rvo 

:JU t^r-li^ t^llp iJLsi- t^fe ^jjt 
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3262- It was narrated from 
Dhakwan, the freed slave of 
'A'ishah, that 'Abdullah bin 
'Abbas {&) asked for permission 
to enter upon 'A'ishah when she 
was dying and her brother's son, 
'Abdullah bin 'Abdur-Rahman, 
was with her. He said: Ibn 'Abbas 
is here, asking for permission to 
enter upon you, and he is one of 
the best of your children. She 
said: Keep Ibn 'Abbas and his 
praise away from me. 'Abdullah 
bin 'Abdur-Rahman said to her: 
He has great knowledge of the 
Book of Allah and is a scholar of 
the religion of Allah; let him in so 
that he can greet you with salam 
and bid you farewell. She said: Let 
him in if you want. So he let him in 
and Ibn 'Abbas came in, then he 
said salam and sat down and said; 
Be of good cheer, O Mother of the 
believers, for by Allah, there is 
nothing between you and being 
free of all pain and harm and 
meeting the beloved ones, 
Muhammad and his party, except 
the departure of your soul from 
your body. She said: And? Ibn 
'Abbas said: You were the dearest 
of the wives of the Messenger of 
Allah to him, and the 

Messenger of Allah would not 
have loved anyone but one who 
was good. Allah revealed news of 
your innocence from above seven 
heavens, and there is no mosque 
on earth in which it is not recited 
by night and by day. Your necklace 
was lost on the night of al-Abwa', 
and the Messenger of Allah (jfe) 



^1 y\ <^ jt\ rj- 

jiliil <A : ^Jy* o\'J>* 

^ l*^' Ct^j r^- p 
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stayed in the camp, and the people - - 

with him, to look for it until in the ^4 ^ ^ U 

morning, the people had no water. ^jiyl jii ^ ^ ^ ^ 
Then Allah revealed the words * \ ~ ' 

"perform Tayammum with clean "C/"'^ ■W^ 1 ^ ^ ^^jJ 

earth" [an-Nisa' 4:43]. And that [YH~ 
was a concession for all, and that 

was thanks to you. By Allah, you .^y fiJ L_J ; 

are blessed. She said: Leave me 
alone, O Ibn 'Abbas. By Allah, 
would that 1 had been forgotten 
and out of sight! (cf. 19:23). 

Comments: [Its isnad is qawi] 

3263. It was narrated that Tawoos ^ L ^ ^ ^ ^ rYir 

said: The most knowledgeable of , / e t 

them told me: "... rather if he lends u^J* ' ^ ^f-f^ 1 Jil^ ijLi^jlL 

his land to his brother for free, that t * • : ■ > t { > 'I ',:f 

ts better for him than renting it out " ^ * 

for a specified amount of rent" [T»AV : ^1^] jCjjJ* 



Bukhari (2330) and Muslim ^ t(Tn " l) : C l C?~ °M ; 



Comments: [Its /snorf is saheeh, al- 
Bukhari (2330) and Muslim 
(1550)1 .Ooo.) 

3264. It was narrated that 
Yazecd bin Hurmuz said: Najdah 



wrote to Ibn 'Abbas (Jfe), asking 0* ^gfj^l £^ ^ ^ 4^ V 

him about killing children. He >, . - , 

wrote to him (saying): You wrote y- ^- ■ ^ 

to me and asked about killing ^jijj^il Jli iJUJ . ^-'up 

children. The Messenger of Allah ^ V ^ - \ 

did not kill them, and you J ^ J ^ J J* «^ ^ 

should not kill them, unless you <'/^ y± cJlj *^4^ o& ^ ^ 

know about them what the , f , , ^ ^ ^ 

companion of Moosa knew about <-^>* ^r 1 ^ ^ ^ ^ j! V[ 

theb °y- [rrro , f ^j| ^ 

Comments: [Its isnad is saheeh, 

Muslim (1812)| .(u\Y) : f 



3265. It was narrated that Ibn 
'Abbas said: I prayed with 

the Prophet (%) eight [rafr'afcs] 1 ^ L> ^ 
together and seven together. I [the 
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narrator] said to Ibn 'Abbas: Why 
did he do that? He said: He 
wanted not make things difficult 
for his ummah. 

Comments: [Its isnad is saheeh, 
Muslim (705)] 

3266. It was narrated from Sa'eed 
bin Jubair from Ibn ' Abbas (Jfe): 
[Sa'eed] said: 1 came to him [Ibn 
'Abbas] at 'Arafah and I found him 
eating a pomegranate. He said: 
Come and eat, perhaps you are 
fasting? The Messenger of Allah 
(sfe) did not fast it And on one 
occasion he said: The Messenger of 
Allah did not fast this day. 
Comments: [Its inn ad is sahcch] 

3267. It was narrated that Ibn 
'Abbas said: When the Messenger 
of Allah (^f ) besieged the people of 
at-Ta'if, he freed those of their 
slaves who came out to him. 

Comments: [Hasan because of 
corroborating evidence; this is a 
dn'ecf isnad] 

3268* It was narrated that ibn 
'Abbas said: The Messenger of 
Allah prayed two rak'afis when 
he travelled, and when he was not 
travelling he prayed four. Ibn 
'Abbas said: Whoever prays four 
rak'ahs when travelling is like the 
one who prays two rak'alis when 
not travelling. And Ibn 'Abbas 
said: He only shortened the prayer 
once, when the Messenger of Allah 
0y£) prayed two rak'ahs and the 
people prayed one rak'ah each [in 
two groups, as in the fear prayer]. 



.^^L; ^ £g ill J_^3 j] YJjU, 

^ ■ ** , / ^ " , , ^ 
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iy> Nl fi^L^aJl j..liL i^vllp ^1 J'^J 
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Comments: [Its isrcflrf is da'eef; , < ■ _ ^ . 

Humaid bin Ali is da'eef, it is a - ^ " ^"^^ ci . 
repeat of 2262] J* 1 r r^>* ^ ^^^h ^ 



3269, Abu Ja' far Muhammad bin : \^ ^ Lil^ -m* 
'Ali narrated that he heard Sa'eed , s - ^ ,r - s s » 
bin al-Musayyab say that he heard 0^ ^ ljt^ : ^J3^ 1 
Ibn 'Abbas say: The Messenger of 'Jji ■ * " ' * - ' U ' ' 1^ ' - £\ ■ * li 
Allah said: "The likeness of the " TV ' , ^ ^ * 

one who gives charity then takes 5^ ^ : ^y>± jj* £^ 

back his charity is that of the dog : - * 

that vomits then eats its vomit/' k " ^ ^ ^ ^ 

Comments: [Its I'smid is saheeh, al- J 51 - ^ * \>- v-^ 1 

Bukhari (2621) and Muslim r " ' , . 

(1622)] _ LTiT ^ : cr^ J 

,C\1TY) 

3270. It was narrated that Ibn <.silj ^ jji- ^ -VYV» 
'Abbas (4*0 said: The Messenger ^ , > 

of Allah (#;) and his Companions ^ ^ & ^ 4 ^ ^ 

prayed towards Jerusalem for J\ M JL> 

sixteen months, then the mfc/a/i I I ' „ 

was changed after that ^jr 0 ^jlr-* ^ ^4^' 

Comments: [A saheeh hadeeth] [YTM : ^1^] .j_L' illiJ I 

3271* It was narrated from . \i >> - ■ , i= - 

Muhammad bm Ah, from his I ' ^ - 

father, from his grandfather, from JU^ ^ t^L* ^ k^.,^ If jldi 

the Prophet (^), that he got up at * , ^ /' ' ^ . 

night and cleaned his teeth, then he ^j* 

prayed two rak'ahs, then he slept ^ p t ^ii jiji ^ ^ %\ 

Then he got up, cleaned his teeth , jf ^ ^ ^ 

and did wudoo' , then he prayed Cr^ u ^f^ fc f^ ^ 4 y^3 

two rrt'flte, until he had prayed ^ ,lL Ji j; t 

six, then he prayed Witr with three, y ' ; 

and he prayed two rak'ahs. IT\*\1 : ^rljl - J^j 



Comments: [Its isrtad is qawi] 
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3272. Sa'eed bin Abi 'Aroobah 
narrated that he saw an-Nadr bin 
Anas tell Qatadah that he saw 
'Abdullah bin 'Abbas (^) giving 
fahvas to the people, and he did 
not mention the Messenger of 
Allah (^) in his fatwas until a 
man came and said: I am an Iraqi 
man and I make these images. He 
said: Come closer - two or three 
times - 1 heard Muhammad 

[or: I heard the Messenger of 
Allah say: "Whoever makes 

an image in this world will be 
asked on the Day of Resurrection 
to breathe a soul into it, and he 
will never be able to do so/' 

Comments: [Its isnad is saheeh, al- 
Bukhari (5963) and Muslim 
(2110)1 

3273. It was narrated from Ibn 
'Abbas (4c) that the Messenger of 
Allah (s£r) forbade the price of 
alcohol, the fee of a prostitute and 
the price of a dog, and he said: "If 
he comes to you asking for the 
price of the dog, fill his palms 
with dust/' 

Comments: [Its isnad is saheeh] 



3274. It was narrated that Ibn 
'Abbas said: The Messenger 
of Allah Gfe) said: "Allah has 
forbidden to you intoxicants, 
gambling and kettledrums/' And 
he said, "Every intoxicant is 
haram !' 

Comments: [Its isnad is saheeh] 



jl ^J^'y* _ : 0 Lis 1 yjl &J-a 
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3275* It was narrated from lbn 
'Abbas that the Prophet (gz) spoke 
to a man about something and 
said: "Praise be to Allah, we seek 
His help. Whomsoever Allah 
guides none can lead astray, and 
whomsoever Allah leaves astray, 
none can guide. I bear witness that 
ihcre is no god but Allah alone 
with no partner or associate, and I 
bear witness that Muhammad is 
His slave and Messenger" 

Comments: [Its isnad is saheeh, 
Muslim (868)] 

3276. It was narrated from lbn 
'Abbas (-Job) that he stayed over- 
night with the Prophet of Allah 
(#■) one night. The Prophet of 
Allah (^fe) got up during the night; 
he went out and looked at the sky, 
then he recited this verse in Al 
Tmran: "Verily, in the creation of 
the heavens and the earth - up to - 
glory to You! (Exalted are You 
above all that they associate with 
You as partners). Give us salvation 
from the torment of the Fire" [Al 
Tmran 3:190,191]. Then he went 
back to the house; he used the 
miswak and did wudoo' t then he 
stood and prayed, then he lay 
down. Then he went again and 
looked at the sky, then he recited 
this verse, then he used the miswak 
and did wudoo' again, then he 
stood and prayed, then he lay 
down. Then he got up and went 
out and looked at the sky; then he 
recited this verse; then he used the 
miswak and did wudoo', then he 
stood and prayed. 
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Comments: [Its is sate/i, Muslim {256)] 

3276. (sic) It was narrated that ^r^i £!U- - ffWl 
Ibn 'Abbas (&) said: The Messenger m , . . , r . , 
of Allah fefe) said: "In the case of : ^ u ^ ^ ^ L ^/^ ^ ^ 
buried treasure, the klwmus must j^jji 315^1 j,» <dJl J_^j Jli 
be paid/' 

Comments: [Sa/icc/j because of [TVH : ^HjJ 

corroborating evidence] 

j* liU_w AjIjj -o^JJ ^r*-^ : ^>**J 

3277, It was narrated from Sa'eed { ^j-j j^l j| -nvv 
binjubair that lbn 'Abbas said: " , , s f ; ' 
The Messenger of Allah (m) was ^ ^ J^! ^ ^ 
sitting in the shade of his apart- ^ . ^ . ^ ^ ^ ^ 
ment - Yahya said: The shade was y ■ ■ ^ * 
receding - and he said to his Jli _ 0? ^ 
Companions: ''A man will come to * - ^ , 1- ; : ■ - a - 
you who looks at you with the eye -i 

of a devil. When you see him, do t jlki ^ J^CJl t J^-j Jlil^ 

not speak to him/' Then a man * > >v[^ 

with bleary eyes came in and when ^ ^ ta >^ ^ 

the Messenger of Allah (^) saw Ljsr Iii; ^» : ^1*3 ^ 
him he called him and said: "Why : ^ ai _ b - > . V\* 
are you and your companions ^ ^ ^ 115 
reviling mc?" He said: Wait here 
until I bring them to you. He went 
and brought them, and they started 
swearing by Allah that they had not 
said that and they have not done 
that. Then Allah, may He be glorified 
and exalted, revealed the words: "On 
the Day when Allah will resurrect 
them all together (for their account) 
then they will swear to Him and they 
swear to you (O Muslim). And they 
think that they have something (to 
stand upon) varily, they are liars..." 
[al-Mujadilah 58:14]. 
Comments: [Its isnad is hasan] 

3278. It was narrated from Ibn ^ ^>j±\ :^IL^1 y ij Uiii -rTVA 
'Abbas (4) that the Messenger of w ' ' / ^ , al % , , , 

Allah (&) recited during the ^ ^ 0? ^ ^ 
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eclipse prayer when there was an 

eclipse of the sun, and we did not ^ ^ l ^ J ^ J? 1 J* <-^J^ 

hear even one letter from him 

omments: [Ho 

isnad because 
Ibn Lahee'ah] 



Comments: [Hasan; this is a daVe/ ' ' 

isnad because of the wekaness of [Tivr : ^\f\ .Ls^. 



^1 ^} 



* _ - 



3279. rt was narrated that Ibn 
'Abbas (^) said; The Messenger 
of Allah (#;) fasted on the day of ^ i^lL* |Li^JI 

the conquest of Makkah until he ' < ^ \ f , - - \ 

reached Qudaid, then a vessel of ^ ^ J ^ C U : JU ^ 

milk was brought to him and he >ifi c^l I ^ , ijjjj jf J± 

broke his fast and instructed the ' * ' * ' ' ^ . 0 ^ 

people to break their fast [TUo : Cf j ^ -^^"i °' >^ J| r'j 

Comments: [Its is/wrf is saheeh] i^^- 

3280. Tt was narrated from Ibn . 
'Abbas (4b) that the Messenger of ' 
Allah delivered a speech with ^ -JUl jlp llil^ : J^p'l ^* Jul jl^ 
his back against the Multazam *, - s / , \ 
(the part of the Ka'bah between - J ^ jl ^ ^ ^' 
the Black Stone and the door). ^yti\ (ro > /\) Jl ^ ^ 

Comments: [Its i'snarf is da'eef 

because Abdullah bin al- y. ^ ^\~^\ : ^yic 

Mu'ammal is da'eef] ■ J^>Jl 

3281. 'Abdur-Rahman bin . r * !i " - 
Ihawban said: I heard 'Amr bin - J ' ^ 

Deenar say: Someone who heard jy^ cJLw :JU OL^ ^ O^^ 1 ^ 

Ibn 'Abbas told me that he said: _ , 

The Messenger of Allah fe) said: ^ 0* s*^ 1 : J >- ^ 0? 1 

"Religion is sincerity (naseehah)." ^jJH ;^ -0J 1 J Jij : J J: 

We said: To whom? He said: "To - - , > 



Allah, to His Messenger and to :JU V W * ^ 
the leaders of the believers/' .'o^p'i ^ t 

Comments: [Saheeh because of 

corroborating evidence; this is a Lu_> tt^jj ' {y_j>£ 



da'eef isnad] 
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3282- It was narrated that Ibn 
'Abbas (&) said: The Messenger 
of Allah (^) was treated with 
cupping when he was in Hiram. 

Comments: [Its isnad is sahceh, al- 
Bukhari (5700)] 

3283. It was narrated that Ibn 
'Abbas (4f) said: The Messenger 
of Allah (%) got married when he 
was in ihram. 

Comments; [Its isnad is sahech] 

3284. It was narrated that Ibn 
'Abbas (^) said: The Messenger 
of Allah was treated with 
cupping and he gave him (the 
cupper) his fee. If it were hnram, 
he would not have given it to 
him. 

Comments: [its isnad is saheeh, al- 
Bukhari (2279)] 

3285. It was narrated from 'Ata' 
that Ibn az-Zubair prayed Maghrib 
and said salam after two rak'ahs, and 
he got up to touch the Black Stone, 
and the people said Subhanallalu He 
said: What is the matter with you? 
Then he prayed the rest and did the 
two prostrations (of forgetfulness). 
That was mentioned to Ibn 'Abbas 
(4*) and he said: He never drifted 
away from the Sunnah of his 
Prophet (sfe). 

Comments: [A saheeh hadeeth; this 
is a daeef isnad] 

3286. It was narrated from Ibn 
'Abbas and from Hisham bin 
'Urwah from his father, that the 
Messenger of Allah (^.) was 



[Y ^ * A :^^] .f^Ai >ij £g «JW 
.(ov**) :£ oL-J -gijp" 

[TY ■ * >i; ^ ^ 

[rm .!UUt 
.(YYY1) -Qij** 

?j^JU u :jui f^aJl t^>Jl 
^ Lut U : JlS il^ ^ii 

J* £UUJi li^i — Tt a ^ 
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treated with cupping and he gave 
the cupper his fee. 

Comments: [The text of the report 
is saheeh] 



*3>"l fL^Jl ^^Ij ^ 

MAM 



3287. ft was narrated from 'Ali 
bin 'Abdullah bin 'Abbas, from 
his father, that the Messenger of 
Allah entered upon Duba'ah 
bint az-Zubair and ate a shoulder 
of meat in her house, and he went 
out to pray and he did not renew 
his wudoo\ 

Comments: [A saJicch hadeetir, this 
is a da'cef isnad] 

3288* It was narrated from Ibn 
'Abbas (4*) and Sa'eed bin Jubair 
that the Messenger of Allah (^) 
put two prayers together when 
travelling. 

Comments: [Sahech] 



ujl^- -rrAv 



[Y * • Y ; 3 J-jJL>J 

Mau i^ij] .^ui j Jy^\\ 



3289, It was narrated from Ibn 
Abbas (4») that he did not think 
that one should halt at al-Abtah, 
and he used to say: The Messenger 
of Allah only halted there to 
wait for ' A'ishah. 

Comments: [Its isnad is da'ecf 
because al-Hajjaj narrated using 
the word 'an (from)] 

3290. It was narrated from Ibn 
'Abbas (4*) that the Messenger of 
Allah sent his daughter 



^ Sis £1 



M*Uo .ibU ^ Jjl J_^,; 
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Zainab back to her husband al- As , .„> >~ B . = , , * > , r - 
on the basis of their first marriage ■ ~ J ^ y v 

contract after two years, and he j£ wjj^l '4^j3 ^ ^ 

did not stipulate a new dowry. 

Comments: [Its i<™rf is 

3291. It was narrated that al-Hasan ; j. -jij -tr\\ 

said: Ibn 'Abbas (&) addressed the y \ ' ^ / ^. . , 

people at the end of Ramadan and ^ >^ ^ a-^ 1 

said: O people of Basrah, pay the ^ L . .j^ 

zflfcti/i of your fast. The people started t ° ^ 

looking at one another and he said: ^^^^ : 

Who here is from among the people 
of Madinah? Get up and teach your 



brothers, for they do not know that j^jli I^Li 1 y y ViLj^l 

the Messenger of Allah fe) 



enjoined the sadaqah (zakah) of 



Ramadan, half a $a f of wheat or - ;j t ^ ^ tjli^ 

half a sa of barley or a sa r of dates, ^ 0 , ^ = - ^ ^ ff£ 

enjoined upon slave and free, male ^ ; P !rf ^ 1 

andfemale. [ Y «\A : ^] .J&'l} illij /JJ^ 
Comments: [Its isnad is rfi?V*ffl 

3292. Tt was narrated that Ibn Abi f ^| ^ ^L; LT^f : 1^ liijL^- -fY^Y 

Mulaikah said: Ibn 'Abbas (4*) wrote 7 ' *\ i fv . . . ^ 

to me (saying) that the Messenger of J A> ^ : ^r^ ^ W V^ 5 ^ 

Allah (sfe) said: "The one against ^ t ^ : j L ; ^ 



whom a claim is made should 



swear an oath. If people were to be ^ ^ jUly^. > 

given on the basis of what they [ruA . g XUoj ^\ 

claim, people would claim a lot of L ( -' 

wealth and lives/' : ^ t (toU) :^ : 

Comments: [Its rsiwrf is saheeh, al- ,(WU) 
Bukhari (2514) and Muslim 
(1711)] 

3293. It was narrated that ^ii ^ L r ^i\ : li^U -rY 

'Abdullah bin Shaqeeq said: A \, , . > ■ r :* . , r,-* 

man went to Ibn Abbas (^) and ^- ^ ^ - - ^ " 
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said; The prayer; but he did not 
respond to him. Then he said: The 
prayer; but (again) he did not 
respond to him. Then he said: The 
prayer. He (Ibn 'Abbas) said: Are 
you telling me it is time to pray? 
We used to put two prayers 
together with the Messenger of 
Allah or at the time of the 

Messenger of Allah (#.). 

Comments: [Its isnad is saheeh, 
Muslim (705)] 

3294. It was narrated that 
Tkrimah said: 1 prayed behind an 
old man in al-Abtah. He said 
takbeer twenty-two times. I went 
to Ibn 'Abbas (&) and mentioned 
that to htm, and he said: May you 
be bereft of your mother, that is 
the prayer of Abul-Qasim 

Comments: [Its isnad is saheeh] 



3295. 'Ali bin 'Abdullah bin al- 
'Abbas narrated that Ibn 'Abbas 
(&) told him that a roasted 
shoulder (of meat) was brought to 
the Prophet (sfe) and he ate from 
it and enjoyed it, then he prayed 
and he did not do wudoo f because 
of that. 

Comments: [A saheeh hadeeth] 



3296* It was narrated that Abu 
Ghatafan said: I entered upon Ibn 
'Abbas (4e) and I found him doing 
wudoo'; he rinsed his mouth and 
nose, then he said: The Messenger 



Jl !^TJ fti : ^ Ji *Ul X* ji. _ 

[ V Y 1 A i^ij] Jut 



■<v-o) : 



l^liSl ill; ;iJ p V :JLii 



Gik- -mo 



.<ro<\ .rot) > 

^ i^ 1 ^ -mi 
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of Allah said: "Rinse your nose 
thoroughly two or three times/' 

Comments: [Its isnad is qawi] 



3297. Ibn Abi Dhi'b narrated 
from someone who heard it from 
Ibn 'Abbas (&) that the Messenger 
of Allah (^te) used to give women 

and slaves less of the booty than he t , a 

would give to the army. :^r!j] -./^ ^ ^ 




Comments: [A hasan hndceth; this is 
a da'ecf isnad] 



3298. It was narrated that Ibn ^ ^1^1 Li^ii -mA 
'Abbas (&) said: The Prophet ' b \ . , * ' _ _ - 
said: "There is no Muslim who ^' ^j^ 1 J> ^ J* 

visits his sick brother and enters ^ ^ Jj| ; Jii 

upon him, and his time (to die) \ ^ ^ . f * # , 

has not yet come, and says, 'I ask &UI ^ 

Allah the Almighty, Lord of the ^ - ; ^ . j£ ^1 

Mighty Throne, to heal So and ^ * ^ # £ 

so/ seven times, but Allah will _ Lili _ ^iJj 01 tp^i^JL 

heal him from it." [nrA . ^ ^ ^] - ft, ^ ^ 

Comments: [A saheeh hadecth; in 

this isnad al-Hajjaj narrated using ^ <• ^-t^ : 

the word 'tm (from), but there are ^ ^ ^ ^ ^ 

similar, corroborating reports] 

3299. It was narrated that ^ ^ ^ ^ ^ , rTM 
Yazeed bin Hurmuz said: Najdah 

al-Haroori wrote to Ibn 'Abbas to 3 .^li _ <jVA^j ^1 

ask him about killing children, , * - w 

and whether women took part in - J ^ - ^ " T , 

any battles with the Prophet jl; ^ IJLIJ^^ jll ^1 j?^^ 1 

and whether he allocated a share 
(of the booty) to them. Yazeed bin 
Hurmuz said: And I wrote the <s„4_, j£j ■ ' ^ \\ J IS Jij ?$Jg ^IJl ^ 
letter of Ibn 'Abbas to Najdah. He * ; ^ i Jt >4 /' , : 

wrote to him (saying): You wrote 4^ u, 5 : ^> ^ wls 
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and asked me about killing ^ . , _ 
children, and you said that the : ^1 Ji ^"'4* 

scholar, the companion of Moosa, -j^t jj : £ - 

killed the boy. If you know about t -J \.> - 

children what that scholar knew, of ^ ^ ^ tp^UJl 

kill them, but you do not know, ^ ^ . ^ u . ^ t, 

so leave them alone, for the * , - , ~ ' - 

Messenger of Allah (££) forbade <Jj^j * ,1 - U if Ui; V iiifJj 

killing them. And you wrote and 



asked me about women, did they 



J* ^ ^ ii 



take part in battles with the .^Jl ^ 
Prophet (^)? And did he give l\ fl , . 

them a share (of the booty)? They ^ ^ J ^ ^-r* ^ J\> ^ 

did take part (in battles) with the jf uS ^Iji ^ o>A^ 

Prophet (^te), but as for giving V/ - . ' ' , 

them a share (of the booty), he '<J& o\S jSj t Jii: jUi t[ 4^ 

did not do that, but he would [XTVo 
give them something. 

Comments: [A sahech hadccth, ,(\AU) : r i~-»w* 

Muslim (1812)] ' " 

3300. It was narrated from Ibn ■ ^ - ^ ^ : i ; ^ _ rr > , 
'Umar and Ibn 'Abbas (&) that ^ ^ /- 

they testified that the Messenger of O^ 1 0* ^^er :JLs 

Allah (^) forbade gourds, green ^ ^ ^ ^ - 

glazed pitchers, varnished jars and , ^ V ■ ^ J - 

hollo wed-out stumps, then the ^pil>Jl) t ^ CjJ 1 ^ £| 

Messenger of Allah recited: ' * > ^ T; _ a 

"And whatsoever the Messenger ' J -^ J * ^ ^-^'j 

(Muhammad (**)) gives you, take £ tS yliS jj^I ffcjl: t> 

it; and whatsoever he forbids you, f 

abstain (from it)" [al-Hashr 59:7]. [T ' 1 ' : (V : 

Comments: [Its isnad is sflJiee/i, .(mo) 0 L_J 

Muslim (1995)] 1 c " ' 

3301. It was narrated that Ibn 
'Abbas (4s) said: I stayed over- 
night in the house of my maternal j* < ^1 ^ _ JjJ* y \ ^ _ 
aunt Maimoonah bint al-Harith, 



The Messenger of Allah (%) ^^-^^ '-^^^cA ^ 

prayed '/s/w', then he came back to ^ Jjl J^ij JUi t OjbJl 

her, as it was her night. He prayed * ? _ / , . , , - 

two rak'ahs, then he turned and ' ^ tL ^! ^ L " LljJ1 
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said, "Has the boy gone to sleep?" -t , <r _ - :: 

And I could hear him. And I heard U -> f ' JUi r 



him say in his prayer: "O Allah, ^Jjui i^Uj J Jlj : J Li 

put in my heart light, in my , / * 

hearing light in my seeing light, on ^Js ' ^ ^ J " ^ ^ 

my tongue light, give me abundant j f ; t ^ -^j - ; t ? ^ ^ 
light." i - - ■ 

Comments: [Its /swarf is sflte/i] D A£V ■ ^r'j] . 

3302, It was narrated from Ibn _ jull l^lil : ^ -rr * T 

'Abbas (^) that Duba'ah bint az- 



Zubair wanted to do Hajj, and the 



Messenger of Allah said to her: ^131 ^jjl cJu Ulli Jl 
"Stipulate when you enter ihram: ^ * , ; y = 

'My exiting iJiram will be where You ^ 3 > J ' 1,) ^ ^VO ^ Jl ^ ; '<^ { 

prevent me (from continuing)/ for ^ , ^ -re ^ JL^ : ^ur^-l jIp 

you may do that/' ' " ■* * 

Comments: [Its isnad is stf/w/i] tT U V : C^ ljl '"^ 

3303. It was narrated that Ibn ^ ^li^ L^lil : jl ^ Lili- -rr*r 

'Abbas (Jfe.) said: al-Aqra'bin Habis " 5 ^ s _ " * ?; 

asked the Messenger of Allah (*fe): ^ ^ ^) '^J*'^ 

O Messenger of Allah, is Hajj only 1 M ^ ^; IjSJi jL :Jli 

once or is it every year? He said: . , « / ' 

"No; rather it is once, and whoever J 1 ^ ^1 ^j-^j ^' 



does more, it is voluntary." 
Comments: [A saheeh Iwdeeth] 



jlj jli /i'J j: iV» :Jli JS ^5 

3304. It was narrated from Ibn l^j .^J^f ^1 ^ ijj iSli -rr-t 

'Abbas (&) that the Messenger of ; ^ ; ; / s . . 

Allah (%) sent him to his family ^ ^ " 1^ ^ oj l O^ 1 : 

to Mina on the night before the J, ^| » ^ ^ J jl 51 : ^ 

sacrifice, and we stoned the ' ^ ^ * 

Jamrah with the break of dawn. * \ g s^Jl t ^Alll U1J ^ 

Comments: [Its isnad is da'eef , - * ■ .1 - . , , . 

1 _,. \. , . . / jUiJ V -u*— 1 k_JA_flJ C^L^iI . «J p^J 

because Shu bah bin Deenar al- " * ^-"^ 

Hashmi is da'eef\ -lj^V 1 
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3305. It was narrated that ■ ■ t >«, ■ - r.^ - ^ * 

Shu'bahsaidilbn'Abbas^sawa \' '\ ' Y , 

man prostrating with his forearms ^\Jrj 'J>\ jlj : JL> V-^ ^ 

on the ground. Ibn 'Abbas said: , - ? : 

This is how the dog sits. I saw the ' r / ^ ■ ' 

Messenger of Allah (^) when he ij>[ 5^ Jjl Jj^-j Jjlj c<^A£H 

prostrated. I could see the white- - . ; 

' „ fU - .. [Y^r^ij].^! l^Ij .Jb^- 

ness of his armpits. C ^ - -t ^ - J 

Comments: [Safreeh because of fc ^LaJ» ->L^I ^o^jJ^-^ :gt>*^ 
corrobo ratine evidence; this is a ,. . „ , , t - t 

da ecfisnad] ^ w ^ 

3306. It was narrated that Ibn >v Ji ^] ^ ^»'J^ ' ±}> -TV*^ 
'Abbas (4*) said: al-Fadl and I carne * t - " f /# . 4 ^ , : , ; 
on a donkey when the Messenger l-^ 1 ^ 0? 1 iU ^J 
of Allah (m) was leading the ^ ^ 'j, 
people in prayer - al-Khayyat, i.e v 9 J s , ' ^ 
Harnrnad, said: on open ground - tJ^H ^ ^ "j^r J-^'i 
and we passed in front of him on . . t ]ju>J| Jli - 
(the donkey) until we had passed ^ ' s ^ I 
most of the row, and he did not tell ^ ^j'j** _ ^j^ 1 

us to stop or send us back. lV - - *. s ,. - 

Comments: [A saheeh hadeeth; this 

is a dfl'ee/isnad] [r* W .l : 3j 

3307. It was narrated that ^ ^| ^ L ^_{ ^ „ rr . v 
Shu'bah said: al-Miswar bin / ( f . 
Makhramah entered upon Ibn 0? J^- 1 ^ 1 l ^ 
J Abbas (4*) to visit him when he , /\^ r; »i I; 
was sick, and he was wearing a S 



cloak of brocade, and in front of j?X jZj t j^il^ 
him was a stove on which there ^ > 0 ;. t 

were images. He said: O Ibn r ' ' " ^ ^ 

'Abbas, what is this garment you S)a : JI3 V*iJCU jJJl ^jil IJL* U 

f t ^ _ a ' ^ **_ ^ 



'J 



are wearing? He said: Which one? 
He said: This brocade. He said: By 

Allah, I was not aware of it and I Jj^\j <j\ ^ ^ ^ Jji ^1 

did not think that the Prophet '\ \ / , ^ «. . f ^ 

(^) forbade this when he forbade ^ : ^ ^ 1 j^'j 

it, except for fear of becoming ? >-^j, ^ ^ ^^j, ^ 

arrogant and proud and we, ' " " 
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praise be to Allah, are not like 
that. He said: What are these 
images in the stove? He said: Do 
you not see that we have burned 
them with fire? 

Comments: [Its isnad is da f eef\ 

3308. It was narrated that Ibn 
'Abbas (4*.) said: The name of 
Juwairiyah bint al-Harith was 
Barrah, and the Prophet (3^) 
changed her name and called her 
Juwairiyah. The Prophet (^) 
passed by her when she was in her 
prayer-place, glorifying Allah and 
calling upon Him. He went out for 
some need, then he came back to 
her after the sun had risen high and 
said: "O Juwairiyah, are you still 
there?" She said: I am still here. 
The Prophet (jfe) said: "I have said 
four words that 1 repeated three 
times, and they are better than 
what you have said: Glory be to 
Allah as much as the number of 
His creation, glory be to Allah as 
much as pleases Him, glory be to 
Allah as much as the weight of His 
Throne and glory be to Allah as 
much as the ink of His words, and 
praise be to Allah likewise/' 

Comments: [A saheeh hadeeth] 

3309. It was narrated that Ibn 
'Abbas (&) said: When the 
Prophet (j£r) moved on from 
'Arafat, the people began to rush 
and the Prophet (^) instructed a 
caller to call out: "O people, it is 
not righteousness to make the 
horse or camel rush," He said: 
And I did not see any mount 
lifting its feet and rushing. 



lite j & v4 4^1 ^. # 

j 0>-L>iJ JjJLlajLs t 0 y^Ju j 4JUI 

U» :JU* tjl^lll U j£ L^JI 

Jiij* :^ jUi .lli J> JJj 

------ 5 ' » * f - f 

j>as< 4JJ! jlALi : cJlS O 0^ 

[TTTt jluj> jL Jj 
^ ^jjjLiui uii^- -yt*^ 

£ijf oli> ^ $gg ^1 >tf 
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Comments: [A sahceh hadeeth] 

3310. It was narrated that Tbn 
'Abbas said; The one who 

captured al-'Abbas bin 'Abdul- 
Muttalib was Abul-Yasar bin 
y Amr, whose name was Ka'b bin 
'Amr, one of Banu Salimah. The 
Messenger of Allah (^) said to 
him: "How did you capture him, 
O Abul-Yasar?" He said: A man 
who I have never seen before or 
since helped me, he looked like 
such and such. The Messenger of 
Allah (sfe) said: "A noble angel 
helped you to capture him." And 
he said to al-'Abbas: "O 'Abbas, 
ransom yourself and your 
nephew 'Aqeel bin Abi Talib, and 
Nawfal bin al-Harith, and your 
ally 'Utbah bin Jahdam" - one of 
Banul-Harith bin Fihr, But he 
refused and said: I was Muslim 
before this; rather they forced me 
(to come). He said: "Allah knows 
best about you- If you are truly as 
you say, then Allah will reward 
you for that, but it appears that 
you were against us, so ransom 
yourself." The Messenger of Allah 
had already taken twenty 
Qoqh/yahs of gold from him, and 
he said: O Messenger of Allah, 
count it as part of my ransom. He 
said: "No, that is something that 
Allah gave to us from you (as 
booty)/' He said: 1 have no 
wealth. He said: "Where is the 
wealth you left in Makkah with 
Ummul-Fadl, when there was no 
one else with you, and you said: 
If I die on my journey, then such 



jJc _ ju^J jli : Jii iy; i£U -rr \ • 

k ~jS ^ j t j jt*-&> y j ... ■ ' I yi \ ^ji-a a \ \ JL-C- 

Jji * l ^ 

Jllj JJUU *1U JjjUl 

- '} J' ' ' . . 1 

^ L^Llj-l tJJl j ij :JUb i« 

ill I JUlizpl ^ Illi tN» : Jli .jUi 
z/u» :Jii .JU J ^JJ ^ : Jli 

^-4^ aijw^j l^-^^ 

fit ' >' 
: Jli ill JL^Jj ji5 ^ 1 
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and such is for al-Fadl, and such * t * * £ - 

and such is for Qutham, and such ^ ^' * lX k " ^ 
and such is for 'Abdullah'?" He ij? Jl3 ^U^j ^ ^t 11 

said: By the One Who sent you 1 " ' * ' ; '> 

with the truth, no one among the ^J^- 
people knew of this except me , 

and her. Indeed I know that you f ' ""^^ J ' - ' ^ 

are the Messenger of Allah. v> ^jij 

Comments: [J/rtsan; this is a da'cef isnad] 

3311. It was narrated that Ibn 
'Abbas (4*) said; Some men shaved 
their heads on the day of al- 
Hudaibiyah and others cut their 
hair. The Messenger of Allah (^) 
said: "May Allah have mercy on 
those who shaved their heads." 
They said: O Messenger of Allah, 
and those who cut their hair? Pie 
said: "May Allah have mercy on 
those who shaved their heads." 
They said; O Messenger of Allah, 
and those who cut their hair? He 
said: "May Allah have mercy on 
those who shaved their heads." 

They said: O Messenger of Allah, # , , . , , = ■ 

and those who cut their hair? He r 1 * : ^ -p^ 1 ^0*^ 
said: "And those who cut their ^ Jj, j^/, : ju «J± 

hair/' They said: What is special 

about those who shaved their L^ao^ 
heads, O Messenger of Allah, that 

you prayed for mercy more for '^ J> ^ ^ £^ : 

them? He said: "They did not -^.j ^) ^ -^>_ 

doubt." Then the Messenger of 
Allah left. 

Comments: [Sahceh because of corroborating evidence, and its isnad is da'eej] 

3312. It was narrated from Anas 




:ju*j uJjl=- -yt\y 



(*#.) that the Messenger of Allah 

nibbled some meat from a ^& ^ ^j^j ^ J>} J* 

shoulder, then he stood up and { *' v *> 

prayed and he did not do wudoo' . { 1 1 ' 

[UAA 
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Comments: [A sahech hadeeth; its sl . ( ^ 



isnad is da eef\ \ - ^ 



3313. It was narrated from 'Ata' ^ r^^^ -mr 

that he did not see anything T , „ ' „ (f ^ ^ ,* f 

wrong with a man entering ihram ukr 1 ^ ^ <Sy. ^ otf ^ 

in a garment dyed with saffron ^ - t ■ ^ .x : 

that had been washed and had no ^ ^ ^ y '- * r ^ 

dust or excess dye on it .^j V j 



Comments: [It is not hadeeth but 
this is a tradition from 'Ata'] 



y- J ] J* ^ l-u 

3314. A similar report was ^ _ rru 
narrated from Ibn "Abbas (4*) from ' s s " 

the Prophet (jfe). 0^ ^ ^ 0? ^ J. Jr-^i 

Comments: [A Hasan hadeeth', this is ^iil ^ jJl ^ t ^ J^p 

a. da'eef isnad] " r : 

[rtu : ^0 

/j-*->>Jl »wAA^j bU?j1 ^ ^L>u>Jl ^JjlJ tjji^ aL^l lJuh j ^ i^LjJL>- ^yjPv 

3315. It was narrated that Ibn t ^lA^Jl (roi /\) ^ GIjU -m a 
'Abbas (J^) said: The Messenger of ' 

Allah (^) liked to take his family J [ if ol O* 3 ^' ^ 

out (to pray) on the day of Eid. So ^J, - j ^ ^ ^ jtf : JU 

we went out and he prayed without 4 ; ' 

any adhati or iqamah . Then he ^ t ll>-^ki :Jli 

addressed the men, then he went to JL^J! i: ~'UI N' 'ill 

the women and addressed them, ^> r" 4 ^ > r" ' ¥ ■ -? * ■ 



and he enjoined them to give iSi tAil^JL. ji^l ^ <>.^i>^ 'Ll^l 



charity, and I saw women throwing , e , , 6 ? 

their earrings and rings, giving ^ ; ^ 1 ^ 4, r jl 

them to Bilal to give in charity. [Y • T Y tj" 

Comments: [A saheeh hadeeth; this . , . . 

;s a eef isnad] ' (-* ' v^*^ 

■jV^ JLa -ol "N] l JJc-t ^ij (^-^ ^ ^U*>Jl 

3316. It was narrated from Ibn J ^ ^ J^l ^ -rm 

'Abbas (4b) that the Prophet (Sg) ' £ 

said: "The best days on which to ^ ^ j 0^ ^ ^ 
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be treated with cupping are the 
seventeenth, the nineteenth and 
the twenty-first" And he said: "I 
never passed by any group of 
angels on the night on which I 
was taken on the Night Journey 
but they said: You should adhere 
to treatment with cupping, O 
Muhammad/' 

Comments: [Its isnad is da'eef] 

3317, It was narrated that Ibn 
'Abbas (4*) said: we travelled with 
the Prophet between Makkah 
and Madinah and we were safe, 
not fearing anything, and he 
offered the prayers with two 
rak r ahs. 

Comments: [A sahech hadeeth] 

3318. It was narrated that Ibn 
'Abbas (■$>>) said; The Messenger 
of Allah (sfe) had a kohl container 
from which he would apply kohl 
when going to sleep, three times 
in each eye. 

Comments: [Hasan; this is a da'eef 
isnad] 

3319* It was narrated from Ibn 
'Abbas (4*) that the Messenger of 
Allah (^c) married Maimoonah 
bint al-Harith in Sarif when he was 
in ih ram, then he consummated the 
marriage with her after he catnc 
back to Sarif. 

Comments: [Its isnad is sahech] 

3320. It was narrated from Ibn 
'Abbas (&) that the Prophet used 
to apply antimony to his eyes 



y^ ^jij=? y. ^ 

ioJuJlj ^ ^ ir"'' * 

[\M>t :^lj .^^53 

^-i^— oJ >■ — i^^TJ jtU-l lJL*_J t I 

til ^ j»LL* ^3*^ - -*j tiJ>* -TT \ ^ 
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every night before going to sleep, > ^ it *t £> 

and he used to apply it to each - ^ ^ ^ ' • ^ ^ 

eye three times. j^fc ^ ^ aJlJ jlJvl 

CommcnLs: \Hasati; this is a da'cef r *-~v * i i u-»i' -'^ii *il 

ftt?^] L_ ' - ' ^ ^ ^ 

3321* It was narrated from Ibn ^ jjj-j ^ : jLs; £ji -rrr \ 

'Abbas: "You (true believers in Islamic 4 ^ 

Monotheism, and real followers of Sr-r ^ 4^ ^ y - 

Prophet Muhammad fe) and his jj } ^ il £ M 

Sunnah) are the best of peoples ever ' ' " . ^ ^ 

raised up for mankind'' [Al 'Imran £» ^ ^ * ' 

3:110], he said: They are those who ry41 . . . -, - . 

migrated with the Prophet fe) j . ^ t ^ ^ 



from Makkah to Madinah. 
Comments: [Its imad is /iasah] 

3322, It was narrated that Ibn jui ^ lliji^ ~rrYY 

'Abbas said: The Messenger : , , t t ^ e ^ # _ , , 

of Allah (^) said: "Jibreel (as) led ^ ^ ^ ^ ^ UJ| 

me in prayer at the House twice, ^ ^ ^ J (v x^ ^ j ^ ^ 

then he said: 'O Muhammad, this , y ^ /*'/'. 

is your time (of prayer) and the ' ^ lt*^ ^ J* ^ ^ Afr it ^ 

time of the Prophets before you.'" • ^ ^ : gg jjl JLS 

He led him in praying Zuhr when \ - ' / 

a shadow was the length of a ^ t-it^J U :JU <.J?~y> ^4^1 jIp 

shoelace and he led him in J( ;,r.: , 

praying Maghrib when the fasting / : . w-. 

person breaks his fast and food ^ ^l^ 1 J-^ ^ Irrr 



and drink become permissible. 
Comments: [Its isnad is /iti.san] 



3323, It was narrated that Ibn ^ : -TrTr 

'Abbas (^) said: The Messenger ^ . £ 

of Allah put Zu/ir and 'Asr L {Ar ^ 0* y >? 

together, and Ma^ir/fc and '/s/ia', ^ ^ i ^ : ju ^ ^, 



in Madinah when there was no 



fear and no rain. I [the narrator] J> ^ ^ 
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said to Ibn 'Abbas: Why did he 
do that? He said: So as not to 
make things difficult for his 

ummah. 

Comments: [Its isnad is sahcch, 
Muslim (705)] 

3324. It was narrated that Ibn 
'Abbas (4i>) said: I stayed over- 
night with my maternal aunt 
Maimoonah. The Prophet got 
up at night and did zvudoo\ Then 
I got up and did wudoo'. Then he 
stood and prayed, and I stood 
behind him - or on his left - and 
he brought me round and made 
me stand on his right. 

Comments: [Its isnad is sahcch] 

3325. It was narrated from Ibn 
'Abbas that the Prophet used 
to recite in Fajr on Fridays: Atif- 
Lam-Mccm Tanzeel (Soorat as- 
Sajdah) and Hal ata 'alal-insan 
(Soorat al-Insan). 'Abdur-Rahrnan 
said in his hadeeth: And in Jumu'ah 
prayer (he would recite) Soorat al- 
Jumu'ah and al-Munafiqeen, 

Comments: [Its isnad is sahcch, 
Muslim (879)] 

3326. It was narrated that Ibn 
'Abbas (<&) said: The Messenger 
of Allah (^) used to recite in Fajr 
on Fridays: Alif-Lam-Mecm Tanzeel 
(Soorat as-Sajdah) and Hal ata 
'alal-insan heenun minad-dahr 
(Soorat al-Insan). 



j?M oJi t Ji3ji - 7 *^>- J^- J-f aIjJa) I 

: J U 5j jIp ^ : J Ls ^ lit 

j 1 <LiL>~ 'Z. i t ^jL^23 * li i O 

[rm -.^jl 
^ ^'ji j^j ^ esli- -rrra 

.(AV^) :^ (.^wtj> o J U — i] \ ^y_j>u 

: j i^Ji r >: i>: ^ aLi 

[\wr ^ 
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Comments: [Its isnad is saheeli] 



3327. It was narrated from Ibn 
'Abbas (&) that the Messenger of 

Allah prayed in a cloak and oi i^li* ^1 ^ 0^ ^ dJJl jle- ^1 



he used its extra length to protect 
himself from the heat and cold of 



the ground. [YTY • : ^-Ij] .US^} ^jVl 

Comments: [Hflsan because of , M ts ^j . 

corroborating evidence; this is a " ^ 



da'eef isnad] ^ 0=-^ t ^ jl ^ 

3328. It was narrated that Ibn /^-j ^ ^ „ rrYA 

'Abbas said: I was behind the ' y 

Prophet (^) when he prostrated, <j^^ J>) J* tJU^I 

and the whiteness of his armpits : ' - - - ^ - 5 n * ^'^ V 

, , . , r Jo j tJL>wc - ^ .jj . J\j 

could be seen when he prostrated. ; - 

Comments: [Sfl/iee/i because of [Yi + 0 : *^ H ^! 

corroborating evidence; this is a 
da'eef isnad] ^ 

jjIj 4^^) ^ ^ ^ Jjd (J ^r^ 1 3 -VJ 

3329* It was narrated that Ibn £Ju> tfi; ESjU- -YTYA 

'Abbas (&) said: The iqamah for ^ f 

prayer was given and I had not y* 1 ^ 0? 1 y ^ t<5 ^ ^ ^ u* r~" J ^ 

prayed the two rak'ahs. He (the J~ i ^Stf^ >! IJl s^Jl : Jli 

Prophet (^)) saw me when I was ~ * , ,' t , > z } ^ , ' I > „ f 

praying them and he came close ^ -ky^ : <J^j U^J-J^I U!j 

to me and said: "Do you want to ^ • . ^ ^ ^ 

pray F fl ;r with four (rajfc'tffa)?" It ^ ^ ^ 

was said to Ibn 'Abbas: From the [Y\r* : V^fe 

Prophet (jft)? He said: Yes. 

Comments: [Its ismirf is hasan] '^ lL ' ff^" 

3330. It was narrated from Ibn ^ J^ 1 ^! k £ -U- -HT» 

'Abbas (^) that when the Prophet - . % 

(-*£,) came, he continued reciting r 5 ^ 1 u* ^ 

from the point that Abu Bakr (4) ^ ^ ^lil M ^ 

had reached. V , „ ? * y B - , 

Comments: [Its isnad is saheeh] ^ ^ ^ ^ ^ 



Musnad of * Abdullah bin al-' Abbas l& 187 



3331. It was narrated from 
Hisham bin Ishaq bin 'Abdullah 
bin Kinanah that his father said; 
One of the governors sent me to 
Ibn 'Abbas (^) to ask him about 
prayers for rain. Ibn 'Abbas (^) 
said: What prevented him from 
asking me? The Messenger of Allah 

went out humbly and wearing 
shabby clothes, walking with a lowly 
and moderate gait, beseeching, and 
he prayed two rak'ahs as is done on 
Eid, but he did not deliver a speech 
as you do. 

Comments: [Its isnad is Hasan] 

3332. It was narrated that Ibn 
'Abbas (4«>) said: Allah, may He be 
glorified and exalted, enjoined 
prayer when not travelling with 
four rak'ahs, when travelling with 
two, and at the time of fear with 
one, on the lips of your Prophet (^). 

Comments: [Its isnad is saheeh, 
Muslim (687)] 

3333. It was narrated that Ibn 
'Abbas (4e) said: The Messenger 
of Allah (gg) went out on the day 
of Eidul-Fitr or Eidul-Adha and led 
the people in praying two rak'ahs, 
then he left and he did not offer 
any prayer before or after that. 

Comments: [Its isnad is saheeh, al- 
Bukhari (964) and Muslim (884)] 

3334. It was narrated that Ibn 
'Abbas (4ft) said: The Messenger 
of Allah (ge) travelled from 
Makkah to Madinah, not fearing 



fil* if iuii Qj^ CijU- -rrn 

tolls' ^ JJt Jui- ^\J^JU\ y) 

M J j^j V^HJ j I u : ^ 
^ til^i ^MJlL« \ji~J>\yj> $z 

> - f. * » ( - 

^ fji $s <J>^3 jrj+ 

jju ^ :^5j ^ -rrrt 

& ^ ^ 5i3i Jj^j :Jl5 ^tS 
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anything but Allah and he 
shortened the prayer. 

Comments: [A saheeh hadecth] : ^Ij] 



3335. It was narrated that Ibn ^ : ^ QJ^ -rYTo 

'Abbas said: The Messenger / ' f a ^ , * u ". , r , 

of Allah said: "There is no 1^ ' ;y^> o'CJ£ ^\ :Jli <jl^l 

Hyr/rh after the conquest but .j^ ^ ^ ^ ^ - iJu ^j 

there is yi'frfld and intention/ and if ^ - ^ * s , " 

you are asked to mobilise then do l*$J6\ -i*-> :-"^g JJl Jli 

so." * ■* * s — ^ * » 

.(Mj^lj ^J^ijL^! liU il^*- 

Comments: [Its /'sHffd is saheeh, al- 
Bukhari (2783) and Muslim 
(1353)] 



3336. It was narrated from Sa'eed 
bin Jubair that Ibn 'Abbas (4*) said: 

Thursday and what a Thursday! ^ J~r ^ J* L ^ r** Ji J*- 



f^. Uj t^-^Jl ^*y_ :Jli v ^ 



Then T [Sa'eed] saw his tears on his 
cheeks, glistening like strings of 
pearls. He said: The Messenger of ^li J! p !^^Jl 

Allah (3^) said: "Bring me the * - , r : f f , - . 
tablet and the inkpot - or the J J i r \ - ^ 

shoulder blade -and I will write for A _ J>J$W *1JI 

you a document, so you will not go i „ . - e , \ t ~ t ttt 

astray after that." They said: (Do ^ ^ ^ ^ 4-* ! _ 
you think) the Messenger of Allah yj^_ ^ Jj; . ^ w 

(igfe) is delirious?! 

Comments: [Its isnad is saheeh, al- ■ lj] 



Bukhari (3053) and Muslim 



(1637)] * ' :,,(r..r) : c ^o^ 

.(nrv) 



3337. It was narrated from 
Yahya bin 'Ubaid al-Bahrani that 

he heard (from) Ibn 'Abbas ^ \^ >J* 1 ^ ^XA? 1 

that nabcedh would be made for 
the Messenger of Allah in a 
waterskin. [T*ia : ^ r \j] 

Comments: [Its ismul is saheeh, 

Muslim (2004)] * CT "° : ^ ^ 



frll^ ^Jfi J JlJj j!5 ^ Jjl lJj^j 
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3338. It was narrated that Ibn 
'Abbas (4*) said: The Messenger 
of Allah (gf } ) said: "I have been 
supported with the east wind and 
'Ad were destroyed with the west 
wind/' 

Comments: [Its isnad is sahce]\ f al- 
Bukhari (1035) and Muslim 
(900)| 

3339* It was narrated from Ibn 
'Abbas (4) that the Prophet 
made (a couple) engage in Wan 
when there was a pregnancy. 

Comments: [A saheeh hadeeth; this 
is a da' eef isnad] 



3340. It was narrated from Ibn 
'Abbas and al-Fadl, or one of them 
from the other, that he said: The 
Messenger of Allah (%) said: 
"Whoever wants to do Hajj, let him 
hasten to do it, for he may fall sick, 
or he may lose his mount, or he 
may be faced with some need." 

Comments: [A saheeh hadeeth; this 
is a da'eef isnad] 

3341. It was narrated that Ibn 
'Abbas said: A red velvet blanket 
was placed in the grave of the 
Messenger of Allah (sfe). 

Comments: [Its isnad is saheeh , 
Muslim (967)) 

3342. It was narrated that Ibn 
'Abbas said: The Messenger 
of Allah said: "The best of 
your garments are those that are 



[r»\r ^ 



r 1 l£U l^Jb- -m* 

ji» Jul JU : J J _ >VI ^ 

j^LAil ^y^j ^Jl^^JI J--^jj ^^j^o^ 



4 : B-r ~ 

^^^jLmi lSj^ £A*- -vvit 
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white, so wear them and shroud , ^ . , , . 

your dead in them. And the best fc r U ^ ^ tU^Ui^p 
of your kohl is antimony/' [tY \<\ r^l ,] jUNt ^JUit ^ 

Comments: [A Sfl/nre/i hadeeth] 

3343. It was narrated that Ibn - Jj, ^ ^ . *^ ^ _ mr 

'Abbas (&) said: The Messenger of ' ' " 

Allah (^) said: "The previously <■ ffr J> ^ >-J> a y J_ 

married woman has more right to . ^ Tu ^ v v 

decide concerning herself (her V * y- v 

marriage) than her guardian and t l£J} L4_iL jjl 



the virgin should be consulted, and 
her silence is her approval/' 



Comments: [A hadeeth] [ ^ AAA : 



3344. It was narrated that Ibn (yo\f\) ^ Ls/j tfjU -mi 
'Abbas (4*) said: The Messenger 

of Allah (#3) forbade the fee of a J> ^ If- 'r~J^ ] ^ "M^l 



prostitute, the price of a dog and 
the price of alcohol 



Comments: [Its isnad is saheeh] < "T^ ] ^ 3 j+* If M 

3345. It was narrated that Ibn ^ jji^, tfj^ : - ; ^ ^ _ me 

'Abbas (4*) said - and he attributed t ^ *" 

the /mdeeft to the Prophet (sfe) - a? 1 ^ 0? cr4* jr^ ^ 

The price of a do g/ the fee of a _ £ ^ 



prostitute and the price of alcohol 



areharam" .r^ 1 S^j L ,I^ 1 t^-KJt 

Comments: [Its isnad is saheeh] 

3346. It was narrated from ^ ^ ^ -rrt*L 

Tawoos, from his father, that Ibn l \ ' £ 

'Abbas (&>) said: The Messenger C* 1 0^ J* '^J^ 

of Allah (ft) said: "Whoever buys ^ v ^ W . >( . % ^ 

food should not sell it until he has /' L * - s> ' ^ J 

taken possession of it" I said to : Jl* V^J ^'V viii ."-Lii; 
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Ibn 'Abbas: Why? He said: Don't 
you see that they are exchanging 
gold, but the delivery of food is 
delayed? 

Comments: [Its isnad is saheeh, al- 
Bukhari (2135) and Muslim 
(1525)] 

3347. It was narrated that Ibn 
'Abbas (4f>) said: When the Messenger 
of Allah (^) came to Makkah in the 
year of al-Hudaibiyah, he passed 
by Quraish as they were sitting in 
Darun-Nadwah. The Messenger of 
Allah said: 'These people are 
saying that you are weak, so trot 
for three (circuits of tawaj) when 
you arrive/' So when they arrived 
they trotted for three (circuits) and 
the mushrikeen said: Are these the 
people who we were saying are 
weak? They are not content to 
walk; rather they are trotting 
energetically. 

Comments: [Saheeh, apart from the 
words "the year of al-Hudaibiyah"] 

3348, It was narrated from Ibn 
Abi Mulaikah that Ibn 'Abbas (0) 
wrote to him (saying): The Messenger 
of Allah (^) said: "The one against 
whom a claim is made is more 
entitled to swear an oath." 

Comments: [Saheeh hadecth] 



3349. It was narrated from Sa'eed 
bin Shufayy that he heard Ibn 
'Abbas say: The Messenger of 
Allah (sfe) used to pray two rak'ahs 
[shortening the iour-rak'ah prayers] 
when travelling. 



^LikJlj twJbiJL) JjjJlllj Ml 
*Li- jJLSI (Jj-^j ^JL3 UJ 

JU> ;Jli fcU~>U i^lji Liii 

O? 1 ^ ^ ^' 

[haa ^ij] .Vj-J^ Jjf 

.CWU) : f 

l^L-J il? lil 2§ -Ll J^j itf :Jli 



Musnad of 'Abdullah bin al- Abbas & 



192 



Comments: [Its isnai/ is sahcch] 



3350. It was narrated from Ibn • - ^ _ rro , 
'Abbas (4) that the Prophet (^) " a ;" f ' , \ ^ , 

saw al-Fadl bin 'Abbas looking at ^ ^ ^ l ^ i** 1 

a woman on the afternoon of t\ M > u 

'Arafah. The Prophet (m) put his ^ ' " V ^ ^ ^ J ^ J 

hand Like this over the boy's eyes ^ ^1 JUb t iLii. 

and said: This is a day on which . t, * - 

whoever guards his eyes and ' ^ 1 r ~ ' \~ 

tongue will be forgiven. [V • M : jjj Up ^LJj 
Comments: I Its isnad is da l cef\ 

3351. It was narrated that Ibn Abi J j 1 ^ 1 if ^ -VTo\ 
Mul a ikah said: Ibn 'Abbas said to . r^.r* * , * 
'Urwah bin az-Zubair O 'Urwah, ^ ^ ' J ^ ^ ^' ^' ^ 

ask your mother: Didn't your : JlSl tij^P U ^ SjyU ^llp 

father come with the Messenger of * ^ _ \ * £ " *' '* 

AlUhfcfe) and exit rhraw? 585 ' ' ^ J C A* 1 ^ >^ 

Comments: [Its isnad is qawi and it ' ^r^jl -J^G 

is a repeat] 

3352. It was narrated from Ibn i jJj ^ Li» lliii : ^5} £i j>- -ffoY 



'Abbas (&) that the Prophet fe) . f , ? , 

ate a bone with some meat on it ^ m ^ l jl ' ^ * ^ ^ 4 i - - 

then he went out to pray, h <UA : ^1^] .pUJl Jj ^> 

Comments: [A Sahcch hadeelh; this 

is a hasan isnad] -ir-^ ^ 

3353, It was narrated from Abu ^ t .ji;S; ^ £JU -rTer 

Razeen that 'Umar asked Ibn r " .. £ 

'Abbas (&) about this verse: "When ^ ^ ^ l : oth ^ J* "p-f^ 

there comes the Help of Allah (to $ ^ ^ \ ^ a ^ ^ ' ^ 

you, O Muhammad fe) against " w 



your enemies) and the Conquest ^> (\ :^aJl) 4^-^^ 

(of Makkah)" [an-Nasr 105:1]. He [n - \ * I ] ^ % Oil jl 

said: When it was revealed/ it was " J ^ - 

the announcement to the Prophet Ttij,; 

(^) of his own death. w ' 

Comments: [Its is«firf is hasan] 
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3354* It was narrated from Ibn 
'Abbas (<&) that the Messenger of 
Allah (3k) used to say at times of 
distress: "There is no gud but 
Allah, the Most High, the Most 
Great; there is no god but Allah, 
the Forbearing, the Most Generous; 
there is no god but Allah, Lord of 
the Mighty Throne; there is no god 
but Allah, Lord of the heavens and 
the earth, Lord of the Mighty 
Throne." 

Comments: [Its isnad is sahceh, al- 
Bukhari (6345) and Muslim 
(2730)] 

3355* It was narrated that Ibn 
'Abbas (&) said; When the Messenger 
of Allah (m) fell ill with what 
would be his final sickness, he was 
in the house of 'A'ishah. He said: 
"Call 'Ali for me." 'A'ishah said: 
Shall we call Abu Bakr for you? He 
said: "Call him/' Hafsah said: O 
Messenger of Allah, shall we call 
'Umar for you? He said: "Call 
him/' Umm al-Fadl said: O 
Messenger of Allah, shall we call 
al-'Abbas for you? He said: "Call 
him." When they had gathered, he 
raised his head and he did not see 
'AH, so he fell silent. 'Umar said: 
Get up and leave the Messenger of 
Allah (fete). Then Bilal came and 
told him it was time for the prayer 
and he said: "Tell Abu Bakr to lead 
the people in prayer/' 'A'ishah 
said: Abu Bakr is a tenderhearted 
man and when the people do not 
see you they will weep; why don't 
you tell 'Umar to lead the people in 
prayer? Then Abu Bakr went out 
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and led the people in prayer. And 
the Prophet felt a little better 
so he came out, supported between 
two men and dragging his feet on 
the ground. When the people saw 
him, they alerted Abu Bakr and he 
wanted to step backwards, but he 
(the Prophet gestured to him; 
Stay where you are. Then the 
Prophet (33^) came and sat down, 
and Abu Bakr stood on his right. 
Abu Bakr was following the prayer 
of the Prophet (^) and the people 
were following the prayer of Abu 
Bakr. Ibn 'Abbas said: And the 
Prophet (3^) started reciting from 
where Abu Bakr had reached. And 
he died of that sickness, peace be 
upon him. 

Comments: [Tts isnad is saheeh] 

3356, It was narrated that al- 
Arqam bin Shurahbeel said; I 
travelled with Ibn 'Abbas from 
Madinah to Syria and I asked him: 
Did the Prophet leave any final 
instructions... And he narrated a 
similar report and said: The 
Messenger of Allah (^) did not 
finish the prayer before he became 
very sick and he went out supported 
between two men, dragging his feet 
on the ground. And the Messenger 
of Allah ($te t ) died and did not leave 
any final instructions. 
Comments; [Its isnad is saheeh like 

the previous report] 

3357. It was narrated that Ibn 
'Abbas (4*) said: The Prophet (^) 
died when I was ten years old and 
had recently been circumcised, and 
I had learnt Muhkamul-Qu r'an. 
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Comments: [Its isnad is saheefh al- 
Bukhari (5035)] 

3358. It was narrated that 
'Abdur-Rahman bin 'Abis said: I 
heard Ibn 'Abbas (^) say: I went 
out with the Prophet (^) on the 
day of (Eid)ul-Fitr - or al-Adha - 
and he prayed, then he delivered 
the khutbah, then he went to the 
women and exhorted them and 
reminded them and enjoined 
them to give charity- 
Comments: [Its isnad is sahceh, al- 

Bukhari (975)] 

3359. It was narrated that al- 
A'mash said: 1 asked Ibraheem 
about a man praying with the 
imam. He said: He should stand to 
his left. 1 said: Sumai' az-Zayyat 
told me: I heard Ibn 'Abbas (4?) 
narrate that the Prophet 
made him stand on his right, and 
he accepted that. 

Comments: [Its isnad is saheeh] 

3360. It was narrated from Ibn 
'Abbas that a man came to the 
Messenger of Allah ($^) and said: O 
Messenger of Allah, by Allah, I 
have not come near my wife since 
watering the palm trees. - Watering 
the palm trees refers to when they 
were pollinated and left for forty 
days, and were not watered after 
pollination - and 1 found a man 
with my wife. And her husband was 
white with thin legs and straight 
hair, and the one concerning whom 
she was accused had chubby legs 
and was darkish with very curly 
hair. The Messenger of Allah (-ge) 
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said: "O Allah, show us." Then he 
made them engage in li' an. And 
she gave birth to a boy who 
resembled the man concerning 
whom she was accused. 

Comments: [Its isnad is saheeh] 

3361. 'Amr bin Deenar narrated 
that Ibn 'Abbas (4*>) used to say: 
The Messenger of Allah (j^) said: 
"Dates should not be sold until 
they become edible/' 
Comments: [Its isnad is saheeh] 



3362- It was narrated from Ibn 
'Abbas (4b) that the Prophet 
said: "Whoever lives in the desert 
will become tough/ whoever pursues 
game will become heedless and 
whoever frequents men in power 
risks undermining his religious 
commitment/' 

Comments: [Hasan because of 
corroborating evidence; this is a 
da'eef isnad] 

3363. It was narrated that Ibn 
'Abbas said: The Prophet 
prayed facing Jerusalem - 'Abdus- 
Samad said: and those who were 
with him (did likewise) - for 
sixteen months, then the qiblah 
was changed after that. 'Abdus- 
Samad said: Then the qiblah was 
made towards the Ka'bah. And 
Mu'awiyah - meaning bin 'Amr - 
said: Then the qiblah was changed 
after that. 

Comments: [A saheeh hadeeth; this 
is a da'eef isnad] 
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3364. It was narrated that Ibn - 5^ ^ . >~ _ rr ^ t 

'Abbas said: The Messenger ^ y 4 

of Allah (sgc) offered the fear M _ p4^Jl ^ <vl _ Si ^\ 

prayer in Dhu Qarad with one > , * ^ >, * t 

row behind him and one row ^ r ' ~ - ' - 

facing the enemy. He led them in iiii LLi i±'J ^Ju zy^> M 

praying one rak'ah, then (that ,,r s tf ' , > * , 

row) said the saiaw. The Prophet ^ r ^ r* ^ J * J ^ ] ^> ^ J 

(m) prayed two rak'ahs and each ^ J ^1 Jl W>i 



group prayed one 
Comments: [Its isnad is sahcdi] 



^ ( ^IiJ ^ -US' 3 f-fc 

[Y • "it : -i^j j^u* J?*Sj 

3365. It was narrated that Ibn ^ ^ ^\ yJ-*J\ Lii.. -mo 

'Abbas (4t) said: The Prophet (£rc) . / - - - ' , 

said to Jibreel: ''What kept you from : ^ 0^ < J^r j> 

visiting us more than you visit us?" ^ ^ u „ '. ; L ^ m ^ ^ 

Then the verse was revealed: "And " - - - s^: 

we (angels) descend not except by ^\ : cJ : JU "LJjjy Lt? 

the Command of your Lord (O ^ ^ ^ ^ ^ ^ >j ^ 

Muhammad (afe)). To Him belongs * J 3 ^ ' > J J > 

what is before us and what is behind :JU (M 4^ $j "o^ 

us, and what is between those two; s . > T > „ ■ - - 

and your Lord is never forgetful" [V • £t : ^ Ij] .g§ ^u^J ^r^Jl dlb 

fMaryam 19:641. And that answer /*-vw\ . 1 - 

was tor Muhammad (^). ^ ^' ^ 

Comments: [Its isHflrf is saheeh, al-Bukhari (3218)] 



3366. It was narrated that Ibn 
'Abbas said: The Messenger 
of Allah forbade blowing on Cf^JZ* ^ t^jj^Jl 



to food and drink. 
Comments: [Its isnad is saJicch] 
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3367. Jt was narrated that Ibn 
'Abbas (wfc) said: The Messenger 
of Allah was asked about the 
children of the mushrikeen, He 
said: "Allah created them when 
He created them and He knows 
best what they would have 
done/' 

Comments: [Its isnad is saheeh] 

3368* It was narrated that Ibn 
'Abbas (Jfe.) said: When the Prophet 
prayed tahajjud at night he 
would say: 'To You be praise, You 
are the Light of the heavens and 
the earth and everyone in them. To 
You be praise, You are the 
Sustainer of the heavens and the 
earth and everyone in them. To 
You be praise, You are the 
Sovereign of the heavens and the 
earth and everyone in them, To 
You be praise, You are the Truth, 
Your promise is true, the meeting 
with You is true, Paradise is true, 
Hell is true, the Hour is true, 
Muhammad is true and the 
Prophets are true, O Allah, to You I 
have submitted, in You 1 have 
believed, in You I put my trust, to 
You I turn, by Your help I dispute, 
and to You I refer for judgement, so 
forgive me all my previous and 
future sins, what I do in secret and 
what I do openly, for You are the 
One Who brings forward and puts 
back, there is no god but You/' 

Comments: [Its isnad is saheeh, al- 
Bukhari (1120) and Muslim 
(769)] 
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3369. It was narrated from Ibn 
'Abbas (40 that a man died and 
did not leave behind anyone who 
could inherit from him. The 
Prophet gave his legacy to a 
freed slave of his whom the 
deceased had manumitted; he was 
the one to whom wala belonged and 
he was the one who manumitted 
him. 

Comments: [Its isnad is da'eefl 

3370, It was narrated that Ibn 
'Abbas (&) said; When the 
Messenger of Allah (sfe) came (to 
Madinah), they used to pay one or 
two years in advance for dates, or 
two or three years. The Messenger 
of Allah (jg) said: "Pay in advance 
for dates for a specified measure 
and a specified weight, (to be 
delivered) at a specified time." 

Comments: [Its isnad is saheeh, al- 
Bukhari (2253) and Muslim 
(1604)] 

3371. It was narrated from Ibn 
'Abbas (^) that the Messenger of 
Allah (sfe) used to pray on a mat 
made of palm tree leaves. 

Comments: [Saheeh because of 
corroborating evidence, and its 
isnad is saheeh] 

3372, It was narrated that Ibn 
'Abbas said: I stayed over- 
night with my maternal aunt 
Maimoonah and I said: I shall 
watch the prayer of the Prophet 
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A mattress was laid out for 
the Messenger of Allah (^f) and 
he slept lengthwise on it and his 
wife slept. Then he got up 
halfway through the night or 
before that or after it and started 
wiping the sleep from his face. 
Then he recited the last ten verses 
of Al Tmran, to the end. Then he 
got up and went to a waterskin 
that was hanging and started 
doing wudoo', then he stood and 
prayed. I got up and did what he 
had done, then I came and stood 
beside him. He put his hand on 
my head, then he took hold of my 
ear and twisted it. Then he 
prayed two rak'ahs, then two 
rak'ahs, then two rak'ahs, then two 
rak'ahs, then two rak'ahs , then two 
rak'ahs, then he prayed Witr. 

Comments: [Its isnad is sahceh, al- 
Bukhari (183) and Muslim (763)] 

3373. It was narrated from Ibn 
'Abbas (Jfe) that a man gave the 
Prophet (^) a bottle of wine and 
he said: "Wine has been forbidden." 
He called a man and whispered 
something to him and he (the 
Prophet (2fe)) said: "What did you 
tell him to do?" He said: 1 told him 
to sell it, He said: "The One Who 
forbade drinking it forbade selling 
it." So it was poured away. 

Comments: [Its isnad is saheeh, 
Muslim (1579)] 

3374. It was narrated from 
'Abdullah bin 'Abbas ($>) that he 
said: The sun was eclipsed, and 
the Prophet (^) prayed and the 
people prayed with him. He stood 
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for a long time, almost as long as 
it takes to recite Soorat al~ 
Baqarah. Then he bowed for a 
long time, then he raised his head 
and stood for a long time that 
was shorter than the first time. 
Then he bowed for a long time, 
that was shorter than the first 
time, then he prostrated. Then he 
stood for a long time, which was 
shorter than the first time. Then 
he bowed for a long time which 
was shorter than the first time. 
Then he raised his head and stood 
for a long time, which was shorter 
than the first time. Then he 
bowed for a long time which was 
shorter than the first time. Then 
he prostrated. Then he finished 
after the sun had become clear. 
He said: "The sun and the moon 
are two of the signs of Allah; they 
do not become eclipsed for the 
death or birth of anyone. If you 
see that, then remember Allah." 
They said: O Messenger of Allah, 
we saw you reaching out to take 
something when you were 
standing, then we saw you step 
backwards. He said: "I saw 
Paradise, and I reached out to 
take a bunch of grapes from it. If I 
had taken it, you would have 
eaten from it for as long as this 
world remained. And I saw Hell, 
and I have never seen anything 
more terrifying than what I have 
seen today. And I saw that most 
of its people are women/' They 
said: Why is that, O Messenger of 
Allah? He said: "Because of their 
ungratefulness/' It was said: Are 
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they ungrateful to Allah? He said: 

"No, but they are ungrateful to i( °^ V) : C i^yj 

their husbands and they are .(W) : f 

ungrateful for kind treatment If 

you treat one of them kindly for a 

lifetime, then she sees something 

from you, she says, 'I have never 

seen anything good from you!"' 

Comments; fits two isnads are saheeh; al~Bukhari (5197) and Muslim (907)] 

3375. It was narrated that - ; Mr . ,i/ 
'Abdullah bin 'Abbas said: al-Fadl ^ ' ±* ^ " rrV ° 



was seated behind the Messenger 'j^. J> OL^Ll ^ 

of Allah (2&) on his mount when a ' 



woman from Khath'am came Tnd ^ ^ l ^ : ^ ^ J? ^' 

asked him a question, and al-Fadl ^ ^ <f-| 0 ;uJ ^ Jjl'j^' 

started looking at her and she at ,> „^ ^ , „ ' , . ' . 

him. And the Messenger of Ailah ^ J ^ J^* 'S^^ 

(«*} l started turning al-Fadl's face ^ ^ m jj, ^ 

to the other side. She said: O . ... ' 

Messenger of Allah, Allah's <V3 ^ ^ >Nl jill J\ Jj^Jl 

command to His slaves to do Hajj * - r r' f,. - ; = ' * 

tas^^i^tofe^ ^ ^ > ^ ^ 4 ^ 

man and cannot sit firmly on his o\ ^^A. ^ ^4-^ ^ 

mount; can I do Ha;; on his behalf? . c *.- f:f T , 
He said: "Yes/' That was during " ^ * Jb ^ ^ > 
the farewell Pilgrimage. [U<*< .jjyjJl ^ 

Comments: [Its isnad is saheeh, al- 

Bukhari (1513) and Muslim : f tOMr) : C l C=^ 

(1334)] ^ .orr£) 

3376, Ayyoob said: I do not know . jtf ^ ^ . ^ ^ , rrv ^ 
whether I heard it from Sa'eed bin / * 

Jubair or I was told about it from ^ f' J^r ^ ^ oUj-I ^jSi V 
him; he said: I came to Ibn 'Abbas 
in 'Arafah when he was eating a 



pomegranate, and he said: The <Ji! J^j ^Ll :Jljj t jsfc jij 
Messenger of Allah (jfe) did not ^ ^ - . - ^ - , , 
fast in 'Arafah, UmmuI-FadI sent 'V^ ^ J^ 1 f 1 ^1 & 
him some milk and he drank it. h A V * : ^tj 

Comments; [A saheeh hadeeth] 



Musnad of 'Abdullah bin a Abb as ^ 203 



3377. Sulaiman bin Yasar said: 
One of the two sons of al-' Abbas, 
either al-Fadl or 'Abdullah, told 
me: I was seated behind the 
Prophet (sfe) on his mount and a 
man came and said: My father or 
my mother - Yahya said: I think it 
most likely that he said: my father 
- is old and has not done Hajj. If I 
put him on a camel he cannot sit 
firmly and if I tie him to it I do 
not feel that will be safe for him; 
can I do Hajj on his behalf? He 
said: "Would you pay off a debt if 
he owed it?" He said: Yes. He 
said: "So do Hajj on his behalf/' 
Comments: [Its isnad is saheeh] 



3378. It was narrated from 
'Abdullah bin 'Abbas or al-Fadl bin 
'Abbas that a man asked the 
Prophet (jk)... And he narrated a 
similar report. 

Comments: [Its isnad is saheeh] 



3379. It was narrated that'Ikrimah 
said: Ibn 'Abbas {&) said: The 
Messenger of Allah embraced 
me and said: "O Allah/ teach him 
the Book." 

Comments: [Its isnad is saheeh, al- 
Bukhari (75)] 



3380. 'Ammar the freed slave of 
Banu Hashim narrated: I heard Ibn 
'Abbas (4*) say: The Messenger of 
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Allah (£te) died when he was sixty- 
five. 

Comments: fits isnnd is snto/j] 



338 1. It was narrated from Ibn 
'Abbas (4*) that the Messenger of 
Allah (ste) came out of the out- 
house and food was brought to 
him and water for wudoo' was 
offered to him, but he said: "I 
have only been commanded to do 
wudoo' when I get up to pray." 

Comments: [Its isnad is saheeh, 
Muslim (374)] 

3382- It was narrated from Ibn 
'Abbas (4*) that the Messenger of 
Allah (% t ) came out of the outhouse 
and some food was brought to 
him. They said: Shouldn't wc bring 
you water for zvudoo'? He said: 
"When I want to pray I will do 
wudoo' " 

Comments: [Its isnnd is saheeh, 
Muslim (374)] 

3383. It was narrated from Ibn 
'Abbas (*) that the Prophet fe) 
said: "Whoever makes an image will 
be asked on the Day of Resurrection 
to breathe a soul into it, and he will 
be punished and will never be able 
to do it. Whoever tells lies about his 
dreams will be asked on the Day of 
Resurrection to tie two grains of 
barley together, and he will be 
punished and will never be able to 
do it. Whoever eavesdrops on 
people's conversation when they arc 



[mo 



<AJl Jj~^ ^C* y\ Jj^, 

vi^l U^il iJ^U-LI l&Li -TTA\ 



.(WO :, 

Miry 

■<Wi) 

01 <UUiH ljj^> J** 




Musnad of Abdullah bin al-'Abbas 4» 205 



trying to avoid him listening to it, ol— I * 

lead will be poured into his ears on C?*^ * 

the Day of Resurrection." 
Comments: [Its isnad is saheeh ] 

3384* It was narrated from Ibn y, u^il Gii^ -YTAt 

'Abbas (&) that the Messenger of ; , ; t ; a ^ ^ ^ 

Allah {m) married Maimoonah ^ M Jl ^ 0* tA V^ 

when he was in zTrrflm, and he ^ JJj >j ^ 

consummated the marriage with ' ' ' r , ' ^~ 

her when he had exited ihram in [Yolo -^-^ ^iJ^j 

Sarif, and she died in Sarif, 

.(V*iY) It- ot^J IjLJ^^I 

Comments: [Its zswad is saheeh, al- 
Bukhari (7042)1 

3385. It was narrated that' Ikrimah :J^'^l ^ -rrAo 
said: Ibn 'Abbas (4*) said concerning " s \ " ^" ** _ , , 
the (share of inheritance of the) &\ J ^-fe ^1 :JU 
grandfather: As for the one to whom ^ ^ ^ M j - 3 ^ 
the Messenger of Allah (^) said, "If o M / 

I were to take any one among this ^>\s *^~U^ y^M ali ^ 

ummah as a close friend, I would • I ] d *Lii 

have taken him as a close friend ' J '- ■ - 

[i.e., Abu Bakr]/' he ruled that he i(noA) ■ - : £ ^ 

should be given the share of the c c ' L '" 

father (if the father is dead). 

Comments: [Its isnad is saheeh, al- Bukhari (4258)] 

3386. It was narrated that Abu ^jfi . j^u^l -TTAi 
Raja' al-'Utaridi said: I heard Ibn ^ " ' ( £ 
'Abbas (4') say: Muhammad (gg) ^-fc j?l ^-V^ : ^ cpjUaiM S^j ^} 
said: "I looked into Paradise and ^, \. . * *rr ln . ^ ^ v . 
saw that most of its people were ' * - 

the poor, and I looked into Hell, l J* ^JUi?lj Ul^iiJl 3^' 
and I saw that most of its people r n * *f-- 

were women < J 



Comments: [Its isnad is saheeh, al- :^ i(iiM) ijv^ °M : 

Bukhari (6449) and Muslim *~ w (Yvrv) 
(2737)] 

3387, It was narrated from Ibn ^ : J^L^! (rv / >> -rrAV 

'Abbas (4*) that he said concerning ' r ^ * . 

the prostration in [Soorat] Sad: It ^1 ^ ^ i^^ip 

is not among the compulsory ^ ^ ^ . ^ ^ ^ ^ 
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prostrations, but I saw the 
Messenger of Allah prostrating 
in it. 

Comments: [Its isnad is saheeh, al- 
Bukhari (1069)] 

3388. Al-'Awwam bin Hawshab 
said: I asked Mujahid about the 
prostration in [Soorat] Sad and he 
said: Yes, I asked Ibn 'Abbas (&,) 
about it and he said: Have you read 
this verse; "and among his progeny 
Dawood (David), Sulaiman 
(Solomon)" [al-An'am 6:84] and at 
the end of it, it says: "So follow their 
guidance" [al-An'am 6:90]. Your 
Prophet (^) was commanded to 
follow the example of Dawood. 

Comments; [Its isnad is saheeh, al- 
Bukhari (3421)] 

3389. It was narrated that Ibn 
'Abbas (4s) said: I stayed over- 
night in the house of my maternal 
aunt Maimoonah. The Messenger 
of Allah got up to pray at 
night and I got up to pray with 
him, and I stood on his left. And 
he did like this to me; he took me 
by the head and made me stand 
on his right. 

Comments: [Its isnad is saheeh, al- 
Bukhari (699)] 

3390* It is narrated that Sa'eed bin 
Jubair said: Ibn 'Abbas (^) said: 
The angel brought her [Hajar] to 
the site of Zamzam, then he struck 
(the ground) with his heel and the 
spring started flowing. With 
human haste she started scooping 
the water into her waterskin. The 
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(jiAjuJl |jJ <Llil JLjlC >.l 'i lit A 



Messenger of Allah (^) said: -May f ^ : ^ 431 ^ j£ 

Allah have mercy on the mother at i r - v ' ^ 

Isma'eel. Had she not been hasty, ^3 cJl^J cJU* 1^1 N^J 
Zamzam would have been a if- r*- 

stream flowing on the surface of [TTA5 : - flb =** ^ 

dearth." .(rrix) : c ^ 

Comments: fits isflfld is sahceh, al- 
Bukhari (3362)] 

3391. It was narrated that an old ^j, : 1*11-4 " rr ^ ^ 

man of Banu Sadoos said: Ibn 



'Abbas (&) was asked about kissing 



for one who is fasting. He said: The ^ , * ^ *\ ^gg Jj| J ois : Jlii l ^LMJ 

Messenger of Allah (^) used to kiss ' ' 

his wives' heads when he was LTTn ■frV-^/J/JV 1 
fasting. 



Comments: [So/iee/i; this is a daeef 
isnad] 

3392. It was narrated from Ibn ^ 1^ tiji : i^- ^1 -rr^T 
'Abbas an( J ne mentioned e , - \ * ( . . ^ 

the same report. ^ y y^ - " ■ ^ 

Comments: [Its isnad is sfl/ice/i] ^ : £r1j] 

3392 (sic) It was narrated from ^ ^ ^ _ f rrV 

'Abdullah bin Shaqeeq from Ibn ; 

'Abbas (4*)... and he mentioned J* J>. ^ J* J* 

the same report. ^ ^ 

Comments: [Its isnad is sateh] 



3393. It was narrated that al- ^ L r >U :J^^[ ^ -rr^r 

Hakam bin al-A'raj said: I asked ' tf , , , -: , > * 

Ibn 'Abbas (&) about the day of ^ U ^' ^ ^] * ^ 

'Ashoora'. He said: When you see ^£ji^ ijj ^ 

the new moon of al-Muharram, _ ' - , , 

count, and when the ninth day I* ^V^ 1 ^ f>^ 

comes, fast. Yoonus said: I was ^ Jjjfc .^J^ ^ :L> - ^ 

told that al-Hakam said: I said: Is ^ ' " > a ^ ^ ' jjS , ^ . 

that how Muhammad fasted? ^1^' ■ J^* ^' 

Hesaid: Yes [T\To i^l,] :JU Vfe 
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Comments: [Its isnad is saheeh] 

3394. It was narrated that Sa eed 
bin Abil-Hasan said: I was with 
'Abdullah bin 'Abbas and a man J^-^ [ ^} £1^ : "Vli 

asked him: O Ibn 'Abbas, I am a 



man who earns a living from what 



my hands make, and I make these ^1 Jil* ciS :JJ ^>1^JI 

images. He said: I will only tell you * * ,\ * s , - ' , 

what T heard the Messenger of ' ^ J ^ L - :JU L ^ 

Allah (%:) say. I heard him say: s ji J|} 



'Whoever makes an image, Allah, ^ 

may He be glorified and exalted, S ^1 ^ J ^ 1 ^ ^ ^J 1 ^ 1 

will punish him on the Day of ^ tg§ Jj, j ^ ^ 

Resurrection until he breathes the . °' 

soul into it, and he will never be J^J j* ^ t^j-^ jj-^ l** s -J>^ 



able to do that/' The man was very 
upset and his face turned yellow. 



J^Jl 14-3 ^Jt-i ( J>- (.iiOJl ^ ZjJ^ 



Ibn 'Abbas said to him: Woe to 1*3 ^> :JU Mil l^i ^ilL ^) 

you! If you must do that, then * - - s: , - /, ^ t 

make trees and other inanimate ^ ^ JU ^ J ^ U £ ^ 

thin S s * c£i; iM| vili JJ ,Jl>^ 

Comments: [Its isnad is saheeh, al- ; *>. , * , - * - - 

Bukhari (2225) and Muslim ^ JJ ~ ^ <^ J 5 ^ ^ ^ ^ 



(2110)] 



.(TWO : f t (YTYo) :^ ai L-J 



3395. Ibn 'Abbas (*) said: The ^ ^ : ^ _ mo 
Messenger of Allah (fig) instructed , ^' , , ^ '„ , 

us to exit ih ram, so we exited ih ram; ''V* 1 J^3 

regular clothes were worn and t ^j, y - ^'^ 

incense was burned, and intimate ' ^ " ' \ 
relations were had with women. ^UJj! oli^j 

Comments: [A saheeh hadeeth; this [Y*ii\ ] 

is a daeefisnad] ' ^' J 

3396. Tawoos said: Ibn 'Abbas . < *\ m : ^ . 
(^) said: The Prophet (sfe) did not ^ ^ °^ 

pray inside it (the Ka'bah) but he ^ il ^1 Jii :^jli JU 

paused at each of its corners. - * 
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Comments: [A saheeh hadecth; this ^i^' 'Vt- V ■> m 

is a dfl ec/isnajj] ^ - ^ - - r 



3397. It was narrated from Ibn V£ Jjj u^ii :J^UJ-i uil^ -rr*\V 

J Abbas (4-,) that the Messenger of . s . * £ _ , . 

Allah (*£) put Zu/rr and 'Art ^ ^ M J ^> ^ ^ ^ V jU * 

together, and Maghrib and 'JstoT „\}J\j ^Jd\j . ^ ^ 

together, when travelling and ' ' ' / . ' 

when not travelling. [^Vi : ,^Jl>J1j ftU\ Ji 

Comments: [A saheeh hadeefh; this ^ ; _ k ^ 



is a do isnarf because Laith is 
daecj] 

3398, It was narrated that Ibn 
'Abbas (4i>) said: The Messenger f ^ 
of Allah (Jk) broke his fast in <^j^j ^ '-^ ^^J^ 



'Arafah; Ummul-Fadl sent some 
milk to him and he drank it. 



Comments: [Its isnad is saheeh] [Tan : ^ »j] 

3399. Ibn 'Abbas (&) said: The ^ li^ii :J_*U^[ -rTSI 
Messenger of Allah recited s * ^ t . , s , - - - • 
(out loud) in that in which he was ^ l { ? : ^ a £ JU : ^ '^M 
instructed to recite (out loud) and -J\ jj^j t <j ^ M >1 UJ jfe 
he recited quietly in that in which r ^ ^ r , " , * 
he was instructed to recite quietly. : ^ty^ *^i> o£ ^j^ 5 ^ 01 
-and your Lord is never forgetful" ^ ^ ^ p ^ f * m 
[Maryam 19:64]; "Indeed in the ' ' ' " 

Messenger of Allah (Muhammad i^tj] :^1-~Sh) 

y° u nave a g°°d example to 

follow" [al-Ahzab 33:21]. Xwvi) : C "Cf^ 
Comments: [Its isnad is saheeh, al-Bukhari (774)] 

3400. It was narrated from Ibn ^ j^j ^ tili -ft- 
'Abbas (4*) that the Messenger of : it ' 

Allah (3^) married Maimoonah M ^j^-j o\ ' ^ J* 

when he was in ihram. rvv , , t * * ? 

Comments: [Its /snfl^ is saheeh] " ^ 
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3401. It was narrated that Ibn 
'Abbas (4b) said: The Messenger of 
Allah said: "Seek Lailatul-Qadr M J Jli : J IS ^IIp y m \ ^ ^ 
in the last ten nights (of Ramadan), . • . : * . . 
when there are nine days left, or f ^ - ^ - 

five days left, or seven days left/' t^ij i_?Li )l t J£ tj^lj'^l 

Comments: [Its isnad is saheeh, al- fY*sY " 1 1 « : * : aLLI M 

Bukhari (2021)] * CT J ' ^ ^ ^ 

,(T*Y\) : (, *iL^l 

3402. It was narrated that Ibn ^ ^ (ri\/0 -r£-l 
Abbas said: The Messenger of 

Allah (^g) said, relating from his ^j 1 ^ 1 
Lord, may He be glorified and Ci, • *| ■ ' UL' M ■ " uU 

exalted: "Allah decreed good ^ ^ - J f ° 
deeds and bad deeds, then He Zj ^ LL# jJUI 
explained that. Whoever thinks of 



doing a good deed then does not 



do it, Allah will write it down for jU : dJ> jL; jU ^olSliilj olliAII 
him as one complete good deed. ^ ^ ^ _ . # ^ 

If he thinks of doing a good deed ^ «J <UI l^LU: Ui ^ 
and then does it, Allah [may He ^ Jj ^ ^JUi- t iLl5 

be glorified and exalted] will e , * " ' 

write it down for him between ten 'Ijz^ J), ^ J[ 

and seven hundred fold, or many *\ f \ u , A*>~ . ;r 'a . , » 

more. If he thinks of doing a bad 1 , 

deed then he does not do it, Allah ^ ^ ^-r^ ^ %JJ~ 

will write it down for him as one [Y « M 1 ] "!^\* 

complete good deed, and if he ' J "° ' J 

thinks of it then does it, Allah will . t t j ^ ) 
write it down for him as one bad 
deed." 

Comments: [Its isnad is saheeh, al-Bukhari (6491) and Muslim (131)] 

3403. It was narrated from Ibn 
'Abbas (&) that the Prophet (%) 
nibbled some meat from a bone, ■ ^^i- O? 1 0^ 

then he prayed and he did not do f . , c . " -,, s. a * 

niaJoo'. (Jj^r"^^^'^^ 3 ^ 1 

Comments: [Its isnad is snht^/i] LT 5 T j : ^ I jj . 
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3404. It was narrated from ^ ^ ^ ^ _ rt>i 
Sa'eed bin Jubair from Ibn 'Abbas ' 

that the Prophet (jfe) used to xij £ 'y- a'j'y- jc- 

recite in Jumu'ah prayer (Soorat) ^ ^ ^ ,^ 

al-Jumu'ah and al-Munafiqoon. ; - lt \ 

Comments: [Its isnad is sahech] ^ : 0? 1 0? 0* t4j 

3405. It was narrated from Ibn ^ ^ _ rit0 
'Abbas that the husband of Bareerah * s t 

was a black slave who was called o\ *^ 

Mueheeth. I used to see him > * * > : ,> ^ - 

following Bareerah in the streets of ~" ^ - ^ ' - 

Madmah, weeping for her. The u ^ai; to^l 4^ ^ L^J^ 

Prophet gave four rulings : , * ; 

because of her. He ruled that wala' C jl » ^ ^ " JLi 

belongs to the one who manumits ^| U^ij , j££l W^JI 01 L J -^* 

the slave. He gave her the choice . . ,* * s . - - e^.- 

(with regard to divorce) and he :JU - C*^ ^ Ju - ^ 

ordered her to observe 'iddah. And t ^ u J, ^ ^ 

she received charity and gave some ^ 1 / ^ " ' / , ( ^ 

of it as a gift to 'A'ishah (*); she > n : ^ ^ ^ o^ii 

mentioned that to the Prophet [r fl £ T . , j fl £^ ^ 

and he said: "It is charity for her c ' 

and a gift to us." oiU _j : 
Comments: [Its isnad is sfl/iee/]] 

3406. It was narrated from Ibn - ^ -rt-l 
'Abbas (^) that the delegation of '. > ' j ^ s t 
'Abdul-Qais came to the Messenger i*-™!*^* ^ 4=*^ if 53 & ^UaiJl 
of Allah (ft), among whom was al- ^ ^ ^ ^ ^ . t ^ 
Ashajj, from Banu 'Asa r. They said: y " ^ / 

O Prophet of Allah, we are a tribe j^^^ ^4^' 

of Rabee'ah, and between us and < ' \jj Jj| - : £ 1 Jiii ' " *' M 

you are the fc«/far of Mudar; we ^ ' ^ ^ " ' ^ ^ 

cannot come to you except during U13 3 US iilTj El' OJj .1^3 ^ 

the sacred months. Tell us of ^« t£ ^ r , , , 

something that if we follow it, we ^ ^T 1 ^ 1 ^ l J N i N 

will enter Paradise and we can call ^ ^ ^ ^ ^ 
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those who are beyond us to it. And 
he enjoined upon them four things 
and forbade to them four things. 
He enjoined them to worship Allah 
alone and not associate anything 
with Him; to fast Ramadan; to 
perform pilgrimage to the House; 
and to give one fifth of the war 
booty (kltumus). And he forbade 
them to do four things: to drink 
from green glazed pitchers, 
gourds, hollowed-out stumps and 
varnished jars. They said: From 
what should we drink, Messenger 
of Allah? He said: "You should use 
leather skins that are tied at the 
mouth." 

Comments: [Its isnad is saheeh] 

3407. It was narrated from lbn 
'Abbas (v$o) that the delegation of 
'Abdul-Qais came to the Messenger 
of Allah (^te), among whom was al- 
Ashajj from Banu 'Asar„. And he 
narrated a similar report. 

Comments: [Its isnad is saheeh] 



3408, It was narrated that Abu 
Mijlaz said: I asked lbn 'Ulnar 
about Witr and he said: I heard the 
Messenger of Allah (5^) say: "One 
rak'c&x at the end of the night." He 
said: And I asked 'Abdullah bin 
'Abbas (^fe) [about it] and he said: I 
heard the Messenger of Allah (g*) 
say: ''One rak 'ah at the end of the 
night/' 

Comments: [Its isnad is saheeh, 
Muslim (753)] 



i. llli <j \ j$ iUl jl p-*^' 

jjlilj ^L'lMj j^iiAJl ^ ^^Jl 

lot ^Jl ^"l £i^L :Jli 

[ft • V : ^1] jL^I^II JLp 



: Jli Oil lii^ : JbU Cjoi. -rt 'V 



& : N li o Up : J 



iiSy : JjZ ^fe 4JJI J cJU_- : jUi 
4*5 y> : JjZ t§ 4JUI J j-ij caw : JU* 



.(vor) : 



Bit—! 
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3409. It was narrated thai: Ibn 
'Abbas (&) said: When the 
Messenger of Allah died, his 
shield was being held in pledge 
by a Jew for thirty sa's of barley, 
which he took to feed his family. 

Comments: [Its isnad is saheeh] 



3410. It was narrated that 
Yazeed al-Farisi said: I saw the 
Messenger of Allah (^k) in a 
dream at the time of Ibn 'Abbas. 
Yazeed used to write the Mushafs , 
He said: I said to Ibn 'Abbas: I 
saw the Messenger of Allah (^) 
in a dream. Ibn 'Abbas said: The 
Messenger of Allah (jte) used to 
say: ''The Shaitan cannot appear in 
my image. Whoever sees me in a 
dream has truly seen me." Can 
you describe to us the man you 
saw? I said: Yes; I saw a man who 
was neither tall nor short, his skin 
was tanned but more whitish, he 
had a nice smile, his eyes were 
lined with kohl and his features 
were handsome. His beard filled 
from here to here, almost filling 
his upper chest. 'Awf said: I am 
not sure whether this description 
fits. Ibn 'Abbas said: If you had 
seen him in real life you could not 
have described him better than 
this. 

Comments: [Its isnad is do'eef\ 



■J. 



lj ^\ j\i .,p j m ^ ] 

V L'j^lii ojn :Jji oi5 ^ As\ 
("P 1 ^ J-'j 'J** ^ 

: V^lj ^JJl ji^Ji 
J Cr^Y/^) ok ^ jui 

,|Jla ji C-iLl^-l U aL^JI 
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3411. It was narrated from Ibn . -| u , 

'Abbas (*): We travelled with the ^ ^ ^ ^ ^ 
Messenger of Allah between ^'-^ ^1 i-lI^ ^ 

Makkah and Mad inah, not fearing .7 ^ ^ . , . „ 

anything but Allah, may He be '„ cr 

glorified and exalted, and praying .^^j jL^ ^Jj ijUj 

two rak'ahs [i.e., shortening the 

prayers]. * [1AST : ^'-> ] 



Comments: [A saheeh hadeeth] 



3412. It was narrated that Ibn 
'Abbas (4b) said: The Messenger 
of Allah {^) married Maimoonah 4^ ^ *oU^ ^ <Ul xi- jUii 
bint al-Harith when he was in \ >- . > 
///ram. ^ f ^ ^ f l 
Comments: [Its isnad is qauji, al- ^ ^ 

Bukhari (1837) and Muslim TYoi I 1 

(1410)] ' "<^ J 

3413. It was narrated that Ibn : - ^ ^ j ?• iLA-^ ul*- -rur 
'Abbas (Jk) said: The Messenger " * ' 

of Allah (^g) got married when he ^ j j** If- l ^ 

was in ihram. > ,^ .. . ^ 

Comments: [Its isnflti is sate/i al- ' / / , 

Bukhari (1837) and Muslim 0^ : >J *S 

(1410)] 

3414. It was narrated from Ibn - ^ - ^ _ rnt 
'Abbas (^) that when the Prophet ' , 

(■2^) prostrated, the whiteness of 4 5^-^ if iJL^^ lOLX- 

his armpits could be seen whilst ^ - : ilM . s i, - * . 

he was prostrating. * - — ^ y 

Comments: [Saheeh because of [Yi '° : " i T U >*J ^1 

corroborating evidence; this is a . . , t • i 

ifl ef/ isnad] " , \ t ° 

3415. It was narrated that Ibn ^ £^ ^ -me 
'Abbas (Jfej) said: On the day of at- ' , / , f 
Ta'if, the Messenger of Allah (&) : ^ lJ a- 1 ^ a? 1 ^ ^r^ 31 
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manumitted whoever of the „ * . f . „ * , , 

slaves of the mushrikeen came out C> ^ f>- * ^ ^ l 

tohim " ^! 

Comments: [Hasan because of 

corroborating evidence; this is a " | A 0-*" '• gij*^ 

da'eef isnad] j^j ^Jj^ ;U?jl ^ ^U^Ji 

3416, It was narrated that Ibn 
'Abbas (4*) said: The Messenger of 
Allah said: 'There is no prosti- ^ JL^- J, jljl^ ^ <.^L^J?i 
tution of slave girls in Islam. Who- ^ * , . - - - ' *. 
ever engaged in such prostitution ^ H : ^ ^ J ^ Jli :Jli 
during the Jahiliyyah (and a child j j,^ - ,^^\ J siiLli 
was born as a result), the child is to " 4 . 

be attributed to the owners (of the u*J "t-r*^. AS ^^ 1 ^ 

slave girl), and whoever claims a { - > <f- { - i > 

child outside of marriage does not * * - 

inherit from (the child) and cannot ^L*j> t0j _*J : 

be inherited from (by the child). , . - u . 

Comments: [Hasan because of corroborating evidence; this is a da'eef isnad] 

3417. It was narrated that Ibn 'Abbas ^ ^ ^ _ r£w 
(Jfc.) said: as-Sa'b bin Jaththamah gave 

the Messenger of Allah (^&) an onager ^ 4 ,4^" 0? 0^ ,,k r^ > " I 1 *" 

[that he had hunted] when he was 
in ihram and he returned it and 



said: "Were it not that we are in tjy^ >*j J^j ^ Jjl JjJ-j 

ihram, we would have accepted it *t - - - >s - 

from you." ^ L1 N > :JL ^ ^ aJ > 

Comments: [Its isnad is saheeh, [\or« : *>-M .njjl. 

Muslim (1194)] C * ' 

3418. It was narrated from Ibn ^ ttU*^ J-*-* ^ tliJL>- — rfc^A 

'Abbas that the Messenger of ' t - * ' , ^ ^ 

Allah («s) granted a concession ^ ^ 0^ 0^ ^ tSa O 

allowing cloth dyed with saffron ^ Jj t jy^ ^ ^, ^ 

so long as there was no dust or \ " J ' \ ' " / 

excess dye on it. 5j ^ j*J ^ t^ J a ^ Jl ^^Jl ^ 

Comments: [Hfjs^n because of [rru . , ] >i : 

corroborating evidence; this is a L 

.^IHjUt- >- >. a*.si)j t oil? jl ^ ^Lhu>J1 ^j-J-iJ Jjus I l-Uj t i>jSl >- I 
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3419. It was narrated that Ibn 
'Abbas (4k) said: When Abu Talib 
foil sick, a group of Quraish entered 
upon him, among whom was Abu 
Jahl, and they said: O Abu Talib, 
your brother's son insults our gods, 
and he says such and such, and he 
does such and such. Send for him 
and tell him to stop. So Abu Talib 
sent for him. There was only room 
for one man to sit near Abu Talib, 
and [Abu Jahl] was afraid that if the 
Prophet (^) entered upon his 
uncle, he might offer him that spot, 
so he jumped up and sat in that 
spot. When the Prophet ($&) 
entered, he could not find any- 
where to sit except a spot by the 
door, so he sat there, Abu Talib 
said: O son of my brother, your 
people are complaining about you 
and they say that you insult their 
gods, and you say such and such, 
and you do such and such. He said: 
"O uncle, all I want from them is to 
believe in one word by means of 
which all the Arabs will submit to 
them and the non-Arabs will pay 
them jizyah" They said: What is it? 
Yes, by your father, we will give 
you ten (words). He said: "La ilaha 
illalla f i." They got up, dusting off 
their garments and saying, Has he 
made the alihah (gods) (all) into 
One Ilah (God - Allah). Verily, this 
is a curious thing! [Sad 38:5] Then 
he recited until he reached the 
words, "Nay, but they have not 
tasted (My) Torment!" [Sad 38:5-8]. 

Comments: [Its isnad is da'eefl 



y\ ^j** J i^y ^l^ - i>-3 ^-JQ? 

0153 ^Jii j^l J^Li :JU i^JU dl 
iOii- ij (jji o jl ^ r^l 

' - - j £ i * 

^» : jLi JjLi} lJJ^ U3 : l^li 

p^jlJJ o^ii^ jt^j \ : J\ji '(<lU1 4JI 

^ J^- V) p : JlJ 4*Cf 1^ 
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3420. It was narrated from Ibn ^ ^<j, gj£ : ^ ^ -W 
'Abbas (4>) from the Prophet (afe): ^ u - , 

He said: A woman came to him ^'1 .j* <. J^r J> ±^ j*- tj^' f4-^> 
and said: My mother has died and . >.« ■„ „ s - * 
she owed the fast of the month of ^ ^ - * f \ 

Ramadan; should I make it up on t ^\^> Lfc^-j ^! 

her behalf? He said: "Do you think ^ - - - 

that if she owed a debt, you would ^ ^ ^ > : JU ^ 

pay it off?'' She said: Yes. He said: s ^ Jj| .^j ^iL^ijE 

"The debt of Allah, may He be i , s . 

glorified and exalted, is more [u_n : ' t( ^^ 01 ^ J^j 

deserving of being paid off ." . „ . 

Comments: [Its iznad i.s saheeh, al- f\\*A) 
Bukhari (1953) and Muslim 
(1148)] 

3421- It was narrated that Ibn _ ^ u g*^ . ^ ^ ^ _ rm 
'Abbas (\^b) said: The Messenger of / * ' _ ^ ^ 

Allah (^) said: "The previously ^ ^ - cr~ > ^ ^ 

married woman has more rieht to ^ », - . > 

decide concerning herself (her v ■ y _ y - 
marriage) than her guardian and jUS'l" Jjl J^-j JLJ :J*i 

the virgin should be consulted . ^ 6 ^t >>j { - * 

concerning herself (her marriage), 4 J ; J * ^ L * - * ; 

and her silence is her approval/' [ \ AAA : .flLi^lyl Lf-JLij 

Comments: [Its ;sttad is saheeh, 

Muslim (1421)] -O m ) : f , „M : 

3422. It was narrated that Ibn ^j, ^j- ^ _ rm 

'Abbas said: Which of the ^ . - , , 

two recitations do you think came oi' ^ j^^ 1 

first? They said: The recitation of > . {- 0 - t s» ; *t 'u- 

Abdullah. He said: No; rather it . v . 

was the last one. The Quran was jl5 tS^rVl j^* Jj ; JU .Jill -up 
reviewed with the Messenger of ^ . - *- *• » 

Allah (&) once every year, and in & ^ ^ « ^ l 
the year in which he died it was J, ^JJl ^UJl d\S Uii 

reviewed with him twice, and 



'Abdullah learned that, thus he ^ ^ (rir/0 

knew what had been abrogated [ Y £<U : .Jjl Uj il^ U 

and what had been changed. ^ 

Comments: [Its isrtt?^ is saheeh] ,^>^> : ge^" 
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3423. It was narrated that Ibn 
'Abbas (<&) said; The Messenger of 
Allah (^e) ruled concerning a 
mukatab (a slave who has a contract 
of manumission), if he is killed, the 
diyah of a free man should be paid, 
commensurate with how much of 
his contract of manumission he 
had paid off, and the rest should be 
paid as the diyah of a slave. 

Comments: [Its isnad is saheeh] 

3424. It was narrated thatTkrimah 
said; I was sitting with Zaid bin 'Ali 
in Madinah, and an old man called 
Shurahbeel Abu Sa'd came past. He 
said: O Abu Sa'd, where have you 
come from? He said: From Ameer 
al-Mu'mineen; 1 narrated a hadeeth 
to him and he said: If this hadeeth is 
true, that is dearer to me than red 
camels. He said: Tell it to the people. 
He said: I heard Ibn 'Abbas say: The 
Messenger of Allah (^) said: "There 
is no Muslim for whom two 
daughters live, and he treats them 
kindly so long as they are with him - 
or so long as he is with them - but 
they will admit him to Paradise." 

Comments: [Hasan because of 
corroborating evidence; this is a 
da'eef isnad] 



3425. It was narrated that Ibn 

'Abbas (4*>) said: The Messenger of 
Allah was the most generous 
of people in doing good, and he 
was at his most generous in 
Ramadan when Jibreel met with 
him. Jibreel would meet him every 
night in Ramadan until the month 



o^ 1 if If <>Jr* if 

J>\^\ tfj^. :JJi tijj- -rtrt 
c-15* :Jli 4j> J*j> t^^d If 



:Jii .pjiJl *j >±jjJ- : (J vl .^-illl 

[TWi .«£^Ji :a^l 

Jj-ij jl5 ; JU ,^up ^jI tilp ^ ^JJi 
U Sj^-I i jJ^l ^ flji 

jl5j t Ju j*?- aLiL oL^j ^* 
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was over, and the Messenger of 
Allah (#5) would review the 
Qur'an with him. When Jibreel met 
with him, the Messenger of Allah 
{SUsO would be more generous than 
the blowing wind. 
Comments: [Its isnad is saheeh] 



3426. It was narrated that Ibn 
'Abbas said; The Messenger 
of Allah said: "Wear white 
garments, for they are among the 
best of your garments, and 
shroud your dead in them. And 
the best of your kohl is antimony; 
it makes the hair grow and makes 
the vision clear," 

Comments: [Its two isnads are 
qawi] 



3427. It was narrated that Ibn 
Abi Mulaikah said: 1 wrote to Ibn 
'Abbas and he wrote to me 
saying: The Messenger of Allah 
(^) said: "The one against whom 
a claim is made should swear an 
oath. If people were given in 
accordance with their claims, 
some people would make claims 
against others' wealth and lives." 

Comments: [Its isnad is saheeh, al- 
Bukhari (2514) and Muslim 
(1711)1 

3428. It was narrated from Ibn 
'Abbas (4) from the Prophet 
concerning a man who has 



1 j^-i J** oU^j j> <£j j£ j,^- ;ui: 

.(Y Y" * a) 

Ci^ Jl -rm 

Jjl JuP ^ ulli^ iiO^' 
.^aJl j&lj yll\ sLZ 2l cJui^l 

^ £u tfjU- Ji -rtrv 

Jl jl l^S :JLi &Ju ^5 Ji 
h\* :JIj ^ Jjij 0! :j! 

ji^i >ui tjUijpi. 

:^LU : J^IS" r 1 \i : Jb- -riYA 

Jl t Ij> Jp jLLiil tQap 
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intercourse with his wife when 
she is menstruating. He said: "Let 
him give a dinar in charity, and if 
he cannot do that, then half a 
dinar. 

Comments; [Saheeh mowqoof; this is 
a da'eef jiddan (very weak) isnad] 

3429. It was narrated from Abu 
Jamrah - 'Affan said: Abu Jam rah 
told us - from Ibn 'Abbas 
who said: The Messenger of Allah 

stayed in Makkah for thirteen 
years and in Madinah for ten 
years, receiving Revelation, and 
he died when he was sixty-three 
years old. 

Comments: [Its isnad is saheeh] 

3430. It was narrated from Ibn 
'Abbas (4) that the Prophet 
used to deliver khutbahs leaning on 
a palm trunk. When the minhar was 
made and he moved to it, the trunk 
groaned. The Messenger of Allah 

went to it and embraced it, 
and it fell si)ent. He said: "If I did 
not embrace it, it would have 
groaned until the Day of 
Resurrection/' 

Comments: [Its isnad is saheeh] 

3431. A similar report was 
narrated from Anas, 

Comments: [Its isnad is saheeh] 



3432. It was narrated from Ibn 
'Abbas and from Thabit from 
Anas that the Prophet (%) used 
to deliver the khutbah leaning on a 



[ YT * \ 



: J IS jUp J Li _ s^Ij^ ^1 lU**- 
.(yvm) 
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palm trunk... And he narrated a , L :f . , . - - 

similar report. ^ ° ^ , : ^ ^ ^ - 

Comments: [Its isttflrf is sahech] J! ^ 

[YYT"\ i^lj] 

3433. It was narrated that Ibn ^ - ^ - J^J ^ -rlfr 
'Abbas said; The Messenger ^ / „ , 

of Allah (-jfe) ate some meat from Sj^ 0^ y- -Jtjr? -J*) y ^ 

a bone, then he prayed and he did 
not do ivudoo. 

Comments: [A hndeeth saheeh and [T^AA '.£*r\j\ 

its isnad is da'cef] 

3434. It was narrated from Ibn ^ ^ - ^ -rtrt 
'Abbas concerning the verse/' So ^' ; 

if they come to you (O Muhammad t^^SU ji- ^^-^ ^ ^^-M 
(ft)), either judge between them, ^ ' • & ^ 

or turn away from them. If you * r ' ^ ^ ^ ■ ^ * 
turn away from them, they cannot J?j£ ^ J*i-1 ^ jJ>tt£ 
hurt you in the least And if you ^ ^ „ r , * v . ^„ ^ 
judge, judge with justice between ^ C*-* 

them. Verily, Allah loves those . : /.\\ ^\ i-^-^ ^ 

who act justly" [al-Ma'idah 5:42] . tf , , „ - > 
that he said: If Banun-Nadeer 'H ^ l A Jl5 :JU (ir :^UI) 
killed a man of Banu Quraizah, ^ ; 4 «u ^ t ^ J ^ ^ 1 

they would pay them half a diyah, / 1 ' > , ^ - 

but if Banu Quraizah killed a man ^ ^[j 

of Banun-Nadeer, they would pay ^ \^ ^ ^ ^ t 
them the diyofr in full. But the ^ J ' ' ~ 

Messenger of Allah (&) made the [r r U : ^ij] .1^1 ^ lw 

diyah the same for both. 



Comments: [A hasan kadeeth] 



3435. It was narrated from ibn (r\i j\) 'J tiJb- »riro 

'Abbas, and he attributed it to the , - ^ ^ s „ ^ 

Prophet (^gg), that women who are ijl^J ^lilj ^ y ^J-^- 

bleeding following childbirth and ^ :^ ^lli J[ ^3 J>\ J< 

menstruating women should do " ; > / . * '» ^ > 

^/i«s/ and enter i/iram, and do all ^^"3 'f^J u^^^ ^LJiLSl 

the rituals (of Hajj), but they 
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should not circumambulate the ^ , ^ , , . * , t , , 

Ka'bah until they become pure. ^ dl ^ ^ 

Comments: [Hasan because of J^>- 
corroborating evidence; this is a 

da'eef isnad] <.^*^> «J jl^ Uu^ *. flj _iJ ig^" 



3436. It was narrated that Ibn y, U5o^- : U-ii ^ -rtn 
'Abbas (4*) said: The Prophet , , „ v " 

used to prostrate in (Soorat) Sad. ^^r 1 ^ : Jli ^ 

Comments: [A hadeeth; this [Y^n Ji jJ^Z 
is a da'eef isnad] 

3437. It was narrated that fbn ' ^ . ^ ^ _ nf 

'Abbas (4) said: I prayed with ^ J ' ^ ^ " 

the Prophet (^c). I stood beside : o^ 1 0* ^ i^ 1 

him on his left, and he took hold . - ^ jj ' * * ^: ^ ^ , * ^ 

of me and made me stand on his °* ^ ^ ^' f 

right. And Ibn 'Abbas said: At :JLj ^ ^JLiti t5 jUJ 
that time I was ten years old. 

Comments: [A saheeh hadeeth, apart 

from the words, "At that time I [H\T 
was ten years old/' which was 

narrated only by Rishdeen (one ^' t ^-^ •{H J *J 

of the narrators)] ^ ^ ^ ^ . ^ 

3438. It was narrated that 'Ata' ■ ^ ^ ^ !; ^ _ nfA 
bm as-Sa'ib said: We were invited - ^ *" , , 

to a meal and Sa'eed bin Jubair and f 1 ^ l^j-i : tJ Li ^JliM 

Miqsam the freed slave of Ibn . .> , - „ ■ , 

J Abbas (*) were among us. When ^ V- ^ f r k fy 

the food was served, Sa'eed said: ^UIJI JJ U Jj£ : 1^ ^ uLjl 

Have you all heard that was said /> . : e \ s ^ * , „ * ^ 

concerning food? Miqsam said: O & r & ^ ^ ^ : r~^ jL > 

Abu 'Abdullah, tell those who Jtj ;ju f J,\ JjS. ;<jUi ^ 

have not heard. He said: Ibn > ff ^ ' 5 t , 

'Abbas said: The Messenger of <^ ^ f UJaJl ^ ^ B -M^^^j 

Allah fe) said: "When food is • ^3 t ^ ^ ^ ^ ^3 

served, do not eat from the middle, ' * " , 

for the blessing (harakah) descends [TVr * : ^ij] Jl^U- }i laS^ 



J 
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in the middle of it; eat from the 
edges (or the sides)." 

Comments: [A hasan hadeeth] 

3439. It was narrated from Ibn 
'Abbas (4) that 'Umar (&) wit- 
nessed the Prophet's verdict 
concerning that. Hamal bin Malik 
bin an-Nabighah came and said: I 
was between two women and one 
of them struck the other with a 
tent-pole, killing her and her 
foetus. The Messenger of Allah 
ruled that a male or female 
slave be given (as diyah) for her 
foetus and that she should be 
executed. 

Comments; [Its isnad is saheeh] 



3440* It was narrated from Ibn 
'Abbas that Khidham Abu Wadee'ah 
gave his daughter in marriage to a 
man. She came to the Prophet 
and complained that she had been 
given in marriage against her 
wishes- The Prophet (sfe) separated 
her from her husband and said: 
"Do not force them." And after 
that she married Abu Lubabah al- 
Ansari, and she was previously 
married. 

Comments: [Its isnad is da'ccj\ 



j tuj j+i £1 \-; y 



■7^ y 



Ujhijj-l c^'jjajs l^I^jI /jIj :Jlii 

^ >^ l LjLl>- j L^lilai ^oJLm 

Os?) ^ ^ 
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3441. A similar report was 
narrated from Ibn 'Abbas (4*) and 



added: Later on she came and ^L-r^Jl ?lk£ ^j^- : J li g'JL 

told him that he had been >* t * , ' , 

intimate with her and he did not ^ ^ * ■ r t0 >~ 

let her go back to her first J\ ^y, j{ t^lJ lI^U jj if 

husband, and he said: "O Allah, if ^ ' , . - ^ ^ "1 . ^ . i >£ , , 

he is divorcing her so that she can 01 AjL ^ 1 015 ^ r^'" : JU J J^' 1 

become permissible for Rifa'ah, *j 3 ^ * ^Li J 

her marriage to him should never ^ _ ' . ^ 

take place again/' Then she came <. ^>-&%r ^ '^J-j JZ Ul c^l 
to Abu Bakr and 'Umar during 
their caliphates and they did not 

let her (go back to her first .^L-S -_ v _> oU 
husband). 

Comments: [Its isnad is rfa'ee/" like 
the previous report] 

3442. It was narrated from Ibn ^| : JU ^\yj\ £JU -rtiY 

'Abbas that as he was circumam- ^ > .f > . * 

bulating the Ka'bah, the Prophet J1 :J >^ 1 ^>r 

m passed by a man who was ^ M :^C* ^1 ^ lLjLL 

leading another man by a string , , % .. .. / 

through his nose. The Prophet J >^ 9^^- ^lixJL j^j ^ 

fe) cut it and told him to lead r ^ > r r - .rf . - r . 

him by the hand. ^ ^ 

Comments: [Its isnarf is saheeh, al- [mr J ' ^ 
Bukhari (1621)] 

3 A 4 u 4 L 3 ' ^Tf narrated from Ibn & ^ ^ J^i ^ -rur 

Abbas (&) that as he was 7) , t . , 

circumambulating the Ka'bah, the Jjp-S/I jL-^ ^3?^ : <J^ £^ 

Prophet (jgg) passed by a man who ^ s !( . . '. ( 

tied his hand to the hand of ^ V U ^.^/^ ^ 

another with a strip of leather or a ^ oUJL il^L 3^3 "J, 

thread or something else. The ^ - ^ " . 

Prophet (gj) cut it and said: "Lead jl ; r^? > ! ^ 

him by the hand." :JU 5§g ULS ,iUi > 



Comments: [Its r'snarf is saheeh, al- rr(4 n 

Bukhari (1620)] Lri£T : C?" ,jJ 
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OLi^ U^-l lilj^Jl jl£ GIU- -rut 



3444, It was narrated that Ibn 
'Abbas (4*) said: The Prophet (gfe) 
passed by some people who were ^ ^Jr^ ji ^3 0* i^ll^^M 
shooting arrows and he said: , \. - , t . .... °, 

Shoot, O sons of Isma eel, for ^ r ^ - ^ ^ ™ 

your father was an archer/' tJ^LL^j ^ ^yjt 

Comments: [Its isnad is saheeh] ^ *J^j 

3445. It was narrated that Salim i-'-'t ■ -i^u V- u>>\- 
bin Abil-Ja d said: A man came to s 

Ibn 'Abbas,,, And he narrated the ^ ,J> * <Ul ^r^. J* 

hadeeth. Then he said: I heard your ^ '\ ]\ V" 'U- ' -Jli JLiAh 

Prophet (^) say: "The slain one will ^ ' & ^ ^ J ' 

come on the Day of Resurrection, cJUJ- JUL)} :JlS t^L.jL>Jl ^Sji 

holding his head - either he said, in - 1 * > , . . * , 

his left hand, or in his right hand - ^ ^ l f>- J > JUJ| V^-* ; J >» ^ 

with the veins of his neck flowing _ ^ faj ^ 

with blood, before the Throne of the _ 7 * ; / ^ ^ ? . 

Most Merciful may He be blessed u^'J- ^J^J 

and exalted, saying: O Lord, ask this ^ : Jtf-j 

one why he killed me." 1 " * ** 

Comments: [A saheeh hadeeth] [ ^ M : CfF ^ 



3446. It was narrated that 
Ibraheem said: I heard that when 
the Prophet (^) prostrated, the ^ i Jx^ t -J Li ?^ v s\ J* <■ jy^* 
whiteness of his armpits could be , ^ , ^ ^ ^ 
seen. ' ^ " ^ * 
Comments: [Its isnad is da ^i^i ^ t4 JU^ ol^l : 

because it is mursfl/] t „ , * 

3447. A similar report was - ^ ^ :^^&;U-ruv 
narrated from Ibn 'Abbas (&) from * r 

the Prophet (^). o? 1 0^ ^i!^^ 1 ^ 

Comments: [Saheeh because of [Ti*o : ^rlj] ^iJl ^ JjLJj 

corroborating evidence; this is a "' 
da'ttfisj-iac/] 
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3448. It was narrated that Ibn * x V*' t-'X • -i* a n V- i^ 15 . - 
Abbas (&) said: The Messenger * ' 

of Allah said; "Teach and Jli : J^^-^^'^ 

make things easy, do not make 



things difficult. If you get angry 



tij^-y; ij^jj ti^iu* :^4jji 



then keep quiet; if you get angry idi^li c ' lilj c^S^Li 
then keep quiet; if you get angry " . * - " - 

then keep quiet." " " " [Y<50 ^ : ^ 

Comments: [Hasan because of ^_L^j> jL^j iJUj tfi ^iJ : ffi/^ 

corroborating evidence; this is a * i ■ t 

da'cefisnad] 

3449. It was narrated from Ibn jl\ U^ii : J Li Jlj^Jl jl^ LJj^ -riM 
'Abbas that a man came to the - - , 

Prophet and said: I have not ^ ^ ^ ^ ^ :JU ff> 

come near my wife since watering ^ j{ ^| ^ t jj^J ^UJl 

the palm trees. - Watering the palm * tt ,e * t ^ - ' ' a " ' -s 

trees refers to when they were ^ J^ 1 , <J ^ : ^ 2fe J^ 1 ^ 

pollinated and left for forty days, ^ j^j -f ^ ( 

and were not watered after 



pollination - and I found a man with p ^s.y ji 
my wife. And her husband was ^ r -.j 

white with thin legs and straight " ' ~* ^ J J ^ 

hair, and the one concerning whom ^'r' 1 £• cJu-y :JU _ jUNl 

she was accused had chubby legs 



and was darkish with very curly 



hair The Messenger of Allah (gdg) ^I^Ul J[ jii jij ^jJij 

said: "O Allah, show us. O Allah . ^ * , , ^ ."J 

show us." Then he made them r^ 1 * ^' ^ 

engage m inm. And she gave birth i^uJ ^ *2 ^ ^ 

to a boy who resembled the man "* t 

concerning whom she was accused. [VWl -^Ij] ^JJl <J^_ jJ^ 

Comments: [Its isnfld is saheeh] . , . 

3450. It was narrated that Ibn ^ * 0, 

'Abbas said: Shall I not tell you . *| . - UJ . * Lkp ' ' iLJ ' 

about the wudoo' of the Messenger ^ ^ " ^ J ^ S ^ 

of Allah (3^)? He called for water, ^JJl JjJ-^ ^'r^ 1 : J li 

then he started scooping with his - ^ * . ' - 

right hand then pouring it over his r> UAi V * 

lLlfthand ' [Tin \^\^.^-^\j^L^ 
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Comments: [Its isnad is saheeh] 

3451. it was narrated from Ibn 
'Abbas (4*) that he said: I was 
standing beside the Messenger of 
Allah {^) on his left, and he 
brought me round and made me 
stand on his right. 

Comments: [Its isnad is saheeh] 



3452. It was narrated that Ibn 
'Abbas said: The Messenger of 
Allah (3^) passed by a sheep 
belonging to Maimoonah that had 
died, and he said: "Why don't you 
make use of its hide?" They said: 
How can we, when it is maitah (i.e., 
it died of natural causes)? He said: 
"Only its meat was forbidden." 
Ma'mar said: az-Zuhri thought 
that tanning was not necessary and 
he said: It can be made use of in 
any case. 

Comments: [Its isnad is saheeh, al- 
Bukhari (1492) and Muslim 
(363)] 

3453. It was narrated from 'Ata' 
bin Yasar that he heard Ibn 
'Abbas (&) say: The Prophet 

did wudoo' then he took a piece of 
meat from the shoulder and ate, 
then he went to pray and did not 
do wudoo' (again). 

Comments: [Its isrtad is saheeh, al- 
Bukhari (207) and Muslim (354)] 



3454. It was narrated that Ibn 
'Abbas (&) said: I came to the 
Prophet (2g) during the Farewell 



J>ij Jl : <J^ ^' 

^ ^^Ui ^ISS t5 JLU Jl jiil 

r ' - - - * ; 

:JUii V<£* t, ^j'-^j : IjJli (( 14=1*1 

JS Jj> I* ^ ^Ulil #1 



.crir) 



p *Jj^ ^ 



_ i 5 



■r 4 



<Y<V) 



c ^ 



xroi) 



.yjs u^ii ijij'Ji ^ -riot 
" iy^ 1 " l?- J*^ 1 ^3 
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Pilgrimage - or he said: on the . . . c , * ■* 

day of the conquest (of Makkah) - : ^ ^ ^ ^ ^ ^ ^ y, M 

when he was praying, and al-Fadl ; J Li "i _ ^ J 3fe J! ^ 

and I were riding one behind the „ ..^ , : „ ^ ^ ; ,L 

other on a female donkey. We J-^'j ^ ^ J-^' _ fji 

passed in front of the row, then d£ UiJI G&a otf Jp 

we dismounted and joined the . . - > * 

row, and the female donkey was £^ ^ f-fc^ 1 0~! j* 1 ' ^^'j t^LJiJl lll^o 

passing in front of them but it did - r.^, . »- ? . 

not interrupt their prayer. Abdul- / ^ ^ J ~ 

A' la said: I was riding behind al- JLai ^ Jj! 1 0^1 J^aih 

Fadl on a female donkey, and we * " * 

came when the Prophet of Allah tm> : t" lj] '^^ ,lJ H 

fe) was leading the people in (e , 0 t . 

prayer in Mina. 1 ^ L t: - 

Comments: [Its jsjumJ is sahech, Muslim (504)] 

3455. It was narrated from Ibn y yj^ ^ : ^y^\ ^ ^ _ tico 

'Abbas that when the Prophet ~ , , r . ' " ( >f 

{%) saw the images in the House ^ 0^ j**^Afr ^ 

- i.e. the Ka'bah - he did not ^ -ji ; 3^1 ^ uj m 

enter, and he ordered that they be - - ^ 

erased. And he saw (an image of) ^33 ^-U^ 4-j tVij 

Ibraheem and Isma'eel (as) with •( * - fi|1 - . 

divining arrows m their hands - \ - ^ l ~ ^ * ^ / 

and he said: "May Allah kill U «Iuj ^Elii :JU* 

them; they never cast arrows." t , B ^ 0 

Comments: [Its wttfld is sahech, al- CT J I - 

Bukhari (3352)] >(rraY) . ± ^ 



-L*Ji ^ LiyiJii :Jii ^ 



3456. It was narrated from Ibn 
'Abbas (4) that the Prophet (jjg) 

said: "Seek it [Lflifflfflf-Qfltfr] in the ^ : J 1 0* ^ 
last ten (nights of Ramadan), on 
the twenty-first or the twenty-fifth 

or the twenty-third." t^il: i-^L>- )i t^ij ^ l y^^'Vl 

Comments: [Its isnad is Sflte/i, al- [ \ * 0 y - 1 ] ,« ^ ^|_^ • { 

Bukhari (2021)] ^ c ' ; 

.(t * t \ ) : ^ t ^r^-^ ajL-^rJ : ^jpiu 

3457. It was narrated that Ibn - ^ . j,^, ^ ^ _ ruy 
'Abbas (^) said: The Prophet (^) ^ ' J ' f p 

was treated with cupping by a ^ ^t!*?^ 1 0^ ^J>^-Nl ^U- 
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slave belonging to Banu Bayadah, 
and the Prophet (^.) gave him his 
fee. If it were ha ram, he would 
not have given it to him. And he 
told his masters to reduce some of 
the share of his earnings (that 
they took). 

Comments: [Its isnad is sahceh, al- 
Bukhari (2103) and Muslim 
(1202)] 

3458. It was narrated that Ibn 
'Abbas said: The Messenger 
of Allah cursed effeminate 

men and women who imitate 
men. 

Comments: fits isnad is saheeh, al- 
Bukhari (6834)] 



3459* It was narrated that Ibn 
'Abbas (4*) said: I was in the house 
of Maimoonah and the Prophet 
(£te) got up to pray at night. I got 
up and stood on his left, and he 
took me by the hand and made me 
stand on his right. Then he prayed 
thirteen rak'ahs and 1 estimated the 
length of time he stood in each 
rak'ah as being as long as it takes to 
recite Ya ayyuhal-Muzzammil 
[Soorat al-Muzzammi] 73:1]. 

Comments: [Its isnad is saheeh] 

3460. It was narrated that Ibn 
'Abbas (Jk) said: The Messenger 
of Allah set out for Makkah 
during the year of the conquest in 
the month of Ramadan, and he 
continued to fast until he reached 
al-Kadeed, then he broke his fast. 



^ aIp <3~il -JL3 



[woo i^ij .^r^ 



2k 



[\<U\ ^Ij ..L^l 



o ^ ^ : jK^Jl _lp Uii^ ~rt°^ 



fli jfe M J^3 : Jli ^ 
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Comments: [Its iswid is saheeh, al- . / U(( v ,. ... 

Bukhari (1944) and Muslim r t0 ^° C^^! ' ff^ 
(1113)] .<nir) 

3460. (sic) It was narrated that ^ ^ -j,^, ^ ^ - p nv 
Ibn 'Abbas (\&) said: The Messenger " * , 

of Allah (sfe) set out for Makkah 0* '^l ^ ^ -AM ^ ^i/V 1 y ^ 

during the year of the conquest in - u ^ J]; ^ . ^ 

the month of Ramadan, and he ^ ' [ ^ , , s * ,' 

continued to fast until he passed by f 1 ^ ^O^j ^ J> ^ J[ 

a stream on the way, and that was j jjj^ tJ Jj, j ^ ^ 

at the time of the noonday heat. ; , > , \ s ' ; '\ ; / 

The people got thirsty and they ,^4^ : <J^ ^S^ 1 

began craning their necks, longing : ju ^ -^Jjf ^ 4 -^j 

for the water. The Messenger of ' * , 

Allah called for a vessel of ^ ^ 3§S 

water, then he held it up in his Op li Sj oJ c 

hand so that the people could see ' ^ 

it, then he drank and the people Ha^Y .^lUl 

drank. 

(£TVA) :^ .^t^^ djLI 
Comments: [Its isnad is saheeh f al- w " ' ( 

Bukhari (4278)] 

3461. Ibn Juraij narrated: I heard . jtf ^ ^ ^ ^ 
'Ata' say: I heard Ibn 'Abbas say: 

There was a sheep that belonged to : £Uip <LX+-* : JU ^J^i ^1 l^lil 
one of the wives of the Prophet ($5) 3 * <r ^ \= . . 

and it died. The Prophet fe) said; ^ : A ^ JU - ^ ^ 
"Why don t you take its hide and Ji; _ s£p j£ 

make use of it?" * " 

Comments: [Its isnad is saheeh, al- - ^ ji - ° U : J >- 



Bukhari (1492) and Muslim * :t, Vi ;: r : ^ , *u - . v 

ATM) : f t(\MT) :^ : 

3 l 6 ^M^ iqSam the freed slave of & ^ -rmr 

'Abdullah bin al-Harith bin Nawfal ' _ 

narrated that Ibn 'Abbas told him: I : <J^ ^Sjr *J>) -geyr 



Musnad of 'Abdullah bin al-' Abbas 231 



was with 'Urnar when Sa'd and 
Ibn 'Umar asked him about wiping 
over the khuffain, and 'Umar agreed 
with Sa'd. Ibn 'Abbas said: I said: O 
Sa'd, we know that the Prophet (sfe) 
wiped over his khujfuin, but was it 
before or after al-Ma'idah? He said: 
No one should tell you that the 
Prophet wiped over them after 
al-Ma'idah was revealed. And 
'Umar remained silent. 

Comments: [Its isnad is da'eef] 



3463. 'Umar bin 'Ata' bin Abil- 
Khuwar narrated that he heard Ibn 
'Abbas say: Whilst the Messenger of 
Allah (^) was eating a bone with 
some meat on it, the mu'adhdhin 
came to him, so he put it down and 
got up to pray, and he did not do 
wadoo. 

Comments: [Us isnad is saheeh] 



4jLw 'y^ 'ji* U :Jli e^-l 

.^li sLS^i .jjgUJI v-Jjji L**^* 
[Y<Wo r^ij] 



: 



go** 5 



3464. Sulaiman bin Yasar 
narrated that he heard Ibn 'Abbas 
(&) and saw Abu Hurairah (4?) 
doing wudoo'. He said: Do you 
know because of what I am doing 
wudoo'? He said: No. He said: I am 
doing wudoo' because I ate some 
pieces of dried yoghurt. Ibn 'Abbas 
said: I do not care because of what 
you are doing wudoo'. I bear 
witness that I saw the Messenger of 



y Jl*^ y r ^ 



vi* £ 6^ & tiiU -rtM 

: Jli t V :JU it* ^jjjt : Jlii 

^1 Jli .\$S\ iail jl> : S y* L^yf 

, 6 i * j ^ • ; , ( i , j 
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Allah (&£) eat a shoulder of meat, - . ; ; > . - - . . ,t * 

then he got up to pray and did not ^5 f L * P ^ J^ 1 ^ ^1 J_^j 

do TOWt/flo'. J - i- -t-v' . V f 5 - i" . ' ; I 

Comments: [Its isnad is sctheeh, al- , - - 

Bukhari (207) and Muslim (354)] M UA : " Lj ^ ^ ^ 

.(rot) : f ,(T.v) : c Ig-^; 

3465. Abush-Sha'rha' narrated vT,: v -* s .. . , 

that Ibn 'Abbas told him that the ' ^ ^ ^ ^ ^ " rn ° 

Prophet (sg) used to do ^/iws/ with y t j^i :JU ^ L/^-l 

Maimoonah's left-over water. ^ * . , 

'Abdur-Razzaq said: That was di ^ ^* ^ J ^ ; Jli ^ 

when I asked him about removing ^ ^, jj ■ 



janabah for two people with the - , 

same water. '^_r4^ J-^ J-r^ 015 j| 

Comments: [Its isnorf is sahceh] *">Ul ^ 23 L- J;! iJUV, :<J^' 

[U- i^lj 

3466* Ibn Juraii said: I said to . vjV ^ > *r -i^n 

Ata : Which do you prefer for me, <, ^ - r 

to pray 7s/ia' as an imam (leading j^r ^ : J Li u^li 

the prayer) or to delay it and pray ' - ; f 

alone? He said: I heard Ibn 'Abbas ^ ^ ^4 ^ ^ * ^\ ^ 

(&) say; The Messenger of Allah j^i : J Jc ^ : ju 

delayed 'Isha' one night until * „ " „' . < ~" . ' 

the people had fallen asleep and ^ ^ ^ Jjl 

woken up and fallen asleep then - - - t - , ^ ^ t ^ ; 

woken up (again). Then 'Umar bin , / „ _ 

al-Khattab (4^) stood up and said: ^ tS^Jl ; JU> ^liJJi 

The prayer. J Ata' said: Ibn y Abbas -j, *' u :f f. >r ..r:' . a . 

W said: Then the Prophet of Allah , } ^ ^ , ^ f ! ^ 

came out, and it is as if I can J-i ^ 5i ^LYj t j^l 



see him now, with water dripping *f r * ' i ' tf \T T 1 ^ ? 
from his head and putting his hand ^ ^ Ji :JUi 'Mj 

on the side of his head and saying: [ > sn : jilji^ li^Uj oi 'Jf*^ 
"Were it not that it would be too 1 
difficult for my ummah, I would : f '(° v O :^w«jU -gtj** 

have instructed them to pray at this 
time." 

Comments: [Its isnad is sahceh, al-Bukhari (571) and Muslim (642)] 
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3467. Abush-Sha'tha' narrated 
that Ibn 'Abbas (4*) said: I prayed 
behind the Messenger of Allah 
(fe) eight [rak'ahs] together and 
seven [rak'ahs] together. 

Comments: [Its isnad is saheeJi, al- 
Bukhari (1174) and Muslim 
(705)] 

3468. Tawoos narrated that he 
heard Ibn 'Abbas say: When the 
Prophet (a^) prayed tahajjud at 
night... And he narrated a du'a' 
like that of Sufyan, except that he 
said: "... Your promise is true, and 
Your words are true, and the 
meeting with You is true/' And 
he said: ' / ... what I do in secret 
and what I do openly, You are 
my God, there is no God but 
You." 

Comments: [Its isnad is saheeh, al- 
Bukhari (7499) and Muslim 
(769)] 

3469. It was narrated that Ibn 
'Abbas said: The Messenger of 
Allah (sfe) was the most generous 
of people. As soon as the month of 
Ramadan began and Jibreel 
began to review (the Qur'an) with 
him, he would become more 
generous than the wind. 

Comments: [Its isnad is saheeh, al- 
Bukhari (6) and Muslim (3308)] 

3470. It was narrated that Abu 
Salamah said: Ibn 'Abbas (&) 
used to narrate that Abu Bakr 



jii^lii ci l}\ \j\L* 'J, 3^ : Jii 

:Jl* *'Jr^\ i^r*^ 0^ ^ '^St 5 "' 
t Ia-^>- LXj ^sz ^JJI *Yjj 
[\<\\A .£^r 

ol iJj^-N' jt*!^ ^j^-I ;Jli 

.(viV) 

tjLA^3 J^"~^ 3^* 1 j^^ 1. 
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lifted from the face of the Prophet . . , ... . .e * ? > * 

(Sfe) after he had died a striped & >< ^ 01 : v ^ 

cloak with which he was covered. i J^> 015 '{^ Yy iJLl^ ^ ^Ijl 

He looked at the face of the & ^ , s " - "\ , ' '\ 

Prophet (£%), then he leaned over V 51 r ^ J! ^ ^ 
him and kissed him. 

Comments: [Its isnad is sahech] 



3471. It was narrated from Ibn ; S fli ^fc ^1} Jlj'Jl jlp -T£V^ 
'Abbas that he mentioned the t . f \, / : , / f . . 
words of the Prophet (^) about u^*^ 1 £^ 

doing ^/lu^i on Friday, Tawoos ^ ^ . ^ *| ^ ' - • - 

said: I said to Ibn 'Abbas: Should _ ^ ' - \. 

one put on perfume if his family ^^wJl ^ ^ 3§§ ^1 Jy 

has anv? He said: I do not know. *1 ri ; ^ t ^ -m * ^ »,r 

Comrnents: [Its i'snarf is saheeh, al- ,,.- ff . , „ ' i£ " . . * 
Bukhari (885) and Muslim (848)] ^ ^ ^ o| ^ 

.(AiA) :^ i(AAo) : ± 

3472. Ibraheem bin Abi Khidash ^ ^ : ^ _ r£vr 
narrated that Ibn 'Abbas (4*-) said: \ *t*' 't* 

When the Prophet (afe) overlooked ^ ^ '■ u^ 1 ^- 0? (jj^ : 

the graveyard on his first route, he rJ ^j ( I ^ ^ ^ : ^ 

pointed across the stream and said: - - ' 

''What a good graveyard this is." 1 5^ j^' ^j^ 1 

said to the one who told me: Did he ' ; J , L - ^ / a t , 

point to the mountain pass? He said: , t JJ J ~ 

That's what he said. He did not tell ^JUJ ciii S^I^ 1 ^i" : "J 1 ^ 

me that he pointed to a specific area; - ; ■ - - 

all he said was that he pointed across :JU :JU '^ Jl ^ l : ^ X 

the stream. And we used to hear ^lVi t ^JJJJ iLi ^ £1 ^J>J 

that the Prophet (^) specifically ^> / " 

pointed to the mountain pass that ^ J - ^ j - ^ 

is opposite the House. ^± ^ ^ ^ ^ M 

Comments: [Its isnud is da'eef] 

3473. It was narrated from - t ^\ ^ ^ „ rivr 
Miqsam, the freed slave of 'Abdullah J 

bin al~Harith, that Ibn 'Abbas (&) 0* ^^J' ilp ^^il :Jl# ^'Jr 
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told him: The Prophet (^) set [the . . t m ^i, . • . t ( . 

expiation for] having intercourse ^ v- - '■ [, 

with a menstruating woman at ^ jj^ 3^ jl : 

one dinar [to be given in charity]. " ( * ? • . ' * 

And if he has intercourse with her » ! ^ ^ ^ 

when the bleeding has stopped ^ tjl ^ t yj , j jj^ ^ ^1 

but she has not yet done ghusl, " ^ , , 

then [he should pay] half a dinar. ^ * n : ir 11 J* ^ 

All of that (was narrated) from 

the Prophet (ft). J ^ * ^ ' £tj^ 

Comments: \Saheeh maxoqoof. This is .^jl***^ J.fi, -M 1 

a dff'ee/isnfltf] 

3474. 'Amr bin Dinar narrated £ ^ ^ _ nv4 

that he heard Muhammad bin - " " " 



Jubair say; Ibn 'Abbas (Jj*) used to : j^lo s^^" 1 i>' ^ 

object to starting the fast of : ^ .\ t, **\ 

Ramadan early if the new moon * , . . 

of Ramadan has not been seen, \$\ t<jLA*j f*^*^ ^ * j^~d (j^^" 

And he used to say: The Prophet J * - = j'*— '1 ' - - • ' 'im m 

(ft) said: "If you do not see the s*T^ ^ ^ tjL ^ ^ J ^ ^ H 

new moon, complete thirty days." IjJuic^U tJ^Jl Yj'Ji jU :#> 

Comments: [Its isnf/d is tfa ec/] [\<\T \ 1 ^1 ] 

3475, 'Ubaidullah bin Abi Yazeed ^ ^ ^ _ rtVo 
narrated that he heard Ibn 'Abbas s ' ^ ( ^ 

say: I did not see the Messenger ^ ^Ul -Cp ^Sr 5 ^ ^V-S^" ^ l ^S^ 1 

of Allah (ik) making sure to fast , ^ ^, - / >?f . ( 

any day, seeking its virtue and * ' ^ s - : 

superiority over other days, apart ^ll-p ^A^, ^ ^ ^ l Jj-^j 

from this day - meaning 'Ashoora' „ * ( ^, * „ : - 

-orRamadan. _ fJ JI U» Ml ^ > *^ ^ 

Comments: [Its isruid is saheeh, al- : J^* .jL^^ jl _ £lj^U ^ 

Bukhari (2006) and Muslim ■ 1 — '« * 

(1132)] • jL ^*- > 

3476. 'Ata' said: 'Abdullah bin ^ ^^^j, ^ ^ _ riv% 
'Abbas called al-Fadl bin 'Abbas ^ , ' ..... .r 

to eat on the day of 'Arafah, and ^1 lio SLkc- J Is : Jl* jll 
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he said: 1 am fasting. 'Abdullah s , ,* - 

said: Do not fast, for a vessel of ^1 ^ ^ J-^ 1 y& y 



milk was brought to the Prophet i = Jjl jig ^ J\ : jui c ^ 

on the day of 'Arafah and he o . ^ . ~ ' „ ; „ ' 

drank from it on this day. So do <IP ^ 5^1 ^ ^ l ij^JJ 



not fast, for people follow your 
example. 



Comments: [A sfl/iedi /iWrcf/r; there °l : ^ jLi 

is an interruption in this zsHrtrf [ ^ £ *\ ■ 1 ] * <~ j *' a " 

between Tbn Jura ij and 'A ta'] ' J '(j 

3477. 'Ata' narrated that Ibn : ^ ^ ■ '3- tfj^ _ r£vv 

' Abbas called al-Fadl... ^ ' 

Comments: [A saheeh hadeeth; this 



isarffl'ct/isnffd] [y<U1 ^ij] .JJ^i US y \ y 

3478. 'Amr bin Dinar narrated 



that Abu Ma' bad, the freed slave of 



lbn 'Abbas, told him that Ibn y 3y^ J>'J±\ :Jli £^ ^1 
'Abbas (Jfe,) told him that raising ,1, „ - . r 

the voice in dfcdtr when the people : ^ ^ ■ ^ ^> ^ Cl 11:1 

have finished the obligatory prayer opJl ^3 M ^| -J 

was done at the time of the Prophet „ , ( . a ' , 

fe), and that he said: Ibn 'Abbas ^ >^ ier /-^ 

(-4) said: I would know that they - ( j,j ■ J ^ Jjf- ^^14^ £ 

had finished [the prayer] when I . , . , . „ 7 , ' , 

heard that ^! ly^l lij jU^S JJi 

CommenLs: [Its /srarf is sate/?, al- [ ^ ^YT .i-i*^ 

Bukhari (841) and Muslim (583)] C/ 1 ■ 

.(CAD 

3479. It was narrated that Ibn ; ^ ^ ^ j^, ^ ^ _ rm 
Abbas (life) said: I stayed over- - ^ 

night with my maternal aunt y) J 1 -^ 
Maimoonah, The Prophet got 
up to offer voluntary prayers at 



^ Us t k ^ U- jlp iilJ : J li ^ H 

night. The Prophet (%) went to ^1 fUi ^ jjjl ^ L^>^ JLiJ ^1 
the waterskin and did wudoo', V: > " - 

then he stood and prayed. I got ^ ^ 
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up when I saw him do that, and I 
did wudoo' from the water skin, 
then I stood on his left. Me took 
me by the hand from behind his 
back and took me like this from 
behind to his right side. 

Comments: [Its isnad is sahceh t 
Muslim (763)1 

3480. It was narrated from Kuraib 
that Ibn 'Abbas (4*) said: Shall I not 
tell you about the prayer of the 
Messenger of Allah when he 
was travelling? We said: Yes. He 
said: If the sun passed the meridian 
when he was still halting, he would 
put Zuhr and 'Asr together before 
moving on. If it had not passed the 
meridian whilst he was halting, he 
would move on until it was time 
for 'Asr, then he would halt and 
put Zuhr and 'Asr together. If the 
time for Maghrib came whilst he 
was still halting, he would put it 
together with l$ha\ If it had not yet 
come whilst he still halting / he 
would move on until it was time 
for 'Isha', then he would halt and 
put the two prayers together. 

Comments: [A sahceh hadeeth, this 
is a da' cef isnad] 

3481. It was narrated that Ibn 
'Abbas (4p) said: The Messenger 
of Allah said: "Whoever buys 
foodstuff should not sell it until 
he takes possession of it." Ibn 
'Abbas (4*) said: I think every- 
thing is like foodstuff, 

Comments; [Its isnad is sahceh , al- 
Bukhari (2135) and Muslim 
(1525)] 



\l\ h\S : Jli . J: : til : JU c >Ul ^* 
^ >i3i cJl^ bij * ^ £ Oha 

U[j ^LLJl 0=^3 ^ ^ ^ 

.^U ^ <UIjup ^ 4JJIJL* v ^i^. 1 

iiJ UUi ^> Jjl J^l'j JU 
[^AiV i^rlj] ^uLl ^ 
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3482. Tt was narrated that Ibn 
'Abbas (^) said: The Messenger of 
Allah forbade intercepting the 
riders (incoming traders) and 
forbade townspeople selling on 
behalf of a Bedouin. He [the 
narrator] said: I said to Ibn 'Abbas, 
what does ''townspeople selling on 
behalf of Bedouin'' mean? He said: 
He should not be a broker for him. 

Comments: fits isnad is saheeh, al- 
Bukhari (2158) and Muslim 
(1521)] 

3483. It was narrated that 
Ikrimah said: Ibn 'Abbas said: 
Abu Jahl said: If I see Muhammad 
praying at the Ka'bah, I shall 
certainly step on his neck. News of 
that reached the Prophet and 
he said: "If he does that the angels 
will seize him in front of every- 
one." 

Comments: [Its isnad is saheeh, al- 
Bukhari (4958)] 

3484. It was narrated from Ibn 
'Abbas (4p) that the Prophet (^) 
said: ''My Lord, may He be glorified 
and exalted, came to me last night in 
the best image - I think he meant 
when he was asleep (in a dream) - 
and said: O Muhammad, do you 
know what the companions on high 
(the angels) are debating? I said: No. 
He put his hand between my 
shoulders, until I felt its coolness on 
my chest, and 1 knew what is in the 
heavens and what is on earth. Then 
he said: O Muhammad, do you 
know what the companions on high 
(the angels) are debating? I said: 
Yes, they are debating what washes 



V\j /o\3 s J\ J& M Jji J^ ^ 

[\l*t i^lj] Ajl^ 

^1 Jl» :Jli *U 

tJAi )J» JjuJ 

[tyto ki^Ji 

(j? ^r^: - Ijj^ Jl 
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■JL, ^ifU^Jl ^yj 41)1 * *' jJlill.d 



away sins and the levels in Paradise. 
He said: What washes away sins 
and what are the levels in Paradise? 
I said; Staying in the mosques after 
the prayers, walking on foot to 
Jumu'ah prayers, and doing witdoo' 
properly at times when it is difficult. 
Whoever does that will live in a 
good state and die in a good state, 
and he will be free of sins as on the 
day his mother bore him. Say O 
Muhammad, when you pray: O 
Allah, indeed 1 ask You for good 
things and giving up evil things, 
and love of the poor. And when You 
decree fiftieth for Your slaves, cause 
me to die without being tested. And 
the levels in Paradise are giving 
food, spreading (the greeting of) 
salam and praying at night when 
people are asleep. 

Comments: [Its isnad is daeefl 

3485. It was narrated that Ibn 
'Abbas (4s) said: A group of 
Quraish gathered in the Hijr and 
swore an oath by al-Lat and al- 
'Uzza f and by Manat the third one, 
[saying]: If we see Muhammad, we 
will go to him as one man, and will 
not leave him until we kill him. 
Then his daughter Fatimah (^) 
came weeping, and entered upon 
the Messenger of Allah (^) and 
said: This group of your people in 
the Hijr has sworn an oath against 
you, that if they see you, they will 
come to you and kill you, and there 
is no one among them who will not 
have a share in your killing. He 
said: "O my daughter, bring me 
water for wudoo' ." Then he did 



t ^ oUj ^ ilJi ^Ui y,j 

iiLtj l^^jJIj ljX*Ul3 t j^^J 1 

,^)cXi ^j^>- AijUj ^JLs tJj-lj 

^Ip cJl?^ i kJ& li cJLi li : J Li 

jj ^1 fa Cr^ ^! 

t iJu* yt> <. ^ : I jJli ojlj llli 
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wiidco' and entered upon them in 
the mosque, and when they saw 
him they said: Here he is. Then 
they lowered their gaze, and they 
stayed where they were and did 
not look up at him, and no man 
among them stood up. Then the 
Messenger of Allah (0) came and 
stood over them. He took a handful 
of dust and threw it at them and 
said, "May these faces be made 
ugly!", and no one was hit by that 
dust but he was among those who 
were slain as kafirs on the day of 
Badr. 

Comments: [Its isnad is qawi 

3486. It was narrated that 
Miqsam said: I only know it from 
Ibn 'Abbas (&), that the banner of 
the Prophet was with 'Ali bin 
Abi Talib, and the banner of the 
Ansar was with Sa'd bin 'Ubadah, 
and when the fighting intensified, 
the Messenger of Allah 
would be under the banner of the 
Ansar. 

Comments: [Its isnad is da'ecf\ 

3487. It was narrated that 
'Abdur-Rahman bin 'Abis said: I 
heard Ibn 'Abbas (4,) being asked: 
Were you present on Eid with the 
Messenger of Allah He said: 
Yes, and were it not for the fact that 
I was so close to him, I would not 
have been present because I was so 
young. He prayed two rak'ahs, then 
he delivered the khutbah, then he 
came to the mark that was near the 
house of Katheer bin as-Salt and 
exhorted and reminded the 
women, and enjoined them to give 



^ f« > m jiii j^: jJS ^3 
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charity. And they started throwing 
their earrings and necklaces, giving 
them in charity. And they gave it to 
Bilal. 

Comments: [Its isnad is saheeh, al-Bukhari (863)] 

3488. It was narrated from Ibn 
'Abbas (^>) that he did not think 
that one should halt at al-Abtah, 
and he used to say: The Messenger 
of Allah (jfe) only halted there to 
wait for 'A'ishah. 

Comments: [Its isnad is da'eef] 



-rtAA 



.ill* ,1 



3489. It was narrated that Ibn 
'Abbas said: The Messenger of 
Allah (jfe) ruled concerning a 
mukatab (a slave who has a contract 
of manumission), if he is killed, the 
diyah of a free man should be paid, 
commensurate with how much of 
his contract of manumission he 
had paid off, and the rest should be 
paid as the diyah of a slave. 

Comments: [Its isnad is saheeh] 

3490. It was narrated that lbn 
'Abbas said: 1 came to my 
maternal aunt Maimoonah bint al- 
Harith and stayed overnight with 
her, and that happened to be her 
night with the Messenger of Allah 

The Messenger of Allah (^fe) 
prayed 'Isha' ', then he entered his 
house and lay his head on a pillow 
of leather stuffed with palm fibres. 
I came and lay my head on the 
edge of [that pillow]. Then the 
Messenger of Allah (%) woke up 
and looked, and realized that it 
was still night. He said tasbeeh and 
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takbeer until he went to sleep. Then 
he woke up and half the night - or 
two-thirds of it - had passed. The 
Messenger of Allah ) got up and 
relieved himself, then he came to a 
waterskin that was hanging on a 
hook. He rinsed his mouth three 
times, rinsed his nose three times, 
washed his face three times, 
washed his forearms three times 
each, wiped his head and ears, then 
he washed his feet- Yazeed said: I 
think he said: Three times each. 
Then he went to his prayer-place. 1 
got up and did what he had done, 
then I came and stood on his left 
wanting to follow his prayer. The 
Messenger of Allah (0 t ) waited 
until, when he realized that I 
wanted to follow his prayer, he 
reached behind him with his right 
hand, took hold of my ear and 
brought me round until he made 
me stand on his right. Then the 
Messenger of Allah (^) prayed 
two rak'ahs that lasted the 
remainder of the night. When he 
thought that dawn was at hand, he 
got up and prayed six rak'ahs, with 
Witr as the seventh. Then when 
dawn broke he got up and prayed 
two rak'ahs, Then he lay down and 
slept, until I could hear him 
breathing deeply. Then Bilal came 
to him and told him it was time to 
pray, and he went out and prayed, 
and did not touch water. 1 said to 
Sa'ced bin Jubair: How good this 
is! Sa'eed bin Jubair said: By Allah, 
I said that to Ibn 1 Abbas and he 
said: Stop; it is not for you and 
your companions. It is (only) for 
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( 3r-> 1 ^yLlai ^3^ ^oV^jaJl' <jj»Lj tJ*A^ 

^^^^ 

h\s £1 iji j^3J 14:1 .JjuU^Sr 

.iJ^; 
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the Messenger of Allah because 
he was protected {i.e., he would 
not have passed wind in his sleep). 

Comments: [A hasan hadeeth; this is a da'eef isnad] 

3491. rt was narrated that al- ^ ^ - 1/ ^ 

Hasan al-'Urani said: Ibn 'Abbas _ ' ^ ■' t ' _ 

(^) was asked about a man when <j^ 1 ir^^ if u>i 



he had stoned the Jamrah: can he 
put on perfume? He said: As for 
me, I saw musk on the head of ^IL-Ji cJl^ Jii t LJl : jlii V^ii^ ' 1 
the Messenger of Allah (*); is ^ ^ -rf ^ Jj, {3 
that perfume or not? ^ - - ^ ' ' * ^ J ^ 

Comments: [Saheeh because of ^1 
corroborating evidence; this 

(isnad) is interrupted from Ibn &^ ^ Lfl ^ : E-^ 

'Abbas] .^U y_\ j^j ^yJl 

3492. It was narrated that Abut- y, ^^^Jl ITJ^I -ViV 

Tufail said: I said to Ibn 'Abbas s n , . ^ ; 

(4); Tell me about riding between : ur-^ ^ ^ J^Jl ^ 

as-Safa and al-Marwah, for your ^ ^ ^ - 

people are saying that it is ^ ; S£ , r t 

Sunnah. He said: They are telling ^-^J 1 ji J— ^? : J Li* l^il jj^^: 

the truth and they are lying. 1 3 ^ .3^ ^ ^ , - . ^ 

said: How are they telling the ( " . 

truth and lying? He said: The v^rS*" ^ ^ 



Messenger of Allah (^) came to 
Makkah, and they came out; even 



the young women in seclusion JilLi L ^ ^1 JjJ*3 \ 
came out. No one would be 



pushed away from the Messenger 



of Allah (2*5), so the Messenger of [YV*V :^^] .^l 1 ) 

Allah (^5) went between (as-Safa ^ 
and al-Marwah - i.e., sa'y) riding. .Ot*u) 
If he had dismounted, walking 
would have been dearer to him. 

Comments: [A saheeh hadeeth; Muslim (1264)] 

3493, It was narrated that Ibn !y) ^ -Xl\r 

'Abbas (4b) said: We travelled # * ,„ - , , _ 

with the Messenger of Allah (&0 ^ ^ : Jl * ^ 1 

between Makkah and Madinah 
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not fearing anyone but Allah, may , _ * * * r: - ^ - : s * 

He be glorified and exalted, and ^ ^ ^ V ^ ^ ^ ^ ^ 
we prayed two rak'ahs [i.e., ' J\ ■ j 

shortened the four prayers]. 

Comments: [A saheeh hadeclh, its ^^!^^h^ -{Hj^ 
isHtiif is da'eef] -^'^ j-k ^ Odj=- J*. 1 

3494. It was narrated that Moosa ^ ^^r^ J* i"^ ^ 

bin Salamah said: I asked Ibn a , *t - .-■--* " . .» . ■ - ^ 

'Abbas (&) about praying in al- ^ :JU ^ ^ ^ ^ ^ 

Batha', if I missed the prayer in j^ti \l\ ^uJJl iyJ^\ ^ ^t* 

congregation. He said: (Pray) two " , * r „ _/ / r . 

rak'ahs: that is the Sunna/i of ^ *Or^J ?^U^Jl ^ 

Abul-Qasim (*). [ ^ A " Y : ^Ij .^g ^Ujl £i 
Comments: [Stf/jfl?/t, Muslim (688)] 

.(iaa) : r : c >j 

3495. It was narrated that Ibn ^ ^ ^\ ^ fcj^ -rt^o 
'Abbas (4*>) said: But the Messenger ' / , ^ 

of Allah entered the mosque ^ ^ J-^J Ir^J : 0? 1 <j* ^ 

when he was on his camel, with ^ ;u 

Usamah bin Zaid behind him, He , ^ , ^ \ 

asked for something to drink and ^ <■ ^ ^3 

they eave him some nabeedh; he , ( v •. ■ V ,: 

drank then he gave the leftovers to ^ ** ^* 

Usamah bin Zaid, then he said: ji ^; S" ^Ali ."l^U ilJJLSo tjLil>-lj 

"You have done well; do like this." ' [faYA ^i] JjLT '* r ' 

And we do not want to change ' ■ 

Comments: [Its /snad is saheeh, 
Muslim (1316)] 

3496. It was narrated that Ibn 
'Abbas (4q) said: The Messenger of 
Allah (^r) said: "Whoever buys L ^J^ "~ a j^y.4^ ] ^J*s^ 
foodstuff, let him not sell it until he - , ^ f h - t ,c , - u z - 
takes possession of it. Mis ar said: * " V y- y 

J think he said: or animal feed. : JLj ,^aJ^ J£- llliJ? 

omment 

Bukhai 
(1525)] 



Comments: [Its isnfld is saheeh, al- [ U£ V : ^Ij] : Jli Jlklj 

Bukhari (2135) and Muslim 
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4c (JU/UjlJI <jj All I Alt . Vt.il 4 



3497, Jt was narrated that Ibn 

'Abbas (^) said: I gave the 

Prophet (3*5) some Zamzam to :JLi ^ -j^-^ 1 jLfU- 



drink, and he drank whilst 
standing. 

Comments: [Its fcnad is sahceh, al- hAVA .j^li y*) 

Bukhari (1637) and Muslim 

(2027)] : f '0*™) o'^l : 



■ CY - Yv) 



3498, It was narrated from Ibn 
'Abbas (4*) that when the Prophet 
of Allah raised his head from J* ^Liai jJ^ ^ ^Jj U^l :Jli 



bowing, he said: "O Allah our 
Lord, to You be praise, filling the 



li>! £g Jjl ^ jl :^Cp 



heavens, filling the earth and dii £ ; f^ 1 " : <J^ ^f-^^ 1 
filling whatever else You will/' ^ . „ „.'*,.,■ 

Comments: [Its isnad is saheeh, 

Muslim (478)] [ Y i <U : .j^ ^ ^ U 

3499. Ibn Juraij said: I heard ^ > ;i ^ . . ^ _ rm 

'Ata' say: 1 heard Ibn 'Abbas ^ ^ ^ 

say: The Messenger of Allah fe) ^1 :J^i £lkp cJL~- 

said: ''When one of you eats food, \ '> > > , - - - - - * ' > 

let him not wipe his hand until he <f^ 1 ^ 4' 1 ^ M J ^ ^ : J ^ 

licks it or has it licked for him. }| 1^1*1; JU Jjj ^ t( >uLj 
ommen 
Bukha 
(2031)] 



Comments: [Its isnad is saheeh, al- n^Y* i'i r- 

Bukhari (5456) and Muslim L ■ £r ] j\ -'H^. 



Lj^Jj LjJL>- '■ p-jj UjJL>- —To * 



3500, Ibn 'Abbas (4*) used to say: . 

"We made not the vision which wc ° 

showed you (O Muhammad as an jtf : J ^1- ^ ^J- Jjl jllo ^ Ijji^. 

actual eye-witness and not as a ^ ' * , 

dream on the night of AUsra') but ^ & ^ ^ ^ : J -* ^ ^ 

a trial for mankind" [al-Isra' 17:60]. if ; jj £ii 

He said: [It was] something that \ ^ _ / , 

the Prophet (^) was shown when J! ^ ^ J OrT ^ ^3 ^ ^r 11 J ^ 

he was awake; he saw it with his h 1 " 
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own eyes when he was taken on (Taaa) jL^i • 

the Night Journey to Baital-Maqdis " ^ " * J * ' 
(Jerusalem). 

Comments: [Its isnad is saheeh, al-Bukhari (3888)] 

3501. It was narrated that Ibn ^ ^ ^ . < ^ ^ _ f0 ^ 

Juraij said: I heard 'Ata' say: 1 , * . # 

heard Ibn 'Abbas (*) say: The : ^ u? 1 y ^ ^jUJI ^ -JJl 

Prophet of Allah (sfe) said: "If the JJ^ -j^ 

son of Adam had a valley filled I £ , > > . . , , , , 

with wealth he would like to have ^ ^ : J ^ ^ ^ v> : ^ 

another one like it. Nothing could ^\ Jj ^1 Vli tfjlj ^ j?N 

satisfy the soul of the son of Adam , , * ^ * ^_ , 

except dust And Allah accepts the ^ N i f' 1 ^- ^ ^ 

repentance of the one who ^ ; Jlii ^ Jlp 

repents/' Ibn 'Abbas said: I do not " n * t £ > * t t 

know whether this is from the t - - - 



Qur'an or not 

Comments: [Its isnad is saheeh, al- 
Bukhari (6436) and Muslim 
(1049)] 

3502. Sa'eed bin Jubair said: I • 'Jj jy. p : £}j -fo*Y 

heard Ibn 'Abbas say: I came , * * ; a ->.»,■ - 

to my maternal aunt Maimoonah x ^ ^' ' ^ 
and I found that that was her ^ti ^J>\ cJU^v :JU ^Ili ^Jl 

night with the Messenger of Allah . _ v , „ ^ , f ^ * * ^ , . 
(*fe).„ And he narrated a hadeeth ^ ^ ^ : JU 

like that of Yazeed, except that he ,1^ J^jJ- ^SAi ... ^ JlJl lr? 
said: until when the first dawn - 's * *- - - - * 

came, the Messenger of Allah (&) ^ J ^ ^ *1 > : jLi ^ N S 
paused for awhile, then when it Jj ^lil ISI % -dil 

grew light he got up and prayed , * ^ ^ { ^ ^ "Mi 

Wifr with nine rak'ahs, saying the ^ ^ l ^ T b ^Cr^ 1 

after each two rak'ahs. Then vim i ^ ^ iji ^ ' ^ 
when he had finished his Witr, he ; > ^\ : » r _ . r r ' 
paused for awhile, and when he ^ ^ ^T^ 1 'H 1 

realised it was time for Fa/r, the t^lill iS^j ^^Jl 

Messenger of Allah (^) got up - , ' , # *r~,^>^ rr . r 

and prayed the two (Sunnah) :JlS ^ ^ ^3 
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rak'ahs of Fa/>, then he lay down Jjj j ^- -yj^ * r <- s * 

and slept until I could hear him ' J ""' J f c? ' ; fr ■ 

breathing deeply. Then Bilal came [t U <\ : ^ t ; ] .^ill JuJ £fe 

and woke him up for the prayer, 

and the Messenger of Allah y. ^ - J ^ } : 

got up and prayed Fo/r. .jj~a^ 

Comments: [Its js/ifld is da'eef because Abbad bin Mansoor is da'eef] 

3503. It was narrated from ^ ^ . - - ^ _ r& . r 
'Ikrimah that Ibn 'Abbas used ~ E , a 

to say: The Messenger of Allah 5^ ^ : '^jfe J* j^J Cs. sr^ 

(ft) stayed in Makkah for thirteen ^ g~ ft ^'j - ±& jtf 

years, and he died when he was ; 

sixty-three years old. J~-?J ^ j*j ifyj 

Comments: [Its isnad is sahceh, al- [ Y • W ' **-\ 0 aIj* 

Bukhari (3903) and Muslim (2351)] ^ J 

3504. It was narrated from Ibn : ^ £^ - * - ^ _ ro > t 
'Abbas that a man said; O 1 *' ' . , 

Messenger of Allah, my mother : ^ J* J* jW^ J> 3 r^- 

has died; will it benefit her if I ? , , - v ' • . e ; 
give chanty on her behalf? He * ' 

said: "Yes." He said: I have a :JUs VL^ cjjJi: jJ '^iiiii 

garden; I ask you to bear witness . ; ?f • [„ 



that I have given it in charity on 



her behalf. [r<A- : .L^ ^ ^Jj 

Comments: [Its iswarf is saheeh, al- 

Bukhari (2770)] .(TWO : ^ : 



3505. 'Amr bin Dinar narrated that ^ . ^ . * - ^ _ rotd 

Ibn 'Abbas (4*) used to say that the t /* 7% 

Prophet (3>5 ) granted a concession to : 0^ ^IIp jl : jllo ^ j^li- 



the menstruating woman allowing 
her to leave before doing tawaf (the 
farewell tawaf}, if she had done .filial J* jii dJli Ijl ^ ^Ja: o\ 
tawafal-ifadah. 

Comments: [Its isnad is sahceh, al- 

Bukhari (329)] .(rvM 



3506. It was narrated that Ibn 
'Abbas (4*) said: Sa'd bin 'Ubadah 
asked the Messenger of Allah J> 4JJI jIp J> JJI Juli ^ ^L^-t ^'1 LJj^ 



'Abbas (4*) said: Sa'd bin 'Ubadah . ^ C J; 
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about a vow that his mother had 
made and she had died before 
fulfilling it. The Messenger of 
Allah said: "Fulfil it on her 

behalf/' 

Comments: [A sahe.eh hadeeth] 

(nrA) 

3507. It was narrated that Sa'eed 
bin Jubair said: Ibn 'Abbas (4>) 
said to me: Get married, for the 
best of us was the one who had 
the most wives (-jgs). 

Comments: [Its isnad is sahceii, al- 
Bukhari (5069)] 



3508. Ya'la narrated that he 
heard 'Ikrimah the freed slave of 
Ibn 'Abbas (40 say: Ibn 'Abbas 
(40 told us that the mother of 
Sa'd bin 'Ubadah died when he 
was away from her. He went to 
the Messenger of Allah (gr) and 
said: O Messenger of Allah, my 
mother died when I was away 
from her. Will it benefit her if I 
give charity on her behalf? He 
said: "Yes." He said: I ask you to 
bear witness that my garden is 
charity given on her behalf. 

Comments: [Its isnad is saheeh, al- 
Bukhari (2756)] 

3509. It was narrated from Ibn 
'Abbas (40 that he said: The 
Messenger of Allah (0) entered 
ihram for Hajj and came on the 
fifth of Dhul-Hijjah and led us in 
Fajr prayer in al-Batha', then he 



_L>^ ^ j: al' tf I : {j li ^ lie- I j ^jt? t 
y\ jll Jjl Jj^j sSllp 

:-^k Jjl Jj^j J Lis Vll^ai; ji 

[u<*r .11^ 
ji- iui^p ilij^ i&U -ro>v 

y.^ J> ^ ■ j* Jr^ 

jlS jU 
[WA 

'. JU ^ jjs- ^1 L1^jl>- -^jj ^j-i>- —To* A 

.(TV51) :^ 
: JU £1 ^1 ^ * y UJi ^1 ^ 
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said: "Whoever would like to 
make it 'Umrah, let him do so/' 

Comments: [Its isnad is saheeh, al- 
Bukhari (1085) and Muslim 
(1240)] 

3510. It was narrated from Ibn 
'Abbas that al-Aqra' bin Habis 
asked the Messenger of Allah (^fe): 
Is Hajj every year? He said: "No, 
rather it is one Hajj, and whoever 
does Hajj after that, it is voluntary. 
If I said yes, it would become 
obligatory, and if it became 
obligatory, you would not listen 
and would not obey/' 

Comments: [A salieeh hadeeth] 

3511. It was narrated from Ibn 
'Abbas (&) that the Prophet (^) 
said; Allah/ may He be blessed and 
exalted, will resurrect the Black 
Stone on the Day of Resurrection, 
and it will have two eyes with 
which to see and a tongue with 
which to speak; it will testify for 
everyone who touched it in truth." 

Comments: [Its isnad is qawi] 

3512. It was narrated from Ibn 
'Abbas (4?) that the Messenger of 
Allah (jk) and his Companions did 
'Umrah from Ji'ranah. They un- 
covered one shoulder and placed 
their ihrams under one armpit and 
over the other shoulder, then they 
trotted. 

Comments: [Its isnad is qawi] 



[TIM 



t j-** L 1 ^ 11 

■ J 4-^ < <J^ L t !j 4 ^fri ,/-f4d 9^ 

xi- ji- jLI^- : ^j^ - -To Mf 
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3513* It was narrated that Ibn 
'Abbas (4) said: The Messenger 
of Allah said on the night of 
Muzdalifah: "O sons of my 
brother, O Banu Hashim, hasten 
on before it gets crowded/ but no 
one among you should stone al- 
'Aqabah until the sun rises." 

Comments: [Its isnad is saheeh] 



3514, It was narrated that Ibn 
'Abbas (4) said; I stayed over- 
night with my maternal aunt 
Maimoonah. The Messenger of 
Allah (sfe) got up at night... And he 
narrated the hadeeth. He said: Then 
he bowed and I heard him say 
whilst bowing: "Subhana Rabbiyal- 
'Azeem (Glory be to my Lord Most 
Great)," Then he raised his head 
and praised Allah as much as He 
willed that he should praise Him. 
Then he prostrated, and he used to 
say in his prostration: "Subhana 
RabbiyQl-A'la (Glory be to my Lord 
Most High)." Then he raised his 
head, and he used to say between 
the two prostrations: "Lord forgive 
me, and have mercy on me, and 
meet my needs, and raise me in 
status, and grant me provision, and 
guide me." 

Comments: [A hasan hadeeth] 

3515. It was narrated from 
'Urwah bin Murrah from Abul- 
Bakhtari who said: We saw the 
new moon of Ramadan when we 
were in Dhat Trq, so we sent a 
man to Ibn 'Abbas (4«) to ask 
him. Ibn 'Abbas (4) said: The 



in ^ M j\l ^fe J\ 

[To >V J'^..;..Mi ^ tl^l 

^ u^ 1 if ^ J* ^ 

jU^ll* l^c-^j ^Js Jli ol^i :Jli 

r^j jUJ^» io^jjL^ ^ J>^i 

U-3 JjA> -JL» t £*j :Jli 

^^^jG <>(J, ^ 4^" : y £~ b ^ 1 J* 
.((^jjilj t^ijjlj ^^^j^j 

Ujl^. : ilLi *£^3 ^IToW 

^ (j^c- olJL> jUXaj ^^-i J"!>^a lljf! 
jl :JU* lJLU ^-L^ J! Ld^jl^ 

Jl; ji y. aji 01 » :ji5 ^ Jji 
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Messenger of Allah (gg) said; * > if . e . , 0 ; . , 

"Allah causes it to appear for long ^ 
enough that people can see it and [y > r \ : -o-lj 

if it is cloudy then complete the 
number (of days)/' .0*aa) ; 

Comments: [Jts fs/if?d is saheeh, Muslim (1088)] 

3516- It was narrated that Ibn ^ il r jU ^jj 

'Abbas (4*) said: The Messenger ( \ , , f 

of Allah te) stayed in Makkah ^ ^ ^ 0? ^ ^ 

for thirteen years and died when ^ ^ J3, ^ -j^ 

he was sixty- three years old. ;„ ,^ , t 

Comments: [Its isnad is saheeh, al- ^ J* J C/yJ <— 

Bukhari (3903) and Muslim [T*\V "jo- I J - -"j 

(2351)] >L " ' 

3517. It was narrated that Ibn 
'Abbas (^k) said; The Messenger 
of Allah (^t) was sent when he Jj^-j :Jl* ^llp ^vl jp ^ 



£j£ : r U^ Li.A*- -Y^W 



was forty years old. He stayed in 
Makkah for thirteen years 



receiving Revelation, then he was 'Jr^ 5^^^ ^ ^ 5^! ^ 
commanded to migrate, so he , /, 
migrated (and stayed in Madinah) 'o*?J >J ^Lli ^ ^ 

for ten years, then he died when [T * W 

he was sixty-three years old. 

Comments: [Its isnad is safow/i, al- .(WT) :^ ^y^' 

Bukhari (3902)] 

3518. Abu Hadir said: Ibn 'Umar . ^ ^ . * - g*^ _ f0> A 

was asked about earthenware jars: . ^ ^ 

can nabeedh be made in them? He S^ 1 ^ 3^ 0^ : ^ j-f ^ y) o^^ 1 
said: Allah and His Messenger fete) -rr v *f . 
forbade that. The man went to Ibn ^ / _ ^ ^ — . - 

'Abbas and told him what Ibn ,^1 Jtf U tl ^ai jj! J| J^J' 

'Umar had said. Ibn 'Abbas said: > * 5 - : * a , /, 

He was right. The man said to Ibn ^ Jb 4 ^ ^ ^ 

'Abbas: What kind of earthenware ^ J5 : Jli t Hp ^- ^1 : ^ Up 
jar did the Messenger of Allah (£fe) 



forbid? He said: Any vessel that is [rr &v : C^ lj] ^ 

made from clay. 



Comments: [Its isnad is Wire/i] 
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3519. It was narrated from Ibn ^ ^ ^ . * v ^ _ r<m 

' Abbas (4>) that he said; When the ^ ^ 

verse on debt was revealed, the J* nj'^f? ^3 j^' 

Messenger of Allah fe) said: - n : » 

Ihe hrst one to deny something r _ r 

was Adam (^)Z' He said it three ^1 j^S- <j}l j]» 4L1 

times. "When AJlah, may He be ; . , - ^ . 

glorified and exalted, created u t - - ^ ^ ^ - f' J 
Adam, He wiped his back, and ^ f ^IJlj t^}\ f Sl JU- lU i-l 
brought forth from him, all of his , ' u 

offspring until the Day of Jl > U ^ 

Resurrection, and He showed him ^ ^ ^ J^J ^dl 

his progeny. Among them he saw ] ', ( £ , ^ 

a man with a bright, white face, ^ & 'J^ ^rj 

and he said; O Lord, who is this * , «f -. - >> r 

son of mine? He said: Ihis is your ; 
son Dawood. He said: O Lord, lj Jjl :JIj j ^L, :Jli 
how long will his life be? He said: . = 1 - - 

Sixty years. Pie said: O Lord, / * ^ 4^ 

make his life longer. He said: No, JJb^i ^Jl ^if ^li Jlio iij^Xi 

not unless I take it from your life. * ^ s >s - ^ , ^ s£ , / o 
And the life of Adam was one > <dJl tliL * h* 

thousand years. So he gave him ^ ^ t &SUJI 4it) Ut5 & 
forty years and Allah, may He be " \ ^ 

glorified and exalted, recorded <-**-jj ^*>^ !l ^ ^Lill -Qp ^! 

that in a Book, and the angels >.* - ^ , - ■ f . » - . ] *".,^ 

bore witness to it. When Adam - - -"' " ' * 

was dying and the angels came to ^! : 0^'3' 

him to take his soul, he said: ^ > 
There are still forty years of my " - 

life left. It was said to him: You *dp ^lIU ^OlKJl *lJlp J^j ^ iij 1 3^!: 
gave that to your son Dawood. , < 

He said: I did not do that and I [YYV * 
did not eive him anvthinc. Allah, . . , . . . ,. 
may He be glorified and exalted, " 

showed him the record and the ^ ^-j > 

angels testified to that. 

Comments: [Has^w because of corroborating evidence; this is a du'eef isnad] 



3 cJlo U :Jli .jjG 



3520. It was narrated from Ibn ^, ^ ^ ^ . ^ _ roY , 
'Abbas (4^) that the Messenger of - ' - ^ c - 

Allah (j^) said: "Allah, may He ^ ^i^ 1 0^ 
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be glorified and exalted, has 
decreed Hajj for you." al-Aqra' bin 
Habis said: Is it (every year) for 
ever, O Messenger of Allah? He 
said: "No, it is one Hajj. If I said 
yes, it would become obligatory/' 

Comments: [A saheeh hadeeth; this 
is a daeef isnad] 



3521. It was narrated from Ibn 
'Abbas (4iv): A sheep belonging to 
Maimoonah died, and the Prophet 
(&) said: "Why don't you make 
use of its hide?" They said: It is 
maitah (i.e., it died of natural 
causes and was not slaughtered 
properly). He said: 'Tanning the 
hide purifies it." 

Comments: [A saheeh hadeeth; this 
is a da'eef isnad] 

3522. It was narrated from Abu 
Mijlaz that a man came to Ibn 
'Abbas (4*) and said: I threw six or 
seven [pebbles, at the Jamrah]. He 
said: 1 am not sure whether the 
Messenger of Allah threw six 
or seven [pebbles] at the Jamrah. 

Comments: [Its isnad is saheeh] 

3523. It was narrated from Ibn 
'Abbas that the Messenger of 
Allah {^5) was treated with cupping 
for a headache he was suffering. 

Comments: [Its isnad is saheeh, al- 
Bukhari (5700)] 



3524. Ibn 'Abbas (*) said: The 
Messenger of Allah (jfe) was treated 
with cupping in his head when he 
was in ihram. 



^ M ^yji ju; sLi JLiU 

[Y'*r y*jj& jhAi j^i 



Si U : Jli t 



L 1 



; l!/; Uo^ tfjU- -t«Yt 
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Comments: [Its isnad is saheeh, al- -■*- 4^ fu *i 1 t s - * V 

Bukhari (1835) and Muslim ^ ^ J ^ r^ 1 uU 

3525. It was narrated from Ibn . \T r J r 'i- * 1:^ - %**v* 
'Abbas (&) that the Prophet of \ C / 

Allah prayed in Dhul- ^ M ±* ^} 'J> pli* 

Hulaifah, then he marked the hady , : *j ^ . , : £ , * 

on the right side of its hump, then ^ ^ ^ ^ 

he wiped the blood from it and jU t^AJl ^ ^ 5^1 

garlanded it with two sandals. , a - £ ^ ' , 

Then he rode his mount and when ^ ^ ^ f 1 -^ 1 

he reached al-Baida', he entered ^ Jy^i LU" t £u ^ ti Jiiij 

?7i ram. He said: He entered ih ram at # j ^ ^ , */ 1 f ' . 

noon time. Abu Dawood said: For ^ r>^ : JU l> 

H ^ [YY<U .^AJL jit J li 
Comments: [Its isnad is saheeh, 

Muslim (1243)] .<mr) : f : e >i 

3526. It was narrated that al- tfjU : 
Muttalib bin 'Abdullah said: Ibn 



'Ulnar used to do wudoo' washing 



each part three times, and he ^1 5l5j ^ ^1 J] iii^ U>j2 

attributed that to the Prophet , . ... * - ^ 

And Ibn 'Abbas (&) used to do *^ ^ ^ ^ V 

wudoo' washing each part once, and [ \ AA^ ; j ] 

he attributed that to the Prophet (3k). * J 

Comments: [Saheeh because of ^ikJl i&^Jj ^~>^ .go*** 

corroborating evidence] .iL-^ ^L* ^ ^ oljjj i^-l- 

352V* It was narrated from Ibn £^ . ^ gfe -retV 

'Abbas that he said: The ^ 

Prophet (jggj) came to Zamzam and J ^ ^r^ 1 :0U£ Jli ^^Jj ^ jLIj- 

we drew a bucket for him and he . - ^ .» , v , 

drank, then he ejected some water ""^ - 

back into it, then we emptied it into ^ ^1 ^ : Jtf a;! ^llt ^ 

Zamzam. Then he said: "Were it not *i ^ * , * ; , rj' i5 llp"' : ' 

that you would be overwhelmed at ^ ^ 1 ^ ^ f^ J 

(the well), I would have drawn it \J^J6 h\ V}Ja :Jli ^* Uli^t 
with my own hands." 

[YYYV i^j] oJ>J 
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Comments: [Its isnad is sahceh] oU^j : g;^' 



3528. It was narrated from Bakr : - . *y gfe, -fey A 



bin 'Abdullah that a Bedouin said , „ ^ #c s r 5 a 
to Ibn 'Abbas (*): Why is it that Ju 01 ^ ^ u? & 0* 

the family of Mu'awiyah give ^ jy ^ U 

water and honey to drink, and the b s 1 , * 

family of So and so give milk, and r^J fc 0^ ^ ^ J-^J 

you give nflfcmtt? Is it because you ^ j£ j^J t^f 

are miserly or poor? Ibn 'Abbas ^ - 

said: We are neither miserly nor ^ ^ ^ ^ l : ^ Ta - a 

poor, but the Messenger of Allah - ^ J^- ^ Jj, j^- 
(igg) came to us with Usamah bin , , # . „ 
Zaid riding behind him, and asked -W ^ _ <lr? 't^-* L >~^ 
for something to drink, and we ^ : ^ o^ij _ 

gave him some of this - meaning ' 
naheedh in a waterskin - and he .Mji-^li 
drank some of it and said: "You , 

have done well; do like this. 1 L " ^" 

Comments: [Its isn^ is saheeh, Muslim (1316)] 

3529. It was narrated that Ibn <• s . . , 
'Abbas (*) said: The Messenger ^ ^ ! ^ ~ r ° n 
of Allah (^5) came to the well of J>) ^^r^ 1 4 f-f ^ 
Zamzam and we gave him some ' „ S '* , - - - ' 

to drink, and he drank standing. ^ <W J.*-; £ ^ ^ ^ 

Comments: [Its isnad is saheeh, al- OaVA -£>-lj] ^ ^ t&LwLj 
Bukhari (1637) and Muslim 

(2027)] ^ViW) : c ^L-l : 

.(wv) 

3530. It was narrated from Ibn ( ^ 1^ ; -ror* 
'Abbas that the Prophet of Allah "\ i% " ^ # # 

3g forbade being married to a & ^ J 1 0* J* 1 

woman and her paternal or yf ^ if^j, _^ * \ ^ m J,, 

maternal aunt at the same time. L - 

Comments: [A saheeh hadeeth] [>AVA -^-^ J"-- 



3531. It was narrated that Ibn 
'Abbas (4) said: The Prophet 
used to pray Witr with three <.Z£- J> ±*^> tJlA^J ^1 ^ J^^! 



Musnad of 'Abdullah bin al-'Abbas 256 



rak'ahs, reciting Sabbih isma 
Kahhikal-A'la f Qui ya ayyuhal- 
kafiroon, and Qui Huwallahu Ahad. 

Comments: [Its isnad is saheeh] 



3532. It was narrated that Abut- 
Tufail said; Mu'awiyah did not 
come to any corner of the House 
but he touched it, Ibn 'Abbas (4*) 
said: The Prophet of Allah 
only touched these two corners. 
Mu'awiyah said: None of its 
corners are to be forsaken. 'Abdul- 
Wahhab said: The two corners 
were the Yemeni Corner (ar- 
Ruknul-Yamani) and the corner 
where the (Black) Stone is. 

Comments: [Its isnad is saheeh] 

3533. It was narrated that Abut- 
Tufail said: I was with Mu'awiyah 
and Ibn 'Abbas (&) when they 
were circumambulating the 
House. Ibn 'Abbas would touch 
the two corners and Mu'awiyah 
would touch all of them. Ibn 
'Abbas said: The Messenger of 
Allah (sg) only touched these two 
corners, the Yemeni and the Black 
(i.e., where the Black Stone is). 
Mu'awiyah said: No part of it is 
to be forsaken." 

Comments: [Its isnad is qawi] 



3534. It was narrated from Ibn 
'Abbas that the Prophet did 
'Umrah from Ji'ranah; he trotted 



[TVYT 

iXj jl^ fcjj- -VotY 

aH «W lJ l£ LL ? ! 

[YY W .y^Jlj 

iisyvi ^ ijuj jui^: 

[Y Y ^ • : *jy*&> 



CO** 1 



jlp iiL^ iL'jl^ -r*ri 
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around the House three times and 
walked for four circuits. 

Comments: [Its isnad is gatm ] 



3534 (sic) It was narrated that 
Abut-Tufail said: I said to Ibn 
'Abbas (^,): Your people are saying 
that the Messenger of Allah (gz) 
trotted around the House and that 
it is Sunnah. He said: They arc 
telling the truth and they are lying. 
1 said: How are they telling the truth 
and lying? He said: They are telling 
the truth, the Messenger of Allah 
(fe) did trot around the House, but 
they are lying because it is not 
Sunnah. At the time of al-Hudaibiyah, 
Quraish said: Leave Muhammad 
and his Companions alone until 
they die like the worm that falls from 
the nose of an animal [av-naghaf. said 
to belittle a man and remark on his 
weakness]. When it was agreed that 
they would come the following year 
and stay in Makkah for three days, 
the Messenger of Allah (^fe) came 
and the mushrikeen were watching 
from the direction of Qu'aiqi'an. 
The Messenger of Allah (jte) said to 
his Companions: "Trot around the 
House three times." But it is not 
Sunnah, 

Comments; [A saheeh hadeeth] 

3535. It was narrated from Abut- 
TufaiL. and he quoted the hadeeth. 

Comments: [A saheeh hadeeth] 



iil :£g ^11 ^Cp y\ 
jIp j* Slli. :^j3 ~f f*^* 

o\ iiiy : ^»& ^ 
v^JL <rvr/\> j»3 As ^ j^lii 

U : cJti ! y-iSj l^iJLja ;Jli .i^. JJJo 

!!' ' : ^ ^ - ^ J! 



£JU : Vtf lii-U- -rare 

[YV'V .i^Ji 3<ii ... j^klt 
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v^k ^Liijl jjli dill i'i *■ ■» 



3536. It was narrated from Ibn 
'Abbas (4*) that Quraish said: 
Muhammad and his companions 
have been weakened by the fever 
of Yathrib, When the Messenger 
of Allah came in the year in 
which he did f Umrah f he said to 
his companions: "Trot around the 
House so that the mushrikeen may 
see your strength. When they 
trotted, Quraish said: It did not 
make them weak. 

Comments: [Its isnad is sahceh, al- 
Bukhari (1602) and Muslim 
(1266)] 

3537. It was narrated from Ibn 
'Abbas (4*) that the Prophet 
said: "The Black Stone is from 
Paradise. It was whiter than 
snow, until the sins of the people 
of shirk turned it black." 

Comments: [Saheeh, apart from the 
phrase "It was whiter than 
snow../'; its isnad is da'eef because 
of the confusion (ikhtilat) of 'Ata' 
binas-Sa'ib] 

3538. It was narrated from Ibn 
'Abbas (Jfc,) that the Messenger of 
Allah (gg) rinsed his mouth after 
drinking milk and said: "It is 
somewhat greasy/' 

Comments: [Its isnad is saheeh, al- 
Bukhari (211) and Muslim (358)] 



3539. It was narrated from Ibn 
'Abbas (^) that the Messenger of 
Allah (^) was one of the most 



jii jJJi ^UJ ^ in 

[nri .j^iij 

.(u-u) 



^ _ jLI^ GjlA -rorv 

lil OLS} .£>J! ^ S^*Jl >^J1» :Jli 
[mo .J^J| 



— y 

.(roA) 

^Jjl i^ii ^ oUlX £:U -ror^ 
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generous of people, and he was at 
his most generous in Ramadan, 
when Jibrecl met with him, Jibreel 
would meet with him every night, 
reviewing the Qur'an with him. 
When Jibreel met with him, the 
Messenger of Allah was more 
generous than the blowing wind. 

Comments: [Its isnad is saheeh, al- 
Bukhari (6) and Muslim (2308)] 



3540. It was narrated from Ibn 
'Abbas (dfe>) that the Messenger of 
Allah said: "I have been 
supported with the east wind, 
and 'Ad were destroyed with the 
west wind/' 

Comments: [Its isnad is saheeh, al- 
Bukharj (1035) and Muslim 
(900)] 

3541. Muhammad bin 'Ali bin 
'Abdullah bin 'Abbas narrated that 
his father said: Ibn 'Abbas ($>) told 
me that he stayed overnight with 
the Prophet He woke up at 
night, took his siwak and brushed 
his teeth with it, then he did 
ivudoo', saying, "Verily, in the 
creation of the heavens and the 
earth.,. " [Al 'Imran 3:190] until he 
finished reciting these verses, and 
reached the end of the soorah. 
Then he prayed two rok'ahs, in 
which he made the standing, 
bowing and prostrating lengthy. 
Then he went (and lay down) until 
I could hear him breathing deeply 
in sleep. Then he woke up, cleaned 



juu ftUL t j^r- aiiju if^- 

: <_r^ 'J>. [ lp*^ : J 1 * Cr* 

JO ^;Vfj 4 ^ : j^: 

^ ; tS^iiJi^ flrfJi U*J Jiiu 

'. ybj j (. 13 li-^U La j':.!u 1 
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his teeth with the siwak and did - - . * * ' — . - 

Woo' whilst saying... until he had r iVS ^ & 

done that three times, Then he jij s 1 ^! Jl £>J iljjl J% iliG 

prayed Witt with three rak'ahs, ... . , > , > £ > * 

then Bilal the muadhdhin came to ^ J J ->r ^ ^ ^ u -^A 

him and he went out to the prayer, 1 l>j-^ ^ J**- 1 ) c ^ J? 

saying, "O Allah, put in my heart . > . , . \ 

light put in my hearing light, put ^ J ' ^ Jy ^ 3 Xjy ^ ^ J 

in my sight light put in front of ^>y 3 JLLi jZj \jj ^ : ". -J, 

me light and behind me light put \ > 3 t - , > \, > 

to my right light and to my left Mjy ^ ^ ^ ^ ^ 

light above me light and below h «m 
me light O Allah, grant me 

abundant light/' (vir) :^ t^v^ ojL^i 
Comments: [Its isnad is sate/i, Muslim (763)] 

3542. It was narrated that Jbn £ £*± - ^ _ rotY 
'Abbas (-&) said; The first one 

who prayed with the Prophet (^) ^>*4* 0^ 0* i ^ ^ 

after Khadeciah was 'Ali. And on , -■, — S - • - \*\ \r- - 

one occasion he said: (The first ^ ^ ^ ^ ^ 

one who) became Muslim. -jULL? Jlij .^JJ, U^jl^ ^ 

Comments: [Its /srnzd is da 'eef\ [r • *n 

.(row 



3543* It was narrated that Ibn 
'Abbas (40 said: The Messenger 

of Allah (sg) died when I was <y. -V?-^ J^i 3^-! ^ 

fifteen years old. %t ^- . 

Comments: [Its isnad is saheeh, al- , „ . >' 

Bukhari (5035)] ^ ^ 0?' ^3 5^ ^1 



3544. It was narrated from Ibn 
'Abbas (4b) that the Messenger of 

Allah (%) forbade (as food) every o ^ ^ jil j (U^Jt : il^* 



^1 Li^l ^ jUJ^ LJjl^ -rot I 

jj-*^ ( j r ^ ^£>x}\ lijj^- ; ill^i 

wild animal that has fangs and * ^ . , - 

every bird that has talons. ' ° & ^ 



Musnad of 'Abdullah bin al-'Abbas 261 



Comments: [Its isnad is saheeh, 
Muslim (1934)] 



3545. It was narrated from Ibn 
'Abbas (4*) that the Messenger of 
Allah (afe) used to go to bed 
hungry for several nights - ' Abdus- 
Samad said: in a row - and his 
family could find no supper. And 
most of their bread was barley 
bread. 

Comments: [Its isnad is sahech] 



3546, It was narrated that Ibn 
'Abbas (&) said: The Prophet (afe) 
was taken on his Night Journey, 
then he came the same night and 
told them of his journey, with the 
proof of the description of Baital- 
Maqdis, and of their caravan. 
Some people said: Should we 
believe what Muhammad says?! 
And they apostatised and became 
disbelievers, and Allah caused 
them to be slain with Abu JahL 
Abu Jahl said: Is Muhammad 
trying to scare us with the tree of 
az-Zaqqoom? Bring us some dates 
and butter and let us have some 
Zaqqoom! And he (the Prophet 
(#0) saw the Dajjal in his real 
form with his own eyes, not in a 
dream, and (he saw) 'Eesa, Moosa 
and Ibraheem, blessings of Allah 
be upon them. And the Prophet 
Ofe) was asked about the Dajjal 



[Yvtv .JL\ j* ^JLL ^ J5 



.euro : 



r 



JLtf Li^l jl^ lliJi^ -To to 

'. J Is C-J U LjJL>- : /j^L^>-j 

^ _ :-UJJl jli- Jli _ ^JOJ! 

[vr«r >i 



juill jl^ tiJ^ -roil 



X? jy* j& J*>1* lliwij- :Jti : U - j jl J-^ 

IJu^tl JJukJ ( ^>*j : ^t*-^- JUs 
<dJl tlj^aj tljU5 IjJLTjli IVJjij Uj 

I !j>jijJl s j^-^-j -XjL>»^ 

^jj^ 5 ljk? J^^i j;^3j • c, -^3j 

l^Uili olj :J'll : JLi „ J^? 
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■tk ^IjLmJl fill , l"i,C * *■'■ * 



and he said: "He is white with a 
pinkish colour - Hasan said: I saw 
him with a huge body, white with 
a pinkish colour; one of his eyes 
protrudes like a shining star, and 
it is as if the hair on his head is 
the branches of a tree. And I saw 
'Eesa, a young white man, with 
curly hair, keen-sighted and lean. 
And I saw Moosa, dark with a lot 
of hair, strongly built, And I 
looked at Ibraheem, and I did not 
look at any part of his body but I 
thought I was looking at part of 
my own body, as if he is your 
companion [referring to himself]. 
And Jibreel (as) said: Greet Malik 
with salam, so I greeted him with 

Comments: [Its isnad is sahceh] 

3547, Hilal narrated that 
'Ikrimah was asked about the one 
who is fasting - can he be treated 
with cupping? He said: It is only 
disliked because it weakens the 
individual. And he narrated from 
Ibn 'Abbas (4) that the Prophet 
(^g) was treated with cupping 
when he was in ihram because of 
some poisoned mutton that he 
had eaten, that was poisoned by a 
woman from among the people of 
Khaibar. 

Comments: [Its isnad is saheeh] 



Ji- I* jl u^Aa :c*jL* LJjl^ 



r 
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3548. Abdur-Rahman bin ^ tijt>. -raiA 
Yazeed said: I saw Ibn Mas'ood , , j( ^ , t ^ ; 

(Jk) stoning the Jtfmra/?, Jamratal- :JU ^ O-^ 1 ^ : r* l >*i 

'Aqabah, from the middle of the ^ ^ ^ ^ 

valley. Then he said: This - by the „ f ' 

One besides Whom there is no ^ 'J^ cA4 J*? ^^iiJl 
other God - is the place where the 
one to whom Sooratal-Baqarah 

was revealed stood, <.T\t\ t,VAVi : ^l] '*'JQ\ 5 3j-^ 

Comments: [Saheeh, al-Bukhari t £nv tt'A^ i£»*U i£'*Y tT'UY 
(1747) and Muslim (1296)] 

ttrvA ijrv» ar^ 

3549. It was narrated from ^ ij^i t 1 -^ -rat* 
'Abdur-Rahman bin Yazeed that 



'Abdullah recited the Talbiyah when 



he moved on from Muzdalifah, and ^ ^ Jj <JUl !>l J\ 

it was said: Is this man a Bedouin? ' t ° f , \", , ' £ , ^ 

'Abdullah said: Have people : ^ -4* L <~^ 

forgotten or gone astray? I heard the ?[ jj, -f , ^ ' r{ 

one to whom Sooratal-Baqarah was - • ' ' t ^ r t 

revealed saying in this place: : jLSU-H \jJ* j> jj£ s^illl ; Jj5 ^ aIU 

'Labbaik Allah umma labbaik." r »^ rt * ■ n :i- j T * *m : ^ 

,[\v<n pjjui 

Comments: [Its isnarf is saheeh, 

Muslim (1283)] .<mr) : P 

3550. It was narrated that Abu ^^A^ ' ? *■ * 

Hayyan al-Ashja'i said: Ibn 



Mas'ood (4) said to me: Recite ^l&^>^ ^ J ^ ^ 

some Qur'an to me. I said to him: . ,u \^ . , ^ . ^ ^ ^ ^ 

Aren't you the one I learned it ' - r ' -* y ' y>* 

from and aren't you the one who mlli; djL ^1 : ^iJJU : Jli t jl^Jt 
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taught it to us? He said: I came to 
the Prophet (#5) one day and he 
said: "Recite some Qur'an to me." 
I said: O Messenger of Allah, 
aren't you the one to whom it 
was revealed and aren't you the 
one from whom we learned it? He 
said: "Yes, but I love to hear it 
from someone else," 

Comments; [Saheeh because of 
corroborating evidence; al- 
Bukhari (4582) and Muslim (800) 
this is a da eef isnad] 

3551. It was narrated that Ibn 
Mas'ood (4?) said: I recited to the 
Messenger of Allah from 
Sooratan-Nisa', and when I 
reached this verse: "How (will it 
be) then, when We bring from each 
nation a witness and We bring you 
(O Muhammad (3^)) as a witness 
against these people?'' [an-Nisa' 
4:41], his eyes flowed with tears. 

Comments: [Its isnad is saheeh, al- 
Bukhari (4582) and Muslim 
(800)] 

3552- It was narrated that Abu 
Wa'il said: Ibn Mas'ood (4*) said: 
There are two things, one of which 
I heard from the Messenger of 
Allah (^) and the other is from 
myself (i.e., I worked it out myself): 
"Whoever dies ascribing a rival to 
Allah will enter Hell/' And I say: 
whoever dies not ascribing any 
rival to Allah or associating 
anything with Him, will enter 
Paradise, 



5fe ^1 oil J\ : Jlii cJl} 
T *<t°AT) : c „>J : e >i 

:^ <,(£gaY) :^ t oil—] ' ^yj>£ 

.(A-) 

it'tr ,t*rA l rAio t rA^ ^ trixo 
.[utc iirr\ t tYr< 
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Comments: [Its isnffrf is suftetfft] , 7tcJ ^ 3 oL-J :£>>^ 

3553. Abu 'Ubaidah bin t jj- ^ *^ ULjt -toot 

'Abdullah narrated: 'Abdullah , P _ ^ 

said: The Messenger of Allah (fe) ^ flJ ^ - * Jb 

said: 'The nutfah (sperm drop) J31 jti Jli : J ] J 

remains in the uterus for forty days , ^ ^ , >^ -0, ; 

as it is without changing. Then ^ r^ Ji J ^ 

when forty days have passed, it ±^ ^-<Ji '^i; i*u V l«J> 

becomes an 'alaqah (blood clot), t r J / ~ 

then a mudghah (chewed lump of tilliS lillap ^ t ^iJ^ 

flesh) for a similar length of time, ^ ^ ^ y.-J,, jtf ^ 

then it becomes bones for a similar ^ 

length of time. Then when Allah ^ i l -JLO J <-^ a 

wants to give it its final shape, He - ,z , i*\ e m 

sends an angel to it and the angel - \ , . 

who is appointed in charge of it •} 
says: 'O Lord, male or female? . . > ( , , , ^ tJ / f ,* 
Doomed or blessed? Short or tall? ^ : ^ ^ r 1 - ^ 

With something missing or ^ _^ ^ ^ 

something superfluous? (What is) ^; , /, 77 ^ , : : 

its provision and life span? Healthy :JLi ?aK lli ^ j*j 

or sick?' And he writes down all of .[^n : —Ij jli UJ 

that" One of the people said: Then 

why should we strive if all of that is u^^] L ^k*^. j ^L-l : 

finished with? He said: "Strive, for , , \ , 

each one will be helped to do that - ^ . - ^ 

for which he was created/' 

Comments: [Its isnad is du'ec/and mwiqati' (weak and interrupted)] 

3554. It was narrated that ^ UU : ^lli -toot 

'Abdullah bin Mas'ood (&) said: ( , , ^ * 

The Messenger of Allah fcfe) said: ^ 3*^ J> ^ ^ 

"There is no one among the ^ j J\ ^ 

Muslims, three of whose children tf "/ ^ 

die before reaching puberty, but ^ j 

they will be a strong protection - ^ 
against the Fire for him." It was ' ^ s 

said: O Messenger of Allah, what l~^r ^ ^! 

if they were two? He said: "Even t Jj| J " 'Ui 

if they were two/' Abu Dharr {*) ' - t ^ J t " " , , 
said: O Messenger of Allah, I have Uli :Jli Sj2l\ ^ 0^ 
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only sent two ahead of me. He 
said: "Even if they were two." 
Ubayy bin Ka'b Abul-Mundhir, 
the leader of the prominent 
scholars, said: I only sent one 
ahead of me. It was said to him: 
Even if it was one? He said: "That 
(i.e., the reward) is only (for 
showing patience) when calamity 
first strikes/' 

Comments: [Its isnad in this 
version is da 'eefand mimqati'] 



3555, It was narrated from Abu 
'Ubaidah bin 'Abdullah, from his 
father, that the mushrikeen 
distracted the Prophet from 
four prayers on the day of al- 
Khandaq, until as much of the 
night as Allah willed had passed. 
Then he ordered Bilal to give the 
adlian, then he gave the iqamah 
and prayed Zuhr , then he gave 
the iqamah and prayed 'Asr r then 
he gave the iqamah and prayed 
Maghrib, then he gave the iqamah 
and prayed 'teha\ 

Comments: [Its isnad is daeef and it 
is interrupted] 

3556, It was narrated from Ibn 
Mas'ood (&) that the Prophet (^) 
said: "On the night on which I 
was taken on the Night Journey, I 
met Ibraheem, Moosa and 'Eesa. 
They spoke about the Hour, and 
referred the matter to Ibraheem, 
who said: 'I have no knowledge 
of it/ So they referred the matter 
to Moosa, who said: T have no 



JUi :Jli t (jl : | i\s oi> :JIS .^1 

^UJl 31s. ilii uju :jUi ?Q>-ij 
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knowledge of it/ So they referred 
the matter to 'Ecsa who said; 
'When it is going to happen is not 
known by anyone except Allah, 
but among the things I have 
learned from my Lord, may He be 
glorified and exalted, is that the 
Dajjal will emerge. I will have two 
bars with me, and when he sees 
me he will melt like lead, and 
thus Allah will cause him to perish. 
And the rocks and trees will say: 
"O Muslim, there is a disbeliever 
beneath me, come and kill him/' 
Thus Allah will cause them to 
perish. Then the people will go 
back to their countries and 
homelands. At that point Ya'jooj 
and Ma'jooj will emerge, 
swarming swiftly from every hill, 
and will conquer their lands. They 
will not pass by anything but they 
will destroy it, and they will not 
pass by any water but they will 
drink it. Then the people will come 
to me, complaining about them. I 
will pray to Allah against them and 
Allah will cause them to perish and 
die, until the earth becomes rotten 
with their stench. Then Allah will 
send down rain which will wash 
their bodies away and throw them 
into the sea.... And among the 
things I learned from my Lord, 
may He be glorified and exalted, is 
that when that happens, the Hour 
will be like a pregnant woman who 
has reached full term, and her 
family do not know when she will 
suddenly give birth by night or by 
day/" 

Comments: [Its isnad is da'eej] 



uj} iu> ilLi id l^IU: ^ 

JU ;£jU Ot J^j J.J 

01 til :JU .>U> 

p ill ^4504^ :JL^ .iftli JUii fyS 

hi C^" 1 " ^ ^ 

oj^aj to_ f ii^i oyij 
hi 

jj ^ iliu jii 
^ - ^jj 1 ^ If) ^ _ ^ 

^i; N .jyji ^ M 



Musnad of 'Abdullah bin Mas'ood 268 ^ j^i^ ^ *dil 



0 OV 



3557. It was narrated from 
'Abdullah bin Mas' cod that a 
man came to the Prophet {^) and Jjl ^ u J^lj ^1 ^ £jU 
said: So and so slept yesterday - / ^"^ a 

and missed the prayer. The :JUi fc * ^' ol ijj^^l 
Messenger of Allah (%) said: Ju !»i 

"That is (because) the Shaitan i£ 

urinated in his ear - or ears." >J J 1 J ^ fill 

Comments: [Its isnad is sflfcfl?/?, al- .[£o<\ : ^1] ,«^( 

Bukhari (1144) and Muslim 

(774)] .(wO :^ :^ : g;/^ 

3558* It was narrated that Muslim 

bin Subaih said: I was with „ > 4 , _ , — ,„ , a a , 
Masrooq in a house in which there C* ^ ' £7~* ^ ^ 

was a statue of Mary. Masrooq lii :<J^ ^> Jill: ^ ^ J 
said: Is this a statue of Chosroes? I > , t % . , 
said: No; it is a statue of Mary. ^ : 

Masrooq said: I heard 'Abdullah ^ J, ui : Jlii t — 

bin Mas'ood say: The Messenger of s , ; , ^ 
Allah (^) said: "The most severely ^j^j j ^ : ^ ^ 

punished of the people on the Day rr -i, n;- n, £ 'f ? . ,u 

of Resurrection will be the image w ^ 1 

makers/' .[TAU i^lj] J<0j^Jalil 

Comments: [Its /snarf is saheeh, al- , * , 

Bukhari (5950) and Muslim r ^ J : C : 
(2109)] 

3559. It was narrated that '-^vj, , * ' 

'Abdullah bin Mas'ood (A) said: - ^ 1 ^ - J M U ^ " r *^ 
The Messenger of Allah said: ^ tJuU-l ^ iidi 
''Whoever sees me in a dream has "' : - - . E • 

truly seen me, for the Saltan ^ ^ ^ 1^ ^J^ 1 

cannot appear in my form/' Aij ^ilji j *lj I 

Comments: [Its isrwd is saheeh] 'if *T .... .7 = r 

.[ir*t ,n^r t rv^^ 

^ -ro 



3560. It was narrated that ^ ^ ^ _ ro ^ 

'Abdullah bin Mas'ood (^) said: ' 
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The Messenger of Allah said: 
"If you are three, two should not 
converse (privately) to the 
exclusion of their companion, 
because that makes him sad/' 

Comments: [Its isnad is saheeh, 
Muslim (2184)] 



3561* It was narrated that 
'Abdullah (Jk) said: The Messenger 
of Allah led us in offering the 
fear prayer. They stood in two 
rows; one row stood behind the 
Prophet and the other stood 
facing the enemy. The Messenger 
of Allah (^te) led the row that was 
behind hirn in praying one rak'ah, 
then they got up and left, and took 
the place of those who had been 
facing the enemy, and the others 
came and stood in their place. Then 
the Messenger of Allah (#5) led 
them (the second group) in praying 
one rak'ah, then he said the tasleem 
and those people got up and 
prayed (a second rak'ah) by 
themselves. Then they said the 
tasleem and went and took the 
place of the ones who were facing 
the enemy, and that group came 
back to their place and prayed one 
rak'ah by themselves, then they 
said the tasleenL 

Comments: (Saheeh; this is a da'eef 

isrmd because it is interrupted) 

3562. It was narrated that 
'Abdullah (*) said that the 
Messenger of Allah (ag) taught 
him the tashahhud and instructed 



,tr<{o t m> .fcws 

.[*iY"i Ai'V 

J~>^ S? Juj^J 
t<dJl jlp j^" ^ Jrf^ UjJl>- : *.-J../j^ 

(rvn/\) ^ Jji LL JU :J'J 

tjjujl J.. ■» t— 4-£M <**r^ ^-AJJ>- 

l^ilS iJbJjl .jJuJl iy^l 

Jl iUjt O-^ 1 

.[TAAY : .I^IJL 

Jj| :JIS aLi 1^ Jji 
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him to teach the people, "All * . f , ^ 

compliments, prayers and pure : ^ LJi ^ V* 1 ^ t 4^ JI t& 

words are due to Allah, Peace be t idjij il^LiJIj t Jj 

upon you, O Prophet, and the 5 , s tt 

mercy of Allah and His blessings. ^ *^>3 ir 1 ^ 

Peace be upon us, and on the ^ ^ ^ ^ ^ ^ „ 

righteous slaves of Allah. I bear ^ ^ " ^ 

witness that none has the right to ip'j ^ ^! V 01 i^ii v^^LLJ! 

be worshipped except Allah, and I j * f 

bear witness that Muhammad is ' - JJ ^ j1 

His slave and Messenger/' U • Y> : f fc ( A n) ig,^ 

Comments: [Sa/iceft; al-Bukhari (831) J y ^Q^' -_ v > 3 U-! 

and Muslim (402) this is a da'ee/ * ' 
isnad because it is interrupted] ^ 

3563. It was narrated that 
'Abdullah (&) said: We used to 
greet the Messenger of Allah ^ ^ ^Uiip j* 

with sutom when he was praying, ^ ^ ^ ^ > - g . ^ 
and he would return the greeting. ' - ^ ^ - 

When we came back from being ^ iDU-j llli t Ullp j^i ti^L^Jl ^ 

with the Negus, we greeted him ,•>- = , - s 

with salam and he did not return : ^ ' - ^ liOl ^L^jl 

the greeting. We said: O Messenger t ;^l J Idi iLi l!i L' 
of Allah, we used to greet you , , ' ai ^ , J , , 

when you were praying and you 5^-^' ^ J 1 _ ^ o[» : JU^ ?£U 
would return the greeting. He said: ,[VAA t : ^\) .<SuJj _ 

"There is sufficient preoccupation 

in the prayer/' .(arA) : r i^^.jLu-J 

Comments: [Its isnad is saheeh, al-Bukhari (1199) and Muslim (538)] 

3564. It was narrated from Abul- 
Ahwas that 'Abdullah (&) said: 



The Messenger of Allah (gg) said: ^ ^ ^ ^4^1 'J *Ua£ 

"A man's prayer in congregation * - - ' * > ' , , * 

is twenty-odd times better than ^ J ^ JU ^ ^ ^ 

his praying alone." ^^j, UUiJl J J^JI s^Li 

Comments: [Sa/iee/i because of ■ J^i] fli^"S J ' * ' J * 'Jb^ 

corroborating evidence, and its J J-r*f-J 

isnffrf is .[trY£ artr .mm t noA t ro^v 
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3563. It was narrated from 
'Abdullah bin Mas'ood {4*) that a 

man came to the Prophet (2^) and ^ ^jj^ >h*^ J* ^j^LJl ll-l- 

said; When is Lailatal-Qadrl He tfE .... — i 

said: "Who among you remembers 01 : iJ*^ ^ ^ ^ 0* ^' 

the night when there was some c-^i in : Jli ^ ^jjl Jl *>U^ 
brightness in the sky?" 'Abdullah " ^ . *. ,7- . - 

said: I do, may my father and ^ ^^j 1 ^ 1 ^ ^ 1^* : ^ 
mother be sacrificed for you. 1 had ^ ^ ^ ^ ^ . J Jj ^ 

some dates in my hand that 1 was - - - > _ 

eating for sahoor, and I was !^>^ ^3?^ 'Sf; 
concealing myself behind the back > -r „ . 1? , 

of my saddle to eat them before CT - J ~ ^ ^ 

dawn came. And that was when .Ltviv : ^1] 

the moon rose. 

Comments: [Its isnaa is da eej - ^ v 

because it is interrupted] ,*UU^ ^ jj s-L-t 

3566, It was narrated from ^ ^ . ^j, - >u ^ _r*11 

'Abdullah (*,) that the Prophet ... ; . 

(%bz) prayed Zuhr with five rak'ahs. l^ILp 'j^'j?! J* ^ 

It was said: Has something been ^ ^ ' < # - . ^ V 

added to the prayer? And it was ~ ' 

said: You prayed five (rak'ahs). t [ZJJ- J^i* :Jj Vc^JaJl J> Juj : JJis 
And he prostrated twice. 

Comments: [Its isnad is sahceh, al- 



Bukhari (1226) and M 



(572)1 



.(ovt) 



3567. It was narrated from ^jj, ^\ y_ lUJ CJj^- -telV 

'Abdullah bin Mas'ood that the 



Prophet of Allah (gg) said: "Prayer 



in congregation is twenty five ■ ^ ^ji j| ^J^j; ^ ^1 

times better than a man praying on f „ \' , > v ' * , „ 

his own, each time like his prayer/' J^ 1 s^ 3 lP^" 

Comments: [Sa/ieefr because of jL* tUJL* ^jji^j kLl^ tSi^) 
corroborating evidence; this is a 

da'eef isnad because it is .[ittt aioA 
interrupted! 



Musnad of 'Abdullah bin Mas'ood & 272 



3568. It was narrated that >\, > 

Abdullah bin Ma'qil bin Muqarrin V r "' ^ ^ ~ f ^ A 

said: My father and 1 entered upon aLi ^ ^ ^ jU; ^Cil : J ki 

'Abdullah bin Mas'ood (^) and he £ _ , /I „./ 

said: Did you hear the Prophet ^ :JLi J>. ^ ^ 

say: "Regret is repentance"? He jjl :j£ tijJU^ ^ Jji jl^ j± 

said: Yes. On one occasion he said: . „ + * > \ 

I heard him say, "Regret is :JU f^ 1 " ^ 



repentance." ^, :J^^ : ^ Ju, - 

Comments: [Sate/7; this is a hasan 



1JU j 



3569, It was narrated from ^ - ^ 5^ ^ _ fi ^ 
'Abdullah (*) that the Messenger / # , f ' , „ 

of Allah (^5) said: "Give charity, Jj^j <j' ^ 0? JJij 

O women, even if it is from your , ^ ; - . , 

jewellery, for you are most of the ' ' ^ . 

people of Hell." A woman who Jii ^51 ^JU ^ 'Jij 

was not one of the prominent . - , - * . - ^ 

women stood up and said: Why, ^^'^^ ^ ^ 

O Messenger of Allah? He said: h m j& ;JU u J 

"Because you curse a great deal , , , ( , 

and are ungrateful to your -"^rr^ 1 o'J&j 

husbands/ ' .[nor am a-n 

Comments: [Si?/;^/i because of 

corroborating evidence; this is an ^ 

zsnad that could be hasan] j -^i 

3570. It was narrated from ^ -T*V« 
'Abdullah (&) that the Prophet s ^ * \ ,* 

(s£) did the two prostrations after ir 1 ^ ^ ^ tUja * ^ *r*^! 

the s/to. And on one occasion he jj Jiij .^LUl 1^ # 

said: The Prophet (^) did the two _ ^ 

prostrations of forgetfulness after ^ <j? o^^^ 1 ^ 

^ ojL^I) .[roil <( >MJl 

Comments: [Its isnad is sakeeh, al- 

Bukhari (1226) and Muslim (oVY 



»iC^ri) t ^>vjf QjL^j \ £y jfiv 



.(aVT) 
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3571. Jt was narrated from 
'Abdullah from the Prophet 
"The Hour will not begin until 
a man from my family whose name 
is the same as mine becomes in 
charge (of the Muslims)/' 

Comments: [Its isnad is hasan] 



3572. It was narrated that 
'Abdullah (Jfc) said: The Messenger 
of Allah (ag) said; "Days will not 
cease and time will not end until 
the Arabs are ruled by a man from 
my family whose name is the same 
as mine/' 

Comments: [Its isnad is hasan] 



3573. It was narrated from 
'Abdullah (&) that the Frophet 
(5**) said: "This world will not 
end until the Arabs are ruled by a 
man from my family whose name 
is the same as mine." 

Comments: [Its isnad is hasan] 



3574* It was narrated that 
'Abdullah {«&>) said: We were with 
the Prophet (^) in the cave and 



i^ 1 J* ^ ^ ; *3 If rf ^ 
Ji> Ji kirn f> ; ^ 

Jf If ^ J~?~ J 1 - 33 ^ ^ 
,^^25 V» -1)1 J^.3 Jli' :JIS Jil 



,[rav\ :^IJ [JeX'j* 

J- ^ ±* If 'jj j* 

.[rov\ 

' w — *~ * £Hf^ 

j M ^ ^ ^ ^ ^ If 
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"By the winds (or angels or the 
Messengers of Allah) sent forth one 



i& ► cJ>i ijli 



after another" [al-Mursalat 77] was ili Olj ^ ^ l^iiU O :cJ— jJl) 
revealed to him. I learned it from ^ - - 

his lips when it was fresh (had just ^ : 'r* ^ ^ ^ tl *l 
been revealed), but I do not know :j\ (o* icJL^Jl) ^SjL-j! JUJ ^ 
with which words he ended it, ' - >/ ' 

"Then in what statement after this : ^^> ^ W ^ M [ 'i>7 

(me Qur'an) will they believe?'' [v. Jlii , /J- j> JjUii (1a 
50J or "And when it is said to them: . # , , * 

'Bow down yourself (in prayer)!' r* J : ^ ^ 

They bow not down (offer not their il*>o <. t > > t t foAl j'^J 
prayers)' 7 [v. 48]. A snake got away 
from us and entered a hole, and the 
Prophet (3%) said: "You have been 
protected from its evil and it has 
been protected from your evil" 



Comments: [Sa/we/i because of corroborating evidence and its isnad is //flsan] 

3575. It was narrated that f - u - ^ ^ _ reVe 

' Abdullah (^) said: We used to ^ ^ " ^ / 

greet the Prophet (^) [when he J* & :Jli 4JI ^ ^ t Jjl) 

was praying! when we were in -..f J: ;f ^ ?. -, w 

Makkah before we went to ' - ^ ^ ; - - 

Abyssinia. When we came from ti-i^Jl j+ lXJj tiilAJ* 

Abyssinia, we came to him and a , , - ' - — 

greeted him [when he was Uj ^ ^ ^ ^ ^ 

praying] but he did not return the :JL^ t c3Li tbl^l IpJ JU- .li; 

greeting and I got very distressed . f£ , mf t s ^ s ' 

and started trying to find out U ^ J^J > ^ ^ 

why, until they finished praying. I J V M u/\ ^ iu^f ai ^ 

asked him and he said: "Allah ' ' 

introduces whatever He wants .[Voir .o^L^Jt 
into His matter [i.e., religion] and 

He has decreed that we should : C ^ ^ 

not speak whilst praying/' .(^a) ; f t 0m) 

Comments: [Sa/w/t, and its isnad is /lastm] 

3576* It was narrated from ; * ; ^ . ^ 

'Abdullah (^) that the Prophet ^ , ? ' t \ 

(3^) said: "Whoever swears an 'y>* ir^ 1 if- ^ ^ If- 
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oath to take the property of a ^ ^ iJazi " jU J*U- 

Muslim unlawfully will meet Allah ^ ^ 

when He is angry with him/' And Jj-^j l^j "olli* jlU j*} *JW 



the Messenger of Allah (sfe) recited 
the confirmation of that from the 



Book of Allah, may He be glorified yj* l!5 ^r^j ^ o_?j^Lj i oj^f 
and exalted: "Verily, those who 



purchase a small gain at the cost of 



4^ &v 



Allah's Covenant and their oaths, iTQ\v (VV JO 

they shall have no portion in the , wvw . . _ 

Hereafter (Paradise). Neither will 
Allah speak to them/' [Al 'Imran : r <viia) : ^ 

3:77 1- x\r\) 
Comments: [Its isnad is snheeh, al-Bukhari (7445) and Muslim (138)] 

3577. It was narrated from — ^ — -row 
'Abdullah that the Prophet (^) * ;/ o . * ' 3 

said; "No one withholds the zaltflfr i^ 1 ^ ^ ^ ^ 

of his wealth but a bald-headed y{ * ^ sis; £p 

serpent will be made for him which , e , , „ #> 4 . 
will follow him, and he will flee U1 : ^ >j >I ^ 

from it and it will follow him, ^ iilJu^ M x± V) p .SyS 

saying: 'I am your treasure/" Then ' > * * 

'Abdullah recited the confirmation J '> f J> C : ^ 

of that from the Book of Allah: "the ,OA« 
things which they covetously 

withheld, shall be tied to their J* Jjial :sU o^ii JL* 

necks like a collar on the Day of 

Resurrection" [Al 'Imran 3:180]. ° M : &^ 

Comments: [Its r'swod is saheeh] 

3578, It was narrated that Abu J\ *^ ^ -r*VA 
'Abdur-Rahman 'Abdullah bin "I * > , - ; , , * 
Habeeb said: I heard 'Abdullah bin <>■ ^ ^ :JU ^ 
Mas'ood (&) attribute it to the ^ fa j^f ^ ^1 4, 
Prophet (^g): "Allah has not sent r t \ '* r "\ >/ ^ , 
down any disease but He has also J" ^ ' :u ^ ^ J^ 1 ^! 
sent down a remedy for it; those - * - 
who know it know it and those who ' " 

did not know it is not know it." . ^\ 1 : ^y mJ ^ 
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Comments: [Saheeh because of corroborating evidences and its isnad is Hasan] 



3579. It was narrated from 
'Abdullah (&) that the Messenger 
of Allah (^) said: "Do not acquire J* y* 1^ 1 
farmland (or a garden) lest that . ^ , - ? ( . - . - * 
increase your interest in this # ' ' ' ^ 
world." .«dUl ^ ^UllJl ^ 
Comments: [Its isnad is da'eef\ [i^Yl <, i < iA ■ ^1] 

3580. It was narrated from ^ L^i^Vl ^ OCii tijb- -roA- 
'Abdullah (^) from the Prophet _ ' tf . % 

{^): "1 disavow the friendship of S*^^ 1 o* ^ ^ <U1 

anyone who claims I am his close ^ J, {-] J,, , : M ^ ^ ^ 

friend. If 1 were to have taken a ^ , ! ^ ^ ' 

close friend (khalecl) I would have 1 j^j <■ J4>- 

taken Abu Bakr as a close friend, • J~ i - - , ' >- > ' r 

but your companion (meaning 1 - ^ ' 

himself) is the close friend (khaleei) \ J&W - lc Jrj "y- ^ J^i 

of Allah/' r 

[rvor t rvoT t rvM t rvo* t rv£^ 

Comments: [Its isnad is saheeh, 

Muslim (2383)] ,(Yr A r> : f tCr _ ^L-J 

3581. Shaqeeq said: We were 
waiting in the mosque for 
'Abdullah bin Mas'ood to come ^ <JJ1 xS J j£ £< iJU_l 
out to us. Yazeed bin Mu'awjyah - „ - , 

- i.e., an-Nakha'i - came to us and ^ 

said: Shall I go and sec if he is in : jii ^ - 

the house? Maybe I could bring a , , " " ^ ^' / " 

htm out to you. He came out to *J ^ J ^ v^ il ^' 

us and said: I was told about you L ^ ^ t ^j, M JuJ 

being here but I do not want to , _ _ 1 " ' , ; _ ^ 

come out to you for fear of boring L** J ^5JlJ -ci ; Jlii 

you. The Messenger of Allah fe) ;„ .>* e t t 

used to choose the right time to " 

address us for fear of boring us. a^LUI 51* 1^5* ^CVl ^ ip^L 

lari l£xya auA 
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Comments: [Its imad is ai/wWt, al- ■ ■ i i ■ 

Bukhari (6411) and Muslim r ^ ' 

(2821)1 .a An) 

3582. It was narrated from Abul- J\ ^ ,1^ ^ ^ _r*AY 
Kanood: I got a ring one day - and "\ r - , /-* , \, , z 

he described it. Jbn Mas'ood (4*) ^ ^? '^X 

saw it on his hand and said: The • - ^ m, ' ( > - ,'u-' • * . - 

Messenger of Allah forbade " 

rings of gold. .[VA-i ,rv>o :^].^jjtUt 

Comments: [Sa/ieWi because of L^M_Lb -1 

corroborating evidence; this is a ^h*-* J * Jiy^ 

rfflV?/and munqati' isnad] ^ J* ^^-k^* 

3583. It was narrated from Ibn t „J J,\ ^iXl -roAr 
Mas'ood: The moon was split at ; " * . „ 

the time of the Messenger of 0^ 0* 1^ 

Allah (^) into two parts and they ail J£ >i5l ^jj, : 

saw it. And the Messenger of , 

Allah (%) said: "Bear witness." ^jr^j JUi t^Jj 1_?^ki JJ- sfe 

Comments: [Its isnad is stf/iee/i, al- tf^Yi Jji 
Bukhari (3636) and Muslim 
(2800)] 

.(y a * O : p(vnr^) :^ 

3584. It was narrated from } >\ _roA£ 
'Abdullah bin Mas'ood (Jfc): The ==' \_ _ * 

Prophet (^) entered [the Mosque] ^ ^ J* 2^ 

and around the Ka'bah were three r'cii V * 'i'; -i 
hundred and sixty idols. And he " J \ 

started prodding them with a stick L^*^ t^—^ ^>^Cj jj^f 

that he had in his hand and saying: t> -k' * , : - 

Al-Haqq (the truth, i.e. the Qur'an J ^ ^ J ~" -~ 

and Allah's Revelation) has come, £Lf<^ 4(11 : L*) k£ 
andA/-Bfffi/ [falsehood - Mf5 (Satan)] t t , . . I, . , ^ a', 
can neither create anything nor ' ^- ■ Or . c^jj 

resurrect (anything)" [Saba' 34:49] .(A^ :.!^V0 .^J^ij 5lS 

and "Truth (i,e. Islamic Monotheism 

or this Qur'an or jihad against : p(TiVA) o^L^J : 

polytheists) has come and Batil .(wau 
(falsehood, Le. Satan or polytheism) 
has vanished. Surely, Batil is ever 
bound to vanish" [al-Isra' 17:81]. 
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Comments: [its isnad is saheeh, al-Bukhari (2478) and Muslim (1781)] 

3585. It was narrated that Abu - ^ ^ ^ _ r6AD 
Majid al-Hanafi said; I heard # ( \ , 
'Abdullah say: We asked the J^*t jjjj t LpJi 
Messenger of Allah («) about . t ^ ^ j ^ - ^j, 
walking in funeral processions ' & - * , * 
and he said: "[The bier] is to be jpi ^ ^ jAM ll3L : J^i; 5L1 jl^ 
followed and should not follow 1 . . - - ^ - r * 
(or be preceded). * : - ' - * 

Comments: [Its isnad is da'eef j^U ^1 SJl^J l^L^J> d^L I : ^ mJ ^ 

because Abu Majid is unknown - m ^ t i^JS 

and Yahya al-Jabir is da'cef\ ' f ' J ^ J - f . 

3586. It was narrated that ^ ^ ^ _ f6M 
'Abdullah (^b) said: We were with 



the Messenger of Allah (sfe) in ±f If ^j^^ 1 ^ ^ l >!! ^ 'j^*^ 
Mina and a snake appeared. The - ^ ^ ' „ g 

Messenger of Allah fe) said: ^ ' ' 'f^ <^ ' 

"Kill it." We rushed to kill it but aLi Jj^j Jul t £i Q£ 
it got away from us. : t , 

Comments: [Its isnad is saheeh, al- 
Bukhari (1830) and Muslim ;^OAV-) :£ ^£~>w? aJ U : ^y^* 



(2234)] 



3587. It was narrated that ^ Jj ^ ^ -rsAV 

Shaqeeq said: 'Abdullah used to , „ ^ . 0 ' f 

come out to us and say: I was t Jr*- i if *s/ji J L ~*^ [ 

told about you being here, and ^ J, >^_ ; ^ ^ ^ 

nothing kept me from coming out t f / . * . * j 

to you but the fact that I did not ^! ^1 <^ 



want to bore you. The Messenger :,i ^ , * ? , . i-f [ : j ~ 

nf Allah felL t n ,1™ L ^ °l T^' J ' 



of Allah (5^) used to choose the 

right time to exhort us because he UUJl V*'^ tj* ^^r^^. ^j^? 

did not want to bore us. 

Comments: [Its isnad is saheeh, al- 
Bukhari (6411) and Muslim : :^ 



(2821)] 



,(T AT > ) 



3588. It was narrated that jJjS}\ ^ : /l ^ ~raAA 

'Abdullah said: When one of . fi "" 

you bows 7 let him put his forearms ^ if ' ^j^^ 1 'f*^ 1 ^! O*' 
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on his thighs, and bow down, and _ - . , - *- 

put his hands together. It is as if I ^ r 5 ^ 1 b ! : JU ^ 

can see the interlaced fingers of the J& — jS p t fc^ ^j^j 

Messenger of Allah Then he " *" " " ' r , / /\#'. : 
put his hands together and showed ^ ^ l ^3 J! >^ 

them. 

Comments: [Its isnad is saliech, 
Muslim (534)] 



,[£ YVY l i • i a 



3589. It was narrated that V^'l ^ : ^ ^ ^ -r*A^ 
'Abdullah (^) said: When this verse _ , s ( '„ ^ 

was revealed, "It is those who : ^ ^ ( ^ lr* ' ^ 
believe (in the Oneness of Allah and ^ : ^ ^ cJ> 05 

worship none but Him Alone) and - ^ £ . < \> 

confuse not their Belief with Zuim ^ ^ t(AY : f^ l > ^i^L 
(wrong, i.e. by worshipping others c ^ft, 

besides Allah)" [al-An'am 6:82], it s . f , " . , ; „ ^ , 

was hard on the people and they r 1 ti^ 1 04* : <J U ^ 

said: O Messenger of Allah, who v ' ^ ♦ ij^, ^ j,j r; 
among us does not wrong himself? „ ^ J ^. , „ 

He said: "It is not what you think. ^ ^ 4\ 4^ 

Have you not heard what the : ."iTjjl dj Or : jUii) 
righteous slave said: 'O my son! Join 

not in worship others with Allah. .U Y i * ; £ *r \ 

Verily, joining others in worship 

with Allah is a great Zw/m (wrong) * ^ f ti - 

indeed' [Luqman 31:13]? Rather it * (m) 
refers to shirk." 

Comments: [Its isnad is saheeh, al-Bukhari (35) and Muslim (124)] 

3590. It was narrated that *. - *V ti - >\ rl* - 
Abdullah said: A man from ^ ; - f' 

the People of the Book came to : Jtf t aJJ i jl* t^iU ^i- v^rjj V 

the Prophet (fe) and said: O ^ r ^ ?1| j ' . . / 

Abul-Qasim, have you heard that ^ - ^ ^ ^ 

Allah, may He be glorified and j^-j ^ UJl Jl jjlili ^liJl d rj : JUa 

exalted, will carry all living beings ^ - - . . » 

on one finger, and the heavens on ^ ^r^ r J i?.^^ J^-i. 

one finger, and the earth on one ^1 JU ^! 

finger and the trees on one finger * ' * , ^ * ' 
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and the soil on one finger? The 
Prophet (^) smiled so broadly 
that his molars could be seen, 
then Allah revealed the words: 
'They made not a just estimate of 
Allah such as is due to Him../' 
[az-Zumar 39:67], 

Comments: [Its isnad is saheeh, a I- 
Bukhari (7415) and Muslim 
(801)] 

3591. It was narrated from 
'Abdullah that he recited Soorat 
Yoosuf in Hims and a man said: 
This is not how it was revealed! 
'Abdullah drew close to him and 
found the smell of wine on him r 
and he said: Are you rejecting the 
truth and drinking alcohol (lit. an 
abomination)? I will not let you go 
until 1 flog you as a hadd punish- 
ment. He flogged him as the hadd 
punishment and he said: By Allah, 
this is how the Messenger of Allah 

taught it to me. 

Comments: [Its isnad is saheeh, al- 
Bukhari (5001) and Muslim 
(801)] 

3592. It was narrated that 
'Alqamah said: I was walking with 
'Abdullah in Mina when he was 
met by J Uthman. He stood and 
talked with him and 'Uthman said 
to him: O Abu 'Abdur-Rahman, 
shall we not marry you to a young 
girl who can remind you of times 
past? 'Abdullah said: If that is what 
you are telling me, (let me tell you 
that) the Messenger of Allah (3k) 
said to us: "O young men, whoever 
among you can afford it, let him 
get married, for it is more effective 



. U 'AV : .(iv 

.(TVA1) 



: <Jjl jlIc- <. <JjSs- \ 
IJ^^J <.Jjlj :JUj tjJJl 



.(AM) 
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in lowering the gaze and guarding •jj^ ^jjjj ; u- ' : lj * " °' fl 

one's chastity. And whoever ^ ^^-^ . _ ^^f^—i , O^j 'jry 8 -^ 

cannot afford it should fast, for it . ["H W : ij 

w ill be a shield for him/' 

Comments: [Its isnad is saheeh, al- . , ^- ^^w? ioL^j • ^j^w 

Bukhari (5065) and Muslim 
(1400)] 

3593. It was narrated that lijlil j^l -VMr 

'Abdur-Rahman bin Yazeed said: , „ „ 

OJthman prayed in Mina with four : Ju V- ^- ^ ^ ^ 

rafcWis and 'Abdullah (&) said: 1 t ^-f J_ ^ 

prayed with the Prophet (fe) in a : s tf 

Mina with two rak'ahs and with £*J l O?*^ 

Abu Bakr two rak'ahs and with 
'Umar two rak'ahs. 



Comments: [Its iswad is saheeh, al- 
Bukhari (1084) and Muslim 



3594. It was narrated that J~LiS\ ^1 -rMfc 
'Abdullah (4fo) said: The Messenger , , * 

of Allah (gg) said: "The best of - u ^ ^ "V ^ 'f^-i ^ 

people are my generation, then <j ^ ft, J^3 

those who come after them, then £ , ' 

those who come after them, then jt^>\ ^ Jt^ 0^ 

those who come after them. Then *. * s s ;..r * a ; a J., 

there will come people who will - l ^ ' * sf- - r ( 

rush to give their testimony before .«j^;l5l^i p4>^J t -f4 1 ^ pf*^^ 

their oath or vice versa (i.e., they r d M ^ , _ 

will combine their oath and J 

testimony, sometimes putting one . (nm) : _ K „ M : ^ 

before the other, meaning that they ^ ( y ^rr ) 
will be careless about the issue of 
testimony and oath). 

Comments: [Its isnad is saheeh, al-Bukhari (6429) and Muslim (2533)] 

3595, It was narrated that J,\ 
'Abdullah (&) said: The Messenger s 

of Allah said: "Verily I know : ^ ^ ^^1^1 ^ 

the last of the people of Hell to m T ^ > ^ ^ ^ 

emerge from Hell. (It will be) a ^ ^ " - U -^ J 
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man who will come out of it 
crawling. It will be said to him: 'Go 
and enter Paradise/ He will go and 
enter it, and he will find that the 
people have already occupied their 
places, so he will go back and say: 
j O Lord, the people have already 
occupied their places/ It will be 
said, 'Do you remember the time 
you were in (Hell)?' He will say, 
'Yes/ It will be said to him, 'Wish 
(for whatever you want)/ So he will 
wish, then it will be said to him: 
'You will have what you wished for 
and ten times as much as the world/ 
He will say: 'Are You mocking me 
when You are the Sovereign?"' He 
said: And I saw the Messenger of 
Allah (^) smiling so broadly that 
his molars showed. 

Comments: Its isnad is salieeh, al- 
Bukhari (6571) and Muslim 
(186)] 

3596. It was narrated that 
'Abdullah (4&) said: A man came 
to the Prophet (jfe) and said: O 
Messenger of Allah, if I do well in 
Islam, will I be blamed for what I 
did during the Jahiliyyah? He 
said: "If you do well in Islam, you 
will not be blamed for what you 
did during the Jahiliyyah, but if 
you do badly in Islam, you will 
be blamed for the former and the 
latter/' 

Comments: Its isnad is saheeh, al- 
Bukhari (6921) and Muslim 
(120)] 

3597. It was narrated that 
'Abdullah said: The Messenger 
of Allah (afe) said: "Whoever 



: Jli iSLJl jiiU jlLil :Jj JliS t UA- 

J^lS jJJi SUj/H f Jjz\ :ij Jlil 
oJlj ^ : J yii :Jli t^jJl 

sfe ii iji^ iiii : jii tvAuii 
.[irrv t sr^ > .Mr- lTaw 
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« & J -M ill ^ i^ii ^ 
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swears an oath in which he is lying 
in order to usurp the property of a 
Muslim will meet Allah when He is 
angry with him/' Al-Ash'ath bin 
Qais said: By Allah, that was said 
concerning me. There was a 
dispute between me and a Jewish 
man concerning some land; he 
denied my right, so I took him to 
the Prophet The Messenger of 
Allah (sfe) said to me: "Do you 
have any proof?" I said: No, He 
said to the Jewish man: "Swear an 
oath." 1 said: O Messenger of 
Allah, then he will swear an oath 
and take my property. Then Allah, 
may He be glorified and exalted, 
revealed the verse: "Verily, those 
who purchase a small gain at the 
cost of Allah's Covenant and their 
oaths, they shall have no portion in 
the Hereafter (Paradise). Neither 
will Allah speak to them nor look 
at them on the Day of Resurrection 
nor will He purify them, and they 
shall have a painful torment" [Al 
'Imran3:77]. 

Comments: [Its isnad is saheeh al-Bukhari (2416) and Muslim (138)] 

3598. It was narrated that Ibn 
Mas'ood (&) said: I was tending 
some sheep belonging to 'Uqbah bin 
Abi Mu'ait when the Messenger of 
Allah (jfe) and Abu Bakr passed by 
me. He [the Prophet (m,)] said: "O 
boy, do you have any milk?" I said: 

Xes, but fttts \s & taist ^t, l\Vt 

sheep do not belong to me). He 
said: "Is there a sheep that has not 
been impregnated by the ram? I 
brought a sheep and he wiped its 
udder and it filled with milk. Then 



cii :JU y\ ^ Sjj J* jLfli 
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he milked it into a vessel and 
drank, and he gave some to Abu 
Bakr to drink. Then he said to the 
udder: "Dry up," and it did. Then I 
came to him after that and said: O 
Messenger of Allah, teach me some 
of these words. He patted me on 
the head and said: ''May Allah 
have mercy on you; you are a little 
boy and you will learn (later)/' 

Comments: [Its isnad is Hasan] 

3599. It was narrated from 'Asim 
with his isnad. He said: Abu Bakr 
brought him a hollowed out stone 
and he milked [the sheep] into it, 
then he drank and Abu Bakr 
drank and I drank. I came to him 
after that and said: Teach me 
some of this Qur'an. He said: 
''You are a boy and you will learn 
(later)/' And I learned seventy 
soorahs from his lips. 

Comments: [Its isnad is Hasan] 

3600. It was narrated that 
Abdullah bin Mas'ood (Jfa) said: 
Verily Allah looked into the hearts 
of His slaves and He found that the 
heart of Muhammad was the 
best of the hearts of His slaves. So 
He chose him for Himself and sent 
him with His Message. Then he 
looked into the hearts of His slaves 
after Muhammad, and found the 
hearts of his Companions were the 
best of the hearts of His slaves. So 
he made them the helpers and 
advisors of His Prophet, to fight to 
support His religion. So whatever 
the Muslims think is good is good 



< IJL* -Uj 41^1 : J IS 



jpJLl till i LiLl=^;)> : JvJj 
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before Allah, and whatever the 
Muslims think is bad, is bad before 
Allah. 

Comments; [Its isnad is tutsan] 

3601. It was narrated that : ^ J,) LiJU- -n • \ 

'Abdullah said: The Messenger 



of Allah (^ter) said: "Perhaps you 



JU : Jii *U\ 



will see people who offer the ^ J^j, ^^1^; Q^j j^ji^ ^Lju 
prayer at the wrong time. If you see > ^ - - — 
them, offer the prayer in your ^ ! ^ ^y^^ ^ ^3 

houses at the time you know, then 
pray with them and make it nafi!' 

Comments: [Its isnad is Hasan] 



3602. It was narrated that ij, tJJ Ja> ^ l£U- -r V \ 
'Abdullah (^>) said: The Messenger .. „ \ ^ 

of Allah fcgg) prayed and I do not '-^ *U\ I* 
know whether he added or , »f ^ f =-J - * Jii *1 ' ' i 

omitted something. When he said ^ ' - i , 

the salam, it was said to him: O Jj^O ^ : ^ ^ f 1 

Messenger of Allah, has something; ; s „ - - - 

new been introduced into the - ' . - 

prayer? Pie said: "No. Why are you fc I ji^ lis" ^ M^Jlj "Viili t^n 
asking?" They said: You did such _ # _ . ^ ^ - , 

and such in the prayer. He turned t _?4-^ 1 c — ^ ^ :JU 

to face the qibUh, then he uf ^ ^ u!l» :Jli JL 0j£ 
prostrated twice and said the 1 , 

tasleem, then he said: "I am human, tS'lAjJl bj_j tjj^ 

I forget as you forget. If one of you .-^ ^ • ^ ^ ^ 

is unsure in his prayer, let him try ^ • - - r % s - 

to work out what is correct and : pU<U : i^~ J ojl^-l -g^r*^ 
proceed on that basis, then (oyY) 
prostrate twice/' 

Comments: [Its isnad is saheeh al-Bukhari (401) and Muslim (572)] 

3603. It was narrated that — tJ> H; ^ ^ lL ; ji -rvr 
'Abdullah (4*) said: The Messenger t - ' , 
of Allah (^,) said: "Staying up after ^ ^ ^ J^J ^ 

the prayer - i.e., 7s/w' prayer - is j£ ^ n/„ : ^ Jj, ^3 : ju 
only for two men: one who is # ' , 
praying or one who is travelling/' ^ _ s ^r^ £Li*J 
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Comments: [A hasan hadcc th; this is . , > t t * > >, e 

3604. It was narrated that J ^ tJ> J^ ^ ^ ^ -rv i 

'Abdullah (^) said; Some people * , . , ^ 

said: O Messenger of Allah, will we ^ 'tf^ ^ ^ ! ^ J* 

be blamed for our deeds during the e^UJI , llJL^L jUltf ,Jjl J 

Jahiliyyah? He said: "Whoever \ ' ; , ' 

among you docs well in Islam will & ^ jiJ-\ j> :jUi 

not be blamed for it, but whoever ,w A '/^ ■ : ,,i . f -- t ,> 



docs badly will be blamed for his 

earlier and later actions." .[To<\\ i^lj] j}S'l 

Comments: fits isnad is soheeh, al- 

Bukhari (6921) and Muslim x l C=~ aiM 

(120)] .or.) 

3605. It was narrated that J. ^ ^ ^ _ rVo 

'Abdullah bin Mas'ood (Jfe) said: ' a /J " 

The Messenger of Allah dis- it ir^s* 1 ^ J* ' ^ ^UJl 
liked ten characteristics: wearing ^ *^ . ; jj, ^ ^ 

gold rings; letting the lower ^ / } y ' \ " ** s , 
garment drag; su/r/i/i - i.e., khalooq (a 5^ J>^3 

type of perfume); changing grey ... : v. 3 , r .-.j. c _ * . 

hair - Jareer said: what he meant ^ /M 1 ^ 

was plucking it; coitus interruptus : ^> JU _ ^Jbl ^if} t _ J^UJi 
faz/); ruqyaii except by means of al- . r ' * ^ / 

mu'aivwidhat (soorahs praying for ^ - - ^ ^ ^ ^1 

refuge with Allah); intercourse with Suij tob^l VJ J^lj 

a woman who is breastfeeding a ^ JjS , - 

child (because if pregnancy results, 1^131 t^>^ 

it may interrupt the supply of milk) ^£j L t ^ ^ 

- but he did not say that it is haram; ' ' ,---*■; 

wearing amulets; showing one's jS : 

adornment before norwroj/irams (for ^ ^ ^ ^ ^ 

women); and throwing dice. " ™ 

Comments: [Its isnad is rffl'ce/] 

3606< It was narrated that . ^ 

'Abdullah (^) said: The Prophet ^ L ^ _r ^ 1 " 1 



said: "Recite (Qur an) to me/ 
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I said: Should I recite to you, 
when you are the one to whom it 
was revealed? He said: "1 love to 
hear it from someone else." So I 
recited until I reached the verse, 
"How (will it be) then, when We 
bring from each nation a witness 
and We bring you (O Muhammad 
as a witness against these 
people?" [an-Nisa' 4:41], And I 
saw his eyes flowing with tears. 

Comments: [Its istiad is saiiceh, al- 
Bukhari (4582) and Muslim 
(800)] 



3607. It was narrated that 
Shaqeeq bin Salamah said: A man 
from Banu Bajeelah who was 
called Naheek bin Sinan came to 
'Abdullah (4*) and said: O Abu 
'Abdur-Rahman, how do you 
recite this verse? Do you find it 
ya' or alif? [i.e., ghair asin or ghair 
yasin] "water the taste and smell 
of which are not changed (min 
ma' in ghair asin)" [Muhammad 
47:15]. 'Abdullah said to him: 
Have you read all the Qur'an 
except this? He said: 1 recite al- 
Mufassal [the Soorahs from Qaf to 
the end of the Qur'an] in one 
rak'ah. 'Abdullah said: Do you 
recite Qur'an as you recite poetry? 
The best part of the prayer is 
bowing and prostration, and 
some people recite the Qur'an but 
it does not go past their 
collarbones. But if he recites it and 
it takes root in his heart he will 
benefit from it. 1 know the pairs 



^1 Jli :JIS M jl^ y> <-^^^ 

:Jli {i \ :*UJI) 
.[Too * : ^r\j\ -l^ y>i jlijJu &ts> 

.(A-) 

If ^-A *' ; ^ k ^ tr? ^ ^r* 

: Jli t<i5i j> irPjf^ 1 ^ ^j^j 

5U1 j^3 615 ^1 ^uiM iIj iL 3 iliii 



Musnad of 'Abdullah bin Mas'ood & 288 



of soorahs that the Messenger of 
Allah (^fe) used to recite in one 
rak'ah. Then he went in and asked 
him, then he came out to us and 
said: Twenty soorahs from the 
beginning of al-Mufassal, in the 
Mushaf of 'Abdullah. 

Comments: [Its isnad is saheeh, al- 
Bukhari (775) and Muslim (822)] 

3608. It was narrated that 
'Abdullah said: The Messenger 
of Allah (sfe) divided some booty 
one day and a man from among 
the Ansar said: This is a division (of 
booty) that was not done for the 
sake of Allah, may He be glorified 
and exalted! 1 said: O enemy of 
Allah, I shall certainly tell the 
Messenger of Allah (%) of what 
you have said. He mentioned that 
to the Prophet and his face 
turned red. Then he said: "May 
Allah have mercy on Moosa; he 
was annoyed with more than this 
and he was patient/' 

Comments: [Its isnad is saheeh, al- 
Bukhari (3150) and Muslim 
(1062)] 

3609, It was narrated that 
'Abdullah said: The Messenger 
of Allah said: "No woman 
should talk about another woman 
and describe her to her husband so 
that it is as if he can see her." 

Comments: [Its isnad is saheeh, al- 
Bukhari (5240)] 



.ail jIi ^yu j t jjf j* 
.[a\< aro- an* 

.(AT Y ) 

-rvA 

:JU Jj! jLi- tjJLi ji* ^A^-^l 
ejJ> jj : jUaJ^l ^ jij Jtii : Jii 

>ii :Jli idi* LL 3^ <dJl J^ij 
^ :JU 1 1^-3 ^Uii ^ iAJj 

iTI'Y : ^1] .i^jj 11; ^ 

Xtrr\ 1 1 y • t crvo^ 

.(WIT) 

^nii aw a wo 1 1 1 w irtoA 
.[art ar<\fl am 



Musnad of 'A bdullah bin Mas'ood & 289 



3610. It was narrated that ^ ^ ^ ^ ^ , 

'Abdullah said: We were walking 

with the Prophet (afe) and he ^ ^ '-^ ^ ^ y- 

passed by Ibn Sayyad and said: "I ^ J u .j^ ^ - L ^ ^ 

am hiding something in my mind „ - ' ' " ^ ' ; , ' 7 

for you/' Ibn Sayyad said: (It is) ^ M Ui 1 

dukh [referring to Soorat ad- j .3.- 

Dukhan]. The Messenger of Allah 0 , 

(0,) said: "May you be disgraced ^1 Jj^j £ : ^* JU3 jj^J 

and dishonoured; you will never > : , o' . v • : 

^ j! ti* .Ju ^ I Ljr z-- 

go beyond your station/' 'Ulnar * *" - ■ > 

said: O Messenger of Allah, let me Jf' 1 

strike his neck. He said: "No, If he 

is the one you fear he is, you will ' "* t C^ >w? *° ' 

never be able to kill him." 

Comments: [Its isnad is saheeh, Muslim (2924)] 

3611. It was narrated that 
'Abdullah said: It is as if I can 

see the Messenger of Allah (jk), J,]^ ;J|j Jj| jii, h j.jj,* ^ 



J! 



telling the story of one of the ^ - a ( * f 

Prophets who was beaten by his ^ ^ ^ ^ ^ ^ l ^ 
people, and he wiped the blood ^.j - ^ 

from his face and said: "Lord , . ^ „ 

forgive my people, for they do : -"o^A^ M ^ [ 

.[£rn ,*r*n ,ir*r t n»v a*ov 



not know/ 

Comments: [Its fsnad is sa/tcc/i, al 

Bukhari (3477) and Muslim : , t (rivv> :^ i7 ^>^ 
(1792)] 



.(WIT) 



3612. It was narrated that ^ . - ^ * ^ ^ 

'Abdullah {&) said: I asked the 7 _ *; 

Messenger of Allah (^te): Which sin J~< -J^ 4^ y ; J^hP 

is the worst before Allah? He said: 



'Attributing a partner to Allah 



when He has created you/' I said: jlo : J J £j : Jli yij !jj <Ii 

Then what? He said: "Then killing . Esi . _ . ; . % , ^ 

your child for fear that he may r :JU r^- J1 ^ ^ 

share your food/' I said: Then jij ; J li ,ahj\Jr iiU^- 01" :Jb 

what? He said: "Then committing , , , ^ " fS ; ' ^, tf ^ 

adultery with your neighbour's ti$>7 ^ J J^ U ^ 
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wife/' Then Allah revealed, ^ , _ , 

confirming that: "And those who ^ ^ ^ ^ ^ C V 

invoke not any other i/a/i (god) J^j^o5^>j^J^ 

along with Allah, nor kill such ' ^ ^ 

person as Allah has forbidden, t£w -<™ # 

except for just cause, nor commit [t\Tt <i\r\ 
illegal sexual intercourse - and 

whoever does this shall receive the : ^ t ( i v *n ) : ^ *. ol^J : 

punishment" [al-Furqan 25:68]. (An) 

Comments: [Its isnad is saheeh, al-Bukhari (4761) and Muslim (86)] 

3613. it was narrated that ^ * ^ _ f ^ r 

Masrooq said; A man came to 

'Abdullah (4*) and said: I have J>-j *L>- : M dr* 'f-!— ■ ^ 

left a man in the mosque who , „? . * . * ' f, 

was interpreting the Qur an - ^ * ^' ^. 
according to his own opinion. He $ Ju* J> [}Jc ;^t^ Sl^il ^3 
interpreted this verse, "the Day , / _ , — * --y 

when the sky will bring forth a ^ 9^ ^ f* 

visible smoke" by saying: On the : (r A ^ ) J! C ^ : jU_lJD 

Day of Resurrection a smoke will ' > , * * 

overwhelm the people which they 'ff?^. fji JUl^ 

will inhale and they will get j£ . , ^ ^ ; ^ ^ 
something like a cold from it. r ' ~ 

'Abdullah said: Whoever knows ^ ,yj J^* L ^ (4^ 0^ -V 
something, let him speak of it, . * - , r.f if.. >r: . 

and whoever does not know, let - - „ 

him say: Allah knows best. It is a <.jUpl aJJ 1 :JUij N UJ J^SJ jl ^ J^-^Ji 
part of a man's understanding of - * ^ > s? , T 

religion to say regarding that of ^ UJ LzJ> j\ 1^ ol5 

which he has no knowledge of it, *JJL£ j~£ US ^ 

Allah knows best. This (verse) , . ' Ke £ / t „"^ 

was (revealed) because when 'f 1 ^ 1 { J^ } 4^ ^ fi^U 

Quraish displayed a stubborn u ^ t;UZJ | J, ^ ^ 
attitude towards the Prophet / , t * „ ' * ' 

he prayed against them and 'yt O^aJI ^5 *HUl ^ 

prayed for a famine like the M ^ '-r«,rv s . - £ - '?„ i 'f: 
famine of Yoosuf, and they were * r ^ * / 

so afflicted by severe drought and lli ^-llll t _ J iI; o jJ> jlii 'UiJ! 
famine that they even ate bones f' , . . . \ * j+ + ' * 

and a man would look at the sky ^™ 
and see something like smoke L? ii Jy!,^ :J_ii Jjl 
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between him and it, because of ^ . *r- >c . >v , f n 
hunger. Then a man came to the ™ ; 
Messenger of Allah (^) and said: jy^f ^:J^j ^ ^ ^p4- 1 
O Messenger of Allah, pray to ^ ■ , , , f . . ... j 

Allah for rain for Mudar, for they ^ » 

are dying. So he prayed to Allah JL^S : ^Jj^ <- IjSli- 

for them, and Allah, may He be 1; { m ol^jJl) 4* > - ; > & 

glorified and exalted, revealed the * ^ * 

words: "Verily, We shall remove : ^(jat>) ;^ SJ M : fHj** 

the torment for a while." [ad- (ty<\a) 

Dukhan 44:15]. But when it rained 

a second time, they reverted to 

their former ways. Then Allah, 

may He be glorified and exalted, 

revealed the words: "On the Day 

when We shall seize you with the 

greatest seizure (punishment). 

Verily, We will exact retribution" 

[ad-Dukhan 44:16] This refers to 

the day of Badr. 

Comments: [Its isnad is saheeh, al-Bukhari (4821) and Muslim (2798)] 
3614. It was narrated that ^ .-^ * ^ 



-r"u t 



'Abdullah said: 1 was hiding 

behind the curtain of the Ka'bah, If^.jL J>. Cr^^ t5 J^ 0^ 

and three people came, a Qurashi 1 'n- in 

and his two lhaqah m-laws or a " • 

Thaqafi and his two Qurashi in- j\ Olliii ^t^? : 

laws; they were very fat but not . {>*•■; * i .s - . 

very smart. They said something I l rt^ ^ ^ ol ^ J ^ 

did not hear, then one of them p ^yS^ l^IlSi ^ Jr^ 

said: Do you think Allah hears , ■>,*>/ * 

what we say? The other said: I <^ M d ' J ^ JUi 

think if we raise our voices, He t ^ ^ ^ j£ 

will hear us but if we do not raise * ^ ^ ' , „ „ _ 

our voices He will not hear us. o\ :.>>-^1 P b ! J 

The other one said: If He hears * , - n ; >\i *- , ■< , 

some of it He will hear all of it. I . ' " ' 

mentioned that to the Prophet £j}> : /U} U J&l JjJU ^ ^~JJ Jli^ 

and Allah, may He be ^ ^ r ^ ^ 

glorified and exalted, revealed the J " Lr * i ^ 5 
words: "And you have not been 
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hiding yourselves (in the world), , , ; - , > , ^ < 

lest your ears and your eyes and ^ r** ^ A ^ ^ 

your skins should testify against ^ ^1 li^ lili ^jjl 

you; but you thought that Allah ; 

knew not much of what you were -(YT :<^La±) 

doing. And that thought of yours .[i YtA , £TT ^ ,TAVo 

which you thought about your 

Lord, has brought you to : p(lAW) :^ t ^ (J u '{Hs*^ 
destruction; and you have become (YWo) 
(this Day) of those utterly lost!" 
[Fussilat 41:22,23]. 

Comments: [Its isnctd is saheeh, al-Bukhari (4817) and Muslim (2775)] 

3615. It was narrated that ' fc '*vi, i <* - -*f ,-; s - ^« . 

Zainab, the wife of 'Abdullah, # - * 

said: When 'Abdullah came home t jlj^ ^ S*y> J> jJS 

from an errand and reached the x£ -\"\ *' 

door, he would clear his throat '* ? ^ ^ ^ ^ ^ 

and spit, lest he take us by £^ ^ t\± \l\ M & 015 :JJli M 

surprise and see us doing „ £ „ „ 

something he disapproved of. He ^ *«i^J Ji 

came one day and cleared his £jj .jj^ t ^ ^ ^ 

throat, and there was an old * ' " 

woman with me who was doing :cJli Jl^S ^ 

ruquah for me for erysipelas. I put - . - . . * t, . * 

her under the bed and he came in - ' ^ 

and sat beside me, and he saw a j!^ ^ Aili t 

thread around my neck. He said; , . _ . , „ , / ( ' 

What is this thread? I said: A * Ja ^ Jl U* U :Jli .U^ ^ J 

thread with which rw^/i was t? j j ^-f 

done for me. He took it and broke * „ " s " r , , ^ 

it, then he said: The family of ^ ^ ^ ^! ^ 

'Abdullah have no need of shirk I m Jj, j t ^ . ^ 

heard the Messenger of Allah gfe) V - 

say; "Ruqyahs, amulets and love- L<t -^3^ < ^i^JI jl>' : 

spells are shirk/' I said: Why do 0 - . > - > *>- 

you say that? By Allah, I had a ^ ^ J ^ ^ ^ ;aJ ^ :cJli 

discharge in my eye, and I kept j^u Jj J^ii t ^Jii : J± 

going to So and so, the Jew, who , , ^ - - " • 

did rM^yah for me, and when he l M j^j 

did ruqyah for me, it calmed ^ ^ ^ ^ Ujj : ju 
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down. 'Abdullah said: That was . c ;. r: 

,t T f ,i r., i <^Li53 jl5 UJl t UIp *_i5 Ixli ; tali taJb 

the work of the Shmtan, who was - - - * - - : 

poking it with his hand, but when Jjl J^J-j Jli U5 ^ 

he did ruqyah for it it stopped. It [ ^ tf 

would have been sufficient for you ^ t ^ L ^ !l cJ1 V*^ 1 

to say as the Messenger of Allah n/ ,1)]^ Vj ^ 

used to say: "Take away the ' ' ' ' 

pain, O Lord of mankind, and ±^l*j> 

grant healing, for You are the .^^.^j^i^i 
Healer, and there is no healing but 
Your healing, a healing that leaves 
no trace of sickness/' 

Comments: [SaJteeh because of corroborating evidence; this is a da'cef isnad] 

3616. It was narrated that ^ j ^ _ nn 

'Abdullah (^) said: The Messenger t ; 

of Allah (3k) said: "No one has J^3 ^ ^ 4^ 1^ -JrP 1^ 



more protective jealousy (gheerah) 
than Allah, may He be glorified 



and exalted. Hence He forbade Uj LjL. ^ ^ ^r^ 1 ^ ^-4* 
immoral actions, both open and ^ « ^ , . • - * - 
hidden. And none loves to be * ^ & C^ 1 *=H ^ ^ ^ ^ 
praised more than Allah, may He [ j \ or : ^l]. 

be glorified and exalted/' 

Comments: [Its isnad is saheeh, al- : p(oTY') :^ t^^^ 3 ol^j ; fgj*** 
Bukhari (5220) and Muslim (wi*) 
(2760)] 

3617. It was narrated that \Zj\^> y\ &Jb- -mv 

'Abdullah (.&.) said: To swear by ( . 

Allah nine times that the ^ J* J>. ^ ^ If 

Messenger of Allah (gte) was killed ^ Jdu :JU ^ 

is dearer to me than swearing once, > * / " t 

because Allah, may He be glorified j* ^ 3fe ^ Jylj 

and exalted, chose him as a ^ M ?f tM r. s , -.,*f :t 

Prophet and made mm a martyr. ° : ' 

Comments: [Its (SHsd is aaf/cc/i] ' ^ oJ ^ JI 



3618. It was narrated that 
'Abdullah said: I entered upon the 
Messenger of Allah and he Ji p-r* 1 ^! 
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was running a fever. 1 touched him 
with my hand and said: O 
Messenger of Allah, you are running 
a high fever. The Messenger of Allah 
(5*5 ) said: "Yes, I am running a 
fever like two of you/' 1 said: Then 
you will have two rewards. The 
Messenger of Allah said: "Yes. 
There is no Muslim who is afflicted 
with sickness or anything else, but 
Allah will erase thereby his bad 
deeds just as trees shed their 
leaves/' 

Comments: [Its isrtad is saheeh, al~ 
Bukhari (5647) and Muslim 
(2571)] 

3619. Al-A'mash told us... A 
similar report. 

Comments: [Its isnad is sahech like 
the previous report] 

3620. It was narrated that 
'Abdullah said: Keep refreshing 
your knowledge of these Mushafs 
- or he said, the Qur'an - for it is 
more inclined to escape from the 
hearts of men than camels from 
their ropes. And the Messenger of 
Allah (^) said: "No one of you 
should say, I have forgotten such 
and such a verse; rather he has 
been caused to forget/' 

Comments: [Its isnad is saheeh, al- 
Bukhari (532) and Muslim (790)] 

3621. It was narrated that 
'Abdullah said: The Messenger 
of Allah (*te) said: "The blood of a 
Muslim man who bears witness 



M $\ J* ^1 Jui jZ 

j^U-j <^Zy„ -ilpji J>\ i V-i* 

Jji Al>- *J| l't>\'y^ Ui ^ t^i>l 

Ijiajl] J'l^j;} ^JLjl laAj toCLLu^ 

.[irn aw t Y"m 

11:1^- :j£ JCjjU. -r-m 
.[Y"ua .iiL 

cJl* IjwU'JL? :Jls 5JJI JlIp l J : jj.t ^ 
_ jT^Ji Jii Ujjj _ ^ULLJi (Vat / ^ ) 

[£taa a*Ao am awn a<T* 

^ ^ IA^jj^ l/* y. ^ ^ a* 
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that there is no god but Allah and 
that I am the Messenger of Allah is 
not permissible except in one of 
three cases: a married adulterer, a 
soul for a soul, and one who leaves 
his religion and separates from the 
jama'ah (the main body of 
Muslims)/' 

Comments: [Its isnad is sahcch, al- 
Bukhari (6778) and Muslim 
(1676)] 

3622. It was narrated that 
'Abdullah said: When we sat 
with the Messenger of Allah fe) in 
the prayer, we said: Peace be upon 
Allah before His slaves, peace be 
upon Jibreel, peace be upon 
Mika'eel, peace be upon So and so, 
peace be upon So and so. Then we 
heard the Messenger of Allah (jfe) 
say: "Allah Himself is as-Salam 
(peace), so when one of you sits in 
the prayer, let him say: 'All 
compliments, prayers and pure 
words are due to Allah. Peace be 
upon you, O Prophet, and the 
mercy of Allah and His blessings. 
Peace be upon us, and upon the 
righteous slaves of Allah.' If he 
says that, it will reach all the 
righteous slaves in heaven and on 
earth. 'I bear witness that there is 
no god but Allah, and I bear 
witness that Muhammad is His 
slave and Messenger/ Then let him 
choose whatever supplication he 
wants." 

Comments: [Its isnad is saheeh, al- 
Bukhari (831) and Muslim (402)] 

3623* It was narrated that 
'Abdullah said: Whoever 



.(nvi) 

ClJJ- \l[ lis :Jli *S1\ jlp t jjJi 

: Qi ,vk^\ J> g§ <Ll Jj^3 ^ 

*Jij?T f^ 1 ^ ^ > 
Jil ^u 1 ^ f^ill 

ci:^ aim 
4 i < w t r<nv ,r<u * : ^i] .<;u 
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would like to meet Allah tomorrow , s • * , , . . 

as a Muslim, let him pay attention ^ ^ ^ ^ Jl & :JLi ^ 
to praying these five (daily) ^\^}\ ^ J± j^ui .Uili ^ 
prayers when the call for them is / „ ^ 

given, for they are part of the ways ^r~~ uk? l^t* ^^-P^ 1 
of guidance, and Allah prescribed ^ ^3 U ^ • ^ 

the ways or guidance to your " 1 " ; J ^- w ' / - 
Prophet There is no one ^ ^ 1^ iij jil. ^j^JI 

among you who does not have a ~* , ^ . > \, , 

prayer-space in his house, but if ^ ^ <^^- J * Jj 

you pray in your houses as this one ^ £^ ^ 

who stays away (from the prayer y / c ^ ft , .„ 

in congregation) does, you will Jri^j -^j ^^Loj ^SL: LZ, 

have abandoned the Sunnah of \-\- 'V- ■* V |, 
your Prophet and if you ) 

abandon the Sunnah of your J>- 0^"^' c^^fc J-"^ ^~±'j 

Prophet you will eo astray. I . . ' * > , , - - 
remember when no one stayed ^ } - ^r^J ^ j ^ 

away from it (i.e., the prayer in Jc p J^tj 
congregation) except a hypocrite \ „ 4 , ^ ' . ' / 

who was known for his hypocrisy. ^| l,0 j^ lJ^HIjI ^ Ij^Jj 

1 have seen a man coming *t -; L -: ■ > °\ ~" r "' 

supported by two others, until he „ , : 

was made to stand in the row (of ^ 'jUJ lis jl waIIj- l^. <*J J_^5 
worshippers). The Messenger of .„ „ „ . - . - * ' - >- 

Allah (*fe) said: "There is no man — 4 ^ ^ ±* °l J tU ^ Jt 
who does wudoo' and does it well, .«^jS j Sj3~' 3 ajSL^ 

and comes to the mosque and ' " 

prays there, but for every step that .[t^tl : ^1] 

he takes he will be raised in status ; * L-i r 

one degree thereby, or one of his • 

sins will be erased, or one good ^y^ 1 ^ 

deed will be recorded for him/' So 

we would make our steps short. 

And a man's prayer offered in 

congregation is superior to his 

prayer offered on his own by 

twenty-five degrees." 

Comments; [Saheeh; this is a daeef imad] 

3624. It was narrated that » , .*? , -„ , f i ,^ . 

'Abdullah (4b) said: The Messenger ^ ^ ^ " f V 1 

of Allah who is the most : Jij aIII JLi ^ t ^JLj ^ 9 jjj ^ 
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truthful one, told us: "The creation * * ^ , f • * ■ ; ^ * * , , 
of any one of you is put together in ^ J - * J - - ^ v 

his mother's womb for forty days, -^jl ^ *Ii ^L' ^ Uli il^J j^^ s 
then he becomes a 'alaqah (a piece 7 , S I . - y , , * V , / 

of thick coagulated blood) for a ^ ^ ^> ^ ^ ^ ' ^ 
similar period, then he becomes ^^j, ^ V- *: t Jjj- 
like a chewed piece of flesh " - ' r 

(mudghah) for a similar period, then : v^*^ £J^. ^ <™r* 

Allah sends to him an angel who s _ ; ,. >j^y 

breathes the soul into him and is ' - f 11 J 4 * J 1 J ^ 

enjoined to write down four things: jl^ j^j j^iJU-l 5[ «Ji ^ j-JJty 1 

his provision, his lifespan, his % " ^ > , ' s - 
deeds and whether he is doomed ^! ^ U ^ J-* 1 

(to Hell) or blessed (destined for ^ ^ ^ ^ 

Paradise), By the One besides ^ - , ; /,\ ' V 

Whom there is no other god, one 

you may do the deeds of the people , * . , * , ,s , . . • f . , ■ 

of Paradise until there is nothing ^ J - lj- j a- . 

between him and it but a cubit, Jj ^ii^ <uU jJ-^s l^Ijj SM 

then the decree overtakes him and , , ft , " s . a - 

he does a deed of the people of Hell .« * oJl J* I J~t 

and enters it And one of you may ^ ^ * 

do the deeds of the people of Hell ' ^ oi ^ 

until there is nothing between him .(Tin) 

and it but a cubit, then the decree 

overtakes him and he does a deed 

of the people of Paradise, and 

enters it." 

Comments: [Its isnad is snheeh, al-Bukhari (3208) and Muslim (2641)] 

3625. It was narrated that j^J%\ ^ y\ GijU -nr* 

'Abdullah said: The Messenger . , _ ' , 

of Allah (Sg) said something and I ^ Jj^i ^ : ^ ^ ^ J* 0* 

may add something else. The J^; Jii Jjij 

Messenger of Allah (?fe) said: "Who- ] ^ _ ^ ^ , t ^ . ^ 

ever dies not associating anything -«£^J' J^-j *-K^> ^ ii^L, \ oli ^» 

with Allah will enter Paradise." ^ Jj^ ^^Jj - . ^ ^ .jj 

And I say: Whoever dies associating ' tf 

anything with Allah will enter Hell. .[roor : ^Ij ^ 

Comments: [Its men are fft^fff] jo* .Oi ji "VJ -JU^ "-{K^ 
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3626. It was narrated that * ^ s - , ^ ^ 
'Abdullah (4*) said: The Messenger ^ ^ _rin 
of Allah (ife) said: "Who among t jj- ^ ^ jL ^j, ^ t ^ - | - | - 
you likes his heir's wealth more ' ,\ s " 
than his own wealth?" They said: ^ ^ :JU ^Jl ^ 
O Messenger of Allah, there is no . ^ - ^ ( ^\ * v ^ 

one among us for whom his own , s " ' ' tf / ™ ] 

wealth is not dearer to him than his ^ ^\ ^ ^ & £ : l^Jli 

heir's wealth. He said: "You should . , tl . , - i . t 

know that there is no one among ^ - J ; - r - ■ 

you for whom his heir's wealth is y* £\ <L^\ JU VI jUi ^io 
not dearer than his own wealth. > . ' * - 
You will have nothing of your ^ ^\ ^ It ^ U ,<JU 

wealth except what you send Jji jrjj ^ .ni^l U il^l) 

ahead, and your heir's wealth is ^ f , , . , # , , ^ 
what you leave behind/' And the : ^ : Ju ([ ^^ ^ Uw ^ 

Messenger of Allah (ag) said: "Who t . v ' 
do you consider to be a strong ^ ^ $ , 

wrestler among you?" They said: ^-^J^ ^j-iH ^^Jj 

The one who cannot be thrown to 
the ground by other men. He said: 
"No; the strong man is the one who V ^JJl : Q* : JL* oV^y^Jl f ^SJ OjAi: 
can control himself at the time of - t - , , , - 

anger. And the Messenger of Allah ' J 

said: "Who do you consider to ^ £i ^ ^-jJl ^ J^i 

be childless among you?" We said: 

The one who has no children. He : p(i£iT) :^ cjL^i : ^y^* 

said: "No; the childless one is the .( Y *\ * A) 

one who has not sent any of his 
children ahead of him (i.e., none of 
his children died before him)/' 

Comments: [Its isnad is saheeh, al-Bukhari (6442) and Muslim (2608)] 

3627. 'Abdullah told us two n-»vn x<* <■ - >\ , <~ - - - 
reports, one of them from himself ° * x 

and the other from the Messenger : ^ 4^L>JI ^ ^i^ 1 f-^ 1 ^! 
of Allah 'Abdullah (^b) said: ' - " ' * \ m \, 

The believer sees his sins as being ^ ^ Laj ^' : 0^ ^ 
like the bottom of a mountain that JU ;Jii t gg ^| ^ 

he fears will fall on him; the ( / '„ " %t , 

evildoer sees his sins as being like J^" ^ ^r- 1 O^j^ 1 ^! : ^ 

flies that land on his nose, and he * - - rii V *r 'm — 
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does this and they fly away. He ^ ^ % ^ ^ ^ ^ 

said: And the Messenger of Allah s '/ , , ' 

said; "Verily, Allah rejoices Z£ £>1 SJLJ» J^ij JUj : Jli 

more over the repentance of His . a f . . -; ,^ . > i - ; , 

believing slave than a man who ' " ' ^ ' \ \ \ 

goes out in a desolate land and I^lj} ^Xj^'j 

has his mount with him, on which r ^ . , . ^ r r . fc ' > , . > 
is his food and drink and J : - ' ^ " 

provisions and all that he needs, g-jl :JIj t Lij^J jUi aSjjI 

then he loses it, so he goes out - t * *fr . ,^r, \ \ -1, M >- 

looking for it until he is about to ^ \ . " 

die and has not found it, so he bli <. iaill^Ls t*cl& t^ilSLi ^pU 

says to himself: I will go back to >>. : , >> r r r .r- {- »\ r 

the place where I lost it, and die ' y " 

there. He goes back to that place .[TlTTA . (( ^4^ 

and falls asleep, then he wakes up 

and there is his mount, standing : r (ir ' A) : C ° M 

at his head, with his food and .(rvii) 

drink and provisions and all that 

he needs on it." 

Comments: [Its isnad is saheeh, al-Bukhari (6308) and Muslim (2744)] 



3628. A similar report was ^ £ g*± _ OYA 

narrated from 'Abdullah (4*)... 
Comments: [Its isnad is saheeh, al- 



Bukhari (6308) and Muslim [T"UV : .ill. 

(2744)] " ^' 

3629* It was narrated that al- ^ ^ _ rnT ^ 

Aswad said: 'Abdullah (4*) said: , ^ 

The believer sees his sins as being ^ -^J^ 1 a* r^ 1 ^' ^ 

like the bottom of a mountain that 
he fears will fall on him; the 
evildoer sees his sins as being like Zy* ^ ^\ -4* ^ - ^ 

flies that land on his nose, and he - „ \ r „ , * t ■ 

does this and they fly away. He C*- °' ^ ^ ^ ^ ^ 

said: And the Messenger of Allah ^Jj. ^ ^Ui5 >r^i 0!} 

(fe) said: "Verily, Allah rejoices 



more over the repentance of His 
believing slave than a man who 



JUj :Jls .jUai t \j&J* *u JUi '■^^ 
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goes out in a desolate land and . * „ s * 
has his mount with him, on which 'r 5 ^ 1 ^ C^ 1 * JJ " ^ 



are his provisions and food and J\ _ £^ r > ul 

drink and ^11 iViaf n^Hc fH™-* ' ^ " ^ - C-^ 



drink and all that he needs, then „ , 

he loses it, so he goes out looking ; y—;^ lijj- : ^ L* : 

for it until he is about to die, so 11, - ■ . 

he says: I will go back to the place f , " 
where I lost it, and die there. He ^ _ 

goes back to that pJace and falls r r *. <i ... „ - , , . T , 

asleep, then he wakes up and U -> 
there is his mount, standing at his to^Jl iSjJl l^j J>. t rj Lk 
head, with his provisions and . * * ' , "\ , 

food and drink and all that he ^ l * xLL ^ ^ l ^ LC :JL ^ 
needs on it." - ■ . "hf - * »fr 

Comments: [Its two isnada are * - . ,r - r - 

^/r; it is a repeat of 3627 and ^ ^ J ^ 

3630, It was narrated that v^', ^ ^ >f ^ 
' Abdullah said: The Messenger of ^ - r 

Allah said: "No soul is killed ^0/^ C*^ Jjl jl£ U 

unlawfully, but there is a share of > ^* 7 * * . , . \ 

the sin on the first son of Adam, J* ^" ^ l J -^J JLi ^ 

because he was the first one to set i*vj, ;j •, I ^1 rr- * ■■ 

the precedent of killing. , 

Comments: [Its isnarf is saheeh, al- ^ 0* ^ ] ^ ^ ^ 
Bukhari (3335) and Muslim r ,. vr . ov ... n v= - 

(1677)] .LMTT ti^T ^lulj.fl^l 

.(nvv) : r (rrro) : c oL-j 

3631. It was narrated that ^ ^1 i^ui -rm 
'Abdullah said: No one of you " ^[ , 0 
should give a share of himself to ■ J^**\ ^J^^\ 
the Shmtan by thinking that it is - J- 
obligatory to leave to the right only t f f . t , fi - 

(after finishing the prayer). Most of j^^ 1 V :M o^J-^l ^ 

the time I saw the Messenger of -f m ( - ^ ^ . , 

Allah fe) leave to his eft " *^ " ^ y " ' 
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Comments: [Its isnad is saheeh, al- *< . - - - >r - 

Bukhari (852) and Muslim (707)] ^ ^ ^ V ! V ^ ^ 

,rAYY t iin . £'A£ : ^l] .^L_. 
.Cv*v) : r (Aor) : ^ 

3632, It was narrated that rf*.- -r r* >\ v-^^ v 

Abdullah said: On the day of / 
Badr, the Messenger of Allah (^) ^ <■ sali J ^ ^ Jjt Ii ^ 
said; "What do you think (we : - ^ ^ ' 0 " 

should do with) these prisoners?" J ^ J J , ^ ^ °* U : JU ^ 
Abu Bakr said: O Messenger of Wji J U» ill 

Allah, they are your people and ^ ,^ * - fl ff . . „ ' 1 , 

your family; keep them alive and L - ^ : JU 

give them respite, and perhaps 3)| * \*^\ tJ ^h 

Allah may cause them to repent. , , . . , 

'Umar said: O Messenger of Allah, ^ ^3 'f^p 01 

they drove you out and dis- v '-j- " "*s *\ 'U* ,\ * - f m 
believed you, bring them forth and ' ' ~ s y f m 
strike their necks. 'Abdullah bin ^ ^ ^ j ^ 

Rawahah said: O Messenger of r . ^ r r * - 

Allah, find a valley with a lot of ^ ^ ^ ^ 

wood and put them there, then set : JU\ f,lj ^1 li , <j i-jI^^G 

it alight. AI-' Abbas said: Then you ^ , r - • ' - 

will have severed your ties of :JU 

kinship with them. ITie Messenger : Jli t £i l^U ^ Jji J - 

of Allah (^g) went in and did not . ^ . ^ ' f . t 

give them any answer. Some ^ J "fi ^ 4^ ^ 

people said: He will follow the ^ £ ^ ^ ^ 

suggestion of Abu Bakr Others / _ , ; s " ^ 

said: He will foilow the suggestion : -^'jj C w * ^ ±£ 4^. 

of 'Umar; others said: He will - , ,^ -J (1 - ' . =, - t l 

follow the suggestion of 1 Abdullah / , l £ 

bin Rawahah. Then the Messenger OJj t ^il jJl O^j Juf^ 

of Allah (^) came out and said: , ^ ^ > ' 

Allah may make some men's ^ ^ l - ^ ^ ^ l 

hearts so soft that they are softer ji^ d L; iiii: 5]j c?3LiJl ^ 

than milk, and He may make some \ ^ . : *\ 

men's hearts so hard that they are :L)li 'f^ 1 ^ r^-t 
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harder than rock. Your likeness, O 
Abu Bakr, is that of Ibraheem (as) 
who said: 'But whoso follows me, 
he verily, is of me. And whoso 
disobeys me, still You are indeed 
Oft-Forgiving, Most Merciful' 
[Ibraheem 14:36] and your 
likeness, O Abu Bakr, is that of 
'Eesa who said: 'If You punish 
I hem, they are Your slaves, and if 
You forgive them, verily, You, only 
You, are the All-Mighty, the All- 
Wise' [al-Ma'idah 5:118], And your 
likeness, O 'Umar, is that of Nooh 
who said: 'My Lord! Leave not one 
of the disbelievers on the earth!' 
[Nooh 71:26], and your likeness, O 
'Umar, is that of Moosa, who said: 
My Lord, 'harden their hearts, so 
that they will not believe until they 
see the painful torment' [Yoonus 
10:88]. You are poor, so none of 
them should be set free except in 
return for a ransom or his neck 
should be struck." 'Abdullah said: 
1 said: O Messenger of Allah, 
except Suhail bin Baida', for I 
heard him speak well of Islam. He 
remained silent, and I was never 
more afraid that a rock would fall 
on me from heaven except on that 
day, until he said: "Except Suhail 
bin Baida'." Then Allah, may He be 
glorified and exalted, revealed the 
words: "It is not for a Prophet that 
he should have prisoners of war 
(and free them with ransom) until 
he had made a great slaughter 
(among his enemies) in the land. 
You desire the good of this world 
(i.e. the money of ransom for 
freeing the captives), but Allah 
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desires (for you) the Hereafter. 
And Allah is All-Mighty, All-Wise. 
Were it not a previous ordainment 
from Allah, a severe torment 
would have touched you for what 
you took" [al-Anfai 8:67-68]. 
Comments: [Its isnad is da'eef because it 

3633. Abu Mu'awiyah - meaning 
Ibn 'Amr - told us: Za'idah told 
us... And he narrated a similar 
report except that he said: "Except 
Suhail ibn Baida'." And he said 
with regard to the words of Abu 
Bakr: Abu Bakr said: O Messenger 
of Allah, your family, your origin, 
your people; pardon them, for 
perhaps Allah will save them 
through you from the Fire. He said: 
And 'Abdullah bin Rawahah said: 
O Messenger of Allah, you are in a 
valley with a great deal of wood; 
set it on fire then throw them into 
it. And al-' Abbas said: May Allah 
cut off your ties of kinship. 

Comments: [Its isnad is da'eef 
because it is interrupted and it is a 
repeat of 3632] 

3634. A similar report was 
narrated from al-A'mash, except 
that he said: 'Abdullah bin Jahsh 
said: O Messenger of Allah, (they 
are) the enemies of Allah; they 
disbelieved you, persecuted you, 
expelled you and fought you; you 
are in a valley with a great deal of 
wood, so gather a great deal of 
firewood for them, then set it on 
fire and burn them. And he said: 
Sahl Ibn Baida'. 



is interrupted] 
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Comments: j Its isnad is tfaVt^ it is a 
repeat of the previous report] 

3635. It was narrated from Ibn 
'Mas'ood that the Messenger of 
Allah set the diyah for 

accidental killing in fifths. 

Comments: [Its isnad is da'eef] 



3636. It was narrated that 



'Abdullah said: The Messenger 
of Allah said: "He is not poor 
(miskeen) who goes around begging 
or will be happy with a date or two 
or with a mouthful or two. Rather 
the poor man (miskeen) is the one 
who is reluctant to ask people for 
anything (out of dignity) and no one 
realises his situation so that they 
might give him some charity." 

Comments: \Sahech because of 
corroborating evidence; this is a 
da'eef isnad] 



3637. It was narrated that 
'Abdur-Rahman bin Yazeed said: 
'Abdullah said: I never saw 
the Messenger of Allah (^b) offer 
any prayer that was not on time 
except in two cases: Maghrib and 
'Isha' in Muzdalifah, and he 
prayed Fajr on that day before the 
time when he usually prayed it 
(but after ascertaining that dawn 
had broken). 

Comments: [Its isnad is sahceh, al- 
Bukhari (1682) and Muslim 
(1289)] 



jjLl Jli :Jli Jul 
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3638* It was narrated that 
'Abdullah («&) said: The Messenger 
of Allah (^) said: "I enjoin you to 
be truthful, for truthfulness leads 
to righteousness and righteousness 
leads to Paradise. A man may 
continue to tell the truth until he is 
recorded with Allah as a speaker of 
truth. And beware of lying, for 
lying leads to wickedness and 
wickedness leads to Hell. A man 
may continue to tell lies and 
endeavour to tell lies, until he is 
recorded with Allah as a liar/' 

Comments: [Its isnad is sahech, al- 
Bukhari (6094) and Muslim 
(2607)] 



.(TV 

3639, It was narrated that 
'Abdullah said: The Messenger 
of Allah said: "I will reach the 
Cistern ahead of you, and I will 
plead concerning some people then 
I will have to give them up. I will 
say: 'O Lord, my companions!' It 
will be said: 'You do not know 
what they did after you were 
gone/" 

Comments: [Its isnad is sahech, al- 
Bukhari (6576) and Muslim 
(2297)] 

3640. It was narrated that 
'Abdullah said: The Messenger 
of Allah (&0 said: "There will be 
rulers over you and you will see 
selfishness (i.e., they will not give 
you your dues}." They said: O 
Messenger of Allah, what should 
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those of us who live to see that do? 
He said: "Pay your dues and ask 
Allah for that which is due to you/' 

Comments: [Its isnad is saheeh, al- 
Bukhari (7052) and Muslim 
(1843)] 



3641. Zaid bin Wahb said: I heard 
'Abdullah say: The Messenger 
of Allah said to us: "After I am 
gone, you will see selfishness (on 
the part of others) and things that 
you disapprove of/' We said: What 
do you instruct us to do? He said: 
"Give them their dues, and ask 
Allah for what is due to you/' 

Comments: [Its isnad is saheeh, al- 
Bukhari (7052) and Muslim 
(1843)] 

3642. it was narrated that 
llarithah bin Mudarrib said: 
'Abdullah said to Ibn an- 
Nawwahah: I heard the Messenger 
of Allah (jg) say: "Were it not that 
you are an envoy, I would have 
killed you." ['Abdullah continued:] 
But today, you are not an envoy; O 
Kharashah, get up and strike his 
neck/' So he got up and struck his 
neck. 

Comments: [A saheeh Itadeeth] 



3643. It was narrated that Yusair 
bin Jabir said: A red wind blew in 
Koofah, and there came a man 
who had nothing to say except: O 
'Abdullah bin Mas'ood, the Hour 
has come. He sat up, as he had 
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been reclining, and said: The Hour . v - - i , 

will not begin until shares of ' - ■ *" 

inheritance are not distributed and ^vUl 01 :Jlii il5j (Tao 

there is no rejoicing over war », - >- 

booty. He said: An enemy will £>' ^ iJjl 3r? ^ ^ ^ ^fj^" ^ 

gather against the people of Islam jiS/ j^LA: IjJU : Jli 

and the people of Islam will gather ^ ^ 

against them.,. And he narrated i^-j^^JI Jil 

the hadeeth. The cry will reach v* 5 ,. M * s 

them: The Dajjal has taken your 1 

place among your offspring. So p-fc^ J? ^ ^ 

they will throw aside whatever is — „ - : >„„^ - * 

in their hands and will go there, 1 - ^ - ^ ° J ~~ S ' ^^"^ fc °yf u - J 

sending ten horsemen ahead of tJJUlLil ^i^p N ^1" Jjl J 

them as scouts. The Messenger of . > 0 <, 

Allah (Sg) said: "I know their ^ r* 0, > M 3 ^ft^ 1 

names, and the names of their : jtf ^ t „j^- ^ -^ r ^ 

fathers, and the colours of their f . / \ ' ; , 

horses. They will be the best ^j^ 1 ^ ^ .Vjiy J^- j? ^ 

horsemen on the face of the earth [£ U*l * Jill] 

at that time, or among the best " 

horsemen on the face of the earth .(YA1<U 

at that time/' 

Comments: [Its isnad is saheeh, Muslim (2899)] 

3644. It was narrated that ,o*^ J>\ J^U^I uil^ -TMi 

Humaid bin 'Abdur-Rahman said: ^ 

Ibn Mas'ood (&) said; I was never ^ ^ ^ ^ <> ^ 

kept away from any conversation ,*_ ^\ ^ • ^^jj, 'y\ j\j : j'j 

(of the Messenger of Allah ($&), ^ /„ ^ , *^ . ; 
with someone else) or from such O? 1 ^ u J* L 1* 'l*^ 1 
and such, or from such and such, - f i-f ^ -■- t\ r - ^ r 

Ibn 'Awn [one of the narrators] ' , ^ " - 

said: He forgot one and I forgot one ^lSj^j^ ^ 
- I [Ibn Mas'ood] came to him [the A - .t * 

Prophet («)] when Malik bin J f J " ' J ^ ^ '"^ ^' f t ^ 
Murarah ar-Rahawi was with him Ui ^* JU>J1 j^J jl* 

and 1 caught up with the end of their r - r , /,^f j < 

conversation, when he was saying; ^ ^ 4?^^ ^ ^ ■ - 

O Messenger of Allah, I have been t V» : Jli JjjS i ^4i>? t U^> 

given a share of the camels (i.e., ^ ] ( s % # » . r 

booty) and I would not like anyone - ^ ^ 'y^H ^ ^ 
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to have been given more than me, s ^ ^ ^ . , - - . r — 

not even two shoelaces or more; is J ^ LJI - ^ : JU ^ :JLi 

that injustice? He said: "No, that is .[i • oa * ^1] 

not injustice; rather injustice is 
rejecting the truth and looking 

down on people/' . jj,^ y ^ ^ ^ 

Comments: [A stf/ree/j haded r r this is a fw/iee/i isnarf] 



^ ^ J? -Hie 



3645. It was narrated that 
'Abdullah bin Mas'ood (4 ) said: 
When 1 tell you of a /wrrieef/i from 0? ^' ^ 1^ ^> J 1 ^ : <-^ 

the Messenger of Allah then ^ Jj, ^ ft : JU ^ 

think of the Messenger of Allah / \. , ~ " it ^ 

(^) as being the best the most *S ^ 'j^* 

guided and the most pious. >.v\, >r*\- 

Comments: fA saheeh hadeeh; this is 

a da'eef isnad] <. — i.^ 

.•lUI-l*. *J\ ^ ^ J 

3646. It was narrated that :0l^ ^ ^ JJJi ££U -rntl 
'Abdullah said: I prayed one * , 
night with the Messenger of Allah ^ ±* ^ 4 Ji^ ^ 0* 

{^) and he kept standing until I t £j ^ « jJU : J Li 

thought of doing something bad. ; 

We said: What was that? He said: ^ : ^ L ^ j" 1 , ^ ^ 

I thought of sitting down and ^ -J : j b = ^ ,_: 

leaving him. ^ 

Comments: Its isnad is *,/,„/,, al- ^ rV trV11 : >U 
Bukhari (1135) and Muslim 

(773)] . r O\ro) : c oA u^j rg,^- 

.(vvr) 

3647. It was narrated from ^ - — ^ _ rntv 
Abdullah (^) that the Prophet - tf ' tf * f 

said: "Trading insults with a ^ ^ 0* ^ J* ^' 1^ 

Muslim is an evil action and *h : -~ g - i . r .. v.' 

fighting him is fcw/r." I said to Abu ' , P 

Wa'il: Did you hear that from al£ ^ <Lk^ cJLS :Jli 

'Abdullah? He said; Yes. ivv ^ ^ f . ' f . * 

lMti t r^r :jb 

Comments: Its /sntfrf is salieeh, al- 

Bukhari (48) and Muslim (64)] .[irii ;£Y1Y ,r^ov ,£rio t £ WA 

.(li) : r (£A) 
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3648. It was narrated that 
'Abdullah said: The Messenger 
of Allah said: ''There is no one 
among you who has not been 
allocated his companion from 
among the jinn and his companion 
from among the angels." They 
said: Even you, O Messenger of 
Allah? He said: "Even me, but 
Allah helped me against him, so he 
does not tell me to do anything 
except that which is right and 
proper/' 

Comments: [its isnad is saheeh, 
Muslim (2814)] 

3649. Abu 'Ubaidah narrated 
that his father said: We were 
sitting in the mosque of al-Khaif 
on the night of Arafat, before the 
day of Arafat, when we heard the 
hissing of a snake. The Messenger 
of Allah fe) said: "Kill it." We 
got up and it entered a crack in a 
rock, A palm branch was brought 
and fire was lit on it, and we took 
a stick and removed some of the 
rock, but we did not find it. The 
Messenger of Allah said: "Let 
it be; Allah saved it from your 
mischief as He saved you from its 
mischief/' 

Comments: [Its isnad is saheeh, al- 
Bukhari (1830) and Muslim 
(2234)] 

3650* It was narrated that Ibn 
Mas'ood (4*) said: We used to go 
on campaigns with the Messenger 
of Allah (j^) and we had no wives 
with us, We said: O Messenger of 
Allah, can we not castrate our- 
selves? But he forbade us to do that. 
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Comments: [Its /snad is saheeh, al- ✓ „ 

Bukhari (5071) and Muslim -r< 0 ' v " X °M : 



(1404)] .<W-i) 

j^c-UJ^] :^^> tea* 1 - 



3651* it was narrated that Ibn 
Mas'ood {4*} said: I heard the 
Messenger of Allah (jg) say: :JL ^ a? 1 ^ *r-^ ^i^- 

"There is no cause for envy except ^ v '„ -j^'^ J,, j >- 
in two cases: a man to wham Allah , e \_" ' ' 
gives wealth and enables him to iul Jul jij ^ Vj 

spend it appropriately, and a man >.:r v ' m >{- \- " 'T tf ' 

to whom Allah gives wisdom and ^ ^ > ^ 

he rules in accordance with it and Iglll'j t 3^ ill ( 

teaches it to the people/' 

Comments: [Its isnad is saheeh, al- 

Bukhari (1409) and Muslim : r O*^) : r fl ,i^i 
(816)] r C ' 



.(An) 



3652* It was narrated from 
'Abdullah bin Mas'ood (&) that 

the Prophet (jfe) drew a square, ^ ^ j± , JJL; ^1 ^ ^ 

and a line in the middle of the \ ' \ > T 

square, and lines beside the line in ^T 11 & ^ 0* 

the middle of the square, and a line ^ Uj ^'i lU U i f f 

outside the square, and he said: ^ ( 

"Do you know what this is?'' They J\ & J*+j ^ l 

said: Allah and His Messenger * - * ^ \ tf 

know best. He said: "This is man, & U ^ ^CV* 31 Ja ^ jl ^ 

the line in the middle, and these u ^ /u„ ^ jjj, * 

lines beside him are the sicknesses ,> 

and problems that assail him from : Jli tjUpl J-^jj llJl : l^LS 

all places. If one misses him, f ; " > 

another will befall him. The square ^ ^^X 1 ^ 

is his death that is surrounding Jl£ ^l^'i Jl j| iiJJi 

him and the line outside it is his t , ^ ; \ 1 ■ 

hope," JJl* J bail jl tjliU J5 ^ 

Cements: [Its fsnad is sateft # al- ^ L>Jl j^S/l ^| jjjrj , iJLi 

Bukhari (6417)] - ^ J ^ 

liJlj 
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3653. It was narrated from Ibn (m/^) J, ^ -T\oT 
Mas'ood that a man kissed a / " i£ ^ 

woman once, then he came to the "^"J ^' ^ji y t jLliP ^1 y 

Prophet (ft) and asked him about ^ ^ ,«,, J ^ {..., - ^ 
expiation. Then the words "And / , s . 

perform As-Salat (Iqamatas- Saint), at : J=r} ^ iiii J>1* iL^jjUS" 

the two ends of the day and in some f , , -7*, - - - 

hours of the night [i.e. the five ' 4r ^ JJ <^ ^ 
compulsory Salat (prayers)]. Verily, 4^€^\ y*Z olL^Ji 

the good deeds remove the evil m . ^ ^ : . , , ... 

deeds (i.e. small sins)/' [Hood : JUi ^' ^ J ^ ^ : JU? 

11:114] were revealed. The man ,rAo£ ^ 
said: O Messenger of Allah, is that 

only for me? He said: "It is for [£rr ° ^ Yo * 

anyone who does that among my (mn . ^ (m) t ^ 4iLJ . 
ummah." ; c 

Comments: [Its rsnnd is 5fl/w/;, al-Bukhari (526) and Muslim (2763)] 

3654. It was narrated that Ibn ^ t ^ljl ^ ^JJ bil^. -riM 
Mas'ood (4^) said: The Messenger ; ; y 

of Allah (^t) said: "None of you dj^j ^ y) y ijUJ^ 

should let the adhan of Bilal keep . - liiM ■ V» M 

him from his sahoor, because he ^* * ; ' w/^* ^ 
gives the fli/haw so that those of _ ^£ :Jli *.l _ jij! JjU 
you who are praying q/yflm may 
go back (to rest), and those of you 
who are asleep should wake up. _ [^Sjj Jju jU^j _ J^i 

It is not when it is like this"- and ^ ^ ■ ^ 

he put his fingers together and -O^ 1 ^ 1 l*t-m <iX? Jj- 1 : ^ 

raised (his hand - to indicate .[iWV jvW -^1] 

vertical) - "rather it is until it is 

like this"- and Yahya spread his ^U^l IJLi : or Lt^Jl jl£ JL* 

forefingers apart (to indicate 
horizontal). 

Comments: [Its isnad is sahech, al- :^(1T0 :^ ^^>w oU ^j^' 
Bukhari (621) and Muslim (1093)] .O - 

3655. It was narrated from ^ ^ Gjj^. .pao 
'Abdullah bin Mas'ood (&) that L ; ' , 

the Prophet (^) said: "Indeed, ^ ^ ^ 0? 



those who go to extremes are \^ *\ ,^ 

doomed/' three times. ' ^ 



Vl» :JU ^ y y M 
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Comments: [Its iswjrf is sahech, , - - - -.- 

Muslim (2670)] JU ^ 



fj^i 



3656. It was narrated from Abu zJJl ^ ^ ^ Giii -Y"L*i 
'Ubaidah, from his father, that the , 

Prophet would, after the two ^ r^3?! <y. : ^ 

ruk'ahs (i.e., in the first tashnhltud). "■ ,> ^ , »i, ( . t - - — 

be as if he were (sitting on) baked - _ ' 

stones. I [the narrator] said: Until : cJ^ t^L^I Ji, j^^l 

he got up? He said: Until he got up. _ . ... n , 

Comments: [Its /swrii/ is da'eef 

because it is interrupted; Abu .£TA^ L £ TAA ,*>V< 

'Ubaidah, the son of 'Abdullah 

bin Mas'ood, did not hear hadeeth i^UaiiM o^L-J 'gi/^* 

from his father] . <J ^ ^ 

3657. It was narrated that ^ ^ _ r ^ oV 
'Abdur-Rahman bin Abi 'Alqamah " t 

said: I heard Ibn Mas'ood (jjfc) say: l/. 1 u-: ir^'M ^IjJ- ^L>- 

The Prophet (jfe) came from al- . *■ ^ ' . , -T- 

Hudaibiyah at night, and we o ^* 

halted at some sandy ground. He ^ L^US ftp 4^ ^-^Jl 3& J^l 

said: "Who will keep watch?" Bilal J , r - - - 

said: I will. He said: But you * - - ' 

might fall asleep/' He said: No (I JU^ t ^ :J'j c^Lj lil <. LI 

will not), But he slept until the sun t * ^ * ,> , „^ / s s „ f 

rose, then some people woke up, rf* ^ v-^ 

including 'Umar, who said: Speak. ^ . : ju; 

The Prophet (^) woke up and f : ; \ ^ 

said: "Do what you usually do." 1 ^ ^^j^ ^ ^ : J Ui 

When they had done that, he said: ^ ; j 1 1 ^-ij ^ n -j^ 

'This is what you should do, if * " 1 ^ 

anyone among you falls asleep or .[it'V ifVW : ^1] 

forgets." 

Comments: [Its /snod is hasan] v ^ i 

3658. It was narrated from J- ^ ^ _ r ^ oA 
Abdullah that the Prophet 5 " 

($^) said: "He is not one of us ^ ±* ^p^^II^-^J 

who slaps his cheeks and rends * > f . \, , * * * , .* ' 1L 



Musnad of 'Abdullah bin Mas'ood 313 



his garment and calls with the call 
of Jahiliyyah " 



Comments: [Its isnad is sato/?, al- .[HT' t MU litb 
Bukhari (1294) and Muslim 

(103)] :^<mn : c ic ^>— »)M 

3659. It was narrated that ; iJLi til*- -r"LM 

'Abdullah bin Salimah said; \ , # ~ p 

'Abdullah said: Your Prophet : Jli ^ 0? ^ ^ lr* *> ^ 

was s iven the ke y* ever y- ji ^ liiJ -.m j- 

thing except five things: "Verily, 7 / 

Allah, with Him (Alone) is the ^Ltf £L /-^ ^ oi? ^ ^ 
knowledge of the Hour, He sends 
down the rain, and knows that 



which is in the wombs. No person j*} j;jjg i-r^^ ^ 

knows what he will earn tomorrow, . n j- ^ v * -i L * ^ 

and no person knows in what land - > 

he will die. Verily, Allah is All- .[.iTar t M~lv : Jiji] 

Knower, All-Aware (of things)" 

[Luqman 31:34). ^ ^ ^ 1JU -> ^ Cy^ ' 

Comments: [Saheeh because of corroborating evidence; this is an isrmd thai 
could reach the level of hasan] 

3660. It was narrated that »f .; s - . v . - ^„ 

'Abdullah said: 1 saw the * ^ (t * ° 

Messenger of Allah (^) saying ^ ^j-^ O*^ 1 ^ if ti^-^! 

takbecr every time he lowered or * -f -,- f (( , , . 

raised his head (m prayer), and " ^ ^ 

every time he moved to stand or ^Gj ^Jx^ J5 'JiZ $k y Jjl 

sit, and he said the sa/cim to his ' . r * „*',..„ >!. 

right and to his left, until the ^ 'S^- ^ ^ ^ r 1 "^ '--^ 

whiteness of his cheeks - or cheek £ rf olfo _ ^ j\ _ ^ ^£ 

- became visible, and I saw Abu * , , 

Bakr and 'Umar doing likewise. .U • ^ : ^i] .jiji 



Comments: [Saheeh; this is a da'ee/ 
isnad] 



Li* 5 



3661. It was narrated that ^] ^ - ^ 

'Abdullah (^) said: We were with 



the Prophet (%), nearly forty ^ 1 ^ 1^ ^ J* 
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people in a tent, and he said: . s ^ 

"Would it please you to be one ^ ^ ^ ^T 31 <U & :JU 

quarter of the people of Paradise?" jif , ^ 01 6>^t» : JUi t 

We said: Yes. He said: "Would it ; t ? . \T . . , . 

please you to be one third of the ^ ^3^y lJ) "J^ ^ «ViUjl 

people of Paradise?" We said: Yes. : jj ^ . of ^ ^ , 

lie said: "By the One in Whose " I' ' . a 

hand is my soul, I hope that you jl jijV ^ c$^ l J fl 

will be half of the people of r p v \j ii ■ f ".V- -Mi 
Paradise, and that is because no - . . lT 

one will enter Paradise except a VI i^Jjl J^il Uj ^Ji Nl 

Muslim soul, and you, compared • - * - . * 

to the mushrikeen, are like a white t? 1 ^ ^ lJ ^ J, YJ^^ 

hair on the hide of a black bull, or a : ^1] /J jlU J *ljjl)t 

black hair on the hide of a red ' ; "' 

bull." t£To^ 4 im 

Comments: Its isnad is saheeh, al- : « t o ta) 0 u^l ~ 

Bukhari (6528) and Muslim s c ^ ' 

(221)] 

3662, It was narrated that 
'Abdullah (.&) said: The Messenger 
of Allah (afe) passed by me when I : J la jJ I xi- ^ tsAli ^» ^ ^U^l 
was praying and said: "Ask, you . m ;f , « f „ 

will be given, O son of Umm 'Abd/' JLw ^ U -> « ^\ ^ . 

Abu Bakr and 'Umar (4*) raced (to ^ ^1 jil> f { U ^ 
ask him about his supplication). \ 
'Umar said: I never competed with U U41^ iUl ^j,; ^ij 

Abu Bakr in anything but he beat t £ £ ^ ^ ^ j, £ 

me to it. They asked him about what ; * fi * " ! ' " ' / *- '* ' 
he had said, and he said: Part of my ^ <4^> ] ^/M* itf '■ ^ ^ 
supplication that I almost never ' - v ' ;,ff.f s t * M > lP ¥ 
omit to say is: O Allah, I ask You for - " - - " C 

blessing that never ends and joy that JlL^ #g ^1 lail^^ t jiL : ^ JJ. 
never ceases and to accompany the . * rf £> . 

Prophet Muhammad in the •^ Jl ^ ^? 

highest part of Paradise, the .[irn t iri - ^Too t nio t rv*\v 
Paradise of eternity, 

Comments: [Saheeh because of ^ jL "' ^ J : e/ J 
corroborating evidence; this is a .^i ^ ^ sjl^ ^\ 

da' eef isnad because it is interrupted] 
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3663. Zaid bin Wahb said: I heard ju^u, cJL^ :JU i - ? ^ -T"nr 
'Abdullah (*&) say: The Messenger 

of Allah (^) said to us: "After 1 am : 'J> : Jli 

gone, you will see selfishness (on h) ;# ^ i ^ ^ . ^ ^ ^ 

the part of others) and things that ' " , 

you disapprove of." We said: What Ijj^Ij t^i ^a^J j}^* p^! H 

do you instruct us to do? He said: - - ... 

Give them their dues, and ask ^ J 

Allah for what is due to you." .«jJdU <JJ1 \J^j ^jL^JU 

Comments: [Its isnad is saheeh, al- 

Bukhari (7052) and Muslim :p< v ' iT > :^£^^M 

(1843)] .<\a;D 

3664, It was narrated that al- ^ tjJUJ ^ j?t £j> -imt 
Aswad bin Yazeed said: The * . , _ 

iqamah for prayer was given in the V^ 1 :JL * *>^ 1 ^ 

mosque and we came walking ^ - , :ii ^ bl^Ji 

with 'Abdullah bin Mas'ood (^). ^ ^ " ^ / , "\ > 

When the people bowed/ Abdullah ^ 0? ^ l 

bowed and we bowed with him *- r t *: > -r- i-*c" ,iu 

whilst we were still walking. A man , ^ 

passed in front of him and said: As- jIp U ^lAlU ^UJl :JUi >j 
salamu 'alaika ya Aba 'Abdur-Rahman 



aiamu aiaiKaya nua /\oaur-i\anman. * >^ * -..^ 

'Abdullah said whilst he was ° u J rJ - , y , 

bowing: Allah and His Messenger iJU. tO^iil L^ii l4J^3j ^ 

spoke the truth. When he had f>> . . ^ I- - 1 1 

finished, some of the people asked ^ r 1 ^ ^ ^ H : f>* ! 

him: Why did you say, when the j^- Jj Jii 

man greeted you, Allah and His r ' ' \ t s 

Messenger spoke the truth? He said: ±^ Is? W ^ M 

I heard the Messenger of Allah [fA£A . ^.^ ^ ^ 

say: "One of the portents of the 

Hour will be when greetings are ^.^.^ jL^| ijuj c-^j^ 

restricted to people whom one 

knows." 

Comments: [A hasan hadceth; this is a da'eef isnad] 

3665. It was narrated that - ^ . ^ ^ _ r ^ lc 

' Abdullah said: When the ^* ; . ^ 

Messenger of Allah (^) was taken iA*Ui> ^ t^ji- ^ ^ 

on the Micht Journey, he was taken . , „ , ,f |S - . - *. w ^ 
as far as Sidratal'Muntaha, which is - *i - - • ^ 
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in the sixth heaven; anything that _ ^ , i( s 

ascends from earth stops there and J\ ^ ^1 ^ ^Uf 

is taken from there; anything that A r -;:> ^t, . 

< omes down from above stops ' ^ - " _ - 

there and is taken from there. He ^ ^ l^L ^ila ^ 

said: "When that covered the lote ',k"v r' ' - " - 

tree which did cover it!" [an-Najm * f ' ^> ^ ^ 

53:16]. He said: Butterflies of gold. ;JLi (n i^l) C yiyf J£ 

He said: And the Messenger of * > . . * ^ ' „ ' 

AJlah (-^) was given three things: ^ ^ U I^ 5 ^'S* 

he was given the five daily prayers, t .^j, oI m^, ^ . ^ ^ 
lie was given the final verses of / . ^ ? 

Soorat al-Baqarah, and those of his ^ S*^- L *S^\ f^ 1 )^ O^'j 

ummah who do not associate > • s { » * '* 

anything with Allah were forgiven 1^0.1^4^ 
major sins that may cause one to . (wr) : fc ^ : 

end up in Hellfirc. c " ^ 

Comments: [Its isnad is m/i^'/j, Muslim (173)] 

3666, It was narrated that ^ jr^ u>1 : ';i -mm 

Zadhan said: 'Abdullah (^) said: , 

The Messenger of Allah (^) said: ^ : *J^ ^ tv! 1 ^ 1 0? ^' ^ 

"Allah has angels who travel - h \ u . ^ f,, ..J * 

about the earth and convey to me - , 

the salarm of my ummah." ^1 ^ t-^rr^ ^jVl 

Comments: [Its isnad is sate/i] t i Y 1 i * J y iaJ1] h^-Sl^JS 

3667. It was narrated that >-*Vji ; - 
'Abdullah (+) said: The Messenger f ^ ' X ^ ^ 

of Allah (jfe) said: "Paradise is ^1 Jj^j J Li :Jli :M j!S j£ 

closer to one of you than his iU , , . >> .{ - > h • , 

shoelace and the Fire is likewise/' - ' ^ ^ ^ J! 

Comments: [Its isnad is sa/i^ ah .[iYU t r^YT : .«JiJj jL jllll} 
Bukhari (6488)] 

3668* It was narrated that '.-ViV * -~* 

J Abdullah {^) said: The Messenger ^ ' ^ ^ " fnnA 

of Allah (gij) said: "No woman Jb' :Jli ^iJl ^ ^ 

should describe another woman to , . ' ^ 

her husband as if he can see her/' t = ^ ^'^ ^" : ^ ^' 
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Comments: [Its isnad is saheeh, al- 
Bukhari (5240)] 

3669, It was narrated that 
'Abdullah (&) said: The Messenger 
of Allah (sfc) said: "Follow one Htijj 
and 'Umrah with another, it will 
erase poverty and sin as the 
bellows eliminates the dross of iron 
and gold and silver. And an 
accepted Hajj brings no less a 
reward than Paradise/' 

Comments: [Saheeh because of 
corroborating evidence; this is a 
hasan isnad] 

3670. It was narrated that 
'Abdullah (^) said: The Messenger 
of Allah said, then the colour 
of his face changed, then he said 
something like that or something 
similar to that. 

Comments: [A saheeh report] 



3671. It was narrated that 
'Abdullah bin Mas'ood said: 
The Messenger of Allah (^) said 
one day: "Feel shy before Allah in 
the true sense of the word/' We 
said: O Messenger of Allah, we do 
feel shy before Him, praise be to 
Allah. He said: "That is not what I 
meant. Rather the one who feels 
shy before Allah in the true sense 
of the word, let him g^iard his head 
and whatever is in it, guard his 
stomach and whatever it contains, 
and let him remember death and 
decay. Whoever seeks the Hereafter 



.(mo : 



V J^jJ&*}\ Jijb y) -Y"W ♦ 

</} j* v^ 1 ^ 

p ^ ^ *D 1 Jj^j J U : J 1* «JLi I Jui- ^V- 

.[trrr . t £ mo : A 

JU : Jli .v ^J- t L ^^ JL *^ ! ' 

<!)! ^ I^Ai^lw oli Jill 



O^v' 4^4^ t ^4^ 1 

^^A^j ^\r^ /-^j ^3 
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would give up the adornment of 
this world, and whoever does that 
has felt shy before Allah, may He be 
glorified and exalted, in the true 

sense of the word/' . .u^ ^ ^l^J i t <^*^ ^ L- 1 : gtj>^ 

Comments: [Its isnad is d/iVe/because As-Sabbah bin Muhammad is da'cef\ 

3672- It was narrated that 
'Abdullah bin Mas'ood said; 

The Messenger of Allah (^) said: ^ 0^ J» tf> j>\ 

"Allah shared out different natures v v \\ 

and attitudes among you as He , :JU ^ ^ ^ 

shared out your provision among jli^I '^3 &\ oj» JJI 

you. Allah, may He be glorified and * . > - . 4 ; , > , , , „ . : 

exalted, grants worldly gain to those °^ L r^' ^ 

He loves and those He does not n/ ^ J^J v; d^ji ^ ^ ^ 
love, but He only gives religious ^ [ ' t \ ^ 

commitment to those He loves. 6^ ^! O^ 1 J 3 ^- ^3 



Whoever Allah gives religious & ^ ^ fa ^ ^ 

commitment to, He loves him. By \[ ' „ 

the One in Whose hand is my soul, ^ jU-^ ^4 1 

no person becomes Muslim until his t «^r" J'U ■ 't ' N' ''Vl' 

heart and tongue are sound, and no ' ^ 6 -> - - ur^ j 

one believes until his neighbour is :JL* Z Lij : I^U 

safe from his annoyance/' They fl * f . - 

said; What is his annoyance, O ^ VU ^ Vj ' ^3 

Prophet of Allah? He said: "His ^ jjj^ n/j ^ S i)^ ^ 

being unfair to him and wronging - r - = , * . > '[ 

him. And no person who acquires ^1 ^ 0,5 *^ ^3 ^ 

wealth from hanim sources and ^ ^ ^ w ^ ^ ^ 

spends from it will be blessed in it, . ' ' 

and if he gives it in charity it will not ^! ^J^^. y^l l^j ^U^V 

be accepted from him, and if he ,M Mi ' v ' ■ u 

leaves it behind, it will be his ' ^ ^ ^ ^ 

provision on his journey to Hell. c u*j| 6i ^l : 

Allah, may He be glorified and ^" | 

exalted, does not erase a bad deed " ^ 

by means of another bad deed; 

rather He erases bad deeds by 

means of good deeds. Evil does not 

erase evil," 

Comments: [Its isnad is da'cef because As-sabbah bin Muhammad is da'eeft 
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3673. It was narrated from Ibn 
Mas'ood (4*) that the Messenger of 

Allah (%) said: "When the last y) &JJ- : ^ 



third of the night comes, Allah, may 
He be glorified and exalted, 
descends to the lowest heaven, then 5l5 Ijl :Jli *g Jj^, l)\ 



u *n -v £jU (faa / \) -nvr 



He opens the gate of heaven, then * fl . # _ 

He stretches forth His Hand and Ji ^ > ajl V V 1 ^ 1 jF 1 ^ 

says: Ts there anyone who is asking, ^LLUI jjj ,dljl t LLUl 

so that he may be given what he . _ a > , , ^ 

asked for?' And He remains like Irf J* : ^-V ^ ^ 

that until dawn breaks." ^ ^ t ^ ^ ^ 

Comments: [A saheeh hadecth, and 

its men are reliable] .oli j C^Jj- : gij*^ 

3674. It was narrated that ^ ^ -rivt 

Shaqeeq said: 'Abdullah (^) said: , „ tf '~ ,\ , , 

The Messenger of Allah said: ^ : <W ^ Jli : Jli jrfJ. j* 
"The first matter that will be 
judged between people on the 

Day of Resurrection will be 1 1 Y * * J*Uih ^"t^ (")-: 



^Gi ^l; ijr ^L u j;iji :gg 4jjt j j 
[iYU . £ v >r 



bloodshed/ 

Comments: [Its isnad is saheeh, al 

Bukhari (6533) and Muslim ^(lorr) '^>-^ »jU 'gts*^ 



(1678)] 



.(hya) 



3675. It was narrated that ^ -mvo 
'Abdullah said: The Messenger 

of Allah said: "Whoever asks u^*J ] 0? 0* L ^ ^ 

of people when he has enough to ^ .3^ Jj ; - t J - ^ ^ 
suffice him, his begging will come ... " * ' 

on the Day of Resurrection like U J^" : 2fe 



scratches or gouges on his face/' It 
was said, O Messenger of Allah, 
what is sufficient for him? He said, Uj t4jd! Jj-ij U : \ ^li (l 5^rj 



"Fifty dirhams, or their value in 
gold." 

Comments: [Hasaw; this is a da'eef T*Y*V Alt* : J^iij! 
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3676. It was narrated that 
'Abdullah bin Mas'ood said: 
The Messenger of Allah (^) said: 
'Do not buy fish in the water, for 
it is an ambiguous transaction/' 
Comments: [Its isnad is da'eef] 



3677. It was narrated that 
Abdullah said: The Messenger 
of Allah (gk) said: "On the Day of 
Resurrection, Allah, may He be 
glorified and exalted, will send a 
caller to call out: 'O Adam, Allah is 
commanding you to send a group 
of your offspring to the Fire.' 
Adam will say: 'O Lord, out of how 
many?' It will be said to him: 'Out 
of every hundred, ninety-nine/" A 
man among the people said: Who 
is the one among us who will be 
saved after that, O Messenger of 
Allah? He said: "Do you know 
what you are in relation to the 
people? In relation to the people 
you are no more than a mole on the 
chest of a camel." 

Comments: [Sahech because of 
corroborating evidence; this is a 
da'eef isnad] 

3678, A similar report was 
narrated from Ibraheem bin 
Muslim Abu Ishaq al-Hajari, and 
he said: "Adam will say: O Lord, 
how many shall I send?"' 

Comments: [Sahech because of 
corroborating evidence and it is a 
da'eef isnad, it is a repeat of the 
previous report] 



^ jlU t£U -Y"WV 



J Li 



J5 ^ :iJ JU^ :JLi VJL* ^ t - u 



*V jUpj ^^Jl Or^ 
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j^t,^ 4 dill JLuC JLl^j 



3679. I t was narrated that 
'Abdullah (Jk) said: The Messenger 
of Allah (%) said; "Let one of you 
protect his face from the Fire, even 
if it is with half a date (given in 
charity)." 

Comments: [Saheeh because of 
corroborating evidence; this is a 
da'eef isnad] 

3680. It was narrated that 
'Abdullah (^) said: The Messenger 
of Allah said: "When the 
servant of one of you brings his 
food, let him start with him and 
feed him, or make him sit with 
him, because he endured its heat 
and smoke." 

Comments: [Saheeh because of 
corroborating evidence; this is a 
da'eef isnad] 



3681. H was narrated that 
'Alqamah said: Ibn Mas'ood 
said: Shall I not show you how the 
Messenger of Allah (3k) prayed? 
Then he prayed, and he only raised 
his hands once. 

Comments: [Its men are thiqat] 



Jli :Jli aUI jli i ^1 'J, 



jL-J I Jut * 



^ -h* Is- J\ 1* 

JAjWoj o*^ jjij dJli (.-J 



iL^I lJUj to-JJ 



^ jdi Lijb- -r-^ 

Jli :Jli iiil^ j-c- op^i 



3682. It was narrated from lbn 
Mas'ood (&) that the Prophet {m) 
prostrated in (Soorat) an-Najm 
and the Muslims prostrated, 
except one man of Quraish who 
took a handful of dust and raised 
it to his forehead and prostrated 



^1 OCl^ £JU :^Sj -riAY 
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on it. 'Abdullah said: And later on 
1 saw him slain as a kafir. 

Comments: [Its isnad is saheeh, al- 
Bukhari (1067) and Muslim 
(576)] 

3683. It was narrated that 
Abdullah (4) said: When the verse 

"When there comes the Help of Allah 
(to you, O Muhammad (^) against 
your enemies) and the Conquest 
(of Makkah)" [an-Nasr 110:1] was 
revealed to the Messenger of Allah 
(Sfe), if he recited it and bowed, he 
would often say: ''Glory and praise 
be to You, O Allah our Lord. O 
Allah, forgive me, for You are the 
Acceptor of repentance, the Most 
Merciful/' three times. 

Comments: [Hasan because of 
corroborating evidence; this is a 
da' eef isnad because it is interrupted] 

3684. It was narrated that 
'Abdullah (<&>) said: The Messenger 
of Allah said: "Permission to 
enter upon me will be granted 
when you lift the curtain and you 
will be permitted to listen to my 
private conversation until I tell you 
not to/' 

Comments: [A saheeh hadceth; 
Muslim (2169) this is a da 'eef isnad] 



.[££•0 arro ,va*c 

J 'j^I ^ ^ ^ -"AT 
:JU Jjl ^ t sJ££ ^1 ^ ,Ju^l 
;££ li^ Jit jU Jjjf LIT 

.[rtoi ^ror au* t rA<u t rvia 

^ ouk, -riAi 
ill Jj^j Jli :JU 4^ If 
.[tayt : ^i] .tisi^i 



3685. It was narrated that 
'Abdullah (4*) said: The Prophet 
went out to relieve himself and 
he said to me: "Find me three 
stones/' I brought him two stones 
and a piece of dung; he took the two 



If iWs^l tfii iSjU- -riAa 

Jji ^ ^ ^ ,^u^! 

: J JUi lo^LAJ ^ :Ji; 
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-1^4 mi n fill JLLC JL'uli.d 



stones and threw the piece of dung 
away, and he said: "It is dirt." 

Comments: [Saheeh because of 
corroborating evidence; this is a 
da'eefisnad because it is interrupted] 



:JZ\] y^Sj :Jlij l2#I J3h 



3686. It was narrated that 
'Abdullah (4*) said: The Messenger 
of Allah (%) used to disapprove of 
us staying up after 'Ishct\ 

Comments: [A Hasan hadecth; this is 
a da'cef isnad] 

3687* It was narrated that 
'Abdullah (<&») said: The Messenger 
of Allah said: "(Believing in) 
bird omens is shirk." There is no 
one among us who does not (think 
of them), but Allah takes away 
(such thoughts) by means of 
putting trust in Him. 

Comments: [Its isnad is saheeh] 



3688. It was narrated that 
'Abdullah said: I was walking 
with the Prophet (jte) in some 
farmland in Madinah and he was 
leaning on a palm tree branch. He 
passed by some of the jews, who 
said to one another: Ask him 
about the spirit [ar-rooh]. And 
some of them said: Do not ask 
him. So they asked him about the 
spirit. They said: O Muhammad, 
what is the spirit? He stood up 
and leaned on the palm tree 



.<d)!jL* 



:Jli Jjl tjilj (fA^/O ^1 U 



^ Jiil llij^ :^5} l^Jb- -riAV 
Jli ;JLi 4JUI jup ^ t ^^rr*^ 0^ J J 

.[mi aw^ 
1 oiL^i : 



t£U -via a 
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branch, and I thought that he was , , v ' " 

receiving revelation. Then he said: * C^ 1 ^ ^ : JU* 

"And they ask you (O Muhammad i-tf ^1 ^ 

fe)) concerning the Koo/r (the / a " . " ' 

spirit). Say: 'The Roo/r (the spirit) is ^ :J4^JUi :J'i (Ao -^Nl) 
one of the things, the knowledge of [rMA . ^ ; jf^ ^ . ^ 

which is only with my Lord. And 1 

of knowledge, you (mankind) have :p(vioi) :;- ^^w. oL-| 
been given only a little'" [al-Isra' w ^ "(tv^O 

] 7:85]. And some of them said: We 
told you not to ask him. 

Comments: [Its isnad is saheeh al-Bukhari (7456) and Muslim (2794) | 

3689. It was narrated that 
'Abdullah (^) said: The Messenger 
of Allah (335) said: "I have nothing if ^^y-^ ^} if L ^ J> ±f 
lo do with any close friendship. If I vjf, . ^ r n : , . v ■*, , ' * 
were to take a close friend, I would ' ^ 

have taken Abu Bakr as a close ^Jj i^Ii ^ JJ^ 1)1 1 

friend. But your companion is the 



-nA^ 



close friend of Allah, may He be 



glorified and exalted." ^. Jui jjLi Jl 

Comments: [Its isnad is saheeh, rr , 

Muslim (2383)] ' L : CT i - ;J 

3690, It was narrated that ■; ', r - * - . * - - 

Abdullah (^) said: Prisoners would " u " 

be brought to the Messenger of If ±f J> 

Allah (^) and he would give an * > ' . : — ./„, " ; 

entire family [to someone, as ' ^ } J ^ 

slaves], because he did not want to olJl Jll .J^JL- ^ 



separate them. 
Comments: [Hasan because of 



corroborating evidence; this ts a l ^ A ^ 7 ^ 1JUj ^ . ^ 
da'eef isnad] ' J * ^ 



I^J JJlx^ ^j*^ jJl^Utj i _^iA^Jl ^U- 

.^-Jl ^1 V] 4.1 J* ^ 

^ ouii ilijU- 

came to Abu Moosa and Salman ^ " J li J^^-i Ji Ji^ 1 
bin Rabee'ah and asked them 



3691. It was narrated that al- 
Huzail bin Shurahbeel said: A man 
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about a daughter, a son's daughter , * - * > 

and a half-sister through the father J '^- fi ^ ^! 

[i.e., a case of inheritance). They Z\j ,&\ U^lLi- 

said: The daughter gets half and i \ " , >/ ' 4 * ' ; , 

the sister gets half Go to lbn t ^ alJl *-^- tl 

Mas'ood (and check with him); he J- ^ 0 - - :J , 0 | ; 

will agree with us. So he went to _ ^ ' " „ - r " ,/ , ^ 

lbn Mas'ood and told him what ^ ^"jr^J 

they had said, lbn Mas'ood said: "I . ,:f ,r. * - . - , 4 .. , a , 

would go astray if I did (agree with ; - 

them) and would not be one of the -III J^O ^ ^j-^ ^ uJ-f*'-^ ■ : ^ Jc ^^' 
rightly guided" [al-An am 6:56]. 1 , < - 

shall judge according to the verdict ' L 1 ^ : ^ 

of the Messenger of Allah ($k): half : ^|] .cJ-Sui ^ 'J.} iL£ 
goes to the daughter and one-sixth 

goes to the son's daughter. That ,i > vr 

makes two-thirds, and the remainder , , v x 

goes to the sister. ^ 1 e?-^ 

Comments: [Its isnfld is sflto/j, al-Bukhari (6742)] 

3692. it was narrated from ] - ^ : !s } £U _r^t 

'Abdullah (^) that the Prophet fe) ^ ^ ^ J ' - ^ r 

used to say: "O Allah, 1 ask You for j ! : JJl -ui ^ t ^j>- ^ 1 ^ J* 1 JL^J 
guidance, piety, abstinence (from - a ' ■: ^ -., , 

that which is haram and is not ^' y ^ ^ 

appropriate) and independence of .jJjJlj ^^^J 

means." 



Comments: [Its isnad is snheeh, 

Muslim (2721)] .(Yvn) 



.[mr anv a\ro .r^o. ,<{*i 



3693. It was narrated that 
'Abdullah bin Mas'ood (v$&) said: 
The Messenger of Allah (3k) said: ^ J> ^ ^^^J 1 sj 1 ^ v' 1 

"lbn Sumayyah ['Ammar bin Yasir / * t , , * t*. 

is never given two options but - " - J ' 

he will choose the most guided U ^ '^j^j M '■ 

one." „ „ s . 0 ^ » , . 

Comments: [H^sjm because of ' " 

corroborating evidence; this is a ^L^-? 



da'eef isnad because it is interrupted] 
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3694. It was narrated from 
'Abdur-Rahman bin 'Abdullah bin 
Mas'ood, that his father said; The 
Messenger of Allah summoned 
us and we were forty men. 
'Abdullah said: 1 was one of the 
last to come to him and he said; 
"You are on the right path and will 
prevail, and you will conquer other 
lands. Whoever among you lives to 
see that, let him fear Allah, enjoin 
what is good and forbid what is 
evil. And whoever tells a lie about 
me deliberately, let him take his 
place in Hell/' 

Comments: [Its isnad is hasan 
according to those who regard as 
saheeh what 'Abdur-Rahman says 
he heard from his father in all 
cases; it is da'cef according to 
those who say that he did not 
hear anything from his father 
except a few reports] 

3695. It was narrated that Abu 
Wa'il said: I was sitting with 
'Abdullah and Abu Moosa, and 
they said: The Messenger of Allah 
(%} said: "Ahead of the Hour will 
be days during which ignorance 
will appear and knowledge will 
be taken away, and there will be a 
lot nf karj." We said: What is harp 
He said: "Killing." 

Comments: [Its isnad is saheeh, al- 
Bukhari (7062) and Muslim 
(2672)] 

3696. It was narrated that 
'Abdullah (&) said: The Messenger 
of Allah (gg): " Whoever has a need 
and refers his need to people 
deserves not to have his need met, 



ji ^jLUJ\ i^Lsj £1^ -rut 

Ua*j>- :jLs ^jl ji- tjjjuU $ 
^Jso : jbi Jli idyCj\ ■j^j 
'"j^tr^ (*^! -J^i toUl <v 
kilJj> lijSl j^j l^S3 'OjjjJaUj 

£ij t^jj^Ji °J>\3j Jds k'^sL ) 



<il ^ LUl^ i!i :Jli jjrj ^| 
• [ir • 1 JUr ,TAt\ *TAW 



XT1VT) 



0? irrt ^ -T"H*l 
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but whoever turns to Allah, He - . S( - * 

will grant him provision 4-^" ^ ^ fc- f 

immediately or death at a later tjJjlT tiii-U- jj.'; V M ^ 

time/' _ it , " t > t ' / 

Comments: [Its isnarf is term] " ^ V - ' ^ ' - 

-[4 Y Y • t TA-H : ^1] 

3697* 'Abdullah (*) said: 1 | ^ £^ :^5j ^ -Y"UV 

learned seventy soorahs from the ^ - - - - , 

lips of the Messenger of Allah fcfe) ^ ' 4^ 0? ^ 

when Zaid bin Thabit was still a ^ Jj, j^- ^ ^ jj-j :j |_ u 

boy with braided hair, learning to >t ^ > ^ 

read and write. .^L^Jl J* ilji 4J c-^U ^ -Ljj iSj^ 

Comments: [A saheeh hadeeth; this .[W T 

is a da'eefzsnarf] 

. J jr*^ jL^I tJuj t(T£lT) - ') ;^ t ^wb- 

3698. It was narrated that Tariq _ j^o, ^1 jl^J ^ -T"HA 

bin Shihab said: 'Abdullah , ^ , b £ 

said: I was present with al-Miqdad t>' J >^J lM^! ^j^ 1 : - *j£ 

- Abu Nu'aim bin al-Aswad said - . vj ^ l >j^ J .j^i-j ^ 

during an incident which, if it were * -7. & > 

to happen to me, it would be 1^ (W /\) iJjjU^ ^ JJl>^! 

dearer to me than anything else. ^ JU ^ ^ j> 

He came to the Messenger of Allah \ . . ; / 

when he was praying against '■ y\ JIj _ il-UJl ^? 

the mushrikeen and said: By Allah, ^ " : ? r *s . s- ,„ . „ _ 
O Messenger or Allah, we will not ; ' ^ ~ 

say as the Children of Israel said to Jjl J>^j L ^ ^ ( 

Moosa, "So go you and your Lord 
and fight you two, we are sitting 



right here" [al-Ma'idah 5:34]; p Jj^ J> r V ,M J ^ U JlJI) 

rather we will fight on your right , , . 

and on your left, in front of you ^ ^-^^ : l-^ 1 ^! 

and behind you. And I saw the face m : - xUJl) ^ 

of the Messenger of Allah (^) ^ / t ' r 

brighten and he was pleased with ^^j^i ^^4^ J* Cj^j 



that. Aswad said: And I saw the 
face of the Messenger of Allah (3^) 
brighten at that, and he was JI3 .cLLS! ^} ^ 
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pleased with that, Abu Nu'aim said: 
And I saw the Messenger of Allah 
with his face brightening, and 
he was pleased with that. 

Comments: [Its isnad is saheeh, al- 
Bukhari (3952)1 



3699. It was narrated from 
'Abdullah that the Prophet 
(^) used to say the salam to his 
right and to his left "As-salamu 
'alaikum wa rahmatullah, as-mlamu 
'alaikum wa rahmatullah/' until the 
whiteness of his cheek could be 
seen. 

Comments: fits isnad is snheeh] 



3700. It was narrated that 
'Abdullah said: Urnm Habeebah, 
the daughter of Abu Sufyan, said: O 
Allah, let me have the joy of the 
company of my husband the 
Messenger of Allah and my 

father Abu Sufyan, and my brother 
Mu'awiyah (all my life). The 
Prophet said: "You have asked 
Allah about lifespans that have 
already been determined/ days that 
have already been counted and 
provisions that have already been 
allotted. Allah will never do 
anything before its due time or 
delay it beyond its due time. If you 
had asked Allah to grant you 
refuge from punishment in the Fire 
or punishment in the grave, that 
would have been better or 
preferable." He said: And mention 
of monkeys was made in his 



*-? ^ ^ ¥ X**J ^"J ^Xj* 
c-jly •^X f ^ ^ .JjJi 

^\ ouli G^U- : l-ijb* -rill 

^ <^-: ^ h\s ^ *Jj\ h\ 

t Jji lu^j f:£LJi» : ?J u: 



'J/' J^- 



iiiip t ^ ^3 _rv * 



£i cJli :JlS JLS\ 



^ly L -3gg jjJJl J^j ^3>. 

LgJ J Us :JU! iZj\X* t ^1 

J* ^ >>- j 1 *^ J? ^ J** x 
jt li-LjJ ji ill oJU ^Jli 3J3 

_ ;^3f" 3?^ j : * (( J^' j' 1 
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J-Wi- if I yXXCi 1_0.lt.' ^ 



presence. Mis ar said: And pigs, ■ ? - t i- : 

which were transformed. Inc - * - - 

Prophet said: "Allah never ; J^\] .aj^li ^jlli^l ^SU: 1 

gives those who have been 
transformed offspring. Monkeys 

and pigs existed before that." .[r^v 4 rv^A ,W_v 

Comments: [Its isn.it/ is saheeh, 

Muslim (2663)] .(YV.r) : Qtj^ 

3701. It was narrated from ^ Je^! ; £?J "^'^ 
'Abdullah that some people 4 ^ ' ^ : # 

came to the Prophet and said: ^ ^ J* ^' 

A friend of ours is sick; should we ^ ^ ^ ^ ^ 

use cautery? And he kept quiet. ^ ( \ H - ' 

Then they said: Should we use ^ "J^t ^ -r^r 1 ^ 

cautery? And he kept quiet. Then * ■_ f^jjf * i '|j # * ,_ii^J 

he said: "Cauterize him using hot ^ , * ' * ^ ^ . 

stones." : Jill] , ft U^3 

Comments: [Its rsnad is saheeh] . [ £ o £ ; £ * Y \ t^AoT 

3702. It was narrated that ;^5j -rv-Y 
'AbduJlah said; J have not " , ^ 

forgotten, among the things I ' _yj ^ 1 

forgot, that the Messenger of ^ ^ ^ . j£ Jj\ _^ 

Allah used to say the satam to ^ - , . * - 

his right and to his left, "As- 1*3 t^H 1/ f^? jLS ^ 

salamu 'alaikum wa rahmatullah, as- ^ i^y ^ ^ . JLL; 

salamu 'alaikum wa rahmatullah," r ' \ , 

until the whiteness of his cheeks j j )i _ ^ t«JJl w-jj j^v^ 



could be seen - or until we could 
see the whiteness of his cheeks. 

Comments: [A saheeh hadeeth; this ^*_j> jL-J l^_^> *±~.jl>- 



.[nv t rn^ i^fjl 



is a da'eef isnad] 



3666. (sic) It was narrated that ^ tiui^ ^ -pY"m 

'Abdullah (4^) said: The Messenger ... , M 

of Allah (gs) said: 'Allah has angels ^ ^ ^^^J ^ ^ ^ 

who travel about the earth, Jj jj,, ; J 1 i 

conveying to me the salarn of my ' ^ £ . , 

ummahr ^ Jy^k ^ 
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4Ajl , 



Comments: [This hadceth was omitted 
from al-Usool; it appears in Atrafui- 
Musnad by Ibn Hajar, 4/135; it 
appeared above (3666 [sic])] 



3703. It was narrated that 
'Abdullah (&) said: The Messenger 
of Allah <ag) said: ''No one should 
say: I am better than Yoonus bin 
Matta." 

Comments: [Its isnad is saheeh, al- 
Bukhari (4804)] 



3704. It was narrated that 
'Abdullah bin Mas'ood (Jfe,) said: The 
Messenger of Allah fe) said: "Allah 
did not forbid anything but He 
knew beforehand that he would 
see some of you [committing it], 
but I will grab hold of your 
waistbands lest you fall into the 
Fire like moths or flies," 

Comments: [Its isnad is hasan] 



:JH\j i^ij ,« r ^Ji J, 

.[in. tin- 



3705. It was narrated from 
'Abdah an-Nahdi.,. And he 
narrated it. And this was narrated 
by Yazeed and Abu Kami] from al~ 
Hasan bin Sa'd. Kawh said: al- 
Mas'oodi told us, Abul-Mugheerah 
told us, from al-Hasan bin Sa'd, 
and he said: Moths or flies. 

Comments: [Its isnad is hasan] 



.(rill) r^;^ pizj {\t%) i^u 

^ JQJ, UJa^. -rv»i" 
J)1 ^ t jUi-Vl 

.[mv 

jp- i^i-Ui ^ -rv-t 
^ >^Ji jl _ ouj* 

^ ^ j* *i^£Ji i& j* i^jjiiji 

i|» Jil J IS ^ oil 
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3706. It was narrated that Ibn 
Mas'ood said: We were on a 
campaign with the Prophet (sfe), 
and we were young men and had 
no wives with us. We said: O 
Messenger of Allah, can we not 
castrate ourselves? But he forbade 
us to do that. 

Comments: [Its isnad is saheeh, al- 
Bukhari (5071) and Muslim 
(1404)] 

3707. It was narrated from 
'Abdullah that the Frophet 

said: "The millstone of Islam 
will turn for thirty-five (years) or 
thirty-six or thirty-seven, then if 
they perish (after deviating) they 
will meet the same fate as those 
who perished (before them), but if 
they persist (in following the right 
path) then they will be in a good 
state for seventy years." 
Comments: [A hasan hadeeth] 

3708. It was narrated that Abu 
Wa'il said: 'Abdullah (4b) said 
when Ibn an-Nawwahah was 
killed: This man and Ibn Uthal 
came to the Frophet (sfe) as envoys 
of Musailimah the Liar. The 
Messenger of Allah (^) said to 
them: "Do you bear witness that I 
am the Messenger of Allah?" They 
said: We bear witness that 
Musailimah is the messenger of 
Allah! He said: "If I were to kill any 
envoy, I would have struck your 
necks." And it became a precedent 
that envoys were not to be killed. 
As for Ibn Uthal, Allah, may He be 



y, J^L^! -rv»* 
^ jyJ is : J li fj*^-* y} J*- fc ^rr* 

.Mi •*) 

1:^-1 £il^ -rv-v 

^Js\ y Jlh jIp j* <.<J\ y 

J± >3 ^ :Jii m 

: ^i] 

.[rvaA ..rvn t rvr* 

J_^i Jt jll^'* :£fe <Ll 

y» :jui nJbi iaxi M i^ii 
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^ 4jjl ale \\*, t 



glorified and exalted, took care of . ( „ jfi . 

him for us. And as for this one, he ^ ^' 0^' ^ ^ J>; 

persisted in his misguidance until r nfT . , ^ , 

Allah enabled the Muslims to * :> ] 

capture him now. ^\ \^ 



Comments: [A sahech hadeeth; this 
is a da'eef isnad] 

3709. It was narrated that 
'Abdullah (4*) said: The Messenger 



^ ^^llil Li^Li -rv*^ 



of Allah fe) lay down on a reed \* ^J^i^l j^Q V ^ v ^ 
mat and it left marks on his side. * \ 7 

When he woke up, 1 started wiping ^ J (^ kj>l :jLi ^ ^ 'J- 

his side and I said; O Messenger of LIU ^ j 'ju , h ^ Jj, 

Allah, why don't you allow us to / f . / ' 

spread something on top of this L - : ^ll^'-l 
reed mat for you? The Messenger U L" : i^- r T vi ft, ', >- 

of Allah (^) said: -What do I have ^ , ^ ^ 

to do with this world? What do 1 J u " : $k ^ J^j JUi «^J| 
have to do with this world? The ,> - ' o 

likeness of me and this world is >J ^ ^ ' ^ U U V « 
that of a traveller who seeks shade ^ i-^i jt ^135 din 

under a tree, then he moves on and ; 
leaves it" .[iT*A : ^ 1 ].> 145^3 

Comments: [A sate/; /i^eef/;] 

3710. It was narrated that 
'Abdullah bin Mas'ood (£.) said; 

When we were on our way back after ^' ^ jp ^lii ^ 

the campaign of al-Hudaibiyah, the *v" . J . / i'V 

Messenger of Allah said: "Who ; U ^ ' ^ ^ 'i^ 1 

wiU guard us tonight?" 'Abdullah J^j jLi tilUAji ^ ^ 

said: [ said: I will. He said: "You >, - - 

will fall asleep/' Then he repeated ^ Jli ^ 

it: "Who will guard us tonight?" I p dJU- :j£ t tf -Jj, 

said: I will. That happened several , >>, ' „, fl 

times. 1 said; I will, O Messenger of tUI : "-^J 1 <y* 

Allah. He said: "So you will guard j^; ^ . jjtf ^ r su ^ 

us then, I guarded them until, as / s ? / / V ^ 

morning approached, the words of ,J ! ^ i r*^>^ : J Li "ill JLjUi :JU 

the Messenger of Allah "You Ji, , > - V= c"f ^ n 
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will fall asleep/' caught up with 
me and I fell asleep. And we did 
not wake up until we felt the heat 
of the sun on our backs. Then the 
Messenger of Allah (afe) got up and 
did what he used to do of witdoo' 
and praying the two (Sunnah) 
rak'ahs of Fajr, then he led us in 
praying Fajr. When he had finished, 
he said: If Allah, may He be 
glorified and exalted, had willed 
that you should not sleep (and miss 
it), you would not have fallen 
asleep. But He willed that you 
should (set an example) for those 
who come after you. This is what 
one who falls asleep or forgets 
should do/' Then the she-camel of 
the Messenger of Allah (sfe) and the 
people's camels had scattered, so 
the people set out looking for them, 
and they brought their camels 
except the she-camel of the 
Messenger of Allah (^). 'Abdullah 
said: The Messenger of Allah 
fe) said to me: "Go and look in 
that direction/' So 1 went where he 
told me and 1 found that its reins 
had got caught on a tree and could 
only be undone by hand. So 1 
brought it to the Prophet (gfe) and 
said: O Messenger of Allah, by the 
One Who sent you with the truth as 
a Prophet, I found its reins caught 
on a tree and they could only be 
undone by hand. Then Soorat al- 
Fath, "Verily, we have given you (O 
Muhammad a manifest victory/' 
[al-Fath 48:1], was revealed to the 
Messenger of Allah (^). 

Comments: [Its isrwd is da'eefl 



^ ^ ui «f£ iw» ;s 
N oS )j ^ ill o]» :J'i 

^Jbfy t^j J Li oJl^-U (( l!4> J>>* 

j^JL ilLj ^JJI) wJjl J^i} U 

ti^Jp L JS H5**L*j ^-^J J^ 1 ^ 
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3711. It was narrated that Abu 
Majid said: A man came to Ibn 
Mas'ood with a nephew of his and 
said: This is the son of my brother; 
he drank alcohol, 'Abdullah said: 
The first hadd punishment to be 
carried out in Islam was a woman 
who stole, and her hand was cut 
off. The face of the Messenger of 
Allah changed a great deal 
(i.e., in disapproval), then he said: 
" Let them pardon and forgive. Do 
you not love that Allah should 
forgive you? And Allah is Oft- 
Forgiving, Most Merciful" [an- 
Noor 24:22]. 

Comments: [Its isnad is a chain of 
weak narrators] 

3712. It was narrated that 
'Abdullah said: The Messenger 
of Allah (sfe) said: "There is no-one 
who is afflicted by distress and 
grief, and says: 'O Allah, I am Your 
slave, son of Your slave, son of 
Your maidservant; my forelock is 
in Your hand, Your command over 
me is forever executed and Your 
decree over me is just. I ask You by 
every name belonging to You 
which You have named Yourself 
with, or You taught to any of Your 
creation, or You revealed in Your 
Book or You have preserved in the 
knowledge of the Unseen with 
You, that You make the Qur'an the 
life of my heart and the light of my 
breast, and a departure for my 
sorrow and a release for my 
anxiety/ but Allah will take away 
his distress and grief, and replace it 
with joy." It was said: O Messenger 



JUi j}j ^1 iJLi 01 :Jlii 

J* j\£ jJ- Jj\ JjJJ, JuJ i^Ijl jlp 

-s;-r \ ' ^ ^ * ' \ • ' * £ o * 5 
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of Allah, should we not learn it (by ., , 1 . . 

heart)? He said: "Of course. Every- ' 

one who hears it should learn it (by ' Jj4^ 1 ^r^ 1 

heart)." 

Comments: [Its isnad is da'eef, Abu Salamah al-Juhani is unknown] 

3713. it was narrated that _up ^ l^f : 1^ -rv>r 
'Abdullah (^) said: The Messenger , " - , ; 
of Allah (m) said: "When the J* ^' If J ^ 1^ ^ 
Children of Israel fellinto sin, their ^j, jLt Jj^3 Jli :JU Jbl jl^ 
scholars told them to give it up but " ( 

they did not give it up, yet they (*4^ ^ i ^f\^^ ^ J^rM >° 

(the scholars) joined them in their . > jjuj K \ lii / 

gatherings - Yazeed said: I think he ^ ' J ^*~ J " ^ ^ J 

said: and their marketplaces - and :Jli iLJ-l Jli _ ^JUJ 

they ate with them and drank with . ^ t > >, - , \ > _ . .. * . 

them. So Allah hardened their r^ Lj r*-^ 1 -" - ^^\ 3 

hearts equally and cursed them on ^Lp , g>"i j r~H^ 

the lips of Dawood and 'Eesa bin . . / / .... 

Maryam, because they disobeyed ^ ^ y? 1 

[Allah and the Messengers] and ^ ^ ^ t(( j^ ^ 

were transgressors (cf. al-Ma'idah ^ s , , „ , 

5:38)/' The Messenger of Allah fe) lS^j? ^ ; J'^ k ^ 

was reclining and he sat up and (| ^{ ^ -J/^ t0 „c 

said: "No, by the One in Whose 1 J ' ' " ; 

hand is my soul, not until you put ^\ ^LLiN . ± eJ L^i 

firm pressure on them to follow the u . ? i . b 

truth/' ' " ~ C 1 

Comments: [Its isnad is da'ecf because it is interrupted] 

3714. It was narrated from ^ - ^ . > . ^ _ rvU 
'Abdullah bin Mas'ood (&) that ^ ^7 ' 

the Prophet fe) said: "The last one ^ 4 ^ l^ 1 dr* ^ 
to enter Paradise will be a man s, , , , * , fl , . 

who will walk on the Sirat; he will ^ < ^. ^ ' ^_ '. 
stumble once and walk once and J^-j ^>J' . a J* y±\ J! B :JU 

be touched by the Fire once. When \^ 9 f ^ t , , 

he has crossed the S(raf, he will t5 > a > ,>^>J! 

turn to it and say: 'Blessed be the ^| ii^ji lili ^ jGl Uiuj 

One Who has saved me from you. t ^ fl ? ' , ^ , ^ 

Allah has given me that which was ^ ^ ^ 

not given to anyone of the first and -^J, ^ m u ^lUl 

the last/ Then a tree will be raised " " * ■ ' 
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for him and he will look at it and 

will say: 'O Lord, bring me close to ^ ^jiA^j 

this tree, so that I might seek its fl - ...f - r 

shade and drink from its water/ " ^ ^ " J " :J -^ 1 ^ 

He will say: 'O My slave, perhaps if ^ ^ ^ ji^U ,s^Jj| 

1 bring you close to it, you will ask r * ;a>; * r ' . r , - 

Me for something else/ He will ^ " ^ ^ l ^ ^ 

say: 'No, O Lord/ and he will i*L^ ^ U V : J , ^ 

promise Allah that he will not ask ^ , * , - V* ; 

Him for anything else, although ^ J 1 ^ ^ ^j' 

the Lord knows that he will ask J>U ^ ft t fc 

Him, because he will sec some- ^ r , f ' 

thing that he cannot help wanting, ' l ^ J £s r L ^ 5*-^ - ^ ^ 

So He will bring him close to it -<\ * - r . \ > 

Then he will raise up for him ^ ^ ^ 

another tree that is even more V^'j JliliG ,^Jj1 a jj> :^ 

beautiful than it and he will say ? ■• , . Tf ■ " ; " , - " 

'O Lord, bring me close to this tree, r 1 ^ 1 : ^ ^ U ^ 

so that I might seek its shade and L; : j ^ JL" N ill I ^ 

drink from its water/ He will say , ' 

'O My slave, did you not promise ^ ' ^ ^ 5^ 

Me/ i.e„ that you would not ask ^ ^ 1^ 

Me for anything else? He will say: , [- , ' . 

'O Lord, only this, and 1 will not * ^ ^ -r^ ^ v>i i 

ask You for anything else/ And he U^f tS '^Ij| *jl ' " 

will make a promise to Him, ^ , * ^ ^ J J ^ 

although the Lord knows that he : 1 ^ ^ 

will ask Him for something else. So m; - .if.: m :f - 

He will bring him close to it. Then _ ^ J r 1 ^ 

he will raise up for him a tree at the ^1 V J^Jji cJU ^ ^ .Jj^ 

gate of Paradise that is more w 

beautiful than it, and he will say: " ^ ; 

'O Lord, bring me close to this tree, ^ , L^U ^ S f U £^ t U i 
so that I might seek its shade and * >~ s . ' 4 , f ' 

drink from its water/ He will say: L - : J ^ J*' ^ ( j^< ^4 * 

-O My slave, did you not promise Jl ^ t -J, 
Me that you would not ask Me for , *// , J 

anything else?' He will say: 'O ^ ; V il!l ^1,U: 

Lord, only this tree and I will not • ^ ^: . v ?, I "-"f * - 
ask You for anything else/ And he ' ^ ^ J ^ 

will make a promise to Him, ^ ^rfy} V^jl^ .ill. u 
although the Lord knows that he . V cm— ■ f ^ , * - " ^ ' 
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will ask Him for something else, 



because he will see something that ^ J v s^ J ^ ^ ^ 

he cannot help wanting. So He will c^ju t Jjl ^Uii :JU 
bring him close to it. Then he will , „ , > , { ' 




that you would not ask Me for jj^J, i a^JJ^j, j ■ i ' 5 

anything else?' He will say: 'O r " * " .. 1 " 

Lord, admit me to Paradise/ Allah, ^ L : 
may He be glorified and exalted *j 2 , : 

will say: 'What will make you stop " ' ^ ° J 

asking, O My slave? Would it .[ro^o .Ta<H : iji] 

please you if 1 give you of Paradise 

the equivalent of the world and as : ^C\oy\) :^ <ol^J '^y^ 

much again?' He will say: 'Are you .O a - ) 

making fun of me, O my Lord, 

when You are the Lord of Glory?'" 

And 'Abdullah smiled so much 

that his molars could be seen, then 

he said: Why don't you ask mc 

why I am smiling? They said: Why 

are you smiling? He said: Because 

the Messenger of Allah smiled, 

then the Messenger of Allah 

said to us: "Why don't you ask me 

why I am smiling?" They said: 

Why are you smiling, O Messenger 

of Allah? He said: "because the 

Lord smiled when he said, 'Are 

you making fun of me, when You 

are the Lord of Glory?"' 

Comments: [Its isnad is saheeh, al-Bukhari (6571) and Muslim (186)] 

3715. It was narrated that - ^ ^ „ rv ^ 0 

'Abdullah (4*) said: The Messenger " f ' , 



Comments: [Saheeh because of 



of Allah (gr) forbade us to wear 
gold rings or iron rings. 



corroborating evidence; this is a 




da'eefisnad because Yazeed is da'eej] 



.[roAY tTA>t : 



Musnad of 'Abdullah bin Mas'ood ^ 338 



wl-~AJ ^iji^ jL^I tJutj '•"jcaj ^r* 1 -^ ■ {Hj**^ 

3716. It was narrated that - ^ ^{ ' . ^ _ rm 
'Abdullah (^) said; The Messenger , , 

of Allah said: "They kept us 5^ ^ ^ ^ *^i> 

from offering the middle prayer .,. -f _ . > . — 

until the sun set; may Allah fill ^ : * f ^ ^ ^ 

their bellies and their graves with t^liM cJU JU- Jai^Jl sSti 

fire." „ . , , ^ ,1 , * , ^ 

Comments: [A saheeh hadeeth] ' * * 

3717, It was narrated from Ibn tjlli^ ^ ^1 ^1 &jlp~ -WW 
Mas'ood (4*) that the Messenger \, " -1 

of Allah (2^) said: "None of you ^ ^ 0* ^ \* 

should let the odfcan of Bilal keep . - > ^ , > - . t s - - - * ' 
him from his M W, because he ^ 0bl r 5 ^ 1 ^ ^ :JLi «5 ^ l 
gives the adhan so that those of (j^ : jj •{) Ujj ^ ^ 
you who are praying qiyam may ^ \ , ' 

go back (to rest), and those of you ^ irr) ^'^^^ t^iUjii ^-^J 

who are asleep may wake up. It is >a ; > . „ . , e - 

not when it is like this; rather it is ^ l 4 ^ ^ ^ 1 ^ 

until it is like this" - and Ibn Abi ^ - >- , > f >f * - f 

Adiyy Abu Amr put his fingers ; ' - 

together and held them pointing .>U]I ^JL; i^llUl j^i^i ^ U £3} 
down (to indicate vertical) -and 

he spread his forefingers apart (to .[rioi 
indicate horizontal), i.e. the dawn. 
Comments: [Its isnad is saheeh, al- 



Bukhari (621) and Muslim .0 ■ ^> 

(1093)f 

3718. It was narrated from ^ ^ ^ ^ CJai -WU 



'Abdullah (4^) from the Prophet ^ ' ^ 

(^) that he said: "a man will be ^ i^J^ t>J 0* ^jU^ ^ 

with those whom he loves." — ./ t tu -..^ ^ - . 

^ £. :Jli -ul ^ ^ jJul 

Comments: [Its /sri«^ is saheeh, al- ^ ' ' ' / , 

Bukhari (6168) and Muslim 

(2640)] 

.(nto 
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3701. (sic) It was narrated that 
'Abdullah (-&) said; Some people 
asked the Prophet (^) about a 
companion of theirs who cauterized 
himself, and he remained silent. 
Then the third time (they asked) he 
said: "Cauterize him with hot 
stones, burn him." And he disliked 
that. 

Comments: [This hadeeth appears in 
this place in some copies; it appeared 
above, no. 3701, and will be repeated 
below, nos. 3852, 4021 and 4054] 

3719. It was narrated from 
'Abdullah that one of the things 
that the Prophet (%) often said was: 
"Glory and praise be to You our 
Lord, O Allah forgive me." When 
the soorah "When there comes the 
Help of Allah (to you, O Muhammad 
(SO against your enemies) and the 
Conquest (of Makkah)" [an-Nasr 
110:1] was revealed, he said: 
"Glory and praise be to You, O 
Allah our Lord. O Allah, forgive 
me, for You are the Acceptor of 
repentance, the Most Merciful/' 

Comments: [Hasan because of 
corroborating evidence; this is a 
da'eefisnad because it is interrupted]. 

3720. It was narrated from 
'Abdullah (&) that the Prophet (#=) 
taught us Khutbatal-Hajah: "All 
praise is to Allah, we seek His help 
and His forgiveness. We seek 
refuge with Allah from the evil of 
our own souls. Whomsoever Allah 
guides will never be led astray, and 
whomsoever Allah leaves astray, 



3§ l^L L^C Jl :Jli M Jit- IJ. 
; J I* i iSj^i ' — ^ ^ ^ 

iTAfi Y : ^] .JiJ> IS* :JU 

.[lot Li^\ 

.(TV <\ ) : pi;* ji j t^jk 

t^l £:U : ^ f j iL*ji -rv > i 

: J^j ji ^S^j ^§ ^ ^ 

jL^ fy> Llii :Jli 

£j iL r U4^» :JU (\ ^£Ljtfj 

^i^Ji iJt JjJ; fc j JLJIji ^j^j 

.[^AT ."^^1 

www? te^JU J — :>■ \ ^yj^j 

:Jls oLt- llilU- :ju^xJI LJjl>- -fVT» 
^ -»'■' f • - ! * - * "-i - • i f ■ - 

£k£ llUi : J 15 ^ ^1 ^ Jjl U 

Alii eJljj ^y* t U^Jlli jjj^ Jr? 5 
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J 4 ,\j oill -LLC Jjilul 



no one can guide. I bear witness that 
there is no god but Allah, and I bear 
witness that Muhammad is His 
slave and Messenger. Then he 
recited three verses: 'O you who 
believe! Fear Allah as He should be 
feared, and die not except in a state 
of Islam (as Muslims) with complete 
submission to Allah/ [Al 'Imran 
3:102] j O mankind! Be dutiful to 
your Lord, Who created you from a 
single person, and from him He 
created his wife, and from them 
both He created many men and 
women, and fear Allah through 
Whom you demand your mutual 
(rights), and (do not cut the relations 
of) the wombs (kinship) Surely, 
Allah is Ever an All-Watcher over 
you/ [an-Nisa' 4:1] j O you who 
believe! Keep your duty to Allah 
and fear Him, and speak (always) 
the truth. He will direct you to do 
righteous good deeds and will 
forgive you your sins. And 
whosoever obeys Allah and His 
Messenger, he has indeed achieved 
a great achievement (i,e. he will be 
saved from the Hell-fire and will be 
admitted to Paradise') [al-Ahzab 
33:70, 71], then state your need/' 

Comments: [A saheeh hadeeth; this is a 

3721. It was narrated from Abu 
Ubaidah and Abul-Ahwas, who 
said: This is the hadeeth of Abu 
Ubaidah from his father, who 
said: The Messenger of Allah 
taught us two khutbahs, khutbatal- 
hajah and klmtbatas-salah (i.e., "al- 
tahiyyatu ,.."): "'Praise be to Allah' 
or 'Verily praise is to Allah we 



(^if VyC j^j ajli 

cyy % <^ t> i>^* ojjfr 

1*1 l# lO'Y JO i^^l ^ 
^ Is* filiU jJJI 

\p yj\ 1^1 Kyf ,0 :cLJl) iQj 

^ 1 (*^<>^ j**tJ jU^-Ui-l 

.rvr .il^U- (v^ t v. 



da'eef isnad because it is interrupted] 
J>\ 1/^1 : vLi lilU- : oiU uilU- ~rvr ^ 



S *Ju"l J, 
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seek His help...'" And he 
mentioned a similar report. 

Comments: [The \snad via Abu 'Ubaidah - i.e. Ibn 'Abdullah bin Mas'ood - is 
da'eef because it is interrupted. The hrtad via Abul-Ahwas - i.e./ A wf bin Malik 
bin Nadlah al-Jushami is sahech according to the conditions of Muslim] 

3722* It was narrated that 



was 

'Abdullah said: Whilst the 

Messenger of Allah (^) was 
prostrating and some people of 
Quraish were around him, 'Uqbah 
bin Abi Mu'ait brought the 
placenta of a she-camel and threw 
it on the back of the Messenger of 
Allah (ife), and he did not raise his 
head. Then Fatimah came and took 
it from his back, and she prayed 
against those who had done that. 
And he said: "O Allah, I urge You 
to deal with this group of Quraish; 
Abu Jahl bin Hisham, 'Utbah bin 
Rabec'ah, Shaibah bin Rabee'ah, 
'Uqbah bin Abi Mu'ait and 
Umayyah bin Khalaf" or "Ubayy 
bin Khalaf - Shu'bah [one of the 
narrators] was not sure. He said: 
and I saw them slain on the day of 
Badr. They were thrown into a dry 
well, except for Umayyah or 
Ubayy, because his body started 
disintegrating, so he was not 
thrown into the well. 



y} y. 



y° >UI jJLli^ 'J^U 



y. 



: Jlii :Jli 



' -i 



1 ^ ^ ^ 
J ^ 



Comments: [Its isnad is saWi, al-Bukhari (3854) and Muslim (1794)] 

3723, Isra'cel narrated... And he 
mentioned the Iwdeeth, except that 
he said: 'Amr bin Hisham and 
Umayyah bin Khalaf, and he 
added: and 'Umarah bin al- 
Waleed. 

Comments: [Its isnad is saheeh, al- 
Bukhari (520) and Muslim (1794)] 



jji^j :^iu uu^- -rvrr 
Li* ^ j>L^ : jLi 1:1 t^LosJi 



s(oYO 



: c 
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J^iu^ui <OJl -lit 



3724, It was narrated from 
'Abdullah that he said: I heard 
a man reciting a verse and I had 
heard it differently from the 
Messenger of Allah (^), so I 
brought him to the Messenger of 
Allah. The face of the Messenger of 
Allah (^) changed, or I saw 
disapproval on the face of the 
Messenger of Allah (^). And the 
Messenger of Allah said: "You 
are both good, Those who came 
before you got into disputes 
concerning it (the Book) so they 
were doomed/' Shu'bah said: 
Mis'ar narrated it to me from him, 
and attributed it to 'Abdullah from 
the Prophet (jfe): "So do not differ." 

Comments: [Its isnad is saheeh, al- 
Bukhari (2410)] 

3725. It was narrated from 
'Abdullah bin Mas'ood (jfe) that he 
said: Two deals in one are not 
valid. The Messenger of Allah (^) 
said: "May Allah curse the one 
who consumes riba, the one who 
pays it, the one who witnesses it 
and the one who writes it down." 

Comments: [Saheeh because of 
corroborating evidence, Muslim 
(1597) and its isnad is hasan] 



3726* It was narrated that Simak 
said: I heard 'Abdur-Rahman bin 
'Abdullah narrate from his father 
- Shu'bah said: I think he 
attributed it to the Messenger of 
Allah fcfe) - that he said: "The 
likeness of the one who helps his 



<LX^ :Jlj 4jl -dJl _Lp ^i. ^| 
^ , ^ ^ 0* ^ 4^ Jl 

.r^'A t rw : ^i] jo^Ii^j 
. [r<nr t r<w t r<^ t rA«r 

. (t M * ) : ^ ; ^hjj .J : 

^y^^Jl jlp ;Jli J ^^-f 

jjjLli ^-L*v <Jdl ^ 

*L£Ji J?T iLl : JLi ^ Jji J_^3 
.[Wat : .^tfj 



-uJL 
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clan in an unjust cause is that of 
the camel that falls into a dry well 
and stretches out its tail (trying to 
get out)." 

Comments: [Its isnad is hasan 
according to those who regard 
what 'Abdur- Rahman heard from 
his father as sahech; and it is 
regarded as daeefby those who say 
that he only heard a little from him] 

3727. It was narrated from 
'Abdullah bin Mas'ood from the 
Prophet that he said: "A man 
may continue to tell the truth and 
endeavour to be truthful until he 
is recorded as a speaker of truth 
or he may continue to tell lies and 
endeavour to tell lies until he is 
recorded as a liar." 

Comments: [Its isnad is sahceh, al- 
Bukhari (6094) and Muslim 
(2607)] 

3728, It was narrated from 
'Abdullah that the Prophet (&;) 
said: "Those who show the most 
restraint at the time of killing are 
the people of faith." 

Comments: [A hasan hadeeth] 



.[rwr j jam 



J ! (J yL> JLLp 



'1 . jK^I jJ»U 



■J iUJ llii^ -rvrv 



flJdi JLP I jf- i ;^Z*>J 

.Or W) 

^' ®j f^ 1 ^ 1^- vA^iii- 



3729. It was narrated that lbn 
Mas'ood said: I heard the 

Messenger of Allah (%) say: 
"Verily those who show the most 
restraint at the time of killing arc 
the people of faith/' 

Comments: [It is a repeat of the 
previous report] 



J 5^ 



.[rvxi 
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3730. It was narrated from 
'Abdullah (^) that the Prophet 
(-^i>) said: 'The millstone of Islam 
will turn for thirty-five (years) or 
thirty-six or thirty-seven, then if 
they perish (after deviating) they 
will meet the same fate as those 
who perished (before them), but if 
they persist (in following the right 
path) then they will be in a good 
state for seventy years," I said; 
(Seventy years) including that or 
seventy years in addition to that? 
He said: "Jn addition to that." 

Comments: [A hasan hadceth] 

3731. A similar report was 
narrated from Ibn Mas'ood (4*) 
from the Prophet (|te), except that 
he said: 'Umar said to him: O 
Messenger of Allah, does that 
includes what has passed or is it 
in addition to that? He said; "It is 
in addition to that." 

Comments: [It is a repeat of the 
previous report] 

3732. It was narrated that 
'Abdullah said: The Messenger 
of Allah (^) said: "I have given 
you permission to lift the curtain 
and to listen to my private 
conversation until I tell you not 
to." 

Comments: [A sahceh hadceth; and 
Muslim (21 69) this is a da'eef isnad] 

3733. It was narrated that 
'Abdullah (4*) said: The bone 
(with meat attached) that was 
most liked by the Messenger of 



If a ^ y. y- f ^yy*-* 

j/^ : JLi ^ ^li! jl Jjl jl^ 

:J'J Xl*M \-aLj p£ ^jU^ j*-* 
.[rv-v ^ t rvri : y^i] 

^ if ^J^^JT J> i^y.} If 

: lj J Ui : j U £l N 1 fc JiL . . . . 

u ^1 ^1; u <r ^ £ / \ > . Jji 1; 

Jul Jii : Jli M x± y. 
JaJ> ^ ^3L>^I LjJl^- : 
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Allah was the foreleg, the 

foreleg of a sheep. Poison was put 



-l jl5 :JU aLi jlp i 



in the foreleg and he thought that ^JJi -dh JI^JI 

the Jews were the ones who , * , . / „ 

poisoned him. ^ J ^ ^ ^ ] 

Comments: [Its isnad is da'eef, and <TVVV : /a^L^ jLi ^j4~l ^' 

Sa'd bin 'Iyad is unknown] 

3734. Abu Majid, a man of Barm \^ r 'i llil^ -rvr* 
Haneef ah, narrated that 'Abdullah , t ' ( \ ' >t \ . • . ^ 
bin Mas'ood (&) said: We asked oi ^j 1 ^ 1 j?' 

our Prophet (jfe) about walking ^ - . V- ^ U 

with the bier and he said: "A rapid ~ j 1 

walk, for if he (the deceased) was £j LU'L- : f^-* J Li 

pod, it is good to which you are ^ ^ ^ ^ 
hastening him, and if he were v " " ; - ^ 

otherwise, then away with the : Jlj j\ _ ^JJ jj^c \y£ JiJ 
people of Hell. The bier should be , s , : , r ' - ? ^ 

followed rather than follow; he is ^ ^ b ^ ^ °!-? 4 - —1 ^ 
not one of us who walks ahead of ^jj t ii" N 3 ^ll>Jl t jllJl jiN 

it" * ' ^ ' / 

Comments: [Its isnad is ito'ee/ ' - ■ 

because Abu Majid is unknown] J :]\^} fl ,M : 

3735. It was narrated that \kll : j4j &^>- -Y'vro 
'Abdullah (^b) said: The Messenger 
of Allah (afe) said: "The Hour will 
not come except upon the most evil ^, Jj, ju : jj Jj| 

of people." ' , „ /, 

Comments: [Its is rind is saheeh, - - ^ * 1 " 

Muslim (2949)] .<Y<li 1) : f l^^U :gi>J 



ol^J ^3^^l Li cJL^ : Jli ^Ml 



3736. It was narrated that 
'Abdullah {*#,) said: I saw the 

Messenger of Allah (^) saying ^ t^Nl ^ r^V 1 



takhcer every time he raised or * .f, . ; u _> vr. 

lowered his head (in prayer), 

when standing and sitting, and he ^133 ^ £fe 
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said the salam to his right and to 
his left as-salamu 'alaikum wa 
rahmatullah, as-salamu 'alaikum wa 
rahmatullah, until I could see the 
whiteness of his cheek and I saw 
Abu Bakr and 'Umar doing 
likewise. 

Comments: [A saheeh hadeeth; this 
is a da'ecfisnad] 

3737. It was narrated that Tbn 
Mas'ood (vfe) said: The Messenger 
of Allah (^e) cursed the one who 
consumes riba, the one who pays 
it, the two who witness it, and the 
one who writes it down. 

Comments: [A saheeh hadeeth, 
Muslim (1597)] 

3738. It was narrated that 
'Abdullah said: The Messenger 
of Allah (^te) used to teach us the 
tashahhud as he used to teach us a 
soorah of the Qur'an, 

Comments: [Saheeh, al-Bukhari 
(6265) and Muslim (402) this is a 
da'ecfisnad because Shareek is da'eefi 



L±Yj ij^'/j jxU 

<-?^>- <J>* 



i i^i :jij^Ji jlp Qi^ -rvrv 

m M J^j jit : J15 ^ ^1 ^ 



J* 1 Ji'j ^' ^ ^3 erf ' y * If 
#3 *W JPj OLS : JLl Jul 

.[riY y t nro 



3739, It was narrated that 
'Abdullah (4*) said: The Messenger 
of Allah (£k) continued to recite the 
Talhiya}} until he stoned Jamratal- 
'Aqahah. 

Comments: [Saheeh because of 
corroborating evidence; this is a 
da'eef isnad because Thuwair bin 
Abu Fakhitah is da'eef\ 

3740. It was narrated from 
'Abdullah concerning the verse, 
"The (Prophet's) heart lied not in 



tiii^ -ryn 



^ *W ^3 JJ :«Jli 



J^ 1 



■r 



-rvt< 



■*Jl Jup i JULLI ^1 ^ 
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what he (Muhammad (3**,)) saw" 
[an-Najm 53:11], that he said: The 
Messenger of Allah (^) saw 
Jibreel (as) in a suit of the finest 
brocade, filling the space between 
heaven and earth. 

Comments: [Its isnad is saheeh, al- 
Bukhari (3232) and Muslim 
(174)] 



3741. It was narrated that 
'Abdullah bin Mas'ood (vjt.) said: 
The Messenger of Allah (gter) taught 
me [the verse], "Inni Anar-Razzaqu 
dhul-quwwatil-mateen" [a variant 
reading of "Innallaha huwar- 
razzaqu... (Verily, Allah is the All- 
Provider, Owner of Power, the Most 
Strong)" [adlvDhariyat 51:58]. 

Comments: [Its isnad is saheeh] 

3742. It was narrated from 
'Abdullah (^) that when the 
Prophet (sg) lay down on his side 
on his bed, he said: "Protect me 
from Your punishment on the Day 
You gather Your slaves together." 

Comments: [Saheeh because of corro- 
borating evidence; this is a da'eef 
isnad because it is interrupted] 



3743* It was narrated that 
'Abdullah said: The Messenger 
of Allah (£g) said: "I thought of 
ordering a man to lead the people 
in prayer, then I would order that 
the houses of people who do not 
pray with us to be burned down 
around them." 



t rAir <rv\< 4 rvu : ^\] 



.[tm t r^rr <r^r\ <.rv<u : 

uL^j ill^l * a ^7*J ^r*-^ * ^.J^ 

Ai> 4L1 Jli : Jli -JUl jJ^ 
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Comments: [Its isnad is sahcch. . A 

Muslim (652)] \ 1 .nj^ 

Xir\K t mv 

3744, It was narrated that '. f m r ! l - i" \'*\~ 

'Abdullah <*) said - Abu Ahmad ^ ^ ^ ^ ; mi 

said: that Ibn Mas'ood said - The JJ^j t£U :jlI^5 Jr, 

Prophet (fe) liked to repeat V, ( . . . >l . , . . 

supplications three times and ' ^ ^ J ^ 0* 

prayers for forgiveness three J I :Ju^f Ju _ : j^j ^ 



times. 

Comments; [Its isnad is saheeh] 



3745. It was narrated that 
'Abdullah said: After the verse 



When there comes the Help of lV-CZ ^1 "J, niULq J\ ^ 

Allah (to you, O Muhammad ^ j ^ > J( ' ^ 

against your enemies) and the ^ - 1 ^ J ^ J ^ ^ :Jli ^ 

Conquest (of Makkah)" [an-Nasr 0 :^!) ^ffJjT, ^1 ^ ;££ |-|^ 

110:1] was revealed to the Messenger _ , , | 11 

of Allah Gfe), if he recited it and ^ & r U| ^ J j H tJ _^ ^ >^ ^ 

bowed, he would often say: -Glory ^ l3j :J^ ji 

and praise be to You, O Allah our „ ^ t ' : > ^ ^ ' _ # 

Lord, O Allah, forgive me, for You ' L "^ "r^ 1 ^ ^\ >£l 

are the Acceptor of repentance, the f " 

Most Merciful/' three limes. * L ^ 

Comments: {Hasan because of jL-J LL*j to^jJ : £t>*»j 

corroborating evidence; this is a ^ JJ|_^ ^ j ^ \ 
da eefisnad because it is interrupted] 1 

3746. It was narrated that Abul- : ^ t ^3 i - - J]t ^ , rvn 

Ahwas al-Jushami said: Whilst s 

Ibn Mas'ood was delivering a ^ - ^j*^ J^i _ ^ £^ 

one day he saw a snake ^ ^ ^ ( / < , 

on the wall, so he interrupted his - ^ ^ ^ 

khutbah and struck it with his O? 1 0? ^^^JL^I^^V' 



stick or cane and killed it, then he r > r - . - , ' - 

said: I heard the Messenger of ^ ^ ^ ^ b ? 'f^ ob ^r^. 
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Allah (gff) say: "Whoever kills a B t - _ , a > , . > - -> „ ; 

snake, it is as if he killed a J \ ^> ^ 

mushrik man whose blood it is ^ . i^i-; a ^ ; '^j^' jtf 

permissible to shed." , „ , 

|£S -dJl J ^3 cJL*-^ :JU 

Comments: [Its isnad is dfl'ee/ and it °^ ^ 

ismarfoo'j J>- 15^11 ^3 j£j uJt£j 

3747. It was narrated that Ibn ^J^j ^ - Jji ^ ^ _rv£V 

Mas'ood (4*) said: We asked the ~ ' ° * _ 

Messenger of Allah about J* ^3 J? j* : ^ 

monkeys and pigs - were they the J ^ ; 

offspring of the Jews? The Messenger - 0 y ; 

of Allah said: "Allah never " Ji\ i^J^j'i 

cursed any people and trans- . f 1-' i,- - ^ r, 

formed them, then gave them V w ^ .-^ ^ ^ ^ 

offspring when He caused their |L! aJJI i[» Jji Jlii 

doom. These (animals) are a ^ .. n - - , , - ^ „ - „ ^ 

creation that existed before. When ^ ^ ^r^^ tJa * U > ^ 

Allah got angry with the Jews, He Uii 4 0 is jli lii ^£Jj ^^4^ ^ 

transformed them and made them . 7- s 

like them." ^4^^ ^^4^ ^j^ 1 J* ^ \r?* 



Comments: [Hasan because of ^p-i^" 
corroborating evidence; this is a 

da'cefisnud] jL^-S iJuj -^y^w 

3748. It was narrated that - ^j. ^ . <^ ^ _ rvlA 

'Abdullah said: The Messenger ^ / . 

of Allah saw Jibreel in his true : ^ *>J?Xj <J If <t?^ 

form: he has six hundred wings, ^ j ^ ^ ^ ^ J j 

each of which fills the horizon and ; ^ e " ' ; , 

there falls from his wings things of ^ £^ J 5 ^ *-^^f 

different colours, pearls and rubies, ^jl^l ^ ^ ii^ tt >S'i 

of which Allah knows best. ^ ' ^ . " , „ 

Comments: [Its is/jffi/ is rfo ee/ C ^ ■ ^ - - 

because Shareek is , . . , . 

J 1 >_LU ^ n_iw-i2J Oju) OJU^J . ^j?*J 
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3 749. Ma'mar narrated 
concerning the verse, "And Allah 
did take Ibraheem (Abraham) as a 
Khalcel (an intimate friend)" [an-Nisa' 
4:125]; 'Abdul-Malik bin 'Umair told 
me, from Khalid bin Rib'i, from Jbn 
Mas'ood that he said: Allah took 
your companion as a close friend, 
meaning Muhammad (%.), 

Comments: \Saheeh because of 
corroborating evidence; this is a 
da f ecf isnad] 

3750. It was narrated that Khalid 
bin Rib'i al-Asadi said: I heard Ibn 
Mas'ood (4*) say: I heard the 
Messenger of Allah (^) say: "Your 
companion is the close friend of 
Allah, may He be exalted and 
glorified/' 

Comments: [Sahech because of 
corroborating evidence; this is a 
repeat of the previous report] 

3751. It was narrated from 
Khalid bin Rib'i that he heard Ibn 
Mas'ood (4b) say: I heard the 
Messenger of Allah (^) say: 
"Verily, your companion is the 
close friend of Allah, may He be 
exalted and glorified/' 

Comments: [Sahech because of 
corroborating evidence; this is a 
repeat of the previous report] 

3752. It was narrated that 
'Abdullah said: The Messenger 
of Allah said: "Verily, your 
companion is the close friend of 
Allah, may He be exalted and 
glorified." 



:*LJ1) 4SUf jL*5.l &\ ilf;> 

: Jjij llJI*^ :Jli 

J^U- ^i^u, ou ij^i; Jui 

JA :0Ui- t&U -fVM 

^i^L^ 01)) Jji JJU^ 

.[roA* i^ljj jj^j ^ Jii jji 

JjAj Jli :Jli <JJl ^ t^jj ^ 
JJi ^rl^ 01* Jul 
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Connnents: [Saheeh because of ^ ^ t4>J . ^ 

corroborating evidence; this is a ^_ ^ 

repeat of the previous report] 

3753. It was narrated that Khalid ^ ^ jl^l L^jl^ -rvor 

bin Rib' i said: 'Abdullah (^) said: _ „ v 

Verily, your companion is the J*. ^> 0* t ^ J1 ^ ^ 

:lose friend of Allah, may He be Jj, li^Li 01 : Jjl Jli : Jli 

exalted and glorified, ' 



Comments: [Sahech because of 
corroborating evidence; this is a 
repeat of the previous report] 



3754, It was narrated from Ibn - ^ ^ . ^ _ rVei 
Mas'ood that the Prophet ^ ^ 

said: "No matter how much riba jjili ^1 J* t^J ^ ^j^ 1 0^ 

increases, it will ultimately lead to c - „ \ . , ; : 

l ess - 0|i ^ Jlj L> : Jli *g 01 

Comments: [A sato/i hadeeth] ,[i * : ^1] ,«J5 4^U- 

3755. It was narrated that Ibn ^ J^^l : £^ -rvoo 
Mas'ood (&) said: The Messenger 



of Allah taught me "And We 



have indeed made the Qur'an easy jijj^ : -JJl J^J-j ^13*1 : Jli 

to understand and remember; then „ ^ ^ , f , ~ a 

is there any one who will remember ^ it J+* /-^ U ^ 

(or receive admonition) [/M mm .f ( ^ ^ d L ■ V ; 

muddakir]?" [al-Qamar 54:17]. A ' s / 4 ' f ^ " ^ / 

man said: O Abu 'Abdur-Rahman, : ^ M J_^j ^'y 1 

is it muddakir or mudhdhakkir? He ti , ^ ^ / ,~ a, \ 

Sffitf: 77i? Messenger of Allah ftfe) - 
taught me (to say) "muddakir" . .[£ i • \ t i\^ r 

Comments: [Its j'sttrtd is saheeli, al- 

Bukhari (3345) and Muslim : f l(Tno) : C 'C^ ajL "< 

(823)] .(ATT) 

3756. It was narrated from .j, ^ J, ^ : -fVoi 

'Abdullah bin Mas'ood that the y ' . 

Prophet (ggsr) said: ''Horses are of ijLlA ^ p-r^ 1 ^ 'g/ ^ J^"^ 
three types: horses that are for the ,, , f,, 0, . 
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Most Merciful horses that are for 
man, and horses that are for the 
Shaitan. As for horses that are for 
the Most Merciful, they are the 
ones that are allocated for {jihad) 
for the sake of Allah; (their owner 
will be rewarded for) their food, 
dung and urine - and he mentioned 
whatever Allah willed. As for the 
horses that are for the Shaitan, they 
are those on which people gamble 
and bet. As for the horses that are 
for man, they are horses that a man 
keeps for breeding and they ward 
off poverty/' 

Comments: [Saheeh; this is a daeef isnad] 
3757. It was narrated from a 
man of the Ansar that the Prophet 
(^) said: "Horses are of three 
types../' And he narrated the 
hadceth. 

Comments: [Its isnad is saheeh] 



u^SJ ^r'j^ Je^ ,f 

-uJUi U <JJ1 J, ^'J, ^JJU :yJ-]}\ 

^jfi U\j tUJl U 'jS'lj ^JJJ 



lik:>: J>>JLi 



— 1 L*— 4 



3758. It was narrated that 
Abdullah bin Mas'ood (&) said: 
1 he Messenger of Allah (^) said: 
"Verily the millstone of islam will 
stop turning after thirty-five 
(years) or thirty-six or thirty-seven, 
then if they perish (after deviating) 
Ihey will meet the same fate as 
those who perished (before them), 
but if they persist (in following the 
right path) then they will be in a 
good state for seventy years/' 
J Umar said: O Messenger of Allah, 
(seventy years) including that or 
seventy years in addition to that? 
He said: "In addition to that" 



J^j Jli :Jli 



4JI 



4 dil^ 0|i 



Jj 



JU 



Jli ftUL^ 
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Comments: [A /ias/7rc /iflrfeef/i] 



3759. It was narrated that 
'Abdullah bin Mas'ood (dfa) said: 
The Messenger of Allah said to 
his Companions: "I do not want 
anyone to tell me anything (negative) 
about any of my Companions, for I 
like to come out to you with no ill 
feeling in my heart (towards 
anyone)." Some wealth came to the 
Messenger of Allah (5^) and he 
shared it out. Then I passed by two 
men, one of whom was saying to 
the other: By Allah, in the way he 
divided it Muhammad was not 
seeking the Countenance of Allah 
or the Hereafter. I paused so that I 
could hear what they were saying, 
then I went to the Messenger of 
Allah (3^) and said; O Messenger 
of Allah, you said to us, "1 do not 
want anyone to tell me anything 
(negative) about any of my 
Companions/' but I passed by So- 
and-so and So-and-so, and they 
were saying such and such. The 
face of the Messenger of Allah (jfe) 
turned red and he was very 
distressed. Then he said: "Leave us 
alone. Moosa was annoyed with 
more than this and he was 
patient." 

Comments: [Its isnad is da'eef with 
this wording; there is corroborating 
evidence for some of it] 

3760. It was narrated that Ibn 
Mas'ood (i$b) said: The Messenger 
of Allah (^) delayed f hha prayer 
then he came out to the mosque 



J) or<u/^ ^ JJ3J1 J- i;i 

jJLII Jj^j Jii :Jli zyJt-* * >j jJlM JlU 

■dJ! JjJ-3 J\j :JIS «ji^Jl JU^ 

- ^ ^ " ^ * * ^ * . 

IjJo* 1 :Jli j^j 1 aIJU- ^-ij *JJl J_?Aj 
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and saw the people waiting for s . _ , 

the prayer. He said: "Verily, none b ^ J! ^ 

of the followers of these other ^ ^ £, u f M : j L ; ^^j, ^ ^ 
religions is remembering Allah at * ' £ , , , . 

this moment except you." Then ?x* ^ ! O^^ 1 JjU 

these verses were revealed: "Not r . . r <,, M 'j- . v - 

all of them are alike; a party of , ' 

the people of the Scripture stand Uj^ ^^£0 jit £ 

for the right, they recite the Verses * r r > , .y , 
of Allah during the hours of the ^ e ^ u>* j~ J* ^ 

night, prostrating them- selves in .(Uo -ur : jl^ JT) ^j-iliJL 

prayer. They believe in Allah and 
the Last Day; they enjoin Al-Ma'roof -Cr-^ J M 
(Islamic Monotheism, and following 
Prophet Muhammad (^e)) and 
forbid Al-Munkar (polytheism, 
disbelief and opposing Prophet 
Muhammad (gg)); and they hasten 
in (all) good works; and they are 
among the righteous. And what- 
ever good they do, nothing will 
be rejected of them; for Allah 
knows well those who are Al- 
Muttaqoon (the pious" [Al Tmran 
3:113-115]. 

Comments: [Saheeh because of corroborating evidence; this is a hasan isnad] 

3761. It was narrated that ^ >f ^ _ rvM 

'Abdullah bin Mas'ood (^) said: " t 

Ibn an-Nawwahah and Ibn Uthal J* ^ j> 

came as envoys of Musailimah to . v ' . - f , . . . , > 

the Prophet (^) and he said to *\ ^ ^ ^ J ^ 

them: ''Do you bear witness that I illl^ Jtil ^r, ^-^1 j?l 

am the Messenger of Allah?" ?f . r -vf i-'i 'w" : 

They said: We bear witness that f oU*~:l» : U*J JU* <gg ^Ji j! 

Musailimah is the messenger of Jy^ iU^i 51 J+i; : ;«?aLi 

Allah! He said: "I believe in Allah , "l , , . / ^ 

and His Messengers. If I were to ^ ^ U : ^ ^1 JUi ! !^JJl 

kill any envoy, I would have & Jli jtui&3 ^3 ^ ^ V 

killed you." 'Abdullah said: And ' * 

it became a precedent that envoys -J^ ^ J-*^ 1 ^ s : J'^ ; ^ 

were not to be killed. r -,., . . -, 

.IT V*A l^ljj 
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Comments: [A 5flto/? hadeeth; this 
is a Jo'ee/ isnorf] 



3762. It was narrated that 
'Abdullah said: We regarded 
verses (of Qur'an) at the time of 
the Prophet (%) as blessings, but 
you regard them as a cause of 
alarm. 

Comments: [A saheeh hadeeth; this 
is a Iwsan isnad] 



3763. It was narrated from 
'Abdullah that he said: The 
Prophet halted in some place 
and went to relieve himself. Then 
he came and found that a man had 
set fire to an ant colony, either on the 
ground or in a tree. The Messenger 
of Allah (ge) said: "Which of you 
did this?" One of the people said: I 
did, O Messenger of Allah. He said: 
"Put it output it out." 

Comments: [Saheeh because of 
corroborating evidence; this is a 
da'eef isnad] 

3764. It was narrated from 
'Abdullah (&) that a man came to 
the Messenger of Allah and 
asked him about Lailatal-Qadr? 
The Messenger of Allah (^g) said: 
"Who among you remembers the 
night when there was some 
brightness in the sky?" 'Abdullah 
said: I do, by Allah, 1 remember it 
O Messenger of Allah, may my 
father and mother be sacrificed 
for you. I had some dates in my 



^ -k* if cs. cf 

M ^ :Jli aLi jl^ 

.[£ * ^A : ^1] Jl^il ileitis : jli 

s u_*L*-J> iL^J LL*j tBjjJ I ^ r j?v 

^ if <>! <V- 

^ aLi Jj^j Jt M : Jjl Jt^ IS 
M i)j^j JlS ^AiJl <JU ^ iJUJ 
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hand that 1 was eating for sahoor, . - ^ , 
and I was concealing myself ^ ^ l ^ 

behind the back of my saddle to ,[TA£ Y .^1 ^ 



eat them before dawn came. And 
that was when the moon rose. ^Ua£^ oLl- 



Comments: [Its /s/vfld is da'cef .JjIjlp 4^1 ^ r - 

because it is interrupted] 



3765. It was narrated that 
Abdullah said: When the 



Messenger of Allah (afe) died, the : J li 5JL! 1 jlp ^ ^3 

Ansar said: A leader from among - : . . ' * " , . > 

us and a leader from among you. J - *^ - ^ j ^ ■ 

'Umar came to them and said: O ; JUi jUiuli : J li ij^ ^1 

Ansar, do you not know that the . f ~ t : ^ \^ 

Messenger of Allah (^) ordered 01 r^ 1 'J^ 1 ^ u - 

Abu Bakr to lead the people in ^ V^llL ^ M & d >f Jji 

prayer? Who among you could r " 5 



feel at ease putting himself ahead ^ : ^ p^i' ^' 

of Abu Bakr? They said: We seek r * -f 

refuge with Allah from putting - * ' 1 ^ 

ourselves ahead of Abu Bakr. 
Comments: [Its isnad is hasan] 

3766. It was narrated that - 

'Abdullah (4*) said: I prayed with \ 

the Messenger of Allah and ^1 °js. t JUli^ ^ 

he stood for such a long time that ^ * " t , , _ , * *■ . 

I thought of doing something bad. J t3S - ^ J C ^ 

We said: What was it? He said: I : J li J.I ,;uii 



thought of sitting down. 
Comments: [Its knar/ is sahceh, al- 



C-^M-* : JlJ ^jjb L«j : ills 



Bukhari (1135) and Muslim .[Y"U "l ■ ^1 ,} 

(773)] ^' J 

3767. It was narrated that Ibn ^ J°y> £\ fcjj. ™rv\V 

Mas'ood (Jfc) said: I said: O , : * „ \ ■ \ t * f ^ 

Messenger of Allah, what act of ^ ^ ^ ^ : ^ ^ j ^ ^ 

wrongdoing is worst? He said: "A ^ J[ ^ ^ f 

cubit of land that a man detracts '> z , " V-* ^ \ 

from what belongs to his brother Q ^ : ^ :< -^ O^ 1 

There is not even a pebble of land ^ ^1 ^ :Jl5 ^jLl 
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that he takes, but he will be 
encircled by it on the Day of 
Resurrection down through the 
depths of the earth, and no one 
knows how deep it is except the 
One Who created it/' 

Comments: [Its isnad is da'eef 
because 'Abdullah bin Lahce'ah 
is da'cef and because it is 
interrupted]. 

3768. It was narrated that Ibn 
Mas'ood (i$s) said: Wc asked the 
Messenger of Allah about 
monkeys and pigs - were they the 
offspring of the Jews? The 
Messenger of Allah said: "It 
never happened that Allah cursed 
any people and transformed them, 
and they had offspring until they 
died. These (animals) are a creation 
that existed before. But Allah, may 
He be glorified and exalted, got 
angry with the Jews, so He 
transformed them and made them 
like them," 

Comments: [Hasan because of 
corroborating evidence and its 
isnad is da'ecj] 

3769. It was narrated that 
'Abdullah said: The Messenger 
of Allah iiked to repeat 
supplications three times, and 
prayers for forgiveness three times. 

Comments: [Its isnad is saPtneh] 



3770. It was narrated that 
'Abdullah bin Mas'ood (^) said: 
The Messenger of Allah (sfe) liked 



.[rvvr : ^i] 



r 



r. 



0^ J ^ 43 



: Jl -J. ^ 

sS'jjjrf^ j-U 1 J>^j : J Li 

.[rviv y^L J4L^> 

.^L^ : o- L r^ 1 ^ [ 
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^UjI ^ylj - I Si sJ-J-bJ 1 ^Lo £j 



to repeat supplications three 
times, and prayers for forgiveness 
three times. .(Lii 

Comments: [This hadeeth is not repeated in this place in any of the manuscript 
copies except in the Maimaniyyah copy and the Shaikh Ahmad Shakir 
edition.] 



3771. It was narrated that 
'Abdullah bin Mas'ood said: 
The Messenger of Allah taught 
me [the verse], "Inni Anar-Razzaqu 
dhul-quwwaiii-maieen" [a variant 
reading of "Innallaha huwar- 
razzaqu... (Verily, Allah is the All- 
Provider, Owner of Power, the Most 
Strong)" - adh-Dhariyat 51:58]. 

Comments: [Its isnad is snheeh] 

3772* It was narrated from 
Ibraheem bin 'Ubaid bin Rifa'ah 
that Abu Muhammad, who was 
one of the companions of Ibn 
Mas'ood told him, narrating 
from the Messenger of Allah 
that mention of the martyrs was 
made in his presence and he said: 
"Most of the martyrs of my 
ummah will be people who die in 
their beds. It may be that the one 
who dies on the battlefield, Allah 
knows best what his intention is." 

Comments: [Its isnad is da'cef 
because Ibn Lahee'ah is da'eef] 

3773. It was narrated that Ibn 
Mas'ood said: I said: O 

Messenger of Allah, what act of 
wrongdoing is worst? He said: "A 
cubit of land that a Muslim man 
detracts from what belongs to his 
brother. There is not even a 
pebble of land that he takes, but 
he will be encircled by it on the 



,1 



0? ^ -1"vvy 

1^ 



^ lil^ -rvvr 



^ ^ If >^ ^ ^ 

Ujit :JU ?|Utf jjLl £l Jil Jy^ C 

oLij- {jr~* 4 ?~r' 
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Day of Resurrection down , : - • u > * 

through the depths of the earth, Nj ^ f ^l ^ ff ^> M 

and no one knows how deep it is * \ j 5 1.1 ^jji > ilji ^'i U'jJ ^ii; 
except Allah, may He be glorified 

and exalted, Who created it." o^ ^^~w> {oL^J : g;^* 

Comments: [Its isnad is dff'ee/; ^ Jr^ 1 O*^ 1 -^ ^ ^LU*Vj 

because Ibn Labee'ah is dfl'ee/ ^ ^jj 

and it is interrupted] 

3774. It was narrated that Ibn ;jJ^Jl V c- 11}jl>- — fVVt 

Mas'ood (^) said; The Prophet " * ■ 

disliked ten characteristics: 0? 0* 0^ 1 '-^^ 

sufrah (a type of perfume); - . - ^i, • - * - 

changing grey hair; wearing gold - - - - 

rings; letting the lower garment ^ ^ ^j^^* 

drag; showing one's adornment * ^- * Uto w : . 

before non-man rams (for women); v ^ ; - s~ j j- 
stamping the heels; coitus ^rj ^^JJl 

interruptus ('tfz/); intercourse with 



a woman who is breastfeeding a 



child (because if pregnancy results, ^ ^ ^3 *?J^ 

it may interrupt the supply of milk) _ s ^ ^ 

-but he did not say that it is Warn; ."olijilib N| 

wearing amulets; and ruqyah ^ ^ ■ 
except by means of al-mu 

(soorahs praying for refuge with -V 'O^^ 1 *^ ^ 

Allah). 

Comments: [Its isHfld is da'eefl 

3775. It was narrated that Ibn t^^i ^ liiJL^ ™rwo 

Mas'ood (4b) said: The Messenger t ^ . ft <; ^ 

of Allah (fe) turned to face the 0? is* 0* * l 
Ka'bah and prayed against seven j^, . >^ j; Jj, _^ - ^ ^ 
people of Quraish, including Abu _ . ^ y , * '/ 

Jahl, Umayyah bin Khalaf, 'Utbah ^ / ^ uii M ^ 

bin Rabee'ah, and Shaibah and 



'Uqbah the sons of Abu Mu'ait 



And J swear by Allah that 1 saw ^3 Of 4 ^3 0? i^L- 

them lying slain at Badr, when t - ^ =. > sf; 



the sun had changed them and it 



was a hot day. t^Llll JU:^ tj-u JLp J*'^ 
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Comments: [Its isnad is saheeh, al- 
Bukhari (3960) and Muslim 
(1794)] 

3776. 'Amr bin al-Harith al- 
Khuza'i said: I heard 'Abdullah 

bin Mas'ood say: I did not £^ 
fast twenty-nine days with the 
Messenger of Allah more 
often that I fasted thirty days with 
him. 

Comments: [Hasan because of 
corroborating evidence; this is a 
da'eef isnad] 

. ( _ r _P Jjl^ JU ^l^J 

3777. It was narrated that 
'Abdullah bin Mas'ood (4?) said; 
The bone (with meat attached) 
that was most liked by the 
Messenger of Allah was the 
foreleg of a sheep. He used to 
think that he had been poisoned 
with poison put in the foreleg of 
the sheep, and we used to think 
that that the Jews were the ones 
who poisoned him. 

Comments: [Its isnad is da'eef] 

3778. It was narrated that Ibn 
Mas'ood said: Some eloquence 
is magic. We used to think that the 
Messenger of Allah (^) had been 
poisoned with poison put in the 
foreleg of a sheep, that the Jews 
had poisoned. 

Comments: [Its isnad is da'eef] 



0* 



b 1 ^ -TWA 



J>. 1 J* 



3779. It was narrated from lbn 
Mas'ood that the Prophet (^) 
said: 'There is no one among you 



:JU t\"J^ jO ^ jl ;Jlj ojjLli 

ete ^ ^ is ^ M <ss ttj 

.[rvrr .S^i ilL, t ;u 
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who does not have his companion 
from among the angels and from 
among the jinn/' They said: Even 
you, O Messenger of Allah? He 
said: "Even me, but Allah helped 
me against him and he became 
Muslim, and he does not tell me 
to do anything but good/' 

Comments; [Its isnttd is saheeh, 
Muslim (2814)] 

3780. Abu Ishaq ash-Shaibani 
said: I came to Zirr bin Hubaish 
and I felt at ease with him. There 
were some young men with him 
who said to me: Ask him (about the 
verse), "And was at a distance of 
two bows' length or (even) nearer" 
[an-Najm 53:9]. So 1 asked him and 
he said: 'Abdullah bin Mas'ood 

told us that the Messenger of 
Allah (^) saw Jibreel with six 
hundred wings. 

Comments: [lis isnad is saheeh, al- 
Bukhari (3232) and Muslim 
(174)] 

3781. It was narrated that 
Masrooq said: We were sitting with 
'Abdullah bin Mas'ood and he was 
teaching us the Qur'an, A man said 
to him: O Abu 'Abdur Rahman, did 
you ask the Messenger of Allah (^s) 
how many caliphs this ummah 
would have? 'Abdullah said: 
Nobody has asked me about that 
before you, since I came to Iraq. 
Then he said: Yes, we asked the 
Messenger of Allah (3^) (about 
that) and he said: " Twelve, like the 
number of the leaders of the 
Children of Israel/' 



y\ j^i ^ jii. l;» ^ 

J I Nl : J Li Jwj U iJl j\ 

l ^la j LjJbi- i ^> y* fj, -VVA ■ 

^ j j Owl Jli (.^iCJJI (jU^I u^Jj*- 
»o aIAj ^li- o^tJ^ ^^J- 1 ^y^,? 

jlIp :J'ii Hjlli [^: (i ^>Jl] 4^ 3* 

i2L^ ^ ^ ilij^ -rvA\ 

jiJj iU :Jli p tJJLp t3^j-?^' c~*Ji 
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Comments: [Its isnad is daVe/ , 

because Mujalid - bin Sa'eed al- " 6 1 
Hamdani - is da'eq/] 

3782. It was narrated from ^ : ^L^i ^ ^ -rVAY 

'Abdullah bin Mas'ood (<&) that he . \ \ 

was with the Messenger of Allah 4 £rW^ ^ ^4* ^ 

fefe) on the night of the jinn. The *■ .ft, / ; . 

Prophet («) said to him: "O ^ K ^ ^ ^ ? ^ 

'Abdullah, do you have any water ^ S Jj-^j ^ Otf ^ oJLli 

with you?" ['Abdullah] said: I have f.. , * tl ^ . 

some nafrewtfi m a vessel. He said: ' * " 

"Pour it for me." And he did lijlSl J ij ^ :JU ii^i 

wwrfoo'. And the Prophet (^jj) said: v: ' f 5 - : * . > 

'Abdullah bin Mas'ood, a drink JU * :JU L ^ ^ ,)} :JUi 

and a means of purification." >^ 'J, Jul & l;» :^ 

Comments: [Its /sworf is , r . fva . ,,. n , 

because Ibn Lahee'ah is da'ecf] klT ^ tiY ^ trAW ->G"^ 

LtrA^ L^ror 



3783. It was narrated from 
'Abdur-Rahman bin 'Abdullah ^ 



bin Mas'ood that his father ^ CJjU- : ^ 

said: The Messenger of Allah (^) . , , a , . ... 

forbade two transactions in one. 0? ^ J. 4^ ^ 

Aswad said: Shareek said: Simak ^ M J^/J :Jij to f 

said: A man makes a sale and ' * , . , > f , : 

says: The price on credit is such * ^ ^ l^J i**-* J» 

and such and the price if paid on ^ t H, - >£* M . ^ 

the spot is such and such. , er " / 

Comments: [Sff/z** because of ^ >*J 1 ^ ^ 

corroborating evidence. This is a .[ryYo * | ] 

da'ecj isnad because Shareek is ^ J 

da'ecf\ ^L^l IJUj tfljP Jj : 



3784. It was narrated that f . f 

'Abdullah (*) said: The Messenger ^ ^ ^ ^ ' ^ L ^ " fVAt 

of Allah (ag;) said: "Islam began as ul oL^} [ : l^f Jli] t ip 

something strange and will go ^ £ 

back to being something strange as ^ urf' ^ ^ 
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it began, so glad tidings to the z ^ '-i- - . { 

strangers." It was said: Who are f ^ f 1 ^ ^ 

the strangers? He said: "Those who J^ J J \i ;JLS Jjl jj^ ^ t^j^-'V, 

are alienated from their tribes/' t t 



Comments: [Its isnad is srtte/:] 



3785. It was narrated from - - ^ ^ rvAo 

'Abdullah bin Mas'ood (&) that # ^„ . . 
there was a man who had never J> if *>! J ^ 

done any good deed except yj^ >\ ju<UJl Jui- -J- <. Ul" f 
believing in the Oneness of Allah * J / * , , 

(TflWJ/w*(?d). When he was dying, he <c J J Ji^ Uii N[ Aaii dli 

said to his family: When I die, take V; * ,r, ,«t T 

me and burn me until I become like ^ - % - - r 

charcoal. Then grind me up and jjj atJ*^ 
scatter me on the sea on a windy 0 / . * * * * , r 

day. So they did that for him, then f>- ^ J p V^-^ 1 

he immediately found himself in lib :Jii tilJS o :JU ^ 

the grasp of Allah. Allah, may He ' " " ; 



be glorified and exalted, said to ■ «J > ^Ul *<UI J 

him; What made you do what you u i dJJu^ U 

did? He said: Fear of You. And ^ 

Allah forgave him. . *J *JJ1 Uii : 

Comments: [Sa/icc/z because of 



corroborating evidence; this is a 
hasan isnad] 



■j-^ iL ^! ^ c^~* 



3786. A similar report was ^ ll5 jl^- j : t _ 5 ^ Jli -rvA^ 
narrated from Abu Hurairah , t t 

from the Prophet fe). / iS » ^ ^ ^ J 

Comments: [Its isnad is saftce/i, al- .[A * TV ,Voro : ^1] .dL ^ 
Bukhari (3481) and Muslim 

(2756)] u<r £ a \) :^ t^>^ :£jy*J 

3787. It was narrated that Ibn £^ : JuiiSl ,j| i>U llilU- -rVAV 
Mas'ood said: The two sons t ^ " ^ , 

of Mulaikah came to the Prophet 0? ^-^ 6? 
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fe) and said: Our mother 
honoured her husband, was kind 
to her children - and he 
mentioned guests - but she had 
buried an infant alive during the 
Jahiliyyah. He said: "Your mother 
is in the Fire/' They turned away, 
looking upset. Then he ordered 
lhat they be called back, so they 
came back looking happy and 
hoping that something had 
happened. He said: "My mother 
is with your mother." One of the 
hypocrites said: This man cannot 
even help his mother yet we are 
following in his footsteps. One of 
the Ansar - and I never saw any 
man ask more questions than him 
- said: O Messenger of Allah, has 
your Lord made you any promise 
concerning her or concerning 
them (your parents)? He said: He 
thought that (this man) based it 
on something he heard. He said: 
"\ did not ask my Lord, and He 
did not promise me anything 
concerning that, even though 1 
will stand in the station of praise 
and glory (al-maqamul-mahmood) 
on the Day of Resurrection." The 
Ansari said: What is that station 
of praise and glory? He said; 
"That will be when you are 
brought, naked, barefoot and 
uncircumcised. The first one to be 
clothed will be Ibraheem. It will 
be said: 'Clothe My close friend.' 
And he will be given two white 
garments and will put them on, 
then he will sit facing the Throne- 
Then I will be given my garment 
and I will put it on, then I will 



C\ jl :\Ui ^ J] C\ 

^ : JUi oi^ jii 

Jiii o^j ^ ^-i ^ V iJU 

>si Li ^ 31 jjj :jU!SJl ^ ji; 

^ ii^i J* ^1 jpo l; Nip 

^ ^ Of ^ o^ ; J^ ji l^i 

;l> ^ ^ Gi ijiiw : ju ^p^j] 
,j^d o* Jj' SlU 

o^' 1 J )' • '} ^ u|^JUj o°j^?! 

^ o* r> u jy4i Jj ] p 

JUi c^uji Ji ^ ^ ^ 
J^ L; su ^ u i!u ii^iiiliii 
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stand on his right, in a position „ , . , ,f ... , 

where no one will stand but me, V J * ^ 

and the first and the last will envy ; jillijl JU p\ ij-l^jj l^JlL^M 

me for it." He said; "Then a , : , • .. . , 

channel will be opened up from al- ^ ^ ^ ^> ^ 'f 
Kawthar to the Cistern." The ^ Jj ^ xjj ^rjjj )1 

hypocrites said: Water could only t .. \ . ^ , . 

flow on mud or small pebbles. He ^ ^ ^ Jj^j L - ^'j^" 1 
said: O Messenger of Allah, will it ^ : Jii 

flow on mud or small pebbles? He ; ; s s * f . 

said: "Its mud is musk and its 4~r^* ^ ^ ^ L pj?^ 

small pebbles are pearls/' The ... i ^; *\ ^ Jt,- o 

hypocrite said: 1 have never heard - - J , 

anything like today; water hardly jl^l : Jli J* ^1 JjJ-j 

ever flows over mud or small * ^ * ^ % ^ M . 4 , 

pebbles but it must have some L Or^ 0? ^ B ) J ^j^ 1 

vegetation. The Ansari said: O ^ ^ ^ ^ *J^Ji J^ 

Messenger of Allah, will it have '> , * K' ~ 

any vegetation? He said: "Yes, ^ ^ ^ ^ J 

reeds of gold." The hypocrite said: ^ 

I have never heard anything like ' J ° < - 2r-r** 

today. Reeds hardly ever grow but 

they have leaves and fruit. The 

Ansari said: O Messenger of Allah, 

will it have fruit? He said: "Yes; 

different kinds of gems, and its 

water is whiter than milk and 

sweeter than honey. Whoever 

drinks one draught from it will 

never thirst after that, and if he is 

deprived of it, his thirst will never 

be quenched/' 

Comments: [Its isnad is da'ecf because 'Uthman is da'eef - he is Ibn 'Umair al- 
Bajali Abul-Yaqazan] 

3788. It was narrated from tfl^ d&j f jli LiJL^ -VVAA 

'Abdullah bin Mas'ood (^): 'Amr ^ , f % : - ; „ i * - - „ 

said: 'Abdullah said: The ^ y \^/?-j „ 

Messenger of Allah (#5) asked me ^ilsJl : Jli ji O^fc Jl Ji 

to come with him, so we set out I ^ ' , a Sf a . B , „/,>**■.■. 

until I came to such and such a ^ ^ ^ ^ 

place. He drew a line for me and ^^i^ 1 : Jli Jj^ A^- OJ 

said to me: "Stay there, within " ' 
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this line, and do not come out. If 
you come out you will perish/' So 
I stayed within it. The Messenger 
of Allah went on, as far as 
one could throw a stone or a little 
further - or words to that effect 
Then he mentioned the shapes of 
figures as if they were black 
people; they were not wearing 
any clothes but I could not see 
their private parts, and they were 
tall and slim. They came and 
started climbing on the Messenger 
of Allah (2^), and the Prophet of 
Allah (3ft) started reciting Qur'an 
to them. He said: And they 
started coming and going around 
me, getting in my way. 'Abdullah 
said: And J got very scared of 
them, so I sat down - or words to 
that effect. When dawn came, 
they began to leave - or words to 
that effect. Then the Messenger of 
Allah (^) came, looking drawn 
and tired, or almost ill because of 
their climbing over him. He said: 
"I feel very tired" - or words to 
that effect. The Messenger of 
Allah put his head in my lap 
- or words to that effect, Then 
these figures came, wearing long 
white garments - or words to that 
effect The Messenger of Allah 
fe) had gone to sleep. 'Abdullah 
said: And I felt more afraid of 
them than I had the first time. 
('Arim said in his hadceth:) they 
said to one another: This slave of 
Allah has been given something 
good - or words to that effect - his 
eyes are sleeping, or his eye is 
sleeping - or words to that effect - 



366 i^xuut a!i\ Julc 't\ t : t 'm 

1S\ J>. tiliiL f li :JU t gg Jui 

k ^ ^ v ?ii ^ -j: 

:JU lAti :Jii cJ> 

f4^ 'J* Z\ p : JLi Ui j\ 

jl i>\l± JU Ui j\ ; jlU Jl» - .L^Ji 

^j! Vj tvlC - iiJ| 

J^j :JU Jj| j^ o^>; 
IjJ^fi :Jli j^; 5^ 

ijlp jiil LiS :JU JU Ui jf fcoJLi^J 

3 15? jt ;U ^ Jj| j; 

jirV Jl»: Jli ^ 0. UL^ 0^5? M 

J) ^ :JLi Jli Ui j? ^ ^13 

ui j\ jijj* ^ ^ 
^ J*i 5L1 jj^j J±.\ £j t jii 

(4-^ J^ ;Jli (^jJ- J> Jli) 
U5 jl _CUl II* jkii ji] :^LJ 

jl :Jli jl ,ol£^L r 4^ ji ii^jij 

JU) :Jli p tolLi: AlLij : i jjij Ui 

: cr^J JL* (jiJUj 
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but his heart is awake. Then they 
said to one another: Let us try to 
find a likeness for hirn - or words 
to that effect. They said to one 
another: Coin for us a likeness 
and we will interpret it, or we 
will coin a likeness and you 
interpret it. They said to one 
another: His likeness is that of a 
leader who builds a fortified 
structure. Then he invites people 
to come and cat - or words to that 
effect. And whoever does not 
come and eat his food, or who 
does not follow him, he punishes 
him severely - or words to that 
effect. Others said: As for the 
leader, he is the Lord of the 
Worlds. As for the structure, it is 
Islam; the food is Paradise and he 
is the caller: whoever follows him 
will be in Paradise - or words to 
that effect. And whoever does not 
follow him will be punished - or 
words to that effect. Then the 
Messenger of Allah (^) woke up 
and said: "What did you see, O 
Ibn Umm 'Abd?" 'Abdullah said: 
I saw such and such. The Prophet 
said: "Nothing of what they 
said was hidden from me." The 
Prophet of Allah (jfe) said: "They 
are a group of the angels" or he 
said, "some of the angels, or 
whatever Allah willed/' 

Comments: [Its isnad is da'eefl 

3789, It was narrated that 
'Abdullah bin Mas'ood (&) said: 
The Messenger of Allah said: 
"No one will enter the Fire who 
has in his heart faith the weight of 



t LL*ja>- Ulil ^js!>\ ali JtlS -JL* : 

i «oLl[ : ^' td^Ui? 

- - - „z * * * '. „ 

Jli) £^Ji ^ jtf li^i (jli ^^-^ y>3 



-JJI 
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a grain, and no one will enter 
Paradise who has in his heart 
pride the weight of a grain/' A 
man said: O Messenger of Allah, I 
like my garment to be clean, my 
hair to be well groomed and my 
shoelaces to be in good condition 
and he mentioned some other 
things, until he mentioned the 
handle of his whip - is that pride, 
O Messenger of Allah? He said: 
"No, that is beauty. Allah is 
beautiful and loves beauty. Rather 
pride is rejecting the truth and 
looking down on people," 

Comments: [Marfoo', saheeh because 
of corroborating evidence; this is a 
da'ecfisnad because it is mursal] 



3790. r t was narrated that 
'Abdullah said: The Messenger 
of Allah (^) said: "There will be in 
charge of your affairs after I am 
gone men who will extinguish the 
sunnah and introduce bid* ah 
(innovation); they will delay the 
prayer from its proper time/' tbn 
Mas ood (40 said: O Messenger of 
Allah, what should I do if I live to 
see them? He said: "O lbn Umm 
'Abd, there is no obedience to the 
one who disobeys Allah." And he 
said it three times. 

Comments: fits isnad is hasan 
according to those who think it is 
true that 'Abdur-Rahman heard 
from his father 'Abdullah; it is 
dacef according to those who say 
that he only heard a little from 
his father! 



Jii^ « /s t^. juL ui j j\s 

: JLi J^3 U h\l yj 

4^*J Jr?^ ill I d\ cJU^Jl h\l y» 

5u=£ aLi ^ > ^ j^L^j 
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3791. It was narrated from 
'Abdullah bin Mas'ood (^) that 
the Prophet (^5) used to eat meat, ^ ~ : J^^j ^3^' 



then he would get up and pray r,, ^> . . 

ana he would not touch water - * 



Comments: [Sahceh because of ^ ^j*^* J, ^ ^ J* y ^ 

corroborating evidence; this is a \\ i & 'j ^JJl % jtf ^ 

da'eef isnad because it is ^ ™- ~ ^ " '" ^ 

interrupted] .[rv<U : ^l] .^U ^ Nj> s^JaJl 

3792, It was narrated that Ibn ^ -3 £^ -rv*Y 
Mas'ood said: I saw the 

Messenger of Allah (^) eating .y 1 O^ 1 ^ ~ ^ y. j^' 1 

meat, then he got up to pray and ^ . ^ ^ ' . ^ ^ ^ _ j ^ 
he did not touch a drop of water. - ' ' " ' '"" 0 * 

Comments: [Saheeh; this is a da'eef ^ : ^ ^ y ^ 

(S/ifld because it is interrupted] J, ^ t ^J Ji jj-fc ^ ^, j^ ; 

3793. It was narrated that Ibn ^ jUlIi uiju- l£U- -rv^r 
Mas'ood (4*) said: 1 saw the . „ x 

Messenger of Allah eating meat ^ & ^ 

then he got up to pray and he did ^, ^ i=i ;Ll 4^ ^J 1 

not touch water. ' ' , ' ' ^ " * . - ' v 



corroborating evidence; this is a ^ lij tS'^kU Jj ili li Hi- 

da'eef isnad because it is w 1 ' 1 



Comments: [Saheeh because of 
corroborate 
da'eef isn 
interrupted] 



3794, It was narrated that tjjl^l ^ r 1 lL : j^ -rVSi 

'Abdullah (^) said: Sa'd bin *" \ ft ^ 

Mu'adh set out to do 'umrah and he L ^^*r* J ^ ^ ^U^ll y \ 

stayed with Safwan bin Umayyah ^< ^ ^ . ^, ^ ^ 

bin Khalaf. When Umayyah went , , ^ 

to Syria and passed by Madinah, t^sA^ ol}^ ^ 
he used to stay with Sa'd. 
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Umayyah said to Sa'd: Wait until 
midday, when there are not many 
people around, then go and do 
tmvaf. Whilst Sa'd was doing tawaf, 
Abu Jahl came to him and said: 
Who is this who is circumam- 
bulating the Ka'bah in safety? Sa'd 
said: I am Sa'd. Abu Jahl said: Are 
you circumambulating the Ka'bah 
in safety when you have given 
refuge to Muhammad? And they 
traded insults. Umayyah said to 
Sa'd: Do not raise your voice to 
Abul-Hakam, for he is the leader of 
the people of the valley. Sa'd said 
to him: By Allah, if you prevent me 
from circumambulating the House, 
1 shall certainly cut off your trade 
with Syria. Umayyah kept saying: 
Do not raise your voice to Abul- 
Hakam, and he tried to hold him 
back. Sa'd got angry and said: 
Leave us alone, for I heard 
Muhammad saying that he is 
going to kill you. Umayyah said: 
Me? He said: Yes. He said: By 
Allah, Muhammad does not tell 
lies. Then when they left, he went 
back to his wife and said: Do you 
know what the Yathribi [i.e. Sa'd] 
said to me? And he told her about 
it. When the call for mobilization 
came and they set out for Badr, his 
wife said: Don't you remember 
what your brother the Yathribi 
said? He wanted not to go out, but 
Abu Jahl said to him: You are one 
of the nobles of the valley; come 
with us for a day or two. So he 
went with them / and Allah, may 
He be exalted and glorified, caused 
him to be killed. 



oiuJi 4^01 jUj ,j\£>\ wijiii \l\ 

Vila! ^jjJaJ Ijla ^ : Jlii <.J^f 

jJaj : . L£>- y I J Ui t jJL^ L \ : JuL- J Li 

<0 Jiii tJ^ljJl Jil ol- i;U ..jv^xjI 

lj.aJ*-o Caw ^y^i t^llLa lli^ ! J uij 

:Jli .^J :Jli Y^J :Jlj .joL;u i!1 
J ] j U cJUi Ul : J Ui 44:1^1 J) 

i^j|}Jl ^VjX\ 'j* Jill i Jj^ jjl Ij Jiii 
< j*4v> jL-S l/j-j^j jl Lo^j IjoL* 



Comments: [Its isnad is saheeh, al-Bukhari (3632)] 
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3795. It was narrated that ^ * ; ^ ^ _ vv<u 

' Abdullah said: Sa'd bin '"^ 7 

Mu'adhsetout todo'y/tinjh and he ^ jj^* <V tjU^ ^1 ^ 'Jri'j^! 
staved with TJmayyah bin Khalaf >■ . , - ( . ♦ - . ^ 

bin Safwan. When Umayyah went ^ ^ " ' ^ 

to Syria and passed by Madinah, ^J\+ J, £*\ Jl* Syj> 1^*^ 

he used to stay with Sa'd... And he " * { -'V : ' ■* - " " 

narrated the hadeeih, except that he v f Ul Jl ^ 4 V< 



3 s * ^ J 1 ^ 



yi 



said: He went back to Umm 
Safwan and said: Do you know 
what my brother the Yathnbi said f ! J\ CT> : ^ ^ N ! 
to me? She said: What did he say? ^{ u ^ ^ 
He said: He claimed that he heard ■ " ft \\ 
Muhammad say that he is my ^ : tf.jr~ ] 

killer. She said: By Allah, ^ - , . »*f * iV-* 

Muhammad does not tell lies. And ^ - ^ 

when they set out for Badr... And .... Jl I ^ JuAi 
he quoted the report. >- , 

Comments: [Its isnad is snhech] 

3796. It was narrated from * ji -VV^l 

'Abdullah (4*) from the Prophet _ ^ ( . s > 

($5) that when he went to sleep, t£J ^ ^ l If ^ 0* 1 J^A ! 

he would put his right hand ^ *\ ^ ^ t jj, ^ - 

under his cheek and say: "O „ , „ /\ ' ' 

Allah, protect me from Your j^ 1 * 1 : J^j <^ 

punishment on the Day when .lilSl^ iL^J ^Up 

You gather Your slaves together/' ■ C 1 1 



Comments: [Sa/iL^/i because of ^^-J? jL— '{Hj>* 

corroborating evidence; this is a yiJ 4^ ^ 1 ^LL^ 

da'cef isnfld because it is < 

interrupted] ' 6jK 

3797. It was narrated from :JjuJl ^ l£U- -rv*\V 

'Abdullah (^t) that he was in the f t - ? ^ 

mosque, offering supplication, ^ ^ ^ > L J^ j ^! 

when the Prophet (sgg) came in t ^ >r ■ ;j| ^ iL5 

whilst he was offering supplication r '/ ^ , . £ 

and he said: "Ask, you will be J^ M >i ^T 1 J^ J * 

given/' when he was saying: O ^ ^ ^ . 3^ ^ ^ 

Allah, I ask You for faith that does ^ ^ ^ 
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not waver, blessing that does not . - - , , 

end and to accompany the Prophet ^'>j ^ ^ LL*ij ^ 

0&) in the highest station in Juji ^ ^ j^j , lJ ^J 

Paradise, the Paradise of eternity. -- - 

Comments: [bahcch because of ^ " C 7 } 

corroborating evidence; this is a ■ . .. , , ■ , 

an eef isnna because it is r e ' 5^*^ 



interrupted] 

3798. It was narrated that Abu 
Hurairah (^) said: The Messenger 

of Allah (^) said: ''Whoever sees *'Jtj* ^ j£> *^J^ ^ 



me in a dream it is as if he has seen 
me when awake, for the Shaitan 



cannot appear in my form." N jlU! :H jLi ^yiipl ^ lii *CXJl 

Comments: [Its isnad is sa/iee/i] (( „- > \~ \:-^ 

^ ^ ij'^j ^^^^ o: > Il — ! '■ {y.s** 

3799. A similar report was f ' r ■ * * - * 

narrated from 'Abdullah {*) from ^ °" ^ _rVM 
the Prophet (5^). jlp ^ ^ tjU^I 

Comments: [Its is/nw/ is saheeh] ^ ^ ^ 

.[V:o<\ 

3800, It was narrated that £JU ljIp- (iO/O -TA- 
'Abdullah said; The Messenger \ > t . 

of Allah (3gg) said; "Every Prophet ^ 0* ^^^Jl ^1 ^ >^ ^ nJUii 
has a close associate among the ^ j£j jl» : ^ JJ1 J^; jtf ; J«j , Jjj 
Prophets, and my close associate f \ ' 

among them is my father and the ^>.j ^ ^> j)} ^ 

close friend of my Lord, lbraheem." ^ , v * : * f » 

Ihen he recited: Verily, among , ^ r ™ ^ 

mankind who have the best claim to j±\ J\ [1A : c\y^ Ji] 

lbraheem (Abraham) are those who 

followed him, and this Prophet : 
(Muhammad (^)) and those who .j^^ ^1 li^o, i^^iJl 

have believed (Muslims). And 
Allah is the Wait (Protector and 
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Helper) of the believers" [Al 
Tmran3:68], 

Comments: [Its isnad is da'ecf because it is interrupted] 

3801. It was narrated that ^J, & ^ _ rA ^ 

'Abdullah (4°) said; I came to the ' " * ' , # ^ 
Prophet (%) when he was in a J* t ^' L *^ 1^- -^^ *J*>3 

red tent ('Abdul-Malik said: of u > - . v- - - - - it , 

leather) with approximately forty ; ' ~ ^ y ^ 

men. He said: "You will conquer ^ JU) p J> 

other lands and you will prevail 



and acquire booty. Whoever 



among you lives to see that let ^h/j^Ll ^p^l* J j ii 
him fear Allah and enjoin what is 



good and forbid what is evil, and 



til!l J^Jii i^JnL ^iUi lij^l .'^j (. j < 



ir^i J^j L j^ 1 



let him uphold his ties of kinship. ; £^ ^ ^3 ^j^L 

And whoever tells a lie about me t ' ^ ' ,^ ^ 

deliberately, let him take his place 1 1 ^ i>* * 

in Hell. The likeness of the one 
who helps his people in some- 
thing other than the truth is like ^ fji < L J>. Jpj ^ JflS < i y>J\ 
that of the camel that falls into the r^,v*. * \ in ■ 

well and stretches out its tail. C* ^ ; 

Comments: [Its isnad is hasan ^>w^ ^ ^w>- ^L^l : 

according to those who think it is ^ _^ td j ^ ^ 



true that 'Abdur- Rahman heard 



from his father 'Abdullah; it is ^ ^ CT^ ^ 

da'eef according to those who 
think that he only heard a little 
from his father] 

3802* It was narrated that Ibn y, *J, .yJ-*J\ ili- iS^U- -TA * Y 

Mas'ood (4*) said: The Messenger f t s ^ , , t 

of Allah fe) said: "There is no one s* 1 ^ 0* 

of you but he has appointed to him : ^^Lli y\ -J, t *J ^ t juUJi 

a companion from among the jinn s / * % , 

and a companion from among the ^| ^ r 5 ^ ^ ^1 

angels/' They said: Even you, O ^ » - 1^ - - = ; ^ - ; 

Messenger of Allah? He said: \ ~% ' - 

"Even me, but Allah helped me Jj^j 4 «oy"iU.M 

against him and he became ^: - : . f: .r. ^7 , . 

Muslim, so he does not tell me to r ^ ^ - 

do anything but good." .[Y^£A ji^lL, 
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Comments: [Its /snad is saheeh, 
Muslim (2814)] 

3803, It was narrated that 
'Abdullah (^) said: I heard a man 
reciting Ha-Meem (i,e. al-Ahqaf); 
he recited it in one mode of 
recitation and another man recited 
it in another mode of recitation that 
his companion did not use, and 1 
recited it in yet another mode of 
recitation that my two companions 
had not used. We came to the 
Prophet (^) and told him, and he 
said: "Do not differ; those who came 
before you were destroyed because 
they differed." Then he said: "See 
which one among you has the most 
knowledge of recitation, and follow 
his recitation/' 

Comments: [Saheeh, its isnad is hasan, 

3804. It was narrated that Abul- 
Kanood said: I got a ring of gold 
during one of the campaigns and 
I put it on and came to 'Abdullah. 
He took it and put it between his 
jaws and chewed it, and he said: 
The Messenger of Allah (5^) 
forbade wearing rings of gold. 

Comments: [Saheeh because of 
corroborating evidence; this is a 
da'eef isnad because Yazeed bin 
Abi Ziyad is da'cef\ 



3805, It was narrated that 
'Abdullah (J^) said: The Messenger 
of Allah (^) prostrated in Soorat 
an-Najm, and there was no one 
among the people who did not 
prostrate, except an old man who 
took a handful of pebbles and 



:Jli tJjMj ^1 j£ *^-f^ 

jLi£s 015 ^ villi UJU t N» : Jlii 
,^Jrj *fSVj\ : Jli p y^^L 

.[rvTt ijjei^ ljiii 

.(TM •) 

al-Bukhari (2410)] 



at 



Ui Jt ^ 5^' 
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raised it to his forehead, and he 
said: This is enough for me. And 
'Abdullah said: 1 saw him slain as a oi^ liii :a1JI jli jLi . lii ^.^C 

,[nAT ; a^Ij] .r>ii 

Comments: [Its i'swad is sate/i, al- 



Bukhari (1070) and Muslim (\*v*) ■■ jL^I 

(576)] r ' - 



:,1L 



3806. It was narrated that Ibn ^ ^ jlp -TA ■ *i 

Mas'ood (^) said: We talked a f . „ ^. 

great deal in the presence of the <j? J* L Cr^^ if 

Messenger of Allah (afe) one night, ^ i^j^Ji U>5I : J Li ^ 
then we came to him the following , _ " , y " v 

morning and he said: "The ^! l *fe ^1 

Prophets were shown to me last -f , • * 

night with their nations. A Prophet " ; ~ ^ » - 

came past with three people, and iiJT. ^J^3 ^^S^ ^3 
another with a small group, and 
another with a few followers, and 
another with no one with him, 
until Moosa passed by me with a 
company of the Children of Israel, 
and they impressed me. 1 said: 
Who are these? It was said to me: 
This is your brother Moosa, and 
with him are the Children of Israel 
I said: Where is my ummah? It was 
said to me: Look to your right. I 
looked and I could not see the hills 
because of so many people. Then it 
was said to me: Look to your left. 
So I looked and I saw the horizon 
filled with people. It was said to :uu 4 ^rfj ± 

me: Are you pleased? I said: I am <S^Ui , Ujf W>i ~ l\ :J 

pleased, O Lord; I am pleased, O m , , \, 

Lord. It was said to me: With these ^ : S ir 11 ^ j^V ^ 

are seventy thousand who will ; , ^ ^ '{j J $ 

enter Paradise without being \ ^ 1 , , / ' * J 1 

brought to account/' The Prophet tjU^ai J^liili t JVl ^>^- ! l 

sard: "May my father and ; - . * . ,.f . . : y, 

mother be sacrificed for you; if you 1 J ' ; ^ - „ 
can be one of the seventy p cJl^ jj J*i ^ 
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thousand, then do so. If you can- 
not, then be among the people of 
the hills; and if you cannot, then be 
among the people on the horizon, 
lor I saw a lot of people crowded 
there/' Then 'Ukkashah bin Mihsan 
stood up and said: Pray to Allah for 
me, O Messenger of Allah, to make 
me one of the seventy. So he prayed 
for him, then another man stood up 
and said: Pray to Allah for me, O 
Messenger of Allah, to make me one 
of them. He said " 'Ukkashah beat 
you to it." Then we talked and said: 
Who do you think these seventy 
thousand are? Are they people who 
were born in Islam and did not 
associate anything with Allah until 
they died? News of that reached the 
Prophet and he said: "They are the 
ones who did not use cautery or ask 
for ruqyah or believe in bird omens, 
and they put their trust in their 
Lord." 

Comments: [A saheeh hadeeth] 

3807. It was narrated that 
'Abdullah said: We were with 
the Prophet (^) on a journey and 
when they did not find any water, 
a vessel of water was brought. 
The Prophet (afe) put his hand in 
it and spread his fingers apart, 
and I saw water spring up 
between the fingers of the Prophet 
Then he said: "Come and do 
xuudoo' and the blessing is from 
Allah.' Al-A'mash said: Salim bin 
Abul-Ja'd told me: J said to Jabir 
bin 'Abdullah: How many were 
the people? He said: We were one 
thousand and five hundred. 



<jl tjdJl Jj^3 ^ '■J* ^j! £ol :JUi 
t^}* jjy j» : LUj i IjJjb^ 1 |U :Jii 

iU> ^ JU- iLi 4IJL \jSj^_ 

iLii \l'jJL\ : jl^JI Jlp llii^ -rA«v 
^ £ & C £ * T / \ ) : JU 

^ ^ *UJl ojTj :Jli ^ooLj?! 

:Jlj jj] ^ji ^,1 
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Comments: [Its isnad is sa/iec/ij ^ ^ mr ^ ^ $\ . j,j 

3808* It was narrated that ^ tfli- ^Ij^ ^ £^ -TA-A 

'Abdullah bin Mas' ood (wfe) said: A . * ^ 

* ±* Ji j J ^ ^ ^jj- 3 -- 



man said to the Messenger of Allah 
(%): How can I know whether I am M J^^J 

doing good or bad? The Prophet P > f . 
(#,) said: "If you hear your 



neighbours saying that you have Jj^l'^ cJLJ- : ^ ^Iji J Us 

done good, then you have done ^ : ' 

good, and if you hear them saying ^ ic^Al -ti : 

that you have done bad, then you K ^f ^ ^ \h ) ^ 
have done bad/' 

Comments: [Its isnarf is saheeh] -^r^ '■ gts* 

3809. It was narrated from ^ lip - £^ £1^- -^A 4 ^ 

'Abdur-Rahman bin 'Abdullah , " ,„ , „ . , 4 , , . . 

bin Mas'ood, from his father, that - - ^ ^ ^ ' ' 

the Prophet (^) said: ''May Allah : Jll ^ *J 
curse the one who consumes riba, 
the one who pays it, the two who 



witness it and the one who writes t iTpl j G^l ^ ^ U» : J 'J^ 

it down." And he said: "Rf fx? and * ; / ^ ~ . - 4 J . * =■ 

ziKfl never become widespread ■ f( J^J ^ ^ rf^H ^ 

among a people but they bring . 

down the punishment of Allah ^ ° aW : f ^ ' 

upon themselves." .jlL,^ ^ 

Comments: [Sa/iee/i because of corroborating evidence; Muslim (1597) this is a 
da'eef isnad because Shareek is da'eef] 

3810. It was narrated that Ibn ^ tf/j -j> J^J -fA\> 

Mas' ood (ujfe) said: I was with the < , , - j t , - , 

Prophet on the night he met * J ^ ^ ^ ^ 

the jinn and he said: "Do you ^1 ^ ^ J>y 

have any water with you?' I said: , > d (i - - 

No. He said: "What is this in the 'lr^ ] $ ^ ^ ^r 31 C ^ : jU 

vessel?'' 1 said: Nabeedh. He said; ^ ■ : Jjjl .i^fn :JtiI 

"Show me; good dates and „ , * ^ > ^ 

purifying water/' And he did :Jli :cJi J Lu, 
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wttdoo' with it, then he led us in $ * „ r , ^ ^ _ ^ , ( , 
prayer. l( ->>^ 4 ^ tl 4^J ,n 

Comments: [Its isnad is da'ee/ .[TVA Y .\L JL* p * L£U 

because Abu Zaid the freed slave 

of 'Amr bin Huraith is unknown] -^3 ^ ^W^J -w*^ 

3811. 'Abdullah (&) said: I heard >- >\v-\\ . - Al4 
the Messenger of Allah (gg) say: f _ * ^ " 
"Whoever ascribes a rival to Allah, -Lp JU :Jli t Jjtj ^,1 ji t ^?L^ ^ 
Allah will put him in Hell/' And he v . . >' , * 
['Abdullah] said: And there is ^ 0" fl - 4* « i"' J^j ^ : ^ 
something else I say that 1 did not : J Li j ^ iiJi lu>- t U <jj 
hear from him: whoever dies not s * , , - , r - ^ ^ 
ascribing any rival to Allah, Allah - ^ V ^ U ^ : ^ r 3 4 ^ 1 
will admit him to Paradise. And ol^LUl ? ii Ojj c2^Jl IlJl Its! t li 
these prayers are expiation for . # 5j 
whatever (sins) come in between, .J^JI ^ 1*! 

so long as killing (murder) is [£ . £r . trooT tion 

avoided. 

Comments: [Saheeh; this is a /wsc/i /snarf] -J-*- J M '-^j ^^>— 3 : Qtj^ 

3812, It was narrated that y» n,:-*. [ , f - 
'Abdullah (*) said: The Messenger ^ ^ ^ u ^ ^' ^ "™ * * 
of Allah (^) said: "I will reach the : J I* *iJI Jui ^ , J5l} ^1 ^ t^li- 
Cistern ahead of you, and I will • - , , y ' * ' ' * *> 
plead for some people of my ummah, 4 ^ s^l" : « ^' JU 
but I will have to give them up. 1 u : jjU ^'l^ j-jLJU Jlj 
will say: O Lord, my companions. ; ^ ^ ' *- - * * 
But it will be said: You do not know ^ ^ x ^ V;^ 1 
what they did after you were gone." ^ tnn ^ 

Comments: [S/iJwWi; this is a 

fsnarf, al-Bukhari (6576) and Xi)A> 

Muslim (2297)] t 

:^ i j — >- ^L— 1 Ijuj : 

XrrW : r .(novo 



3813. Tt was narrated from lbn 
Mas'ood (^>) that the Messenger 



^ Is* jl*^ £jU lL*l^ -rA\r 



of Allah used to fast when he ^ ^^ly*! jjL oll^ i^^Dl 

was travelling (sometimes) and he 



would not fast (sometimes), and f-^ ^ ^ ^ l J1 v^ 1 

he would pray two rafc'fl/is only, ^ ^^^^^ JLiJ) .^kij , 111 I J 

i.e. he did not add to them - i.e., * > 

the obligatory prayers. -^^Jl ^ t N : J^; . U4i^; 
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^UJl iA t J P ■ * a 



Comments: [Its isnad is da'eefjiddan tLbr ; 

(very weak)l ' * 



1 ^ *u 



3814. It was narrated from Ibn : y ^ y JJ^j -TAU 
Mas'ood that the Messenger of , . , V, , r , y : 
Allah {m) said: "Whoever tells a J* '->j a* tl ^ U kr -*^ : Jj 
lie about me deliberately, let him ^» :J\j ^ Jjl J ji/, it : i J\ 
take his place in Hell/' ^ e ^ ^ „ , , ^, ^ , , 

Comments: [A salieeh hadecth; this - 

is a hasan isnad] .[m'U ' ^VTA t rtv 

3815. It was narrated from i \ y^- ^U>3 &JL>- -VA\e 
'Abdur-Rahman bin 'Abdullah, 



from his father, that the Prophet Jt ^ l ^ ^V- 

said; Do not go back to kufr *J . ^ - ii^j ^ 

after I am gone, striking one ' ; ' ' , ~ 

another's necks" 4*& ^" "J^ .S^ 1 

Comments: [Saheeh. This is a saheeh ,u Olij jii^aJ^ ^j^i 
isnad according to those who 

think it is true that 'Abdur- .st— 1 IJL» j '^-^ : 

Rahman heard from his father ^ 



'Abdullah; it is daeef according to 



those who say that he only heard ^! *° r 1 ^ 

a little from his father] 



3816. It was narrated from 
'Abdullah that the Prophet 

(^S) said concerning the people ^ ^ <. U j?y-S\ j± tJL^lJ 

who stayed away from Jumn'ah: , - - ; .,. . * M = 

"I thought of instructing a man to f-^ u s*T 

lead the people in prayer, then J ^ ^ ^ ^J„ : ^J! 

going and burning down the ^ ^ 



houses of men who stay away J* Oy&A J^-j ^ ^ 
am Jumu'ah." - . ^ , .^.^ 

omments: [Its isnad is saheeh, ft, ^ 

Muslim (652)] ^TVtT : .^y-^ ^) ^ ii*^ 

.[i • *v : 
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3817. It was narrated that > . 'Aj. , . s . ,t . 

'Abdullah and Abu Moosa al- , ^ V " tAW 

Ash'ari (4*) said: The Messenger ijsij ^1 ^ ^J^Vl t jLlLL V 

of Allah (^;) said: "Ahead of the 7 ' , I 7 " 

Hour there will be some days in ^^Nl .^i j£ 

which knowledge will be taken ^uji ^ ^ jl» Jjl J ^3 Jli 
away and ignorance will prevail, 



and there will be a lot of harj." He ^ 'r 1 ^ 1 J?£ ^J. * ^) 



said; And harj means killing. 

ommen 

Bukha 
(2676)] 



Comments: [its isnad is saheeh, al- 

Bukhari (7062) and Muslim : C^-J^- 



.(Y1VT) 

Abdullah bin Mas ood (4c) that . £ ^ 

the Messenger of Allah said: ^ ^7 ^ <V ^ 

"Beware of sins that are thought of J ^ ■ ^ ' ■ - * Jj| .* ■ ■ - 

as little, because they accumulate " * J ^~ J ^ ^ ^ 

until they cause a man's doom." t^JUl olyS^Jj ^'jjw ;JU .gg jji 

The Messenger of Allah gave ?' ^ t> , ^ , 7. t \\* . 

us the likeness of that: the likeness ^ %,<s ^ i - ^ ^ 

of people who have halted in the ^ J±s : Sfo ^p. £te jji Jj^3 

desert and the time comes to cook, \ _ ^ 7 ^ , , , 

so one man goes out and brings a 7^ 'C^ 1 '-^ 

stick, and another man brings (f .r JL ? L * ^ U S M 

another stick, until they have f 7 - ; " 

accumulated a lot, then they light a ^ J*- ^y^l J-r^j 

fire and cook what they put on it." * -7r ' , -- ♦ ; - 
Comments: [Hasan because of 

corroborating evidence; this is a l-Uj : ^.^J 

rfa'eef isnad because 'Abd Rabbihi " , ,, . 

(one of the narrators) is unknown] ' 

3819. It was narrated from Ibn ^ ^lU ^ ;jui*jl uijii -tA\^ 

Mas'ood (&) that the Messenger ^ % , s f 

of Allah (jfe) was shown the J ^" J dl : Is*^ ^ J* J* ^rf^ 

nations during Hajj season, and ^ ^jrj t '^1 % Jji 

his ummah came late. He said: "I t /f 0r ' ; / % ' ' ' f 

was shown my ummah and I liked ^J^" [ ^>j& ] ■ Jli ti^l 

their large numbers; they filled - . t , .: v ^.. - |06fl , 

the plain and the mountain. It CM V ^ 'J*^ J^ 1 ^ ^ 
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was said to me: Along with these 
are seventy thousand who will 
enter Paradise without being called 
to account. They are the ones who 
did not use cautery and did not 
seek ruqyah and did not believe in 
bird omens, and they put their 
trust in their Lord/' 'Ukkashah 
said: O Messenger of Allah, pray to 
Allah to make ine one of them. So 
he prayed for him, then another L^j Jiil^ 

man stood up and said: O 
Messenger of Allah, pray to Allah 
to make me one of them. He said: " ^ lJub t 

'Ukkashah beat you to it." ^ L 

Comments: [A sahech hadcetli; this is a hnsan isnctd] 

3820. It was narrated from Ibn yj, : j^Jji ^ _yAX • 

Mas'ood (4s) that it was said to ^ .. 

the Messenger of Allah (*>*): How ^j^j ^ Ct ] 'J- ' JJ t p-f u - 

will you recognize those of your ^ ^ -J - ^ ^ jj^ . £ ^ ^, 

ummah who have not seen you? 7 l .. "7, ' \ - 1 V 

He said: "They will have shining J* Oj^t^-* "j* : JUi 

faces and limbs because of the 
traces of wudoo'." 




Comments: [Sfl/jec/j because of -j- ^ *\—*\ ^JJ «7>^ : 

corroborating evidence and its 
isand is 

3821. It was narrated from Ibn ^ - } ;; tfj^ -rAY \ 

Mas'ood (^) that the Messenger of / f 

Allah (-jfc) said: "When the last lJ^J ^1 : [4^ y. 

third of the night comes, AllaK may _ ^ - *l ' 'til^jl 

He be glorified and exalted, ^ ^ ^ ^ ~ „ , ^ 

descends to the lowest heaven, then 015 lij* :Jli *JJl J J. 3 ^' : 2 j^-^ 

He opens the crate of heaven, then * ' > 

He stretches forth His Hand and ■ J ' ^* ^ ^ ■ ^ 

says: Is there anyone who is asking, ; J ^ a jS U ' p ^ 1 1 r \ \ L>\y\ 

so that he may be given what he - > „ - „. 

asked for?' And He remains like ^ Jl >- ^ ?jJ ^ ^ ^ U ^ ^ 

that until dawn breaks/' « ' ■ ;i i ; L ^ 

Comments: [A saheeh hadeeth] 

■c^- ^ 
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3822. It was narrated from - > > \ X A ^ . . v *\ >\ ^. vv 
Karecm bin Abi Haztm, from his r ' 
grandmother Salma bint Jabir, that % j> ipjl^ ^1 Jl y. Jjl 
her husband was martyred and she - *" 7- ' ' . . \- s 
came to 'Abdullah bin Mas'ood ^-V 1 ^ 1 W*\?j ^ ^ ^ ^ 
(&) and said: I am a woman whose sl^l J\ : cJU , i^L^ ^ aLi jlp cJli 
husband has been martyred, and * . 4 , 
men have proposed marriage to 

me, but I refused to marry until I 0 j J J~ =f#| 01 

meet him (i.e., her first husband, in o , ^ t £ ^ f 

the Hereafter). Do you think, if I : ^ 0^ ^ ^ >3 ^ i^- 1 

meet him, I will be one of his ^ ^ ^ ^ U : JUi U : 

wives? He said: Yes. A man said to ^ ^ " 

him: We have not heard you 3§ :J15 !^)L r j^li 

narrate that since we started sitting \. . - , * s { - ? * 

and learning from you. He said: I - ^ U ^ ^ t^ 1 ^ : 
heard the Messenger of Allah (^fe) j^JJ-\ u y> iYj*\ 

say: "The first of my umtnah to join 

me in Paradise will be a woman -Jj*^ <.<-*~*~J> oL^i -gij** 

from (the tribe of) Ahmas." 

Comments: [Its isnad is da'a?/ and Kareern is unknown] 

3823. Tt was narrated from Ibn ^ '{/^ y) -rAYr 
Mas'ood (Jfe,) that the Messenger fi t - 

of Allah (ggfe) used to say: "O ^' ^ 1^ 4 C^' 0? 1^ rf 1 * 

Allah, You have given me a good j > j y . - t ^ fc { 

physical shape so grant me a D * f , ^ , , T 

good attitude/' ^ll^-i jL^Lu : J 015 ^ Jjl 

Comments: [Its isnad is hasan] ■ fl Lj ^ 



3824, It was narrated from Abu ^ i ^ . u - ^ .{ ^ _ rAn 
'Ubaidah that his father said: I \ ,„ * , 

came to Abu Jahl when he had '■V, 1 ^ ^ 

been wounded and his foot had ^jjj- ' jj; i^: rji - °M - 'lli 
been cut off, and I started striking ' J 3 ^ ^ 

him with my sword but it did not ^ *Jh^ t J-ii^j ; Jli t ii^-^ 

do anything to him - it was said 
to Shareek in the hadeeth: Did he 



ii :Jli :Jli V^il^ OLSj 

I carried on until I took his sword ^ L ^ t<u ^ J J l 



try to ward him off with his jji :JU t jU5 rjli ia: o^j 

sword? He said: Yes - He said: So 
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and struck him with it, until 1 
killed him. Then I went to the 
Prophet (sg;) and said: Abu Jahl 
has been killed - Perhaps Shareek 
said: 1 have killed Abu Jahl - and 
he said: "Did you see him?" I 
said: Yes. He said: ''Do you swear 
by Allah?" twice. I said: Yes. He 
said: "Then let us go so that 1 can 
look at him." He went to him and 
the sun had changed him some- 
what, so he ordered that he and 
his companions be dragged and 
thrown into the dry well, then he 
followed the people of the well 
with a curse and said: "This was 
the pharaoh of this nation." 

Comments: [Its isnad is da'eef 
because it is interrupted] 

3825. It was narrated from 
'Abdullah from the Prophet 

that he said: "This was the 
pharaoh of my nation." 

Comments: [Its isnad is da'ecfi it is a 
repeat of the previous report] 

3826. It was narrated that 
'Abdullah said: I was present 
with the Messenger of Allah (%) 
when he prayed for this clan of 
an-Nakha', or he said: he praised 
them until I wished that I was 
one of them. 

Comments: [Its isnad is hasan] 



3827. It was narrated that Ibn 
Mas'ood (4*) said: I saw the 
Prophet (jfe.) eating meat, then he 



As : oiia t \ p : J I* t 

UJ : JJJ fl^tj :Jli i- J^r 4 
tsAJsji ;Jli ftA^l 'JaA 4Joli» 

:Jl*j <.cU ^J^ 1 J* 1 
, * ■ 

.[fcYM . £ "A t TAoi t VAT o : 

.^UlJLP 4^1 — j 

^1 J^c- lijjj>- : jj-ll LiA>- -ITAYo 

aJJI JLp ^ J* tJL^U 

« lAi» : Jli ^~}\ 

lliAA : jli ^ ^ ^' jli iL*jl>- -VAtl 

^A^ : i«J ^ ijj aJJI ^ ijj 

Jjl :JU (.4JU!Xp \p *. 3 j 

jjyji Alp L^^iii J>\ liiii- -rArv 
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got up to pray and he did not touch 
a drop of water. 

Comments: [Saheeh; this is a da'ecf 
isnad because it is interrupted. It 
is a repeat of 3791] 



3828. It was narrated from 
'Abdullah bin Mas'ood from 
the Prophet (%) that he used to 
seek refuge with Allah from the 
Shaitan, from his prodding, his spit 
and his breath. He said; His 
prodding is madness, his spit is 
poetry and his breath is arrogance. 

Comments: [Saheeh because of 
corroborating evidence; this is an 
isnad that may be hasan] 



^ ty.' ^ y, J* 

*J]\ ^ J, Jj! xJ. y> i^-'Ji 



3829. It was narrated that 
'Abdullah bin Mas'ood said: 
The mushrikoon kept the Messenger 
of Allah from praying 'Asr 

until the sun turned yellow or red. 
He said: 'They distracted us from 
the middle prayer; may Allah fill 
their bellies and their graves with 
fire/' 

Comments: \Saheeh and its isnad is 
qawi, Muslim (628)] 



3830. It was narrated from 
'Abdullah (^) that the Prophet 
(sg) used to say: "O Allah, 1 seek 
refuge with You from the Shaitan, 
from his prodding, his spit and 
his breath. He said: His prodding 
is madness, his spit is poetry and 
his breath is arrogance. 



£jb: :jJ^ 'J, £JU- -rAY^ 

0? ^ 4^ if "j* if c ^ if y) 

C i * £ / ^ > ji^UJi ^ : jij 

o^L^I L _ ( L^- jT Ai]l o*>U> ^ ^ ^JUi Jj^j 
^ ^ -xl^i lii jl^ : J U i 1 

l^^-^JI JLp ^1 _y. c^JLUl J, ^Qai 
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Comments: [So/iee/i because of 
corroborating evidence; this is a 
da'ecf isnad] 



O* 



3831. It was narrated that 
'Abdullah said: The Messenger 
of Allah said: "There will 

emerge at the end of time people 
who are foolish and young. They 
will speak the best of people's 
speech and will recite the Qur'an 
with their tongues but it will not go 
past their collarbones. They will 
pass out of Islam as the arrow 
passes out of the prey. Whoever 
lives to see them, let him kill them 
for in killing them there is great 
reward with Allah, for the one who 
kills them." 

Comments: [A saheeh hadecth; this 
is a hasan isnad] 

3832* It was narrated that 
'Abdullah said; The first ones 
to show Islam openly were seven: 
the Messenger of Allah (afe), Abu 
Bakr, 'Ammar and his mother 
Surnayyah, Suhaib, Bilal and al- 
Miqdad. As for the Messenger of 
Allah (sfe), Allah protected him by 
means of his paternal uncle Abu 
Talib. As for Abu Bakr, Allah 
protected him by means of his 
people. As for the rest of them, 
the mushrikoon took them and 
clothed them in shirts of iron, and 
they exposed them to the heat of 
the sun, and there was not one of 
them but he did what they 



.[rAYA 



j* l£ ^^e^ J*^ y. & ^ 

jl'-ill 6^*3^ i ; _r j ^ o? j -yij 

0** '^fP 1 Of p4^' <i>^ 

i jj o^ uri 1 o? r^ 1 ^ o^ 

^1 «u_*j 4JJI t^jg jJJl Jj-^j Uii 

— J\i tjj5"^^Jl ^Jb^li Li 
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wanted him to do, except Bilal, * . ^ , ■ , „ e ^ 

for he did not care what was done i«jQJ>JI ^ iUj 

lo him for the sake of Allah and ^{ : -£j ^ ^ ^ oiiL' 

his people did not care what ^ 

happened to him. They handed 

him over to the children who 

paraded him around the streets of '■{Sj** 

Makkah as he was saying: One, 

One. 

Comments: [Its isnad is Hasan] 

3833. It was narrated from \^\- . — *• * r r > * 
Abdur- Rahman bin Yazeed that s - 

Abdullah told them that the J* ^ j> <>-^l 

Prophet of Allah (ag) said: "I give 
you permission to raise the 



VJ 



curtain and listen to my private M ^ M : JL^j^ Jjl jl^ d\ 

conversation until I tell you not ** - " - - ' 

to " " ^1^>JI j j! ^ ' JLs ^ 

Comments: [Its isnad is saheeh, ."^iLfll *l5^j^t a^-U jlj 

Muslim (2169)1 

.[nAi i^ij 



3834. It was narrated that 
'Abdullah (&) said: The Messenger 

of Allah (ag) said: "I give you if iOj'JX jLpL-^ :uUIU Jli : J 



permission to raise the curtain." 

Comments: [A saheeh hadeeth. This is 

a da'eef isnad because of ambiguity ^ CJ* ^ J^j :JU 

concerning the one from whom r . , , 

Sulaiman heard hadeeth] ' LTW 

3835. It was narrated that j^UJl tL^ : ■ ii /f -rAro 

'Abdur-Rahman bin 'Abdullah '[ / ' 

said: The Messenger of Allah (^e) ^ ^^-^ 0? J™^ 1 ^ 

halted at a place and a man went m.*- -v^ f h *, »- V- . 'n- m 

to a thicket and brought out the - ti . , , 

eggs of a bird. The bird came and ^4? t <J^ Jl jtUb 

started soaring above the heads of ^ r, - , 

the Messenger of Allah and ^ 6 ^ JI 
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his Companions. He said: "Which . „ j Jul i' 

of you upset it?" A man said: 1 <j*J'jj . yj^J 

took its eggs. The Messenger of u\ : f *ih j* Jlii "? a Ju iii 'J5U 

Allah (jfe) said: "Put them back." t / \ > . /' . , \ ' < 

^ Atiijtt : jfe 4JJI J ^3 JU l Ual' 111 

Comments: [Its iswflrf is da'ce/] ' ' 

3836. It was narrated that ^ Ujlil : 1^ Lili- -rAfl 

'Abdur-Rahman bin 'Abdullah . _ 

said: The Messenger of Allah (fe) O* 5 ^ 1 «>* ^ ^ ^-^1 

halted at a place... And he narrated ^ ^fe <Ll : J ij 1 <1M O 

a similar report. And he said: "Put , „ _ ^ 9 r ^ v 

them back out of kindness to it." "J* Ju 3 ^ 

Comments: [Its is/iad is dd'ee/ ^ tjL ^ ^ M 
because it is mursal] 



3837. 'Asim told us, from Abu ■ *J> oUl^ liii^ -rArv 

Wa'il, from Ibn Mu'aiz as-5a'di ■, * > >f 

who said: I went out to give - ~ y - ^* r * 

water to a horse of mine just :jLi t^jJLiJl ^1 ^ ^ 



before dawn, and I passed by the 
mosque of Banu Haneefah when 



they were saying: Musailimah is iX^i :OjJji; ^ ^ 
the messenger of Allah. I went to v 



Abdullah and told him, and he ^ ^ l ^ ^ U ^ 

sent the police to bring them. He Jj^ ^ ci^Jl 

asked them to repent, and they s s 

repented, so he let them go but ^^Di J> M ±£ ^ ^jUgi^ 
'Abdullah ordered that the neck 
of Ibnun-Nawwahah be struck. 
They said: You captured people oJU— : J IS t ^4 Ay *• f 4^*-: 

all for the same reason, then you 



killed some of them and let some * ^ U ^ ^ ^ l « 

of them go. He said: I heard the hcJji ^1 jii^L ; |)i ;jUi 

Messenger of Allah (#5) say r 4 - * ~> . . - ' - -■ 

when this one and Jbn Uthal bin 4r M JUi L ^ jl ^ : 

Hajar came, "Do you bear witness ^ ^ ^ t Jj L ^T tl 

that I am the Messenger of ' „. . , '.- , i , f . 

Allah?" They said: We bear ' ^ -'^ iiJi^ :Jll ^UilliiJ 
witness that Musailimah is the [TliT ■ 1 t rv\^ ^rv»A 

messenger of Allah. The Prophet ^ JJ 
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(^) said: "1 believe in Allah and 
His Messengers. If I were to kill 
any envoy, 1 would have killed 
you." That is why 1 killed him. 

Comments: [A sahceh hadeeth; this is 
3838. It was narrated that 
'Abdullah bin Mas'ood (J^-) said: 
The Messenger of Allah said: 
"Accept invitations and do not 
reject gifts, and do not strike the 
Muslims/' 

Comments: [Tts isriad is jayyid] 



3839. It was narrated that 
'Abdullah bin Mas'ood said: 
The Messenger of Allah said: 
"He is not a believer who maligns 
people or curses people a great 
deal or is foulmouthed and rude/' 

Comments: [A sahceh hadeeth, but 
this is a munkar tsnad] 



3840. 'Amr bin al-Harith said: I 
heard 'Abdullah bin Mas'ood (&) 
say: I did not fast twenty-nine 
days with the Messenger of Allah 
(^) more often that I fasted thirty 
days with him. 

Comments: [Hasan because of 
corroborating evidence; this is a 
da'eef isnad] 



3841, It was narrated that 
Shaqeeq said: I was sitting with 
'Abdullah and Abu Moosa, when 



a da'eef isnad] 

ill J_^j JU :Jli ^ Jj| 

^ :^ Jjl Jli ;JLS 

.[r<UA : 
: 'J jlI^J lio^- -r A £ * 



: J jjj 
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they were talking and they said; 
The Messenger of Allah said: 

"Ahead of the Hour there will be y£» J^J^ Jli : S'lii ^ 

some days in which knowledge > >B = ^ jf 

will be taken away and ignorance ^r 1 ^ 1 ^ C*^ ^ 

will prevail and there will be a ^ ^ ^ ,J^i ^ 

lot or /itfry. And /i£7 ry means ' i \ 

killing. .[rnio ^ij .j2!'. 

Comments; [Its i'siW is mhwh, al- fc (Y'lY) 
Bukhari (2062) and Muslim ' r % 
(2672)] 



,(nvv) 



3842, It was narrated that ^ ~rAiY 

'Abdullah said: When the " T ' , 

Messenger of Allah (^) died, the ^ ^ J* ^ ^ ^ 
Ansar said: A leader from among ^ -j^, ^ ^ : j,j 

us and a leader from among you. ' " 7 > 

'Umar came to them and said: O ^ : JUs t t 
Ansar, do you not know that the j,, j - ^ ^ ^ , ^1 '^U 
Messenger of Allah ordered ' ~ " " _ - ^ 

Abu Bakr to lead the people in t ^Ju : IjJU t^&l fjj ol & 
prayer? They said: Yes indeed. He * t M ~„^ r : ? > ^ - T ^ ^ li^U 

said: Who among you could feel ' ^ ^ ■ " i - " '"^ 

at ease putting himself ahead of t ^ ^1 iy^ :'jl^S\ oJli 

Abu Bakr? They said: We seek 

refuge with Allah from putting .[fvia i^lj] 

ourselves ahead of Abu Bakr. 



Comments: [Its isnurf is Hasan] 



3843. It was narrated that ^ ^ ^ _ fAir 

'Abdullah (^) said: A black slave ' ^ ^ 

joined the Prophet (^). He died ^ 1^ Oj ^^J* ^ 

and the Prophet was informed * * -, L - \ ' ;,. 

of that He said: "See whether he ^ ^ , ^ ^ 

left anything behind?" They said: Ij^to" : JUi t^e ^ijl OijU (.JL>Ui 

He left behind two dinars. The s - - „ , - , > 

Prophet fe) said: "Two brands of 4^ JUi ^ : ''^ 



fire." 

Comments: [Its /snarf is hasan] 
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3844, It was narrated that 
'Abdullah said; I heard the 
Messenger of Allah say: "The 
most evil of people will be those 
upon whom the Hour comes 
when they are still alive and those 
who take graves as places of 
worship/' 

Comments: [Its isnad is hasan] 

3845. It was narrated that 'Abdur- 
Rahman bin 'Abis said: A man from 
Hamdan, one of the companions of 
'Abdullah (4*), but he did not tell us 
his name, told us: When 'Abdullah 
wanted to go to Madinah, he 
gathered his companions together 
and said: By Allah, I hope that 
among you are the best of the troops 
of the Muslims with regard to 
religious commitment, under- 
standing of religion and knowledge 
of Qur'an, This Quran was revealed 
with different modes of recitation 
but by Allah, (it so happened that) 
two men would dispute in the 
strongest terms (at the time of the 
Prophet 0^0). One reader would 
say: This is how I learned it. He 
(the Prophet (jte)) would say: You 
did well And when the other one 
said (how he learned it) he would 
say: Both of you are good. And he 
taught us that truthfulness leads to 
righteousness and righteousness 
leads to Paradise, and lying leads 
to wickedness and wickedness 
leads to Hell. Think of that when 
one of you says concerning his 
companion that he lied or 
committed some evil, and think 
about that if he believed him, he 



.[irtr aur : .rvro 

4i]l SI3I UJ : Jli JUL^ li) 

i-ij ^1 £5-^ jl ^y! 

^ ^A-LluJt ili^l J ^° J-^**' j? 

jl^iJI ij^ jl tjlyilL; jJWlj UaIIj jjAJI 

j^U^Ji j\5 5j aJji} ^wij^- Js jjjf 

t^Jl Jl JJ^i ^jJaJl jj : LTjli t J^ 

J! iS^it 1 

1J_* jl oiJLz? : ajjlJ? lil «JyLj 

4i-x J* lr*^ ?^J. 

^ ^* ^ ^ } 
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would say: you told the truth and 
you were righteous. This Qur'an 
does not change and does not wear 
out, and it does not become less 
precious by being recited repeatedly. 
Whoever learns it in one mode of 
recitation should not abandon it in 
favour of another mode. Whoever 
learns it in any mode of recitation 
that the Messenger of Allah (^te) 
taught, should not abandon it in 
favour of another, for whoever 
denies one verse has denied all of it. 
Rather it is like if one of you says to 
his companion, 'hurry up' or 
'quickly/ By Allah, if there was a 
man who had more knowledge of 
what Allah revealed to Muhammad 
(jfe), I would have sought him out 
so that I could add his knowledge 
to mine. There will be people who 
delay the prayer, so pray on time 
and make your prayer with them 
voluntary. The Messenger of Allah 
used to review the Qur'an 
every Ramadan, and I reviewed it 
with him twice in the year in which 
he died and he told me that 1 was 
good. I learned from the lips of the 
Messenger of Allah (^) seventy 
soorahs. 

Comments: [Its isnad is da'cef because the man from Hamdan is unknown] 



*• - * „ , „ „ „ ; m , i,\ , > * - ^ 

^ JU Jim j^i u. jjui SU;, 

i t _ f *J^ <c *^£ -^jl ur>- t A^ilaJ 

J* ^4 M ^ ^ 

^2-^ L>^' ^L*Jl ^* ^l^Jf jfi- i. jUiuj 

y Jlsj t J 



3846, It was narrated that 
'Abdullah (Jfe) said; 1 learned seventy 
soorahs from the lips of the 
Messenger of Allah (0 t ) when Zaid 
bin Thabit was stiil a boy with braided 
hair, learning to read and write. 

Comments: [A saheeh hadeeth, al- 
Bukhari (5000) and Muslim (2462) 
and its isnad is da'eef and Khumair 
is unknown] 



v ft-' * * 

£ > • -f- * , - } , i 
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3847. It was narrated that > r ,\ ,1^ .*m- ri* - 

Abdullah said: The Messenger ~ 

of Allah (^;) said: ''Whoever tells a : IL'jlA £\U j i^Lp 

He about me deliberately, let him ^ - - f .„ , , * ^ 

take his place in Hell." One of them JU :Ju ^ 1 ^^o^ r ^^ 

said; in the Fire. li^ *j£ ^JlS ^> :^ Jbl 

Comments: [A sfl/jecfc hadceth; this - 'n- — • 

is a /mshh fcwd] - JU ^ c ^ ^ 

3848- It was narrated that Ibn ^ ^ : P^l tio^ -TMA 

Mas'ood said: The Messenger /. 

of Allah said: "One of the (*'^> ^ ^ ^ 

portents of the Hour is that a man \ * - " n : . \ x ~ > *< - V-r 

will greet another man, and he . * ^ - y * / 

will only greet him because he ^ ^LUl 'j* jl» Jjl 

knows him." » , ? , - , , f - > . 

Comments: [A hasan hadeeth; this is 1 r 7 

a da'eef isnad because Shareck is .[TAV* : J±>\j tVOi -^^1 
da'eef] 

<—£-*-*->-0 Jl IjLfbj t ■ ^ ■>- i_i^i_L>- : ^t-j 

-Lj- y Jjj yl ^ jn riil 

3849, It was narrated that ^ ^ _ rA 

'Abdullah (4b) said: I saw the ^ 

Messenger of Allah saying the tJLAJ-l ^1 J^l^J :S'li 

sfl/a/w to his right, as-salamu J alaikum x± ' - 1 - J * " Vf ' ' Si 

7^0 rahmatullah, until the whiteness " ^ ^ ^ J 

5fe ill J^j Jjt; :Jl 

~ , lu ... , n j~ ^ ii±yj {^JiJ\ 

Comments: [Its 1 swarf is saheeh] , * , s 

■ kilJj (Ji^j l/*'.? ''u^*^^ 5"^*" cr^^** 

3850» It was narrated that - ' \* J M - - 

, 4 , , _ ^y /j-l-l^-j La LoJL>- -"AO' 



of his right cheek could be seen, ^ ( lLj 111 ^J^ :Jli t Jji 

and to his left in like manner. 



'Abdullah said: The Messenger 
of Allah (3^,) said: ''I will reach the ^ J* 4 (^f^ : 
Cistern ahead of you, and 1 will * r,, a , , , 

plead concerning some men of my ^ J ■ ^ V 

Companions, then I will have to t^>^l ^ii> Ul» 
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give them up. It will be said to me: t * • »T - ' -1**7- ' ft m - 

'You do not know what they did ^ fc rt^ ^ 

after you were gone." .ni)^ \ u ^ i^j : j ^ju^ 

Comments: [Saheeh; this is a hasan [D\D\ VA^Y I 1 

3851. It was narrated from : ^ ^ y^i -rAo> 
'Abdullah that the envoy of fl , - c 11 . 
Musailimah came to the Prophet ±* J* ^ J* ^ ^> 
who said to him: "Do you bear ^ ^ j^- ^ . Jj } 
witness that I am the Messenger of , > sf , a t 
Allah?' 7 He said something to him, < ^ ^ «?-0Jl JjJ«j ^1 : ^ 
and the Prophet (ft) said: "Were it ^ >g ^ ?j ^j J( :# , y j£ 
not that I do not kill envoy - or ^ ° ^ , 

were 1 to kill any envoy - i would . u ^JLxXiiJ- _ J-VJl cJui jj ji _ 

have killed you." ' r -. 

Comments: [A saheeh hadceth; this ^ 
is a ifc'eef isnad because Shareek , ^ ij^^ t£r*^ : gd^r*^ 

3852. It was narrated that ^ Sui^ ^ jh ! ^ 
'Abdullah (4^) said: A man was 



brought to the Prophet (3k) on 



whom cautery had been performed Jj ^ ^ jj.^ ^1 j:\ :J'ii 

and he said: "Cauterize him or use " * / T / - 

hotrocks." - [rv ^ ^Ijl.'.^jljl^" 



Comments: [Its isnad is snheeh] 



3853. It was narrated from .* ^ ^ '? -rAT 

'Abdullah that the Prophet (fe) / 

used to recite "then is there any one .j* «JJl ±* if if ^ 

who will remember (or receive 



admonition) \fahal mm muddakir]?" <^ * * ^ ^ 21 ^ 

[al-Qarrrar 54:17]. .[rvoa 



Comments: fits isnad is saheeh, al- . ^ t (rrM) • - L * 
Bukhari (3341) and Muslim r ' r t ^ rM * ' ' 

(823)] 



(A YD 



3854, It was narrated that ^ ^1^1 -rA^i 

'Abdullah (^) said: A man came 



to the Prophet and said: O ^ 
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Messenger of Allah, 1 did every- , ^ _ ^ s 

thing with a woman, except that 1 ^ "r^^l If 

did not have intercourse with her. ,^}\ ^ — j; ^ 

Then Allah revealed the words: ' , Z ; 

"And perform As-Sfifcf (Iqamatas- 5 : ^ ^ i^ 1 jl ^ 

Safof), at the two ends of the day ^ ^ !, ^ j 

and in some hours of the night / ^' > ' 

[i.e. the five compulsory Sataf Jy 1 * ^ ^^^1 JU Sfj ^ 

(prayers)]. Verily, the good deeds /-r^ ^ r - -^, f " r V s. >:,, 

remove the evil deeds (i.e. small ^ ^ 7 

sins)" [Hood 11:114]. &2 ci^ll ^ jjf 

Comments: [A sa/^e/i hadeeth; this [r^ior - 1 ] [\U'a 1 

is a da'eefisnad] ' ' J * 



3855. It was narrated from ^ ^ ^ dj^ -rAoo 
'Abdullah (^) that the Prophet ^ \ ^ ' . # ^ 

(383) said to a man: "Were it not ±* ^ s*-' L r^ 0* 

that you are an envoy, 1 would V>*: ji; JU ^ M ^1 

have killed you." - - t 

Comments: [A sahech hadeeth; this .[TTiY • K ^ aj J^J 

is a is nod] . 

3856. It was narrated that r° ' f.:*- . lM : ** M 
Abdullah said: I came to the " ' 
Messenger of Allah {Sj) and said: ^ 'y- ^} y- ^ JL^J ^ ^ 
O Messenger of Allah, Allah has ^ , JJ£ ^ ^ 3 ^< 3^' ^ 
caused Abu Jahl to be killed. He \ ^ / ^ * , / 
said: "Praise be to Allah Who has : ^ J^r ^ j5 ill I 01 , Jjl 
granted victory to His slave and >- — • ;u m V-li. 
caused His religion to prevail. On . 

one occasion he - i.e., Umayyah - (J-U^ M :_ ^5 _ 5 ^ J^i 

said: "... Who has fulfilled His [fAU ^ mv . ^ ^ 

promise to His slave and has 

caused His religion to prevail." y\ ^LkiJN cJ M ' ^HJ^ 

Comments: [Its isnad is da'eef because w ^ JJia-p ^j! 

it is interrupted; Abu 'Ubaidah did 
not hear from his father 'Abdullah 
bin Mas'ood] 
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3857. It was narrated that Abu 
'Aqrab said; I went to Ibn Mas'ood 
one morning in Ramadan and I 
found him sitting on the roof of his 
house. We heard his voice and he 
was saying: Allah spoke the truth 
and His Messenger conveyed the 
message. We said: We heard you 
saying, Allah spoke the truth and 
His Messenger conveyed the 
message. He said: Verily the 
Messenger of Allah (^) said: 
" 'Lailatal-Qadr is halfway through 
the last seven nights of Ramadan, 
and on that morning the sun rises 
clear, with no rays/' I looked at it 
and I found it as the Messenger of 
Allah said. 

Comments: [Hasan because of 
corroborating evidence; this is a 
da'ecf isnad because A bus-Salt is 
unknown] 

3858. It was narrated that Abu 
'Aqrab al-Asadi said: I went to 
'Abdullah bin Mas'ood one 
morning... And he narrated a 
similar report. 

Comments: [Its isnad is da'cefi it is a 
repeat of the previous report] 



3859. It was narrated that 
Masrooq said: We were sitting 
with 'Abdullah in the mosque and 
he was teaching us Qur'an. A 
man came and said: O Ibn 
Mas'ood, did your Prophet tell 
you how many caliphs there 
would be after him? He said: Yes, 
like the number of the leaders of 
the Children of Israel." 



^} ")y^) K ^} Is- - - 
:Jli t^y^ (_*^ J* ^v-^^ 1 

[rMo arvj t rAoA : .^feaJi 

:£|}p y\ \£jJ- :JU^ £1^ -TAoA 

jlil jIp <Jlp : Jii ^jJ-Sh 

:^>-lj] .JlLU .... jja^j jj\ 

: Jii 'J*- ^Zjf^ 

i, : Jli SajlA*- sJuu ^ J j f5vj *S t 
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Comments: [Us isnad is da'cef 
because Mujalid is da'eefl 

3860. It was narrated that 
'Abdullah (&) said: The Messenger 
of Allah fe) used to fast three days 
at the beginning of every month, 
and he rarely did not fast on a 
Friday. 

Comments: [Its isnad is Imsaii] 

3861. Tt was narrated that 
'Abdullah bin Mas'ood (^) said: 
Whilst we were with the Messenger 
of Allah on one of his journeys, 
we heard a caller calling: Allahu 
Akhar, Allahu Akbar. The Prophet of 
Allah said: "In a state of fitrah 
(sound human nature)/' He said: I 
bear witness that there is no God 
but Allah. The Prophet of Allah 
(#5) said: "He has escaped the 
Fire." We rushed to see who it was, 
and it was a man tending a flock of 
sheep; the time for prayer had 
come and he gave the call for it. 
Comments: [lis isnad is saheeh] 

3862. Shaqeeq bin Salamah said: 
I heard Ibn Mas'ood say: The 
Messenger of Allah (3^) said: "i 
saw Jibrecl at Sidratal-Muntaha; 
he had six hundred wings." He 
said: I asked 'Asim about the 
wings and he refused to tell me. 
Then one of his companions told 
me that the wing (filled the area 
between) the east and the west. 
Comments: [Its isnad is hasan] 



^ o^ 1 J* 



>i ^ tJl^J^li :Jii (i^Gi ^ 

^Sili l^^ji i£s^st 

:Jli iijj^ p-^' 1 * 



,(wo : ^ t (rvrY) 
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3863. Shaqecq said: I heard Ibn 
Mas'ood (4*) say: The Messenger 
of Allah (#^) said: ^'Jibrcel came to 
me in green brocade to which 
pearls were attached/' 

Comments: [Its isnad is sahech, al- 
Bukahri (4858) and Muslim (174] 



1 



-ill 



.(WO 



3864. It was narrated from Ishaq 
bin Abil-Kahtalah: Muhammad 
said: 1 think it was narrated from 
Ibn Mas'ood that he said: 
Muhammad did not see Jibreel in 
his real form except on two 
occasions. On one occasion he asked 
him to show himself in his real form, 
so he showed him his real form and 
he filled the horizon. On the other 
occasion, it was when he ascended 
with him (to heaven). [Allah said:] 
"While he [Jibreel (Gabriel)] was in 
the highest part of the horizon, 
(Tafsccr Ibn Katheer). Then he 
[Jibreel (Gabriel)] approached and 
came closer, And was at a distance 
of two bows' length or (even) 
nearer. So (Allah) revealed to His 
slave [Muhammad through 
Jibreel (Gabriel) ^] whatever He 
revealed" [an-Najm 53:7-10]. 
When Jibreel came close to his 
Lord, he went back to his real form 
and prostrated, [And Allah says:] 
"And indeed he (Muhammad (^)) 
saw him [Jibreel (Gabriel)] at a 
second descent (i.e. another time). 
Near Sidratul-Muntaha (a lote tree 
of the utmost boundary over the 
seventh heaven beyond which 
none can pass). Near it is the 



O (Jl&VI jiNL ybjf :^Jyj _ ^ JL*^ 

LUi :Jli U oJup o 

JU- aJL^J <.^L*_j> &jL- I : ^i^>tj 



Musnad of 'Abdullah bin Mas'ood 398 



Paradise of Abode, When that 
covered the lote tree which did 
cover it! The sight (of Prophet 
Muhammad turned not aside 
(right or left), nor it transgressed 
beyond the limit (ordained for it). 
Indeed he (Muhammad (^)) did 
see of the Greatest Signs, of his 
Lord (Allah)" [an-Najm 53:13-18], 
he [Ibn Mas'ood] said: Jibreel's real 
form. 

Comments: [Its isnad is da'cef because the status of Ibraheem bin Abil- 
Kahtalah is unknown] 

3865. It was narrated that Abu *f i:^ - . r i-;* , ^ 

Wa'il said: 'Abdullah <*) said: 1 *\ ^ * ^ b ^ " rM ° 

heard the Messenger of Allah (fe) * J50 ^ ^ U 1^ & 

say: "Whoever ascribes a rival to *■ ^ " : lt V ' ' "= > ' 
Allah, Allah will put him in Hell." °^ ^ ' J> " J : ^ ^ 

And he ['Abdullah] said: And there J iLl il^- c ll aJLJ ^ 

is something else I say that I did f - V . ? 

not hear from him: whoever dies ^ J L *^ 1 r 1 tL W 
not ascribing any rival to Allah, ^ fetf fc ^ Jj y ^ u 

Allah will admit him to Paradise. , ^ „ ' '/ ^ ~ . 
And these prayers are expiation for ^'j^ ol^JJaJl all ji; i£^J| 
whatever (sins) come in between, Vj^ - ^ ? ; r .. ^ 

so long as killing (murder) is ^ ' 

avoided. 



Comments: [Sahech and its (Srtad is hasan] 



3866. It was narrated that 
'Abdullah (&) said: The Messenger 



of Allah (m) said: "I will reach the ±1 jl J[ ^ t U £ 

Cistern ahead of you, and I will ^ *' = "\ ^ _*/ , ^ 

plead for some people of my umma/i, s^" ^ Ju 

but I will have to give them up, I vVj fi^b Jlj t ^UJ, u 

will say: O Lord, my companions. ' ^ ^ " ' , 

But it will be said: You do not know ^U-^U^i; :J^U 'ff^ JJ£U 

what they did after you were gone." " ^ , J^, u ^ . ^ 

Comments: [Sff/ice/r and its i5«flrf is " ' 5 



Ziasfln, al-Bukhari (6576) and : £ 



Muslim (2297)] 



.(mv> : r c(iflvi) 
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3867. It was narrated from Ibn 
Mas'ood that the Messenger 
of Allah (^) used to fast when he 
was travelling (sometimes) and he 
would not fast (sometimes), and 
he would pray two rak'ahs only, 
i.e. he did not add to them - i.e., 
the obligatory prayers. 

Comments: [It isnad is da J eef\ 



3868. It was narrated from 
'Abdullah (&) that the Messenger 
of Allah (3k) said: 'Those who will 
be most severely punished on the 
Day of Resurrection are: a man who 
was killed by a Prophet or who 
killed a Prophet, a leader who led 
people in the way of misguidance, 
and a maker of images." 

Comments: [Its isnad is hascin] 

3869. It was narrated that 
'Abdullah said: The Messenger 
of Allah said: Whoever is 
stricken with poverty and refers his 
need to people, his poverty will not 
be alleviated, but whoever refers 
his need to Allah, may He be 
glorified and exalted, soon Allah 
will make him independent of 
means, either by bringing about his 
death soon or by swiftly making 
him independent of means." 
Comments: [Its isnad is hasan] 



3870. It was narrated that Tariq 
bin Shihab said: We were sitting 
with 'Abdullah when a man came 



-f *'^s\ J* J* 

xy] i tUjii ^ C^s [ 



obi : 



llijU- :aUJ1 xJ- £Sj&- -fAlA 
t JlM alt- c J^j u?) I^f^ 
.^Gl iiln :JIJ Jjl 0^3 

i ^-Gli Lf!;Jli i^ili o'UI .v J> 

*J*^3 7^ ^j-^ 1^3 J^* 
.[m<u -.^j] .j^u 



Musnad of 'Abdullah bin Mas'ood j& 400 



and said: The iqamnh (call a 

immediately preceding the prayer) ' ^ l ^ ^ :JLi c^L^ 

has been given. So he got up and ^ jj . k V ; 

we got up with him, and when we , ^ 

entered the mosque we saw ihc ^'j <-J^t-L^l Li^S LlJU L ^ lllT, 
people bowing at the front of the ^ . . 7, ^ . >> 
mosque, so he said tokbeer and , I - ^ 

bowed, and we bowed, then wc lS^ 1 llil^j t £ii ^ ^i5jj 
walked and did what he did. A . , o , * , . ^, 

man came rushing past and said, ^ 'Cr^ 

' Alaikas-salam (upon you be peace) Jij, :Jlli i^^Jl Li L' ^tUl 
O Abu 'Abdur-Rahman. He said: , ^ ' jf " 

Allah and His Messenger spoke the <Jl ^ ^j^jj iUl 

truth. When we had prayed and Ul Jiii t t<Li ( 

gone back, he went in to sec his e ' >£ 

family and we sat and said to one ^ : J^ 1 «j 

another; Did you not hear his Li' ; j> J ^ >Jt\ " ^ 

response to the man: Allah spoke , , /' " ' ' 

the truth and His Messengers 01» ^ l ^ ^ t£> ^ ijLi 
conveyed (the message)? Which of * r. - - * i : i , ' - , . - - ^ 
you will ask him? Tariq said: I will ^ J ^ ' 1 ^ ^ 

ask him. So he asked him when he (t'A/\) Jj~ ^Ujjl 

came out, and he narrated from the .... * . . \ 

Prophet (^): "Ahead of the Hour, ^ 
greetings of salam will only be ,yuj| 3^ ^3 
given to people whom one knows; 1 

commerce will become so wide- .y^- r^.^ 

spread that a woman will help her 

husband in trade; ties of kinship 

will be severed; there will be false 

testimony and concealment of 

testimony; and there will be 

widespread use of the pen (i.e., 

literacy)." 

Comments: [Its isnad is hasan] 

3871. It was narrated that 'Amr 
bin al-Harith bin Abi Dirar al- 
Khuza'i said: I heard 'Abdullah 
bin Mas'ood (^) say: I did not 
fast twenty-nine days with the 
Messenger of Allah (^) more 
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.-ji 'J'-" * dill yl'lf i 1 ihii A 



often that I fasted thirty days with , . , , , . rt 

him. ' ^ ^ 

Comments: [Hasan because of -ji^ 

corroborating evidence; this is a . i 

da Vc/ tsnad. It is a repeat of no. - 1 " ^ w t- --r 

3776 and 3840] -^b 

3872. It was narrated from ljl i-P £1^ : i^jd -™VY 
' Abdur-Rahman bin al-Aswad, 



from his father, that Ibn Mas'ood 



(4*) told him that the Messenger of ^\ ; ^| ^ J5i^. ^ 
Allah (^) usually departed, after 



the prayer, to the left, towards the 



Jtf 5fe *W ^ 



apartments of his wives. Jj ^uj pL^Jl ^ U l^U 

Comments: [Srt/ta 1 /?; this is a hasan r^**t i i i-» ; i 

i&nnd] C' ^ - ^ 

3873. It was narrated that juii xS- -rAVr 
'Abdullah (^) said: To swear nine ; _ f / 1 ^ t t* 
times that the Messenger of Allah u£ j If t5 > ^ ^ l ^ If l v >V r ^ 
(#3) was killed is dearer to mc than ^ ^ ^ — 
swearing once that he was not killed. " £ ^ ^ s a : 
That is because Allah made him a ^1 i^S J^i ife, Jj^j jl " ^ 
Prophet and took him as a martyr. ^ v£ .j y ^ ^ 
Al-A'mash said: I mentioned that to Lr ^' 1 ' s ^ - 
Ibraheem and he said: They used to * ^ *^**r ^ oIj 
think that the Jews had poisoned , ^ 4 j^r > a ^jr . J 

him and Abu Bakr. 1 ^ s - J ^ J 

Comments: [Its /snffii is sflte/z] ^._r-* jl uj>' \y\$ :JU 

xt\r\ : . 

3874. It was narrated from llil^ -rAVt 
Ibraheem that 'Abdur-Rahman ^ ^ ^ 
said: 'Abdullah (4c) used to stone "r^^l ^f 'J^^ ] v ^ 
the Jamrat from al-Maseel. I [the ^, ^ ^ : jj L ^^i 
narrator] said: Do you stone them " V " r" > y ° 
from here? He said: From here, O^ 1 '•Jc-r^ 1 ^ 
and by the one besides Whom 



Musnad of 'Abdullah bin Mas'ood ^ 402 



there is no other god, the one to ^ = 

whom Soorat al-Baqarah was UU ^ ^ ^1 ^ lr? 



revealed stoned them from here. J-^* ^ 

Comments: [Its isnad is satofr, al- 

Bukhari (1747) and Muslim : f t(mv > .^1 : gi>J 

(1296)] 

3875. Tt was narrated that 
'Abdullah bin Mas'ood (^) said: I 



was hiding beneath the curtain of J, ^Jkj ji, ^ w^LlA'l ^ 

the Ka'bah when three men came, % ' - . , T J , " 

a Thaqafi and his two Qurashi in- *H :JU 0? ^ ^ 4 ^3 

laws. They were very fat but not £^ ^ -j t5 ^£j, jtll r L 

very smart. They talked among ; ' , , . - +\ " >' , ^ 
themselves, then one of them said: 'rf-A l ^^r?j* 
Do you think Allah hears what we * f '°' 1 " > aj 

say? The other said: I think that He / ^ ^ ^ . 

will hear us if we raise our voices, J^J 3^ ^ o^" :jU-J^i jUi :Jli 
but He will not hear us if we lower ,r , { - : ^ 

our voices. The other one said: If ' S C^ 1 
He hears some of it He will hear all Jli 1 1j| V} t li^ 

of it. I mentioned that to the „ . , , , . 

Prophet (ft) and Allah, may He be ^ ^ ^ jL5 jj 

glorified and exalted, revealed the :JU ^ Jj| J^i Juj : J i J 

words: "And you have not been < v , , , ^ f s ^ #a ^ t£ „ 

hiding yourselves (in the world), lest 0 <it^ :J^j ^. iui J^u 

your ears and your eyes and your : 4^ r£ 

skins should testify against you; but ' " 

you thought that Allah knew not .[ i Y T > : j lTIU '-^ji 

much of what you were doing. And 

that thought of yours which you iC * AW) : t ^ : gij*"* 

thought about your Lord, has ^ v^J \i* J>j (Tvva) ; ^ 

brought you to destruction; and you - Jj+~ 

have become (this Day) of those 
utterly lost!" [Fussilat 40:22-23]. 

Comments: [A saheeh hadeeth, al-Bukhari (4817) and Muslim (2775)] 
3876, It was narrated from al- . , . , 

Aizar bin Jarwal al-Hadrami, - ^ ^ 
from a man among them who J^? ^ t^^J^Jl Jj^- 
was known by the kunyah Abu ■ ... ^ - - , >^ , t 
'Umair, that he was a friend of & - 1 ^ ^ Jl5 <jI ^ L ^ -r 5 ^- 
'Abdullah bin Mas'ood and that J ^ aL| l\j 
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'Abdullah bin Mas'ood visited 
him at home but did not find him. 
So he asked permission from his 
wife to enter and he asked for a 
drink. She sent the slave girl to 
bring him a drink from their 
neighbours, but she was slow and 
she cursed her, so 'Abdullah left. 
Abu 'Umair came and said: O 
Abu 'Abdur-Rahman, one would 
not feel protective jealousy 
concerning someone like you. 
Why did you not greet the wife of 
your brother and sit down and 
have something to drink? He said: 
I did that, and she sent the servant 
and she was slow; either they did 
not have anything or they had 
something but did not want to give 
it. She thought the servant was too 
slow and she cursed her, but I 
heard the Messenger of Allah (sjfe) 
say: "If a curse is directed at 
someone, if it finds a way to reach 
him it will stay, otherwise it will 
say: 'O Lord, I was sent to So and 
so, but 1 could not find any way to 
reach him/ Then it is said to it: 'Go 
back from whence you came/" 
And I was afraid that the servant 
had an excuse and that the curse 
would come back, and I would be 
the cause of it. 

Comments: [Its isnad is hasan] 

3877* It was narrated that Ibn 
Mas'ood (4b) said: The Messenger 
of Allah (slfe) was taught all that is 
good and how to attain it. We did 
not know what to say in prayer 
until he taught us and said: "At- 
Tahiyyaht Lillahi was-salawatu wat- 



U :Jlii ^ y} ^ 5IM £rj>^ 

yjii t aUlc- j Uj Jills t ^ 1 jlf- u ' 

diitj <^ jit .nL 

tpjUJl i>'^jnXj~ U-J ^jvf; 



^IJi ,JU- dyj o\ *JL& Oja/~* 
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Jk J^Jb«y» ^yJ dill Jul£ tliilii 



tayyiba tu . As-snlamu 'alaika 
ayyuhan-Nabiyyu wa rahmatullahi 
wa barakatuhu. As-salamu 'alaina 
wa J ala ' ' ibadillahis-saJiheen . 
Ashhadu an la ilaha illallah wa ash- 
findu anna Muhammad an 'abduhu 
wa rasooluh (All compliments, 
prayers and pure words are due 
to Allah, Peace be upon you, O 
Prophet and the mercy of Allah 
and His blessings. Peace be upon 
us and upon the righteous slaves 
of Allah. I bear witness that there 
is no god except Allah and I bear 
witness that Muhammad is His 
slave and Messenger)/' 

Comments: [Its isnad is sahech, Muslim 

3878. It was narrated that Ibn 
Mas'ood (4ft) said: The Messenger 
of Allah said: "If I were to take 
anyone as a close friend, I would 
have taken Ibn Abu Quhafah [i.e., 
Abu Bakr] as a close friend." 

Comments; [Its isnad is sahech, 
Muslim (2383)] 

3879. It was narrated that 
Abdullah (4fe) said: The Messenger 
of Allah used to say the sal am 
to his right and to his left until the 
whiteness of his cheek could be 
seen: As-salamu 'alaikum wa 
rahmatullah," 

Comments: [A saheeh hadeeth] 



3880. It was narrated that Abul- 
Ahwas said: 'Abdullah (4&) said: 
The Messenger of Allah {£&) said: 



.[Y"iYY d\V d-w .r<uv 



(402)] 



.(ttav) 

jji tjlA^J ^1 J— Lj-L*- 

.[m- t nM i^ij] .Jui 



jl£ (i^/O -VAA • 

y *Jj1 Jlp ^ t ^LIp^H jp l-j^^ 1 
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"I disavow the friendship of 
anyone who claims I am his close 
friend. If I were to have taken a 
close friend (khaleel) I would have 
taken Ibn Abu Quhafah [i.e., Abu 
Bakr] as a close friend, but your 
companion (meaning himself) is 
the close friend (khaleel) of Allah/' 

Comments: [Its isnad is saJiech, 
Muslim (2383)] 

3881. It was narrated that al~ 
Harith bin 'Abdullah al-A'war 
said: 'Abdullah (-&) said: The one 
who consumes riba, the one who 
pays it, the one who writes it down 
and the two who witness it, if they 
are aware of it, and the woman 
who does tattoos and the woman 
who has tattoos done for the 
purpose of beautification, those 
who withhold zakah and those who 
go back to living as Bedouin in the 
wilderness after migrating, will be 
cursed on the lips of Muhammad 

on the Day of Resurrection. He 
said: I mentioned it to Ibrahecm 
and he said: 'Alqamah told me: 
'Abdullah said: The one who 
consumes riha and the one who 
pays it are the same. 

Comments: [A hasan hadeetlt] 

3882. It was narrated that 
'Abdullah {&) said: We were with 
the Messenger of Allah (^), and 
he made one row stand behind 
him, and there was another row 
facing the enemy. They all joined 
the prayer; he said takbeer and 
they all said takbeer together. Then 
he led the row that was behind 



JS Jj \'}\ ji» J)t J^3 JU : 

.(WAY') : f> t .^tot^s <oL— .1 ! 

• ^ >. l"yi y <di \ Jilt- fj£- t i J^~^ N ' 

-lp Jli : J15 ij^l 4iJl ^ ^jUJl 
(SI lMiLIj ijtf) ikji} LTjJl As! 

v :>JJ 4 ■ t j) 7 ■ ■■ j» 4jj*jJi I 3^ Jf t *J I^^J-P 

:jUi ij^l>"X ilk :Jli 5^LUJl 

ale- J 1 J : J Ls t <uJLLp Jj- 

, £ 1 'yl* y> J i. u J I 
t <lU'iJ^ L^jb>Ji k J-^ ^Lj-b- ' ^J^' 

Jli, : Jljyl Ip. lijL^ -f AAT 

LU? k_^Jaj ; dJL3 1 J j a* O : J La 

: Jli tjJ-iiJl ^jlj-* <■ -ojJl>- 

;! ;^ 4 - , ■' * . i ~ ■ : 

^ji.s? j l j ^Jj i>JJ^ *wi-^aJ L ^1 .. t^ 
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him in praying one rak'ah, whilst _ - -r * * *> r * > 

the other row was facing the ^ P :Jii 'J-^ 1 

enemy. Then they went, and the ^ p t ^ ^ jUi 

others came, and he led them in s 1 a tf 

praying one rafr'fl/i. Then those ^ jJJl 

whom he had led in praying the ^ ^ J ^ «£ -r^ 
second raJr'afr stood up and made " 'J , , , 

up (the rak'ah they had not prayed .IT 0 ** ^ ' ^3 
with the Prophet then they 

went back and switched places * jL - ! 

with the others, and the others .<JLHjl* <J y* 

came and made up the rak'ah they 
had missed. 

Comments: [Its isnad is da'eef because it is interrupted. Abu 'Ubaidah - who 
was the son of 'Abdullah bin Mas'ood - did not hear from his father] 

3883. It was narrated from 



J SJ 



'Abdullah (^) that the Prophet ^ 



prayed Zwfcr or 7\sr with five rak'ahs, t ^S f l ^ jlA^I jl^ ^ 

then he did the two prostrations of s % f ' * t 

forgetfulness. Then the Messenger ^ ur 31 01 : ? iJi ^ ^ 0* 

of Allah (jfe) said: ''These two lJ , llU >*JI jl JL 

prostrations are for anyone among 5 , " 

you who thinks that he did more or : ^ ^ ^j^j ^ ^ ^ 

Comments: [Its I'snad is da'eef 

because Jabir is rfaVe/, i.e. Ibn trcv * 
Yazeedal-ju'fi] ^ ^ m 

3884. It was narrated that ^ ^ ^ _ rAM 

Ibraheem said: 'Abdullah said: „ ^ , , ' £i 

We used to greet the Messenger of -l* Jl* : JL* 0* t^uiS/l ^ 

Allah (a^) with salam when he was t5 ^jj| , i g ■ Jji 

praying (and he would return our \ / ' ' 1 

greeting), until we came back from ^^Ap LULL* t^U-Jl jlI^ ^ ll^j J^. 
being with the Negus; we greeted > - s . f t . r 

him with siifam (whilst he was " ^ J - ^ r 

praying) and he did not return the .TAAo : ;rovo t roTr :«-Ij] 

greeting. And he said: "There is 

sufficient preoccupation in the Ti i W 4 n i 0 t rii £ 

prayer." 
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Comments: [A sahceh hadeeth, al- 
Bukhari (1199) and Muslim (538) 
this isnad appears to be 
interrupted] 

3885. It was narrated that 
'Abdullah (4*) said: I used to greet 
the Messenger of Allah (#;) when 
he was praying and he would return 
my greeting. One day I greeted him 
[when he was praying] but he did 
not return the greeting and I felt sad. 
When he had finished praying I 
said: O Messenger of Allah, T used to 
greet you when you were praying 
and you would return the greeting. 
He said: "Allah introduces what- 
ever He wants into His matter [i.e., 
religion]/' 

Comments: [A saheeh hadeeth; this 
is a hasan isnad] 

3886. It was narrated that ibn 
Mas'ood (4*) said: A man said to 
the Prophet Will one of us be 
blamed for what he did during 
the Jahiliyyah? He said: "Whoever 
does well in Islam will not be 
blamed for what he did during 
the Jahiliyyah, but whoever does 
badly in Islam will be blamed for 
his earlier and later actions." 

Comments: [Its isnad is saheeh, al- 
Bukhari (6921) and Muslim 
(120)] 

3887. It was narrated that 
'Abdullah said: I did not 
forget, among the things I forgot 
from the Messenger of Allah (^), 
that he used to say salam to his 



— * y — j ^y^Jl 

l^li ' J' W* ,y m J^m £jL>- -fAAo 

^JLlI <SlS :JU iiy^LS y <dJl 

S^i toSLUl ^ ife ?JJI J^j J> 
j>^> ^JLs t *uLp C...^ <-f>d Ob jlS ills 

0]" :JUs :JlS o^S3 ?*>LkM ^ 

f ° " - a 1 - : J I * • ' l'k s - 

iiljji t-fe i ^3J ■ ^jr^ 

^> :Jli V^lUUJl ^ J*i uju-i 

.(uo 

^j^Jl rji;^! jl£ -Vaav 
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right, as-salamu 'alaikurn wa 
rahmatullah, (turning) so far that 
the whiteness of his cheek could 
be seen, and to his left, as-salamu 
'alaikum wa rahmatullah , (turning) 
so far that the whiteness of his 
cheek could be seen. 

Comments: [Saheeh; this is a da'eef 
isnad because Jabir is da'ccf- he is 
Ibn Yazeed al-Ju'fi] 

3888. A hadceth similar to that of 
Abud-Duha was narrated from 
'Abdullah, from the Prophet (3^). 

Comments: [Us isnad is saheeh] 



3889. It was narrated from Ibn 
Mas'ood (4-) that the Prophet fefe) 
said: "How will you be, O 
'Abdullah, when you have in 
charge of you rulers who neglect 
the Sunn ah and who delay the 
prayer from its proper time?" He 
said: What do you instruct me to 
do, O Messenger of Allah? He said: 
"Are you asking me what you 
should do? There is no obedience 
to any created being if it involves 
disobedience towards Allah, may 
He be glorified and exalted/' 

Comments: [Its isnad is da'ccf 
because it is interrupted, AI- 
Qasim bin 'Abdur-Rahman bin 
'Abdullah bin Mas'ood did not 
hear from his grandfather] 

3890. Al-Waleed bin al-'Aizar 
bin Huraith said: I heard Abu 
'Amr ash-Shaibani say: The owner 



i£ji ^ ^ HJ-jj .^sciii- ic^; 
i»i^iu ^SlUi tojUij i o u>- ^j^Uj 



, Lit I t, oJL?- 



.[nio .v^^ i^iji 

l^Jj- -L?0r^ ^j-^ -VAAA 

.[mv ,rir^ i^r,] 
If ^ £;U -rAA^ 

s,^^," * » - ■- 
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of this house - and he pointed to 
the house of 'Abdullah (.&,) but he 
did not name him - said: 1 asked ^til) _ jllll 5 Ii 4-*-'^ 

the Messenger of Allah (^) which ^ *f - - ' * , e 

deed is dearest to Allah? He said: ^ l 0311 : JLi - ^ ^ ^ 

"Prayer offered on time." I said: vjj, J, ^{ f\) & :m 

Then which? He said: "Then ^ f 4 
honouring one's parents," I said: ^ ; JLa -"^j «^=-^ )l 

Then which? He said: "Then /tod li - ^J] ■ J Li «. yoJrJl * l'» : J 15 
for the sake of Allah." He told me s ^ \ ; " ^ . 

about them and if I had asked :Jli J^i ^ p :JLi V^i 

him for more he would have told 



me more. 



Comments: [Its isnad is saheeh, al- 
Bukhari (527) and Muslim (85)] 



-oi^^ ^^r-^ 1 Jf. 

, nir t mr ,nAi ,r<m t r<wr 

.(A3) > UoTV) :£■ »iU :gi>^ 

3891. It was narrated that Abu ^{ - j^j. ^ ^ _ rM ^ 

Ishaq said: I heard Abu 'Ubaidah "\ ^ / 

narrate that his father said: The ^ ^ : 

Prophet fe) often used to say: "O M ^ ^ ^Jl 0L< 

Allah, glory and praise be to You; " J ' v ' - ; 

O Allah, forgive me." When the : cJ> Llii J J ^1 iiju^j 

soorah "When there comes the Help - - y> - ^ > *- ~v > 

of Allah (to you, O Muhammad : ^ ^C^ J ^ ^ ^ ^ 

(^) against your enemies) and the t( J ^1 j^jji lIJju^j jLJiJl iLUJ^ 11 

Conquest (of Makkah)" [an-Nasr "* J 

110:1] was revealed, he started " [riAr : cT lj] J( ^ i > jl ^ ^ 



saying: "O Allah, glory and praise be 
to You; O Allah, forgive me; for You 



are the Acceptor of repentance." ^ - H r 1 ^ * l 

Comments: [J7d.sfl/i because of corroborating evidence, its isnad is rfflVe/because 
it is interrupted; it is a repeat of 3719 and also appears above, no. 3683] 

3892. It was narrated from Khalid . £ ^ . ^ ^ -VA^T 

bin Rib'i al-Asadi that he heard Ibn ' , 

Mas'ood (&) say: I heard the 0? ^ ^ ^ 0? 4^ -V- 

Messenger of Allah say: "Your . ^ ^ * >; 
companion is the close friend of >' - " ' 

Allah, may He be glorified and ^i^-U? jU #g ^JLJl cJL^ 

exalted " .[rsA- i^'J i'' W 
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Jfc J^JUtU 4i)t JL4£ Tim a 



Comments: [Sa/iee/i because of 
corroborating evidence and its 
isnad is da'eef\ 

3893, It was narrated that 
y Abdur-Rahman bin Yazeed said: 
We performed Hajj with Ibn 
Mas'ood (^h) during the caliphate 
ot 'Uthman. When we stood in 
'Arafah, when the sun set, Ibn 
Mas'ood (Jfc,) said: If Ameer al- 
Mu'mineen moves on now, he will 
have done the right thing. He said: 
1 do not know which came first the 
words of Ibn Mas'ood (4*>) or 
'Uthman's moving on. The people 
rushed, but Ibn Mas'ood moved at 
a measured pace until we came to 
Muzdalifah. Ibn Mas'ood led us in 
praying Maghrib, then he called for 
his supper and ate his supper, then 
he got up and prayed lsha\ Then 
he went to sleep until, when dawn 
first broke, he got up and prayed 
Fajr. I said to him: You do not 
usually pray at this hour! - he said: 
he used to pray when it got very 
light - and he said: I saw the 
Messenger of Allah (^) on this 
day, in this place, praying at this 
hour. 

Comments: [A saheeh hadeeth; al- 
Bukhari (1683)] 

3894. It was narrated that 
'Abdullah bin Mas'ood said: 
The Messenger of Allah (^) dis- 
approved of us stayed up after 

f hha\ 

Comments: [Hasan because of 
corroborating evidence; this is a 
da ccf isnad. It appears above, no. 
3603] 



^Lj^I l_Laj t o jr J*J n-~ ' £yt ^r**J 



lliij 111* :Jlj tjUi* J* -ijJLu. 

^1 Jli {_ r JlJj\ cJU Llli ;Jli <***'ju 

^1 UK ^jjl ^ :Jli ..^L^l ii 0L5 
' ^ ° * » _ o i r i t 

*jl }Jj C^J^ 



'jaZI o\Sj :Jli _ tipLLM SSLaJI 

jJUiJ ^jl^Ui llij I JLi ^ ^ 

.[rvrv i^i^j .Ullh 5 Ji 

t^JU : Jjij t llIJl ^Ij^ 
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3895* It was narrated from Abu 
'Ubaidah, from his father, that the 
Prophet would, after the two 
rak'ahs (i.e., in the first tashahhud), 
be as if he were (sitting on) baked 
stones. I [the narrator] said: Until 
he got up? He said: Until he got up. 

Comments; [Its isnad is dn'ccf 
because it is interrupted; Abu 
'Ubaidah, the son of 'Abdullah 
bin Mas'ood, did not hear hadecth r> 
from his father. It appears above, 
no. 3656.] 

3896. It was narrated that Abul- ^\ ■ ^ : jlU -rA^i 

Ahwas said: 'Abdullah (^) used to „ , ; « , „ £ D( , 

say: Lying is not appropriate, ^ :JIS ^>^ 1 ^ If- ^ jU^J 
either in earnest or in jest - on one ^ ^ ^ ^ ^ - j J; Jjl 

occasion 'Affan said: in earnest, : / ' \ . ' 

and no man should make a ^ N j _ ^ : 5 y _ J>* 

promise to a child and not fulfil it. * -. ; ^ » . r s j ,t , V s, i 
He said: Verily Muhammad (*) ^ :Jb lJ >y 
said to us: "A man will continue to J;JU^ J^!- 1 ^' Jl : ^ ^ 1 

speak the truth until he is recorded 




with Allah as a speaker of truth, 



and a man will continue to tell lies .nL'US 4JJI jIp J>. ^ifc jiy! 

until he is recorded with Allah as a 



liar." 



tw 1 



Comments; [Its isnad is sfl/i<?Wi ^ wU-J : ^ 

according to the conditions of " 



Muslim] ^ 

3897. It was narrated from ^ _^ >^ ^ ^ _ rMV 

J Abdullah (^) that the Prophet (^) % ' ^ ^ t\ 
used to say: "Labhaika Allahumma ^ ^ ^ J* ^3 ^ J ^ 

labbaiyk, labhaika la shareeka laka 
labbaik. hmal-hamda wan-ntmata 



laka (Here I am, O Allah, here I am. : J jl5 <ul £fe ^Ul >i c^l 

Here I am, You have no partner 
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here I am. Verily all praise and c ■ f , „ , 

blessings are Yours)/' j! ,^HJ N S^j , JTJ ^LJl 

Comments: [SaheeJf because of *ilJ UJcJl) JlLJi 
corroborating evidence; this is a 

da'eef isnad] — .1 to^^ £~>^> : 



3898. It was narrated that 
'Abdullah fa) said: Whilst the 



Prophet (^) was in some farmland, ^ ^ :[i*J-t ^ 4JI Jii] _ 

leaning on a palm tree branch, ?, -r* - ^ s - * , - 

some of the jews came to him and ^ ^^^*^^o^ 

asked him about the spirit. He .y Jjl jli ^ <.JlJM\ ^ ^^1 

remained silent, then he recited this , s ^, 4 .. - ■• - ( 

verse to them: "And they ask you (O ^T 1 ^ :JU ^ j ^ ^ .> 

Muhammad (3^)) concerning the ^ tl * Jj. ^ • ^ 

Rooh (the spirit). Say: 'The Rook (the 1 j. ; ", . - , > ' / 

spirit) is one of the things, the c C J ' jl ^ a > iL ~* ^>^ 1 0? ^ ^! 

knowledge of which is only with . ^ ^ ^ ^ 

my Lord. And of knowledge, you - 

(mankind) have been given only a ^ Js jp dUybj^ 

little'" fal-Isra' 17:851. " , \ n , / Jf * * 

Comments: [Its isnad is saheeh, " - 1 

Muslim (2794)] .PHAA : ^ij (ao 

,<mO : r t^^^i^j igi^" 

3899. It was narrated from Ibn 
Mas'ood (4<) that the Messenger 
of Allah said: 'The last y. 1 J* 0? ^ 

person to enter Paradise will be a v. . / , r . " '? - T , . *s 

man. He will walk once, crawl ^ ^ :JU ^ ^ l jl 

once, and the Fire will rise above ^ ^ ^aL; t Ai} £>Jl 

him once. When he has crossed it, . , ^ 

he will turn to it and say: 'Blessed " ^ ^ ] 

be the One Who has saved me iij ^ ^uJj ^JJi 1 1^1 

from you. Allah has given me that if . \ t // * / i 

which was not given to anyone of O^j"^ ^ U llli ^Iktl 

the first and the last/ Then a tree - '1 i— '» >\ ,<,,- 

will be raised for him and he will ; . ' a c v ^ " 



^3?^' -iLl>- Lii-J^- : OUp L"l>. -VA^^ 
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say: 'O Lord, bring me close to 
this tree, so that I might seek its 
shade and drink from its water.' 
Allah will say to him: 'O son of 
Adam, perhaps if I give it to you, 
you will ask Me for something 
else/ He will say: 'No, O Lord/ 
and he will promise Him that he 
will not ask Him for anything 
else, and his Lord will excuse 
him, because he is seeing that 
which he has no patience to 
refrain from asking for. So He will 
bring him close to it and he will 
seek its shade and drink its water. 
Then (another) tree will be raised 
up for him that is more beautiful 
than the first one. He will say: 'O 
Lord, (bring me close to) this one, 
so I may drink from its water and 
seek its shade, and 1 will not ask 
You for anything else. He will 
say: 'O son of Adam, did you not 
promise Me that you would not 
ask Me for anything else? Perhaps 
if 1 bring you close to it, you will 
ask Me for something else?' And 
he will make a promise to Him 
not to ask Him for anything else, 
and his Lord will excuse him, 
because he is seeing that which he 
has no patience to refrain from 
asking for. So He will bring hurt 
close to it and he will seek its 
shade and drink its water. Then a 
tree will be raised up for him at 
the gate of Paradise, and it will be 
more beautiful than the first two. 
He will say: 'O Lord, bring me 
close to this tree, so that I might 
seek its shade and drink from its 
water, and 1 will not ask You for 



JjJbi v t L^k, ji^f) 

(. jo! L : J JjJLlI V\ L^U 
:JLi VU^ ^Li N M ^>*^ ^ 

iJjLlbi-l jl vlJL-^^l ^JJjU ^j^JiJ La l#SI 
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r J j till 4 ,jj \\ c .V< * L - 




anything else/ He will say: 'O son _ ; . , #f , J 

of Adam, did you not promise Me ''-i-y ^ | 

that you would not ask Me for 

anything else?' He will say: 'Yes , ; , # a 
indeed, O Lord, (bring me close to) ^ jL> ] 

this one, and I will not ask You for 
anything else/ He will say: 
'Perhaps if I bring you close to it 
you will ask Me for something 
else?' And he will make a promise 
to Him not to ask Him for anything 
else, and his Lord will excuse him, 
because he is seeing that which he 

has no patience to refrain from L , QHa . , . 

asking for. So He will bring him ' ^ J 

close to it, and when He brings him .( uv) : f t : 

close to it, he will hear the voices of " 
the people of Paradise, and he will 
say: 'O Lord, admit me to it/ He 
will say: 'O son of Adam, what will 
make you stop asking of Me? 
Would it please you if I give you of 
Paradise the equivalent of the 
world and as much again?' He will 
say: 'O Lord, are you mocking me, 
when You are the Lord of the 
Worlds?'" Ibn Mas'ood smiled and 
said: Why don't you ask me why I 
am smiling? They said: Why are 
you smiling? He said: Because the 
Messenger of Allah smiled, 
then the Messenger of Allah fe) 
said to us; "Why don't you ask me 
why I am smiling?" They said: 
Why are you smiling, O Messenger 
of Allah? He said: "Because the 
Lord smiled when he said, 'Are 
you mocking me, when You are the 
Lord of the Worlds?' and He will 
say: T am not mocking you, but J 
am able to do whatever I will/" 

Comments: fits isnad is saheeh, Muslim (187)] 
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3900. It was narrated from 
'Abdullah that the Prophet 

said: "For every betrayer 
there will be a banner on the Day 
of Resurrection/' 

Comments: [Its isnad is saheeh, al- 
Bukhari (3184) and Muslim 
(1736)] 

3901. It was narrated that 
'Abdullah bin Mas'ood (4^) said: 
On the day of Badr we were three 
men to one camel, and Abu 
Lubabah and 'AH bin Abi Talib 
were the two who rode with the 
Messenger of Allah It was 
the turn of the Messenger of Allah 

to walk, and they said: We 
will walk and let you ride. He 
said: "You are not stronger than 
me and I am not in less need of 
reward than you/' 

Comments: [Its isnad is hasnn] 

3902. Abu Wa'il said: I heard 
'Abdullah (^) say: The Messenger 
of Allah divided some booty 
one day and a man among the 
people said: This is a division (of 
booty) that was not done for the sake 
of Allah, may He be glorified and 
exalted! I went to the Messenger of 
Allah (jfe) and told him about that. 
He got angry and I could see the 
signs of anger on his face. Then he 
said: ''May Allah have mercy on 
Moosa; he was annoyed with more 
than this and he was patient/' 

Comments: [Its isnad is saheeh, al- 
Bukhari (3405)] 



ijJb- -Y^** 

r>: tr A j& ^ ^ J- ^ 

: ^uJLJj ill?- : jLai- £i>- -V^ 1 ^ 

if "J-^- J. r^^" 

^ :VUi : JU ^ Jbl J^3 

.[i'M it'1 ( t £**<l 

:Jli ^ t£U :0Ui ^ -r^Y 
CI o-I*^ :JU 

" dr? J^3 tSJLli *JJl Jj-^ j 

: 4^ ^J-Jl :Jli 

■■H^J ^ <4~^ 1 ^'3 ^^--^ 

.[WA - ({ Sr^ 1^ 
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:JL* £JLi :jLi^ liJU- -rw 



3903* It was narrated from 
'Abdullah that the Prophet 

Gfe) said; "Trading insults with a ^ : .J./^ jUILl^ 



^ M ±J* oJbJ JJlj 



Muslim is an evil action and 
fighting him is kufr." Zubaid said; 
I said to Abu Wa'il twice: Did t j^J ^J$\ J,L^» : Jii ^ ^1 
you hear it from 'Abdullah from ^ s - , \ , , , ,/ ; 

the Prophet fcgr)? He said: Yes. ^ ^ ^ M ^ 

Comments: [Its isnad is saheeh, al- .j* 5JUI JL^ ^ cJll : jjiU 

Bukhari (6044) and Muslim (64)] ' ' ' 

.[ri£V :^^] :Ji; 



:J'J CLi £1^- :jlU LiJi>- -W t 



3904. It was narrated from 
'Abdullah (4i>) from the Prophet 
fe) that he used to say: "O Allah, U^il JU^| 
I ask You for piety, guidance, . : ^ „ - f tl . , 
abstinence (from that which is t ' ' ^ 
haram and inappropriate) and ^ Jul^l ^yl jU^ llt 

independence of means," r , 

K r^lj] .«^Jlj i^jliJlj 

Comments: [Its isnad is saheeh, 

Muslim (2721)] .(wn) : f ^oU 

3905. It was narrated from Abu : juL- ^ j^Lui :0lU t£U -TA* 0 
'Ubaidah that his father said: The ' , t . ^ ( f , , _ 
Messenger of Allah (^) wrote ^} J* "' 0 ^ ^ 'j* ^K^- 
concerning zakah on cattle: "When ^ . ^ ^ • ^ Jj ( j - 
(the number of cattle) reaches thirty, V : ' / ' ' e 
a one year old, male or female, is j\ L ^3l '.yt ^ 

due (as zakah), up to forty. When „ „ r - , \.t 
(the number) reaches forty, a two '^-^ KzJt ^- b P ^ ^ 

year old, male or female, is due (as ^ J- 0 £ ryj t «Li s'i: 

zflWi). If the number of cattle is ' \ / " ' 

great, then for every forty, a two ,«£*y L yP' j* j^h.j^ 

year old cow is due (as zakah)." 

Comments: [Hasan because of jl^l Ijla^ ts^J ^r-^ : 

corroborating evidence; this is a ^1 ^ 1 i ^U^V 

da'ecf isnad because it is interrupted 

- Abu 'Ubaidah did not hear from * Jiul>J, ^ ^=-^J 1 i ^~ a 

his father Tbn Mas'ood] 

3906. It was narrated that Shaqeeq -^r^ :d>CU uii*- 

bin Salamah said: 'Abdullah bin >^ ^ # . 1 . . > = * ^ . 
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4- * -Lit * tj "- * 



Mas'ood addressed us and said: 
I learned seventy-odd soorahs from 
the Hps of the Messenger of Allah 
(^.) when Zaid bin Thabit was still 
a young boy with two braids, 
playing with the other boys. 

Comments: [Its isnad is saheeJi, al- 
Bukhari (5000) and Muslim 
(2462)] 

3907. An-Nazzal bin Sabrah said: 
1 heard a man reciting a verse 
differently than the way the 
Messenger of Allah (jjte) taught it to 
me, so 1 took him by the hand and 
brought him to the Messenger of 
Allah (-^), who said: "Both of 
you are good; do not differ/' To 
the best of my knowledge, or as 
Mis'ar narrated it to me, "For those 
who came before you differed 
concerning it, then they were 
doomed/' 

Comments: [Its isnad is saheeh, al- 
Bukhari (2410) it is a repeat of 
3724] 

3908. It was narrated that 
'Abdullah said: I heard a man 
reciting a verse differently than 
the way the Messenger of Allah 

taught it to me, so I took him 
by the hand and brought him to 
the Messenger of Allah (^), who 
said; "Both of you have done 
well." And he got so angry that 
anger could be seen in his face. 
Shu 'bah said: I think it most likely 
that he said: "Do not differ, for 
those who came before you 
differed concerning it, then they 
were doomed.' 7 



.[ro<U .oUJUJi ^ 



^j^j- \ : 4^s- li jl>- : o Up & - T ^ * V 
: J Jjl jJi- cJL^ ;Jls 5^1^ 

.[YVYi :^>-lj] .I'lio^i t 4j l^ltil 



:JL* dJJI jLi- ^ ^-^>4 v 
.[rvY£ 
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A^M^lA dill JU£ 1 V I ui * 



Comments: [Its isnad is sahech, al- . . ... 

Bukhari (3476)] ^ ' £^ 

3909. Abul-Ahwas said: ^ y- -fV^ 
'Abdullah used to say, narrating "> ^ ^ , , . . - ■ „ 
from the Prophet (sfe): 'Tf 1 were to : J ^ ^>>~ Nl U :JU 

take a close friend from among my : ^ ^ J ^ Jj| ^ jtf 

itmmah, I would have taken Abu * . ,f , ■ - =""- ' ^ - - * s , 
Bakr as a close friend/' -"^ ^ l ,>? v >\^ 

Comments: [Its isnad is saheeh, .[roA* "^-l^] 

Muslim (2383)] 

.{TVAT) t ^^w' b — 'I '. ^tj&u 

3910. It was narrated from Zirr £^ -J^ ^ ^ _ rM , 
that a man said to Tbn Mas'ood . . , * t 

(4): How do you read this phrase: : l**^ ^ ^ : \\ ^ f-f ^ 
main ghairi yasin or asm (in the s u ^ ^ ^< 
verse, "water the taste and smell of ^ - ' * fs ^ 

which are not changed (main ghairi ^\ -J^ jl'^JI JS :JUi 

asirt)" [Muhammad 47:15])? - t . . . f - t - * 

Abdullah said to him: Have you ' ' ^ ^ ^ 

read all the Qur'an except this? He c-LLp j£ !ViiJ rf ^ ^Ijl Ail :Jiii 
said: I recite al-Mufassal in one > - . 1 ■, f . ' 

rafc'flh. 'Abdullah said: Do you ^ ^ ^ ^ J ^ 

recite Qur'an as you recite poetry t jJzilJl J^l ^ "-^J 

(i.e., quickly)? 1 learned the pairs of \ \ . \ f > : 

soorahs that the Messenger of i^'/f o? 1 J*^ Jjl 

Allah (^) used to recite together, .[rw :^|J ^ Ji) 

pair by pair, from the beginning of ^ 
al-Mufassal. And the beginning of . y^i 1 

al-Mufassal according to Ibn ^ 
Mas'ood was (Soorat) ar- Rahman. 

Comments: [Sfl/iee/i; this is a /iasflrc I'snarf] 

3911. It was narrated that Ibn ,: \ - r; c N*- - ^ * t 
T1J1 -j T 1 j ^r^l . bju- :oUp UjJ^- -r^i\ 
Udhnan said: I loaned two f 

thousand dirhams to 'Alqamah 7 : cj Li jlil iwJLUl ^lia^ 

then when he received his stipend, , ^ ^ ^ '..iLif 

I said to him: Pay me back. He said: C-^ 1 r* J - ^ 

Give me respite until next year. But Jjj ^yll ;JU < ^y^ 1 : lJ J-li iJjuai- 

I insisted that he pay and I took it. 9f ^ / . . a . , 

Then I came to him afterwards and :JU ^'^^ ^ 

he said: You caused me trouble : Jj£ ji ^ :JU t lL; 
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and withheld it from me. 1 said; 
Yes, it is because of you. He said: 
What about me? I said; You told 
me from Ibn Mas'ood (4*) that the 
Prophet said: "Lending money 
is akin to charity." He said: Yes, 
that is so. He said: Then take (a 
loan) now. 

Comments: [Its isnad is hasan] 

3912. It was narrated from Ibn 
Mas'ood from the Prophet (^) 
that he said: "The eyes commit 
zina, the hands commit zma, the 
feet commit zina, and the private 
part commits zina!' 

Comments: [A saheeh hadecih; this 
is a hasan isnad] 



3913. It was narrated that 
'Abdullah said: The Messenger 
of Allah said: "No one in 

whose heart is pride the size of a 
grain will enter Paradise, and no 
one in whose heart is faith the size 
of a mustard seed will enter Hell/' 

Comments: fits isnad is saheeh, 
Muslim (91)] 



3914. It was narrated from 
'Abdullah bin Mas'ood that a 
man of Ahlus-Suffah died. Two 
dinars were found in his cloak 
and the Prophet (^) said: "Two 
brands of fire/' 
Comments: [Its isnad is hasan] 



* *1 - ? ' * . ' t ' * * * o ■ ' 

:Ilti UiJL>- -V^Y 

tj Cjj i->t^r^j j^J 1 " 

'V^- ^"^^''J 

^yJl tfi: : oil*- bjj^ -r^r 
.[r<uv : 

: UJU t> L J^ : jU^ IjJ^ -X\ \ t 

<-J^ y/jj If If. r~?^ ^ 1 
.[rAir .«o£s* 
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3915. It was narrated from Ibn 
Mas'ood (4?) that he said concerning 

[he verse, "And indeed he J>\ lISo^ ^ ^ 



(Muhammad (%)) saw him Qibril 
(Gabriel)] at a second descent (i.e, 



^1 :Jli ^» :JU -jgg aLi jp3 oi 



another time)" [an~Najm 53:13]: : %h Jj| Ju :Or :^Jl) 4£j 

The Messenger of Allah (gg) said: > ^ e , ( tt 

''I saw Jibreel at Sidratal-Muntaha, ^ ^ i ^~* Jl ^ jd^r 
with six hundred wings; there fall • V : a >^ - 

from his wings things of different ' ' V 

colours, pearls and rubies/' . [rv£* 

Comments: [Its r'smrJ is /msmi] .^>. & ^ l I 

3916. It was narrated from Ibn ^ ilU lil^ -Tin 

Mas'ood (J^) that the Messenger * , s - , 

of Allah (%) said: "Whoever says, ^ ^ U ^ 
'O Allah, Creator of the heavens Ju .* V ; - - <: ° 

and the earth, Knower of the - y c " . " 

unseen and the seen, I give You : 1 0? ^ 0^ 
my covenant in the life of this 
world that 1 bear witness that 
there is no God but You alone '^M ol^lijl Us Li 

with no partner or associate, and ' - , . ' - 1 1 1 * * 
that Muhammad is Your slave - ^ ^ ^ ^ ^^ V J 

and Your Messenger; if you leave hjJ-j loJI N| aJi V M i^ii Jl t dlM 
me to my own devices, You will - J s - -" - * - 

cause me to get closer to evil and ^j^jj o\j idtt Jlp ^ 

cause me to get further away ^ ^ ^ ^ Jj •,,'.]& 
from good. Verily 1 trust nothing £ ^ : ; , - / ' - ; 
but Your mercy, so make a ^! J?* ^ f oi^^ 
covenant for me with You, that ^J-^ t ^ j 'ii^u >_hU_' 

You will fulfil for me on the Day ' & / t 

of Resurrection, for You never 0 Li \[ tSU^Jl ^ji^ ^ ^! 
break Your covenant/ Allah will - , 8 , - ■ , ' > - 

say to His Angels on the Day of ^ ^ ^ f>- ^' 

Resurrection: 'My slave made a .*f^J» iLl iuii ,JL1 jJ^ ^j] 

covenant with Me, so fulfil it for s " r 

him/ And Allah will admit him to : ±* 0? -i^-^ : J^- ^ 

Paradise/' Suhail said: and al- 



Qasim bin 'Abdur-Rahman told 



fcl J> U : JUj t liS'j lli ^1 u^i oi 



me that 'Awn told him such and ^j^r J* ^ ^ C^'j ^ 
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such. He said: There is no young , „ , , . , a tl 

girl among our family who docs ^ 1 ^ 

not say this (du'a') in her ^' ^ r" - 

seclusion, 

Comments: [Its men are thlqat and its is^m/ is interrupted, 'Awn hin 'Abdullah 
did not hear from 'Abdullah bin Mas'ood] 

3917. It was narrated from . --*f .t*>\ s m i*.- , ^- a , w 

'Abdullah (^,) that the Prophet fe) - s * 

said: "There should be no staying ^ ^il^ ^-^» - J Li j ^-^1- 

up at nieht for anvone except two , * . „ 

men: one who is praying and one r- J j - ■ 

who is travelling/' (Mr/1)[rvr : .a^L_J jl , JJ^J 

Comments; [HrtSfw because of l . t 

corroborating evidence and its JL ^' " 

isfirtd is interrupted] .iy^> y \ y> J 



Jli Ljjbi- bjlU- -T^A 



3918. It was narrated from 
'Abdullah from the Prophet 

ma * he used to recite this verse: OJb^J I cJL*^ : J Ls ITJ^'l jU^S 



"then is there any one who will 
remember (or receive admonition) 
[fahal min tnuddakir]?" [af-Qamar (\o ; ^\) 4}^ # ;^^J! iju 

54:1 7], with (the letter) dal 

.[rvoo :^ r \ J ] J\3Si 

Comments: [Its isnud is sahcch, al- " : 



Bukhari (4869) and Muslim . {^a^) 
(823)] f ' 



.(Am 



3919. It was narrated that . ^ . ^ >j ^ _ r<m 

'Abdullah said: When we ' & 

prayed behind the Messenger of : <J^ 5^1 4^ J* 0* Ljjj- 

Allah (as), one of us would say in <, ^ ' ^ ^ ,. , ^ 

his prayer: Peace be upon Allah, - 

peace be upon So and so, iJjl j£ ^^CJl : ^ ji^Jl 

mentioning some specific names. * t ^ . * > -, , - , t 

Then the Messenger of Allah fe) J ^ ^ JUi ^ f^ 1 

said to us one day: "Allah, may He ^ j^^ ^ ^Jl ^pi #g ^1 

be glorified and exalted, is as- . jM J ^ r , . 

Salam, so when one of you sits in ^ ^* tf^l 

his prayer, let him say: 'All ^l^Jlj il^UJlj , il!^!! : 

compliments, prayers and pure s ^ ' >; T " 

words arc due to Allah. Peace be '^y, l^l ^TIp ^"yJLH 
upon you, O Prophet, and the 
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mercy of Allah and His blessings. 
Peace be upon us, and on the 



righteous slaves of Allah' - If you j^JU iii tilJS f J}3 \'A J^JL^I 

say that, you will have sent salams , ei t , * ' , , , 

upon every slave (of Allah) in the ^ - ^^'j ^3-^1 P 

heavens and on earth - 'I bear ^ yj ^ nJ, ^ ^ 

witness that there is no god but t ^ , 

Allah, and I bear witness that j { __ tLi ^ Cj? p ^y^jj 

Muhammad is His slave and [r^XY I ] l ' JL^I U 

Messenger/ Then let him choose - J • 

whatever supplication he wants - : ^ t (irrA) : ^ : 

or he likes/' 1 (*.r) 

Comments: [Its /snarf is sahceh, al-Bukhari (6328) and Muslim (402)] 

3920. It was narrated that : ^|] : ^\ £^ -T^T* 

'Abdullah (4*) said: When we sat , * t- . / . . * 

in the prayer, we would say: ^ *y- J^-^ 

Peace be upon Allah, peace be J± . $ j ^ ^ ^ 

upon us from our Lord, peace be 1 " , 

upon Jibrccl and Mika'ecl, peace 

be upon So and so, peace be upon < ^ h ^LUl 4 V 'L ^ 

So and so. Then the Messenger of * * , - - : 

Allah said: "Allah is as-Salam, Sj» Jj! J J-j Jlii t Jl* 

so when you sit in the prayer, * - s r " * 

say: Ail compliments, prayers - l ; r 

and pure words are due to Allah. ^SLLU t ollL]|j oV^LkJl) ^JlJ ol^3l 
Peace be upon you, O Prophet, . , P , - > , l£ - , 

and the mercy of Allah and His f^ 1 J ^ ^ L# ^ 

blessings. Peace be upon us, and ^ ^ _ j-^JLiJl -Jjl JUj £JU 

on the righteous slaves of Allah' - ' ' ~" \ / t 

for if you say that, it will reach *U~^J1 ^ ^JU* 4+ 
every righteous slave in heaven '-'A- 'tn \h n \i M V *t ■ >\rt- 
and on earth - I bear witness that ^ - - - 

there is no god but Allah, and I p*A£Jl ^» p t<J^3j ^-4^ Iju_^ jl 
bear witness that Muhammad is <, ; * - - 

His slave and Messenger. Then ~ - — J 

let him choose whatever words he .dL, Jji _l£ t^yi\l ^ 

wants/' 



Comments: [Its isnad is saheeh, al- t - 
Bukh; 
(402)] 



Bukhari (6328) and Muslim ^ t (-,rVA) > ^u^i 
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3921. It was narrated that J ^ ^ ^ ^ _ r ^ T> 

'Abdullah (4*) said: The Prophet - ; " £ , £ 

(jig) used to teach us the tashahhud ^'J-^^ ^Aj ^j^^l ^ <3 ]] ^*\ 

in the prayer: "All compliments, " ^ ^ ^ ^ ^ ^ 

prayers and pure words are due to s ' ' " ( I' 

Allah. Peace be upon you, O t *iJ il^ilUJ :g^J=JI ^ j^iUi lllUj 

Prophet and the mercy of Allah ^ ' ( ^ ^ 

and His blessings. Peace be upon ^ - , ■- -> j ^ 

us, and on the righteous slaves of jtSLUl t 2lSyj 5JJI 1^-33 ljt^ 1 

Allah. I bear witness that there is „ , r , . f 5 

no god but Allah, and I bear ^1 ^ ^ 4^ ^ ^ ^ 

witness that Muhammad is His ^ ll^J of ^1 
slave and Messenger." 

Comments: [A sahech hadeeth, al- .[V^YY ; 

Bukhari (1202)] v T , , 

3922- It was narrated that ^ : ~r^YY 

'Abdullah said: The Messenger t v 

of Allah (#0 said: "Allah, may He ^ ^ * - l^ 1 urt - 5^ 

be glorified and exalted, has not Jj, . Jj; ^ - ^^-^l 

sent down any disease, but He has t£ s ^ ' f£ ' 

also sent down a remedy for it ^! J^J «JJ1 J>1 ^" 

Those who know it know it, and , . , >: . . » M; , r; 

those who do not know it do not 

know it" -ITsVA 



Comments: [Sa/ieeh because of 
corroborating evidence; this is a 
hasan isnad] 

3923, It was narrated that : J^j^ -MYr 
'Abdullah bin Mas'ood (4?) said: " .. , * t % , 9 t* 
The Messenger of Allah said: : JU 5UI ^ t JM) ^.1 ^^Nl 
"Paradise is closer to one of you ^=f jj, j L ; 
than the strap of his sandal, and ! / , , ^ 
Hell is likewise/' jL * jKJ ^ ^ 

Comments: [A sahech hadeeth, al- .[Y"nv : a^Ij] 

Bukhari (6488)] C * 

3924. It was narrated that ^ ; J^> ^ -rVfi 
'Abdullah said: The moon "' ' tt 

split at the time of the Messenger -lp o^-^l ^ t^l^l 
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of Allah (^) such that I saw the ^ t . , _ - ^ * v * 
mountain between the two halves - ^ .z*^ . 

of the moon. Jj_°j> ^ ^ Jjh JU. 



Comments: [ A saheeh hadeeth] r . i ■ ^ 

3925. It was narrated that • j,^, ^ ^ -^Yo 
'Abdullah (^) said: Urnm Habeebah V * * 

said: O Allah, let me have the joy of ^ Ji J* ^ 1^ 

the company of my husband the . - . , * * 

Messenger of Allah (*), and my ^ ^ ^ V* 'ff; 

father Abu Sufy an, and my brother ur <^ fLj-Ul 
Mu'awiyah (all my life}. The \ ,^ j f.' ^ i, , 
Prophet (ft) said: "You have asked ^ ^ ^ ^ ^T J >; 

Allah about lifespans that have ^JL;]» ^-Ji Jlii tijUl 

already been determined, pro- _ ^ 7* ^ % ' 

visions that have already been J^V ^' 

allotted and limits that have ^ ^ ^ V ,^jc> 
already been set. Nothing will be % , £ ^ / 

done before its due time or delayed ^ ^ 

after its due time. If you had asked ■ ^jj^ * A ^j^^ j( ^jl cJL- 'j « 
Allah to grant you refuge from - - ^" 
punishment in the Fire or 'S^ - ^ <■ J* t^^j 4 

punishment in the grave, that ^ • * , ' , * • ' - 
would have been better for you. A 7 ^ 

man said: O Messenger of Allah, ^Jl Jlii LL. ^ 

monkeys and pigs, are they , - * > - \~ 5 - 

(descendents of) those who were l U> ^ ^1 L.}5 aUI ^ > 

transformed [as a punishment]? ^jllijlj sS^j) Oij V} t ^UJ l^J 

The Prophet (£fe) said: "Allah does ' ' ' " , . ^, ( _ ^ 

not transform a people or cause .IXV * * ."^^ 

their doom, then give them 

offspring. Monkeys and pigs ^ <-" ' Cl.-^ 

existed before that/' 

Comments: [Its isna^ is saheeh, Muslim (2663)] 

3926, It was narrated that ^] - ^ ^ _ r ^ ri 
'Abdullah (4c) said: The Messenger j 

of Allah said: "The Shaitan u?) J* r!' >^ : ^ u J^ l S^! 

passed by me and I grabbed hold r T . - M : - f,. . . 

oi him and strangled him until I ' 
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felt the coolness of his tongue on 
my hands and he said: 'You hurt 
me, you hurl me.'" 

Comments: [Its isnad is da'eef 
because it is interrupted. Abu 
'Ubaidah - who is the son of 
'Abdullah bin Mas'ood - did not 
hear from his father] 

3927* It was narrated from 
'Alqamah and al-Aswad that they 
were with Jbn Mas'ood (\&) when 
the time for prayer came. 
'Alqamah and al-Aswad were late, 
so Ibn Mas'ood took them by their 
hands and put one of them on his 
right and the other on his left, then 
they bowed and they put their 
hands on their knees. He smacked 
their hands, then he put his palms 
together and interlaced his fingers, 
and put (his hands) between his 
thighs. And he said: I saw the 
Prophet do that. 
Comments: [Its isnad is saheeit, 
Muslim (534)] 

3928. It was narrated from al- 
Aswad bin Yazeed and 'Alqamah 
bin Qais... And he narrated (the 
same report). 

Comments: [Its isnad is snheeh, 
Muslim (534)] 

3929, It was narrated that Khumair 
bin Malik said: Instructions were 
issued to replace the Mushafs, and 
Ibn Mas'ood (^) said: Whoever 
among you is able to keep his 
Mushaf, let him do so, for the one 
who keeps something will come 
with it on the Day of Resurrection. 
Then he said: I learned seventy 



IS C^ii -r*w 

.iiii #| ^lil cJ^ : ^'^J 1^ 
.[roAA 

If jji^i Hij^ -r^rA 
.[rirv .... ^4 y\ 

.(or i) :^ ^£_>^> 

ft' - ' $ * *• * „ ' 
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soorahs from the lips of the 5 , * , ( ^.^ „ , s 5 

Messenger of Allah (^); should 1 ^ OJ ^ 1 U 0^ ^ ^ 

abandon what I learned from the .[Wn JlJI J * ' j 

Messenger of Allah (^)? ' ' ^ ' ' ' " ' ^ J - 

Comments: [A sate/i hadecth, al- :* i(°"0 

Bukhari (5000) and Muslim ^-UJL- j, ^ l^w^ j>L-| t (TUY) 

(2462) its z'<™rf is da'cef] 5 T| . i . - , ... 

3930. It was narrated that Ibn - ^ . ^ _ r <^ 

Mas'ood said: al-'Aqib and as- W . ^ 

Sayyid, the leaders of Najran, came '^^i if J^rM : 

and wanted to engage in mula'anah *U :JLS ^ v 'l , i t iU 



(mutual invoking of curses upon 
whichever party is wrong) with the ^ £>-U* 
Messenger of Allah (*). Then one j£ .jj ^ Jj, j - - ^ 

of them said to the other: Do not , "* ' 

engage in mula'anah with him, for ^ ^ ^J'^ nl^-St; V i^Uij 
by Allah if he is a Prophet and > «: m r-^ *-r- 
engages m mid a anah with us, we ° 
will never prosper and neither will ^ :NU3 Jcfli :Jli 
our offspring. Then they went to r ...r - :( ^ . .> 
him and said: We will not engage " 
in mula'anah with you; rather we JLii Hi^ 

will give you what you asked for. - : j a \* % ; _ „ * * t 
Send with us a trustworthy man. ^ V ^ ^ ^ ^ l ^ 
And the Prophet (3^) said: "I shall : Jlii : Jli 14J .V.t 

certainly send a trustworthy man; s ~ , . _ , 

he is indeed trustworthy, he is ^ :M '"C 1 ^ 1 ^ Ll L - 

indeed trustworthy." All the . e Ai ^1 lii> :JU 

Companions of Muhammad (^) 

hoped to be the one, then he said: ^j^ 1 o» ■ 

/; Get up, O Abu 'Ubaidah bin al- 

Jarrah." When he left with them, he 

{the Prophet (%)) said: "This is the 

trustee of this ummah." 

Comments: [Its isnad via As wad is sahech] 

3931. It was narrated that I^M ^ ^ :j ^ _ nr ^ 

'Abdullah bin Mas'ood said: t ^ , ^ ' 

When the Prophet (5^;) went to If tJU^l ^1 J^^[ : Sfli 
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sleep - Abu Ahmad said: went to 
his bed - he put his right hand 



J IS :> yJL^» .y <JJl aIp toXl^ 



under his cheek - Abu Ahmad \i\ \3JJ-\ Ja Jli _ 01 ^ ^-Ji 015 

said: his right cheek - then he ^ o> . , - , ' \ A 

said: "O Allah, protect me from ^ ^ <^ J - - ^ ^ ^ 

Your punishment on the Day You -j^ p _ j^Vi : ^ Jli e ii 

gather Your slaves together," _ ^ _ „ , i >s 

Comments: [Safree/? because of C_ ■ ^- ■ ^- i 

corroborating evidence. This is a _[rv£Y : 

da'eefisnad because it is interrupted. 

Abu 'Ubaidah - who is the son of jh^j ijj^ to^JJ 

'Abdullah bin Mas'ood - did not , * v 

hear from his rather] * 1 

3932. Wakee' told us... A similar ^5) -Mr* 

rep0rt " ^ .[rm 

Comments: [It is a repeat of the ^ 

previous report] ^ ^ 

3933. It was narrated from >j\ tf^j ; jl^j ^ CiJb^ -Mrr 
'Abdullah bin Mas'ood (&) that ' . # s ' ... s - 
the Messenger of Allah (gj) used 1^ <J? ^ ^ Ji 4^- 1^ ^ 
to say sa/ffrn in his prayer to his . ^ ^ ^ ^l^Sjl ^ ^ 
right and to his left (turning his " ^ . ^ ' \ 
face so far that) the whiteness of Jt (J-1j jtf 3§ Jj-^j ^ l : ^>^ 
his cheek could be seen. „ . , - . - * - ' 

Comments: [A sahceh hadecth; this ai: „ , 

is a rfa'e*'/ is/zfltf because Ibn » .^-^ ^ LI' 

Lahee'ah is dfl'ec/J 

3934. It was narrated that ^ ^ . - ^ „ r ^ rt 
'Abdullah bin Mas'ood said: I J ^ ^ , . . 
heard the Messenger of Allah (^fc), J y ^ ^ ^ * u> ^ 
who is the most truthful one, (say): . >^ * 

'The creation of any one of you is ^ * *\ ^ " s 

put together in his mother's womb J^LiJl ji} _ 5JJI JjJ-j cJ*^ 

for forty days, then he becomes a • . . > , f ^ ; - » , . * t 

(a piece or thick coagulated ^ ~ - ^ ^ 

blood) for a similar period, then he ^ t 2S j^jjI aJI 

becomes like a chewed piece of 3 ,s ^ ^ 

flesh (mwdgftflh) for a similar > ^ ! ^V- r ^ 5 ^ ^ ^ 
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period, then Allah sends to him 8 ,. > ... , . . . 

one of the angels and says: 'Write : J ^ ^.*>W! j* LSO* <Q\ >j 

down his deeds, his lifespan, his j<lL^ 'f ^ t ^ lUi 

provision, and write down , a % " , 

whether he is doomed (to Hell) or ^| 4 5^ ^ ^ ir^ '• ^ r 

blessed (destined for Paradise)/" r - ^ ^ ^ Wj ^ tJ| 

Then he said: By the One in Whose \ ^ , 

hand is the soul of 'Abdullah, a *$jA '<J ^ j^j ^ 
man may do the deeds of the 



people of Paradise until there is 



nothing between him and Paradise JJ1 jJ^ ^ ^aM) : J li ~J ,^\2S\ J^-li 

but a cubit, then the misfortune ^ a ; * .-^ - 

overtakes him and he does the ^ ^ J* 1 ^ J*^ >^ J i L ^ 

deeds of the people of Hell then he ^ ,,13, ^ ^ — q ^ ^ ^ 

dies and enters HelL Then he said: \ t \ % * if ' 

By the One in Whose hand is the 1 J-* ! J**^ J^V tioUUl 

soul of 'Abdullah, a man may do ■ J alijl 'l1 

the deeds of the people of Hell until ^ J 

there is nothing between him and : r .(rr.A) : ^ ,.^>^ : 

Hell but a cubit, then the good "~ <r~£r) 

fortune overtakes him and he does 

the deeds of the people of Paradise, 

then he dies and enters Paradise. 

Comments: [Its isnad is saheeh, al-Bukhari (3208) and Muslim (2643)] 

3935. 'Abdullah bin Sakhbarah 
Abu Ma'mar said: I heard Ibn 
Mas'ood (^) say: The Messenger 
of Allah (-jfe) taught me the 

tashahhud - with my hand ^ -° u r~ ^ 

between his hands - as he would ^ Jtf _ ^ fill J^; ^uJU : J Jc 
teach me a soorah of the Qur'an. % l ^ " _ 

He said: All compliments, prayers ^ Of ^--^ _ Ctf 

and pure words are due to Allah. t idjlj i^!} t Jj Lt£>\* 

Peace be upon you, O Prophet, t , ft " , , 
and the mercy of Allah and His f^LUl <.£\Syj M ^ 
blessings. Peace be upon us, and sj y ^( ^ ^ ^ 

on the righteous slaves of Allah, I , ' '/ ' . ' 

bear witness that there is no god Jjlp \jUJ> jl J^-Mj tllJl l}\ 

but Allah, and I bear witness that * - M - _' s - ^- ^ „ ' ,1 

Muhammad is His slave and ^ " ^ ^ ^ ^ 
Messenger. (That was) when he .[T"ur ; ^ S _) J ] Jj, 
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was still amone us; when he , ,>y>„\ . ■ i. i - 

passed away we began to say: 1 ^ ^' ' u r> 

peace be upon the Prophet. 

Comments: [Its isnad is saheeh, al-Bukhari (6265) and Muslim (402)] 

3936. It was narrated from >\ ^>^_ . >| -tMtM 
'Abdullah that he said: Whoever 
would like to meet Allah, may lie 
be exalted, tomorrow as a Muslim, 
let him regularly offer these 
prayers where the call to prayer is 
given, for Allah has prescribed the 
ways of guidance to your Prophet 
(^) and they (the prayers) are 
among the ways of guidance. If 
you pray in your houses like this 
one who stays away from the 
mosque prays in his house, you 
will have forsaken the Sunnah of 
your Prophet, and if you forsake 
the Sunnah of your Prophet you 
will go astray. There is no man 
who purifies himself and purifies 
himself well, then he goes to one of 
these mosques, but Allah will 
record one good deed for him for 
every step he takes, and will raise 
him in status one degree thereby, 
and will erase one bad deed 
thereby. I remember when no one 
would stay away from it but a 
hypocrite whose hypocrisy was 
known, and a man would come .(tot) 
staggering between two others in 
order to stand in the row, 

Comments: [Its isnad is saheeh, Muslim (654)] 

3937. It was narrated that y ^Ul^ -T^W 
'Abdullah said: I prayed one i ^ ^. - 

night with the Messenger of Allah ^3 ^ O* <->^ 

^) and he remained standing - =ft : ju Jj, y 

until I thought of doing some- * , ^ ' " - e - 

thing bad. We said: What did you ^ c^Ll* j±- t LIjU JjJ pi i&fe 
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think of doing? He said: 1 thought 
of sitting down and leaving the 



Prophet (Sfe). J IS ^ ^ it 

Comments: [Its isnsd is saheeh, al- o ^ *r ,* * « , , r* 5 — 

Bukhari (1135)] ' - ^ ^ L ^ 

3938. It was narrated from Ibn i^J-iyi ajiS -J OUii -r^rA 

Mas'ood (40 that the Messenger of J , Sf _ ( , ^ 

Allah said: "Forbidden to the ^If}-^-^ ^ 

Fire is everyone who has a soft, ^ ^ ^ ^ ^ t ^iJji 

gentle, easy-going disposition and ^ * , ' " s , f ^ \ • 

is close to people." ^ ^ ^ }y^~* y\ j* 'i^' 

Comments: [Hasan when added to ^5 ^li ^ ; Jli 

other reports; this is a da'eef * ' s 

isnad] .«^HJ1 ^ 



3939. It was narrated that 
'Abdullah bin Mas'ood said: 

Wc asked our Prophet about ^ ^ ^i^ 1 -ro'^ 1 ^ ^ 

walking with the bier and he said: r-*:nf- - . ^ 

A rapid walk, for if he (the " ' ' , ' ; 

deceased) was good, he will be U ^LUl" :JliI tSjll^JL 

hastened (to something good), and . * ,£ , s . v ■ ^ 

if he was otherwise, then away with ^ j1 ^ ^ °^ 

the people of Hell. The bier should jiV loJLli .JjUi ji: ojj t Ji 

be followed rather than follow; he is ( . . , f . . ^ >b ^ , ' 

not one of us who walks ahead of ^ 0-^ 'Jf" -j^ 1 



it." 



Comments: [Its isnfld is da'eef 

because Abu Majid al-Hanafi is ^ U ^' 
unknown] 

3940. It was narrated that -J} ^J. ^ fcjj. ~r\t* 

'Abdullah bin Mas'ood (4*) said: ' / f b > .... 

When I tell you of a hadeeth from :M ^' ^ ^ °> : Jli 

the Messenger of Allah (^), then ^ Jji - ,-, -m & M 

think of the Messenger of Allah ■ - - . ; 
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as being the best, the most . ^, * * ^ if.: ; 

guided and the most pious. - ^ - ■ ' - 

Comments: [A saheeh hadecth and its .[TMo i^-ij] .iWj oUa'j 
isrtflrf is dfl'ee/because it is interrupted] 

3941, It was narrated from . ^ ^ ju^J) ^ lliU -r^n 

'Abdur-Rahman bin Yazeed that / , _ ^ _ , , ^ 

he did Hay with 'Abdullah ^ fJ^Jl : £jj : v-i 

He stoned the bigeest jamarah * - • 4 m i" * ; " 

with seven pebbles, putting the ^ // ' y B ^ " 

House (the Ka'bah) on his left and > lS^JI o' Jr 'L>*j\ .J*'} -up 
Mina on his right, and he said: 
This is the place where the one to 

whom Sooratal-Baqarah was ^J^l ^jji ^ \jS :Mj ^a^Z V- 

revealed stood. ' . - 

Comments: [Its isnad is saheeh, al- (_ - ■ 

Bukhari (1748) and Muslim ^ t (wiA) i^^^^M : ge/SJ 



(1296)] 



3942. It was narrated from - ^ . * - ^ £ Y 

'Abdur-Rahman bin Yazeed that s * 

'Abdullah bin Mas'ood went to the ^ o! ( >^^ 1 0* 'r^l ^ 

bottom of the valley and stood * ^ ^ v <W ^ 

perpendicular to the ]amarat, , , /* t 

putting the mountain behind his ^ Jh^ 1 J^-J y^Jt 

back, then he stoned (the Jamaraf) - : - -f 



and he said: This is the place where 



the one to whom Sooratal-Baqarah . [y 0 i A : 

was revealed stood. 



.(m-0 :.< 



Comments: [A saheeh hndeeth, 
Muslim (1296)] 

3943. It was narrated that J}i J>\ lil^ -r^£r 

'Abdullah said; A black slave came ? t ^ ^ s , 

and joined the Prophet (#0. He ^J^r^^ ^ : ^' 3 

died and was brought to the ^ ,oUi l i^I 1^ J>J ; Jli 

Prophet (.jfe), who said: "Look and ; V. . , f ' » . 

see whether he left anything?" : l^JU ^ ^ iJUi.^^U 1 . 

They said: He left two dinars. He [mr . ^ .3^ ^-^^ 

said: "Two brands of fire." <- 

Comments: [Its isnad is /if?san] ■ gir^ 
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^ Jj. «m d djjl jQi .Vim o 



3944. It was narrated that Ibn 
Mas'ood said: I used to greet the 
Prophet with salam when he 
was praying and he would return 
the greeting- Then I greeted him 
with saJmn one day and he did not 
say anything to me in response, and 
I felt upset. I said: O Messenger of 
Allah, I used to greet you with salam 
when you were praying and you 
would return my greeting. Then I 
greeted you with salam and you did 
not say anything to me in response. 
The Messenger of Allah said: 
"Verily Allah introduces into His 
matter (i.e. religion) whatever He 
wants/' 

Comments: [A saheeh Jmdeeth; this 
is a hasan isnad when joined to 
other reports] 

3945. It was narrated from 
Masrooq that a woman came to Ibn 
Mas'ood and said: ) have been told 
that you forbid hair extensions? He 
said: Yes. She said: Is it something 
that you find in the Book of Allah 
or that you heard from the 
Messenger of Allah (^)? He said: I 
find it in the Book of Allah and 
from the Messenger of Allah (^). 
She said: By Allah, I have read what 
is between the covers of the Mushaf 
and 1 did not find in it what you are 
saying. He said: Did you find in it 
(the words), "And whatsoever the 
Messenger (Muhammad (^)) gives 
you, take it; and whatsoever he 
forbids you, abstain (from it)" [al- 
Hashr 59:7]? She said: Yes. He said: 
Then I heard the Messenger of 
Allah (^) forbid plucking facial 



i'j k sx2ji j -ji-j m $\ Ji 'jjJ 

!Ji ^\j> aIU c~U-li 

tsxJji j> cJi^ tin* ^Li <Hs idjji 
in 'on <jui jiii ^j. 

ji- (^^^J oiJI :JJU^ tjjjLl^ 

j^j t^JJl k_jl^S ^ o-b^l :Jlii 
cjth.^' jUl! ^JJlj :JJUi <■ 3^ *J-M Ojl^j 

L^J Uj flj-bki J jl*"J\ ^5^1 
:Jl* t JUJ :iJL* (V : r i»Ji) ^l^tt 

^ ^ ^ 
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hair, filing teeth, addine hair , , * , • ; • , ■ 

extensions and tattooing, except in - °- - ' - ^ ^ - ^ ^ ^ 

the case of disease. The woman said: jij ti^LlJ o ^ ^ iiiii si^Jl cJU 

Perhaps some of your womenfolk ^ , ^ >. 

do that? He said: Go inside (and :cJU > ^> ^ "J^^ : ^ 

see). She went inside, then she came £^ |-j / : u;^ u :JIS 4 U-fc Jjlj U 

out and said: J did not see anything e V * \ 1 

wrong. He said: (If it were other- Uj> ^ 

wise) 1 would not have paid heed to ^ u j ; 

the recommendation of the 1 ' * 

righteous slave of Allah, "I wish not, i£TAr t £YT' t £m ttHoi t r<\so 

in contradiction to you, to do that t t t _ , , L tVit 

which I forbid you [Hood 11:88]. 

Comments: [Its isnad is qazvi] A A : J W •[ * * r * 

3946. It was narrated that £ ^ :JIS ^ ^ ^ U ; J^ -Mil 

'Abdullah (4^) said: The Messenger \ * % 

of Allah (^) said: "Whoever «ULl£ ^ tjslj ^1 ^ ^rf^ J* & 

usurps the wealth of a Muslim ^ ^ * ^, 3V . j u 

unlawfully will meet Allah, may - s 

He be glorified and exalted, when J^-j ji- UJl t j^- ^1-1* ^ ^1 



He is angry with him." 
Comments: [Sfl/i«r/i; this is a hasan 

isnad] < gij** 

3947. It was narrated that j\ ■ ^ - ^ ~r*iV 

'Abdullah said: The Messenger of o " *■* < -" 

Allah (sg) said: "No man in whose ^CiU j* ^ i^^l^Nl ^ ^ 

heart is pride the size of a grain will 
enter Paradise, and no man in 



V» :$g M Jj^j J 15 : Jla ajl JLi ^ 



whose heart is faith the size of a ^ *jj JUi^ ^Ji ^ J^-^ 
grain will enter Hell/' 



Comments: [Its isnad is sahceh] 



Tr^>r :^r^l -V^J 2^ 

.(^^) ^ «jt^l 



3948. It was narrated that ^ y\ -T"^iA 
'Abdullah said: The Messenger of \^ s ^ f ^ t 

Allah (sfe) said: "The believer is ^ ^ 0* ^ 
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not given to cursing people, he 
does not malign people, and he is 
not foul-mouthed or rude." 
Comments: [Its isnad is saheeh] 



3949. It was narrated from Ibn 
Mas'ood that the Prophet (%) 
said: "Our Lord, may He be 
glorified and exalted, admires two 
men, a man who got up and left 
his mattress and blanket, and left 
his family and friends, to pray, 
and our Lord says; 'O My angels, 
look at My slave: he has got up 
and left his mattress and blanket, 
and left his family and friends, to 
pray seeking that which is with 
Me and fearing that which is with 
Me/ And [our Lord admires] a 
man who goes out to fight for the 
sake of Allah, may He be glorified 
and exalted; then others fled but 
he realized the consequences of 
fleeing and the consequences of 
returning to the fight, so he went 
back (and fought) until his blood 
was shed, seeking that which is 
with Me and fearing that which is 
with Me. And Allah, may He be 
glorified and exalted, says to His 
angels: 'Look at My slave, he 
went back (and fought) seeking 
that which is with Me and fearing 
that which is with Me, until his 
blood was shed."' 

Comments: [Its isnad is hctsan 
except that ad-Daraqutni classed 
the mawqoof version as saheeh] 



^ h* ^} h* ^.jd J> y^y* 

.[rAr<\ .u^jlSi 
UijU- jiUj jyj iliJb^ -nn 

t ^j*>u? ^ji ^i^ij fO'jpjj 



, - , :.-t - >>■ - - f * - - - ■ 
*r*3 j! 
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3950. It was narrated from .3^ ^ ^ ^ „ r ^ fl( 
'Abdullah bin Mas'ood from the r . , , 
Prophet (^fe) that he used to recite ^ ^Jl^ : Jli <jL^i C\ 

this supplication; "O Allah, I ask r 

You for guidance, piety, abstinence v ' J r-' " ^ ' 

(from that which is ha rar?i and is not ;^LplJi !j4; j^i- 015 ^1 

appropriate) and independence of , ^. - ,j - >«■ f * 

m e a ns » A ^ uH r^ 1 " 

Comments: [Its isnad is Sfl//ee/i] . [Ti^T : .« JiJS) 

3951. It was narrated from Abu JJUJl £)3 LJ^U -T^<M 
'Ubaidah bin 'Abdullah bin ^ ^ ( . ^ > * , ^= , 
Mas'ood, 'Affan said: that his J>. *y> ^ ^ 
father Ibn Mas'ood said: Verily jj v • m *j ^ J V 
Allah sent His Prophet (jfe) to be ^ - ' ^ /'^ ^ , ^ 
the cause of a man entering 0J ^J^ ?_?^-* O^ 1 ^ J* -j^* 
Paradise. He entered the synagogue - ^ JL _^ fe V- ^ o 
and saw some Jews, and a Jew was * % \ , 
reading the Torah to them. When \\\\ ijj4^ ^ <.*^Q\ J^-^ ^?iJl 
they came to a description of the - ^ v .* tl * *u (.^ s 
Prophet (SS), they stopped reading. > ^ M ^ rf=^ ^ ^ 
There was a sick man in the i^yij <.\^S\ ^1)1 
gathering, and the Prophet - - ^ v 
said: "Why did you stop reading?" ^ ^ ^ ^ ^ J^r 
The sick man said: They came to a ^ ^ . 
description of a Prophet, so they . " j 1 * , * 
stopped reading. Then the sick ^ 
man came crawling, until he took ^ *h\ ^ > Jl ,S^1 
the Torah and read until he came to ' > t . 

the description of the Prophet (^) iJJL^I ^ibLp *1a :jUi t^ij 

and his ummah. And he said: This * * - * v ^ t- 

is a description or you and your - ^ J J * - 

ummah; I bear witness that there is i^Jm i^u^/v Jlii toll 

no god but Allah and that you are ' 

the Messenger of Allah. Then he . <{ ^b- 




died, and the Prophet fe) said to x |( „. vf . . 

his companions: Take care or your 



brother/' ' J >^ ^ l ^ l ^ ^ ^ 

Comments: [Its rsn^rf is da'eef because it is interrupted. 'Abu 'Ubaidah bin 
'Abdullah bin Mas'ood did not hear from his father] 
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3952. It was narrated that • f . . „ a m 
'Abdullah bin Mas'ood (&) said: ^ ^ ' ^ " f ^ T 
Beware of saying, So and so died as ±* ^ ^j^l ^j'lUi ^ 

a martyr or So and so was killed as . ; °z - , # s 

a martyr, for a man may fight to get ° : ^ 01 f 5 - :JU ^ ^ l 

booty, or he may fight to be OLi jl^i i^i Jii }t jl^i 
remembered, or he may fight to > , fj , ,^ f 

show off. If you must bear witness k J^ 1 

that someone is a martyr, then bear >/ ^ ^ t ^ ^ 

witness for the group whom the , „ ^ s 

Messenger of Allah (^.) sent on a 3fe ^ Jj^j ^viJl L ,J 4-^ 
campaign and they were killed, and ^ ^ - « 

they said: O Allah, tell our Prophet ; ^ ^ ^ 

(3fe) about us, that we have met Ai lip ^ 

You and we arc pleased with You 5- , 

and You are pleased with us. ' ^~?f->3 

Comments: [Its isnad is da'eef y\ L^Uai'V ^^J> o^L^j -g;^ 
because it is interrupted. 'Abu , \ ' , . 

Ubaidah - who was the son of " ^- " ' 

'Abdullah bin Mas'ood - did not 
hear from his father] 

3953. It was narrated that : ^ - ^ _ Mof 
'Abdullah bin Mas'ood (^) said: I 7 , 
prayed two rak'ahs with the ^ : ^ jU^U- ^ £1^- 
Messenger of Allah in Mina, *\ . v, j L ; 
and two rak'ahs with Abu Bakr J 1 * 



(4*), and two rak'ahs with 'Umar ^ ^ 'r^^l 

and I wish that I had of these 



four rak'ahs two that are accepted 

otnme 

Bukh 

(695)] 



Comments: [Us isnad is sahech, al- ^ l ' jr^J 
Bukhari (1084) and Muslim 



.[ro^r ji^j 

3954. It was narrated from Ibn ^ ^ - ^ ^ _ r ^ o£ 
Mas'ood ($>>) that the Messenger s £ 

of Allah (%) said: "I spent last ^ ^ 4^ 0? ^ f 0* ^j^^' y ^ 

night reciting Qur'an to the jinn ^ Jj , ^ ^ ^ 
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who were accompanying; me in ^. w . - ; ^ - 

al-Hajoon." ^ ^ ^' ^ 

Comments: [Its /s/mtf is rffl'a/bccause : yi^i] AjJ^Ulu 
U is interrupted, 'Ubaidullah bin 



J Utbah bin Mas'ood did not hoar n^LkiN 



from his father's paternal uncle ^ ^ ^ > yL _ Jt v ^ ^ ^j 1jLp v - 

'Abdullah bin Mas' ood) 1 " ' " ' -- 0. " ^ \ 

3955. It was narrated that ^ : ^ LL J l ^ - ^ ^ _„ 00 
Qabeesah bin Jabir al-Asadi said: I , " * ^ " Y " 

went with an old woman of Banu : ^ J> tiilji- ^1 (JW/^) 

Asad to Ibn Mas'ood and he said: - <• ,,1-;, ^ - ^ 

I heard the Messenger of Allah ^ U'" " . 

(%) curse women who ask for ^o^SM ^ t ^ jij^M 

their facia] hair to be plucked, , - n '' ? " - » ' > — - > ^ 

women who file their teeth, and - ' ' * ^ t" : jU 

women who do tattoos, who Yi, .JlJi cJU^ :jLi 

change the creation of A]jah/' 



Comments: [A siriircfr hadeeth; this 

j>L^J lJuj .(YUi) : r UoMA) :^ ^jl*- 

3956. It was narrated that ^ jci : -r^o^ 

Qabeesah bin Jabir al-Asadi said; I , t /' * • , ^ 

went with an old woman of Banu 0* ^p-^ 1 ^ o^l^ 
Asad to Ibn Mas'ood - and he 
mentioned the story. 'Abdullah 

said: I heard the Messenger of :aLM a!p JUs t^JJ ^Ji ^jaJJ* Y' Y! 



oLkUilJ] ^jl; Jit 



Allah curse women who ask 
for their facial hair to be plucked, 
women who file their teeth, and jJY j^jJ oU^^lJl} oUJUiDlj 

women who do tattoos, who ... 
change the creation of Allah, may ,Lr<U ° : * ^ 

He be glorified and exalted/' : f ^a) :^ 

Comments: [A s^/ia*/! hadeeth) this -L^l IJL* t (YU3) 

is a /wsffH isnad] " J ' 

3957. It was narrated from ^ ^ - >^ ^ _ r ^ oV 

'Abdur-Rahman bin 'Abdullah " " ' 

bin Mas'ood, from his father who J^r^ 0^ ^ 0^ jk^ 
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said: The Messenger of Allah 
said: "For a Muslim to fight his 



brother is fcu/r and reviling him is ^Jg 1 1-' ' Jl3» J_^j 

an evil action." 



Comments: [A saheeh hadeeih] 



.[ritv i^ij] ."j^i -JUj 



3958. It was narrated from ^ . ^J, ^ - >^ ^ _ r ^ A 



Naheek bin Si nan as-Sulami that 



he went to 'Abdullah bin Mas' ood r^'-4 ^ -Jr*** J* ^ 

and said: Last night I recited al- i\ r\ . . , : . . 

Mufassal in one ra/r art. He said: ' 0 - - ' ^' ' ^ 

This is like reciting poetry quickly, <JUJdl J^UJl oi/ :JU* ^ 4JJ1 

like dry dates falling from a branch , t , * * _ . . * , - . : 

when shaken. Rather it was V ^ * J ^ 

divided so that you might read it iij , i y j UjI ?JiIll JL 7 jL i^L : 

with ease. 1 learned the pairs that * » , , ' s " /„ , 

the Messenger of Allah (^) used to ^ ^ J A> 0Lir >^ ^ 

put together in one rafr'a/i, twenty J* ^)\ >\' Jy L t ^ 

soorahs: ar-Rahman and an-Najm, a , t , ' ^ 

according to the order of Ibn ^ ^jj^ J^ ^j*^ ^ 
Mas'ood, each two soorahs in one 



rak'ah. And he mentioned ad- 
Dukhan and 'Amma yatasa'aloon in .[vn • V : 

one rak'ah. 



.[rvv ^ 

Comments: [Sflfcee/i because of corroborating evidence] 

3959, It was narrated from ^ ^ -no* 
'Abdullah, from the Prophet (^) , * , ' 

that he said: "Every betrayer will J5b ^ ^ v-^ 

have a banner, and it will be said: .3^ £f & ^ _ Jj, ' ^ • . 

This is the betrayer of So and so." , ' " : , " 

Comments: [Its iswarf is Wdi, al- ^ ^ 

Bukhari (3186) and Muslim TW ■ ' 1 ] 

(1736)] ' 

3960. It was narrated from ^ .3^3 ^ ^ _ r ^ v 
'Abdullah that the Prophet r , , ^ " 

said: "What a bad thing for one of Jib ^ :JU j^Jai- ^ ijj- 

you - or for one of them - to say, 1 ; 3 j ^ ^, - J,,' ^ ^ ^ 
forgot such and such a verse. ' - ; - 
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Rather he was caused to forget. 
Keep revising the Qur'an, for by 
the One in Whose hand is my 
soul, it is more likely to flee from 
the hearts of men than camels 
from their hobbles." 

Comments: [Its isnad is saheeh, al- 
Bukhari (5032) and Muslim 
(790)1 

3961* It was narrated that Ibn 
Sakhbarah said: I went out in the 
morning with 'Abdullah bin 
Mas'ood from Mina to 'Arafat, 
and he was reciting the Talbiyah. 
'Abdullah was a dark man with 
two braids, and he had the look 
of the people of the desert. Some 
thugs gathered around him and 
said: O Bedouin, this is not a day 
for Talbiyah', rather it is a day for 
takbeerl At that, he turned to me 
and said: Are the people ignorant 
or have they forgotten? By the 
One Who sent Muhammad (^) 
with the truth, 1 went out with 
the Messenger of Allah (^) and 
he did not stop reciting the 
Talbiyah until he stoned Jamratal- 
'Aqabah, except that sometimes he 
mixed it with takbeer or tabled. 

Comments: [Its isnad is saheeh, 
Muslim (1283)] 

3962* It was narrated that 
'Abdullah (4») said; I never saw 
the Messenger of Allah (*&) pray 
against Quraish except on one 
day. He was praying and a group 
of Quraish were sitting (nearby), 
and there was the placenta of a 
she-camel near him. They said: 



.[riY» .t\&Z 

l ^jj j-* U»-t| i ^Iju 

J^rl :jUi i^jJj .jl^I JiJi JJ>i ;Jli 

lio ^ Jjl Jjl^ U :Jli Jjl JlI^ 

* ~ * - , - * t * ^ • V • - - 
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Who will take this placenta and 
throw it onto his back? 'Uqbah bin 
Abi Mu'ait said: 1 will He took it 
and threw it onto his back, and he 
remained prostrating until 
Fatimah came and took it from his 
back. Then the Messenger of Allah 
(#5) said: "O Allah, I urge You to 
deal with this group of Quraish. O 
Allah, I urge You to deal with 
'Utbah bin Habee'ah, O Allah, 1 urge 
You to deal with Shaibah bin 
Rabee'ah, O Allah, I urge You to 
deal with Abu Jahl bin Hisham, O 
Allah, J urge You to deal with 
'Uqbah bin Abi Mu'ait, O Allah, I 
urge You to deal with Ubayy bin 
Khalaf, or Umayyah bin Khalaf." 
'Abdullah said: I saw them all slain 
on the day of Badr, then they were 
dragged to the dry well, except 
Ubayy or Umayyah; he was a huge 
man and he began to disintegrate. 
Comments: [Us isnad is saheeh, al- 

Bukhari (3854) and Muslim 

(1794)] 

3963, It was narrated from 
'Abdullah that the Prophet 
said: "The best of the people are my 
generation who are with me, then 
those who come after them, then 
those who come after them." And I 
do not know whether he said after 
the third or fourth time: "There will 
come people after them one of whose 
testimony will come before his oath 
and his oath before his testimony. 

Comments: [Its isnad is saheeh, 
Muslim (2533)] 

3964. It was narrated from Ibn 
Mas'ood (4*) that the nations 
were shown to the Prophet 



^JUj t*>UJI Ijjfc JLj-U ja My Lai ^ 

■ ■j4* fl ^ y, v** lm Jj- 

r^ 1 ^ ^ : *> 

J £i 14m 

J4?~ (*4^ 

p-fUl tial^ ^1 Alljy |i-4^' 
,[WYY 

.( w<u> 



J^* 1 ^ ^ ^ ^ 
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He said: His utnniah was shown to 
him and he liked their large 



numbers. Then it was said: With iL^J-U ti^l Olp c^i^ii :J'i 

these are seventy thousand who „ t 

will enter Paradise without being ^ 0^ t^j* o\ : ^ ^'jS 

called to account. [rA ^ . J^Z^j\lJ^^ 
Comments: [Its isnacf is hasnn] 



3965. It was narrated that Ibn ^ £^ :jL ^i L5jl^ -Y^n* 
Mas'ood said: On the day of Badr, , _ , ^ 

they had one camel for three men, : J ^ J>) if if "<rf^ 

and the ones who rode with the - i^- * - \£ - \ 

Prophet (^) were 'Ali and Abu _ , ^ r ' , f * ' , 

Lubabah. When it was the Prophet's '■ t r 1} ^ 

turn to walk, they said to him: Ride, . „: * ,>\ ^ u * t1 

and we will walk instead of you. He - ^ - - 

said: ''You are not stronger than me Ul t ^ ^yL. L3l U» :J_^i iJii*- 

and I am not in less need of reward r , * 0 e i \ , ,*< 

thanyou." ^U-'U^i^l 

Comments: [Its tsnad is hasan] 

3966. 'Abdur-Rahman bin al- ■ ^ ■ ^ - ^ ^ _r^-n 
Aswad (narrated) from his father \, ^ ^ . , fi ^ 
that he heard 'Abdullah bin ^ y) :jLi ^ 



Mas'ood say: The Prophet 
went to relieve himself and he 
instructed me to bring him three «. LjLiJl Ji\ : Jji^ ^j^-L* x> 



stones. I found two stones and I 
did not find a third/ so I picked up 
a piece of dung, and I brought ^Llfli kZ'/j oJL^U tijfil ^Jj 

them to the Prophet He took 
the two stones and threw away the 
dung and said: "It is impure." .[roAo : :JUj 

Comments: [Its i'snad is saheeh, al- 

Bukhari (156)] : C ^ ^ 

3967. A similar report was ^ . ^ - ^ _ r ^ v 

narrated from 'Abdullah from the " £ ^ 

Prophet (5^); and by Mansoor, al- ^ s -^ ±* -H^ 
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A'mash and Hammad, from Abu * . . B *j ,f 

Wa'il, from 'Abdullah, from the - ±* ^ ; ^>^ ^ y> 

Prophet (afe). ^LUj JL^Vlj ^ ^ 

Comments: [Its isnad is sahceh, al- ^ . - »^ . , , f . , 

Bukhari (1202)] « ^il ^ JJI ip .j^ ^1 ^ 

.[r^rr .ill- 



3968. It was narrated from ^ ^ . - ] - jj^ ^ _ r ^ A 

'Abdullah that a man came to him \ \ t 

and said: I recited al-Mufassal in one ^ji J* ^jU^l ^1 

rak'ah . He said: Rather you recited it >,:f ?f «- %^-.\,, 

J 4 obi ->^j J* . «JJ1 J-P \P i 4ajLU* j 

quickly like poetry or like dry dates ' J " , ^ , 

falling from a branch when it is Jj : Jlii lUi; ^ jJaiiJl oly :JUj 

shaken. But the Messenger of Allah > - c = ... , * * - . 

(ife) did not do what you did. He ^ ^ J ' l ^ ^ ^ 

used to recite pairs (of soorahs), ar- 015 ^JJuU Ui i8£ <All Jy^3 

Rahman and an-Najm in one rak'ah. - : . ^ o s ^ . * , 

And Abu Ishaq mentioned ten :jLi r^ 1 - 4 ^ 

rak'ahs, with twenty soorahs, ^ j^, ^ 

according to the order of 'Abdullah, ' ' 



the last (pair) of which was Idhash- 4 : O^ 1 ^ ^ 

fihamsu kuumrirat and ad-Dukhan. [VW - 1^] JU-jdlj to'.jS ( ^ r jJLj1 
Comments: [A saheeh hadeeth] 

Jju t _ J *_ — ll JUw. j ^y* ^ — jjj -^_?L«^ ^y t ■ £J y»*J 

3969. It was narrated that ^ ; ^ - ^ ^ „ r<m 

' Abdur-Rahman bin Yazeed said: I " 

was with 'Abdullah bin Mas'ood in -^je ^ .l^y 1 'J* <-3\^»\ ^ 

Muzdahf ah, and he offered the two . - . 

prayers, each prayer on its own ; " y * ' " 

w f ith an nd/idtf and iqamah, and Obi Lii^-j c*A^ LjI; , i-liJl ^JlJai 

'Isha' in between them. And he , - ' - ■ 

prayed F«;> when the first light of ^ ^ ^ J ' ^ tUjJ,J - ' J 

dawn showed, or when someone ^lL : J^li J li ^ : Jlj )l t y^U3l ( Xk^ 

might say, dawn has broken, and * . , , ^ ^ . 

someone else might say, dawn has 01 :Jl# :jsli Jlij ,^Jl 

not broken. Then he said: The ^xUl ^ 0S^ g§ Jjl 

Messenger of Allah (%) said: "f * , ^ ' 4 ^ 

"These two prayers are to be ^ tjKUi I_u 0^1^; 
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shifted from their regular time in 
this place, and people should not 
come to Muzdalifah until it is dark, 
and Fajr prayer should be offered 
at this time." 

Comments: [Its isnad is saheeh , al- 
Bukhari (1683)] 

3970. It was narrated that 
'Abdullah bin Mas'ood (\&) said: 
The Messenger of Allah (sg) taught 
me [the verse], "Inm Anar-Razzaqu 
dhul-quiowatil-mateen" [a variant 
reading of "Innallaha huwar- 
razzaqu^ (Verily, Allah is the All- 
Provider, Owner of Power, the Most 
Strong)" [adh-Dhariyat 51:58]. 
Comments: [Its isnad is saheeh] 

3971. It was narrated from 
'Abdullah concerning the verse, 
"The (Prophet's) heart lied not in 
what he (Muhammad (jfe)) saw" 
[an-Najm 53:11], that he said: The 
Messenger of Allah (^) saw 
Jibreel (as) in a suit of the finest 
brocade, filling the space between 
heaven and earth. 
Comments: [Its isnad is saheeh] 



3972. It was narrated that 
'Abdullah said: I saw the 

Messenger of Allah (#,) saying 
takbeer with every bowing and 
prostration, every time he raised 
or lowered his head (in prayer), 
and I saw Abu Bakr and 'Umar 
(doing likewise), and they said 
the salam to their right and to 
their left assalamu 'alaikum wa 
rahmatuilah. 



.[Y"1VV : £r1j] -^L^ 1 

ijLtS J> M ±S IJ- i.X>£ J> \ 

.[orrr i^ij] ."S^ 1 s^ 1 ^ 

^ jji^i LiJb- -r<W\ 

:Jli (U i^l) t ^ ^ 

: Nil iut ^ ^ ^ -r^vr 
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Comments: [Its iswffd is saheeh] 



3973. It was narrated that ^yj^yfi ^ -r^yr 

'Abdullah said: 1 asked the * 7' > 

Messenger of Allah (^): Which ^' ^ 1 ^ 

deed is best? He said: "Prayer :j j M ^ t LC^ 

offered on time, honouring one's , _ 0 . " £t r , ~ ; \ 

parents, and jihad for the sake of ' J-^ JUiVl ^ ^ l Jj^j 



Allah/' And if 1 had asked for more, 
he would have given mo more. 

Comments: [Its isnad is saheeh, al- JL * ^i^- 1 ([ ^' ^ J 



Bukhari (527) and Muslim (85)] r rM . . ^ ] 



3974. It was narrated that 
'Abdullah said: The Messenger of 
Allah (^) taught us the prayer: J* _ <>M y ^ _ 
he said takbeer and raised his 
hands, then he bowed and put his 



hands together and placed them :JU a}1\ jI* Uiip i^S/i 

between his knees. News of that _ . * 

reached Sa'd and he said: My <^ JJ ^ ^ ^ J ^ L1U 

brother has spoken the truth; we (m/O jSj ^ ^ K ^ 

used to do that then we were . ... ># * 

commanded to do this, and he : ^ £p i ^ ^4^j 

took hold of his knees (with his £-J *J V£ & li t ^ jJu, 

hands). " 1 ' _ - 

Comments: [Its isnnd is Sfl /i ee /,, ^ ^Mi 
Muslim (534)] , rr3AA . ,j .... ^5 

^ ; ■' 

3975. It was narrated that tili : f Si y_ t£U -nvo 

'Abdullah said: The Messenger of ... 

Allah (£te) offered a prayer, and I J* l ^ ^ T^^l J* <■ y 
do not know whether he added 
something or omitted something, 

then he said the salam and p ^Jr^ j' <Jj^ ^ 

prostrated twice. 



a*>U> <JUl :Jli 
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iili ^ iil : Jjl -Cp ^ ;J0^ 



-Otat) : f 



Comments: [Its isnod is sahech, 
Muslim (527)] 

3976. It was narrated from 
'Abdullah that he recited the 
Talbiyah on the night of Muzdalifah, 
then he said: Here I saw the one to 
whom Sooratal-Baqarah was 
revealed recite the Talbiyah, 

Comments: [Its isnad is sahech, 
Muslim (1283)] 

3977* It was narrated that Abul- 
Majid said: A man came to 
'Abdullah and he mentioned this 
story and started narrating from 
the Messenger of Allah (s^). He 
said: The first man whose hand 
was cut off in Islam - or among the 
Muslims - was a man who was 
brought to the Prophet and it 
was said: O Messenger of Allah, 
this man has stolen. And it was as 
if the face of the Messenger of 
Allah was covered with dust 
(i.e., his face changed colour). 
Some of them said; O Messenger of 
Allah, what's wrong? He said: 
"How can I not be upset when you 
are the Shai tan's helpers against 
your companion? Allah is for- 
giving and loves forgiveness; no 
case should be brought to the ruler 
but he should carry out the hadd 
punishment/' Then he recited: "Let 
them pardon and forgive. Do you 
not love that Allah should forgive 
you? And Allah is Oft-Forgiving, 
Most Merciful" [an-Noor 24:22]. 

Comments: [Hasan when other reports are joined to it; this is a da'ecf isnad 
because Yahya bin 'Abdullah is da'ecj "and because Abul-Majid is unknown] 



'yt ^ - f J> Ji' ^! : ^ 

^ : ^> ^r 51 * C$ - 

^ y** J 1 ) 3 . Cr; r y^ ] A^h j** J^i 

; /*\ * \ "i * 

^^.j Aii^ 4JJ 1 y^o jl j ' 

jdl £U :^; J15 (TT Ij^l) 

.[rv> ^ :^lj 
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3978. It was narrated that 
'Abdullah bin Mas'ood (4*) said: 
We asked our Prophet (^) about 
walking with the bier and he said: 
"A rapid walk, for if he (the 
deceased) was good, he will be 
hastened (to something good), and if 
he was otherwise, then away with 
the people of Hell The bier should be 
followed rather than follow; he is not 
one of us who walks ahead of it" 

Commenls: [Its isnad is da'cef because 
Abu Majid al-Hanafi is unknown 
and Yahya al-Jabir is da'cef] 

3979. It was narrated that 
'Abdullah said: I remember, as soon 
as the iqamah (call immediately 
preceding the prayer) was given, the 
rows would be complete. Whoever 
would like to meet Allah, may He be 
exalted, tomorrow as a Muslim, let 
him regularly offer these prayers 
where the call to prayer is given, for 
they (the prayers) are among the 
ways of guidance and Allah has 
prescribed the ways of guidance to 
your Prophet (^). 

Comments: [Saheeh ; this is a da'eef 
isnad because Shareck is da'eef, he is 
the son of 'Abdullah an-Nakha'i] 

3980. It was narrated that 
Ma'dikarib said: We came to 
'Abdullah and asked him to recite 
to us, Ta-Seen-Meem al-Mi'atain 
[i.e., ash-Shu'ara']. He said: I do 
not know it; you should go to one 
who learned it from the Messenger 
of Allah (^): Khabbab bin al-Aratt 
So we went to Khabbab bin al- 
Aratt and he recited it to us. 



J1A\ t-ii ^ <L * ^ ±* 

..[Voao : £r^j] ."Lpji; y iL 

JLs-Ln *Jtf>J ^-k^J> iOL^j : j^jPlJ 

* - ,--u - f 

iui jp ^iJJi jJ» ly* 

k_jjwaJ ^ fc^ '-i»* j t ^o^ja ! 

If- t?J : p 0? " r ^ A * 

^ ^ u :JL ^ 
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Comments: [Its I'swarf is dff'ee/] 



3981. It was narrated that 
'Abdullah bin Mas'ood said: The 
Messenger of Allah (^) taught me 
a soorah of ath-thalatheen, one of 
the family of Ha-Meem, i.e./ al- 
Ahqaf. If a soorah contained more 
than thirty verses, it was called ath- 
thalatheen (thirty). So I went to the 
mosque in the morning and I saw a 
man reciting it in a way different 
from the way he had taught me. 1 
said: Who taught you it? He said: 
The Messenger of Allah I said 
to another man: Recite it. And he 
recited it in a way that was 
different from my recitation and 
that of my companion. I took them 
to the Prophet (%) and said: O 
Messenger of Allah, these two 
recite differently from me. He got 
angry and it could be seen from his 
face that he was upset, and he said: 
"Those who came before you were 
destroyed because of differences/' 
Zirr said: There was a man with 
him and the man said: The 
Messenger of Allah (^) is 
instructing you each to recite as he 
was taught; those who came before 
you were only destroyed because 
of differences. 'Abdullah said: I do 
not know whether it was some- 
thing that the Messenger of Allah 
(%) had told him privately or if he 
sensed what the Messenger of 
Allah wanted to tell people. 



:Jlj ^ Jjl :JUi <?iJl>! ^ 

Jf us 'fh> ji; js oi jJ^iu 

Jj^-j *'^\ l!Lti ^jj? jup 
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And that man was 'Ali bin Abi 
Talib 

Comments: [Its isnad is /i/fson] 

3982. It was narrated from Tariq 
that 'Abdullah said to him: O Abu 
' Abdur-Rahman, the man said 
salam to you. I said: Allah and His 
Messenger spoke the truth. And he 
said: The Messenger of Allah (sfe) 
said; "Ahead of the Hour, greetings 
of salam will only be given to people 
whom one knows; commerce will 
become so widespread that a 
woman will help her husband in 
trade; and ties of kinship will be 
severed." 

Comments: [Its isnad is hasan] 



ji^Ji ^ ^^-SJ< 
i5j?UJl J-LLI ^pUDi ^» Jjl 

.[rVA> :^tj 



.<0AA) 



.,1 jL- :<J 



3983. It was narrated that 
'Abdullah bin Mas'ood said: The 
Messenger of Allah prayed 
five rak'ahs, in Zuhr or 'Asr, and 
when he finished, it was said to 
him: O Messenger of Allah, has 
something been added to the 
prayer? He said: "No." They said: 
But you prayed five. So he did the 
two prostrations of forge tfulness, 
then he said: "I am only human; I 
remember as you remember and I 
forget as you forget." 

Comments: [Its isnad is saheeh] 



3984. It was narrated that ibn 
Mas'ood said: The Messenger of 
Allah said: "Whoever kills a 



jLi £1^ :JU ^lJU^M -Jdl jJi. jjl 
4L1 _Li- j& i,*J\ jfi. j^^M y ■fl^-^l 



.[rem .«l>3_I; 



f 0 
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^ Jj^iL a dJJl die i Tun A 



snake will have seven hasanat; 
whoever kills a gecko will have 



^» J_^j J'j : J\i 



one hascmah; whoever leaves a & uj) 'fi j^j lolll^- i£ 
snake alone for fear of its harm is _ T „ 

not one of us." Ir4^ V" ^> 

Comments: [Its isnad is da'eef 
because it is interrupted. Al- 

Musayyab bin Rafi' did not meet ^_Jl i^Lka;^ <°'^! : {Hj*» 

Tbn Mas'oodl i- ■ a i , i -i i -i 

3985. It was narrated that Ibn Hiji : Lll^f tlil^ -MAo 

Mas'ood said: A group of Quraish 



passed by the Messenger of Allah 



(%) when Khabbab, Suhaib, Bilal iix*j ^ M J^3 Jl^ ^ 
and 'Ammar were with him, and , ^ ^ 

they said: O Muhammad, are you : vjllp} tJ%} ^vr^i 

content with these? Then Qur'an * V- : <? v£- ' • '. £ - ' i- 

was revealed concerning them: 1 - - 



* ■ i i. 



"And warn therewith (the Qur'an) LJ-ii J <jy^4 o:-^ ^ j^i^ 1 

those who fear that they will be , ^ . , > 1 ^ . 

gathered before their Lord, -up to- ^ ' ^ y Jf J > 

but Allah knows best the Zaiimoon .(oA-M :^U:\0 ^<*^L 
(polytheists and wrong-doers,)."" 

[al-An'am 6:51-58]. " M 

Comments: [A hasan hadeeth and its ^ 
isnad is tfa 'cef because Ash'ath al- 
kindi is da'eef] 

3986. It was narrated that ^ - ^ ^ _ rui 

'Abdullah said: We used to go on s , „ .. ' * 

campaigns with the Messenger of ^ : ^ ^ ^ J* J* J^^! 

Allah and we had no wives t ;uj tfj ^jj ^ Joi - 
with us. We said: O Messenger of 



Allah, can we not castrate ourselves? ^^^i^ t *iJI J^j U : HUi 



But he forbade us to do that. Then jf^jj M ^ G |L £ 

after that we were granted a " 
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Jjiiiu j ^jj «djl JLl£, , I 'nil* 



concession allowing us to marry a ^ ^< r „ , .* r , ^ ^ .>^v ^ * ; 
woman m return ror a garment tor a 1 L 
limited time. Then 'Abdullah £1 V S^l % 

recited: "O you who believe! Make , n , , 

not unlawful the Tayyibat (all that is 

good as regards foods, things, deeds, t ( 0 . V a) :^ ^^v" 6 ^M '• gij** 

beliefs, persons) which Allah has v " (\i*t) 

made lawful to you, and transgress 
not. Verily, Allah does not like the 
transgressors" [al-Ma'idah 5:87]. 

Comments: [Its isnad is saheeh, al-Bukhari (5075) and Muslim (1404)) 

3987. It was narrated from ^ ^ ^ ^ _ ruy 

'Abdullah bin Mas'ood that he " ^ 

said: We talked a great deal in the 0^ ^ 'Cr- ^ ^ 

presence of the Messenger of Allah jft ^ . 3^ ^ . ^ ^ ^ 

one night, then we came to , ( >f 

him the following morning and he ^ t^j^Jl IL'^SI «AJl Jj-^j 

said: "The Prophets were shown to ^ ^ ^ j } ^ 

me last night with their nations ... ' * ' 

and their followers from among ^ c^j** t^gg J_^j 

their nations. A Prophet came past v^- ^ tL ^[ £u j^ 

with three people of his nation, and ^ f ' , ' c f ' ; " : 

another with a small group of his 4; J *^ ^ ^ ^ l 

nation, and another with a few A * j * *m > J, 

followers of his nation, and w ' / : 

another with one man of his ^ ^ 4; J 4 ^ ^ J^^ 1 w J 
nation, and another with no one > , ^ \* A • *-\ 

with him from his nation, until f " - 

Moosa bin 'Imran passed by me f-f^Jj ^ 'J^j-H ^ 1r~ J} ^ 
with a company of the Children of ■ " t JIjj U " cJi 

Israel, and when I saw them they " ^ 
impressed me. I said: O Lord, who ^ -j^ 1 

are these? He said: This is your y .*j - j^r 
brother Moosa bin 'Imran, and ^" F 

those with him are the Children of ^ ^ 



Israel. 1 said: O Lord, where is my . ^Ji ^ JU-^J 




ummah? He said: Look to your 

right. I looked and I saw the hills, "^rfj '*^>l : ^ 

the hills of Makkah, covered with . ^ -r . v ^ ^ -j , 
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the faces of men. I said; Who arc w ^ , 

these, O Lord? He said: Your '^^^ : ^ ^ > T I 

umrnah. I said: I am pleased, my <?^j .JL^Ji li *j 

Lord. He said: Are you pleased? I , ^ ' 

said: Yes. He said: Look to your *^ C* ^ U t( ^rf j 

left. So I looked, and I saw the tijU ^Ll^ N UJl 

horizon covered with the faces of . / / .* . r „ >" s 

men. He said: Are you pleased? I ^ ^ J?. ^ ^ir^ *J> 
said: lam pleased. It was said: And i\ UJl Lj| ^<I)l ^ U :Jlii t 
verily with these are seventy s ; „ f ._ , . ^ " ; 
thousand who will enter Paradise P *r*^ ^ r^ 11 " : JU* ^ 
without being brought to account/' L; :jUi ^ lL ? 1 

Then 'Ukkashah bin Mihsan stood - - - . - t ■ £ - 

up and said: O Prophet of Allah, ^ H " LU ^" : JU °* ^' f? 1 

pray to Allah to make me one of .[rA« i .aiitki 

them. He said: "O Allah, make him ' 
one of them." Then another man 

stood up and said; O Messenger of j* ^ (J ^^di a* 
Allah, pray to Allah to make me ^ ^ 

one of them. He said " 'Ukkashah ' ^ 

beat you to it." 

Comments: [A sahceh hadecth; this is a dn'eef isnad, because al-Hasan - al-Basri - 
narrated it saying 'an (from); he did not hear from Tmran bin al-Husain] 

3988. It was narrated from Tmran t :^*f .* ■ 

bin Husain that Ibn Mas'ood said: f ' ^ ^ ~MAA 

We talked a great deal in the ^ ^ ;^>Jl ^ ^ 

presence of the Messenger of Allah ' * - * . . " * 

fefe) one night.. And he mentioned :Jii Ji ^ ^ 'J- ^J^- 

the/M ^*- ^ , ^ ^ . . . , & ^1 ciia; 

Comments: [Its isnad is dfl'e*?/ . - . ,r . , 

because it is interrupted; al- ^ 0* ^ J- 

Hasan - al-Basri -did not hear :JU -Jl 5t ^ v 01^ 

from Tmran bin al-Husain] _ ^ ' 

. . i£j ^ 3gg «Ll ^ ip 

•in-**- if. J» J Sj^^ ir^\ i^lkiV : 

3989. It was narrated that v ^ . 
'Abdullah bin Mas'ood said: We ^ , J*. ^ 
talked a great deal in the presence ^ ^>^Jl ^ ^SL^ 1*^ 
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^ JjJLUU* jpJ Alii JjJL JJlU) 



hadceth . 

Comments: [Its ten ad via al-'Ala 
bin Ziyad, from al-Hasan al- 
Basri, is sahech] 



of the Messenger of Allah (^) a , , . 

one night... And he mentioned the ^ ^ ^ 0? ^ ^-J 

.i^ii .... ^j^Jl LJ^S" 1 jii olj 

^-iL-j t ^ J r-^J i ^r™^' 1 (V^ tjL :j ij^ J^J* j- 3 a^^—j I {Kj*» 

3990. It was narrated from _ ^ ^ . & ^ 

'Abdullah that the Messenger of 

Allah (sfe) issued orders that a ^ ^A^ 1 : _ 4^ Or! 1 ^ 

snake be killed in Mina. 



Comments: [Its isnad is sahech] 



3991. It was narrated from Zirr y y-*~J -V- 

bin Hubaish from Ibn Mas'ood a * 8 , , 4 . ^ , . , - - 

that he was cutting swaJt from an ^ ^ 0* l r? U ^ ^ : ^ 

fl/v?£ tree; he had skinny legs and oii ; ir ^; Ji , 

the wind was pushing him. The ' a: _ ^ , V \f ^ . X 

people laughed at him and the j=* j ^j^ 1 IS ] >- 

Messenger of Allah (fe) said: (in /\) *y, 

"What are you laughing at?" , jf J 

They said: O Prophet of Allah, at <M J^j JUi t o ^1 



the thinness of his legs. He said 
"By the One in Whose hand is my 

soul, they weigh more heavily in li^) 1 * : 



the Balance than Uhud." 

Comments: [Sahceh because of 

corroborating evidence; this is a .^v^jL^iluj .^^^ 



hasan isnad] 



3992. It was narrated that lbn 5^ j^jji ^ ^ _ rw 

Mas'ood said: The Messenger of , . . 

Allah fe) taught me Soorat al- : J u : £^ 

Ahqaf, and he taueht it to another .f-f . 'u- ». - *■ - 

man, and he differed from me m „ y ' - " f i ' 

his recitation of one verse. I said ^l^-'ill 0^ ^ ^ ^j-^-j 
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to him: Who taught it to you? He 
said: The Messenger of Allah (sfe). 

So he and 1 went, with a group of t ^ ^\ j ( 

people, and I said: O Messenger of 
Allah, did you not teach me such 
and such a verse? He said: "Yes 
indeed/' 1 said: This man claims 

that you taught it to him in such 'J^ ^-^j ^'/^ ^ ^ 

and such a way. The face of the 
Messenger of Allah (-^) changed, 

and the man who was with him UJli ^ *J>1« jJrj JS 

said: Let each man among you recite 
it as he heard it, for those who came 
before you were only destroyed l^l Jji J^JLJ ji ^//\ U t Jjl^i 
because of differences. By Allah 1 do V * , ,t - 

not know whether the Messenger of " [rm : £^ J > f' ^ 

Allah (Qt) told him to say that or he U^l ■ 

said it by himself . "~ 4J 

Comments: fits i'sjmJ is /tas^i] 

3993. A similar report was . — j ^ 



J Li :JJJ :JL? « Jji) : Jlii VliS'} lis tl 
^AJl L>-*JI J'uai <JJl ^"-J 



narrated from 'Abdullah from the 



Prophet (3^). He said: He got ^1 <U1 ;j3 ^ i^lf ^ 

angry and looked upset, and he - . r: = " 

satd: those who came before ■ ' 

you were only destroyed because jliX* J\S ^ ilUi UJ» : Jli} il^j 
of differences," 



Comments: [Its isrtad is /ms-ah] 



3994, It was narrated from Ibn : jCU; JlU^JI Jl* LiU -r<m 
Mas'ood that a man among Ahhts- ^ , s . * : i' *' "'lL' , ; 1>- 

Sw/f«/j died, and they found two ^ ^ ^ L pf ^ 2 ^ ^ 

dinars in his cloak. The Messenger ^oU iijajl jJ^ °y ^k^-j 3)1 : 



of Allah (sfe) said: "Two brands of , ■ ,^ e , , , , 

fire." ' ^ ^ ' J.y^3 ^ ^J^-y 

Comments: [Its ianad is /iamim] .1 U : ^1 j] : 3g 

3995. It was narrated from Ibn .ICS- \^jJ- AIp -r^^o 

Mas'ood that the Messenger of , ^ . . * .--^ , 

Allah (m) addressed the women y^ 1 ^ ^ & ^ U ^ 
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and said to them: "There is no - r -: u u * - * £ 

woman among you for whom * - ^ - * J 

three of her children die but i^j lVj>\ jkL U :^iJ Jlii 

Allah, may He be glorified and t . „, . s . ^ _ . t £ 

exalted, "will admit her to ^ > ^ L^l N[ 

Paradise/' The most dignified of t^LV* U -^Ut 

the women said: O Messenger of ' J " 

Allah, will the one for whom two 0?^' Vr^> ^ ^f^ 1 J jS^J 

of her children die enter Paradise? r\- A -t . i i «-f-ti ■ 
He said: "The one for whom two 

of her children die will enter ^ ^\ IJum : 

Paradise too." /Y1 „ f ^ . , . u ,. , . * 

XTlrr; . — i • 1 ) . ^jli^Jl JUL! 

Comments: [Sflfrft?/?; this is a //asfin 

3996. It was narrated that Abul- _ llil^ :jl^lS! jl£ I^jl*- -rMl 

Ahwas al-Jushami said: Whilst Ibn , . > s „ , „ 

Mas'ood was delivering a jtftwtfwrfi ^ ^ : - ^' ^' ^ 

one day, a snake appeared on the \ ^ j ^ ^ 

wall. He interrupted his speech, /, ?i 

JJS >1\ :JU ^^^Ji _^>^S r l 



then he struck it with his stick until 

he killed it. Then he said: I heard t *; - r , : i- 

the Messenger of Allah say: : ^ \ \ , 

"Whoever kills a snake, it is as if he ^>.r^ ^> ' ^Qa+ ^Lji t jlJ^J 

killed a mushrik man whose blood 



Comments: [Its isntfd is tfa'cef. Sec 
3746] 



it is permissible to shed. J » 0 

tA^j j Jiil LLiLSj t SI>- Jii : Jji^ 

.-o ^^^^ ^ /r) «j-^j»Jl' ,y jl^ ^1 Jlij 

3997* It was narrated that Ibn ; nj^ >H ^r^^V 

Mas'ood said: We asked the , = £ , „ ^ . <^ . 

Messenger of Allah about ^ :JU 0? ^ 

monkeys and pigs: were they off- ^juJI ^Ml ^ jJj ^ iU^ 
spring of the Jews? The Messenger - " ' Ur 
of Allah (%) said: "Allah, may He 



be elorified and exalted, never - ^ ^- ,^{. . ' u : 

cursed a people - Kawh said: and 
transformed them - then they had 
offspring until He destroyed them. 
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Rather these (i.e., monkeys and 
pigs) are a creation that existed 
before. When Allah, may He be 
glorified and exalted, got angry 
with the Jews, He transformed 
them and made them like them/' 

Comments: [Its isnad is da'eef, 
Abul-A'yun al-Abdi is da'eef] 



3998. It was narrated that Ibn 
Mas'ood said: 1 said: O Messenger 
of Allah, which deed is most 
beloved to Allah, may He be 
glorified and exalted? He said: 
"Offering prayer on time." I said: 
Then what? He said; "Honouring 
one's parents." 1 said: Then what? 
He said: "Then jihad for the sake of 
Allah." And if I had asked for more, 
he would have given me more. 

Comments: [Its isnad is saheeh, al- 
Bukhari (527) and Muslim (85)] 

3999* It was narrated that 
'Abdullah said: 1 remember the pairs 
(of soorahs) that the Messenger of 
Allah (^) used to put together (in 
one rak'ah), eighteen soorahs from 
al-Mufassal and two soorahs from 
the family of Ha-Mccm. 

Comments: [Its isnad is saheeh, al- 
Bukhari (5043) and Muslim (822)] 

4000. It was narrated that 
'Abdullah bin Mas'ood said: We 
talked a great deal in the presence 
of the Messenger of Allah (^fe) one 
night... And he mentioned the 
hadeeth. 



J^j iiJ! C~Ji± ills jJU- ll> 

.«^4^ f4^*^ }.54~\ 

.[rviv i^ij] 

lli jl^- ;JL* j^JJl lie- -r^A 

: ?^3 ^ J! 4^ 
.[rA^ t^j^ 1 

^' 4> 1^ ^ Ji^j ^ ^ J-f^j ^ 
J^i' Olf ^1 ^1^1 iUS' Ji :J\i 
ijjZ> ~*yjL* ^Uj M Jj-^j 

.(at t) :^ ifi'tt) : ^ <, olv^l : Qtj^" 
j^mj^, di j->- \ : J>i> y xL>^> uijb- — £ * * » 
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Comments: [Its isnad via al-'Ala > r . | r . — - 

bin Ziyad from al-Hasan al-Basri ' " ' ^ - ° b 

is saheeh] [fA ^ . ^ 

4001. It was narrated that jj ^ ^ ^ 

'Abdullah said: We were sitting in " w " " * . 

the mosque on the night before ^p^ 1 ^! tr* 0* 

Friday, and a man amone the Ansar , „ N j t ,: . - 

said: Ir one or us sees a man with his ^ 

wife and kills him, you will kill him, ^ jij JUi :JU iA^J_Jl ilC^ 1 

and if he speaks, you will floe him, - , , -* , , % t .s* 

but if he keeps quiet, he is keeping 1 - ^ CT 0 J < 

quiet when he is feeling frustrated t JLiL- d\j li^jJJr jUsS iljXiti 

and angry. By Allah, if 1 wake up * t . „* 

safe and sound in the morning, I ^^v^ 1 0^ 1 ^ 

shall certainly ask the Messenger of U Y Y / \ ) Jjl J ^ t LAlU 

Allah So he asked him: O r , ' ' J , ^ , \ ^ 

Messenger of Allah, if one of us sees ^! L ^ ;| Jj^j ^ 4^Lli :JU 

a man with his wife and kills him, ' 4... . f 

you will kill him, and if he speaks, \ " ' . * 

you will flog him, but if he keeps ciw j'j ^"Ali- jjufc; jlj 

quiet, he is keeping quiet when he is ;„ 7 . ; -„: , „ , * >:,, 

feeling frustrated and angry. O i ^ ^ 

Allah, pass judgement Then the J^i j^i j& : J li ; jUIm 
verse of Wan was revealed, and that 



man was the first one to be tested 
with this experience. .OMo) 

Comments: [Its isnad is saheeh, Muslim (1495)] 

4002. It was narrated that ^ ^ - ^ 



'Abdur-Rahman bin Yazeed said: 



I saw 'Abdullah stone the Jam rah J* J* <J^^\ 

from the bottom of the valley, :---u - m, - > A- 'u- - - -i 

then he said: Here - by the One ^ ^ ' / ' ^ ^ 

besides Whom there is no other d?^J _ j^' i^. 1*? 

God - the one to whom Sooratal- - e ^ / „- 

Baqarah was revealed stood. ^ ^ l ^ - a > ^! ^ 

Comments: fits isriflrf is saheeh, .[FoiA : ^r'jJ .SylJl S^ji 
Muslim (1296)] 
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4003. It was narrated that Ibn ^ ^ . ;3 - ^ ^ 
Mas'ood said: I prayed two rak'ahs ' ^ . 

with the Messenger of Allah (%), ^l^LC* ^ "^f-l J* y^^' 1 

two rak'ahs with Abu Bakr fek.) and - - > ,? , . .= * . - - -; .- • ■ 



two rak'ahs with 'Umar 



Comments: [Its isflrtd is sahceh, al- Jrf J ^ ^ & ^ J^'j ^ ^ 



Bukhari (1657)1 ^ ^ ^ ^ ^ ^ 1 



[r^r .^53 

4004. It was narrated that JjTJJ llilU- : p y m uil>- 

'Abdullah said: We were with the a ^ e „ „ , , >*, , . 

Messenger of Allah (*) in a cave ^ 0* 1 ^ ' ^ ; ^ ^ 

and (the soorah) "By the winds (or ^ Jj| ^ £$ : J li Jjl 
angels or the Messengers of Allah) 
sent forth one after another" [al- 

Mursalat 77:1] was revealed; we ^ ^ 0^-/^ ^ ^ UUi£ L ? ji :JLi 

learned it from his lips. Then a . 

snake came out of its hole, and we ^J>^i ;UU ; ^U ; 



",3 



rushed to kill it but it got away . . * s • ■ 

from us and entered its hole. Then ' 

he said: "It was protected from ,[T"ovi :^lj].«U|Ui 

your evil as you were protected 

from its evil." - <rnv) : C oL -' : S 

Comments: [Its isnad is saheeh, al-Bukhari (3317)] 

4005. A similar report was J^l^! £jb- it 
narrated from 'Abdullah and he / ^ % o g 

said: We learned it fresh from his b* ' 0* 'r* 1 ^ ^ ; y ^ Nl 

H PS- ^ Ullj£J 11} : Jli tiiL . . . . *U\ ±* 
Comments: [Its isnad is sahceh, al- 



Bukhari (4931)] 



4006. Al»Qasim bin Mukhaimirah ■ ^ ^ £ Jb- : ^Sl ^ - i • * "v 

said: 'Alqamah took hold of my f , , s - ^ > s , 4 * . 4 . -s , 

hand and told me that 'Abdullah f^^ 1 >^ 0? u ^ 

bin Mas'ood took hold of his hand, ^jj^ s^liJ vi 
and that the Messenger of Allah 



Musnad of 'Abdullah bin Mas'ood 458 



(^) took hold of 'Abdullah's hand >^ , , * - a = £ - s 

and taught him the tashahhud in ^ ^ l 0? ^ ^ 01 u^^-J 

prayer. He said: "Say: All t Jw ^ ^ Hi ^ Jji J,f- 

compliments, prayers and pure ; , ^ 

words are due to Allah. Peace be : J*" : ^ ts^JaJl ^ A^iUl 

upon you, O Prophet, and the >^ ildijr. ol^£Jl 

mercy of Allah and His blessings. 1 s " " ' ' ^ " 

Peace be upon us and upon the ^ in*- 

righteous slaves of Allah/' Zuhair ^ ^ ( ^ j^. ^ 

said: I memorised from him, in sha ~~ u y* - ' ' ' " ■ f 

^//(7//: "1 bear witness that there is _ ilil t\l 0] £i JJii^ JU 

no god except Allah and I bear - tf „ s f , ■ /" ^ * - 

witness that Muhammad is His J1 ^ 4jJl V ! ^ V 01 

slave and Messenger." He said: )| jl* |^ ; ju ^ 

When you have finished this, or s „ / 

when you have done this, then you ^ ' ^ 

have completed your prayer; if you ^ ^ ^ ^ 

want to get up, then get up, and if ' 

you want to sit, then sit. .[tr-o j^Jc jl cJLi 

Comments: [Its isnadis saheeh] jl jL. y \ ^j,^^, ol^l : 

* IJU O^Jii bLi» :^_J>J! >l ^ 

^ ^jljJI JLi ^SSj J _*\ ^ 

4007. It was narrated from .Jj ^ - lS >j ^ _ t , , v 

'Abdullah (^) that the Prophet (3^) % ~ \ , 
said concerning the people who ^ y) 

stayed away from Jumu'ah: "I v - ?u - ?u 

thought of instructing a man to J - v ' ' ■ ^ 

lead the people in prayer, then 'J^ o\ <LJLJ* :iiliJl ^ o^ili^ py£ 
going and burning down the - -. fl .f s f I. * , \^ 

houses of men who stay away from - ^ ^ k ^ U ; 

/wmw'^ whilst they are in them/' .[rv£r : ^IJ .liiLJj! ^ 0^0 
Comments: [Its J5ttflcf is saheeh] 

4008* It was narrated that '* . ^ - . tn ' *• ; *-f ri* - < . 

Abdullah said: I came to the ' \ ' 

Messenger of Allah (jg) and said: ^ ^1 ^ 



J! 
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O Messenger of Allah, Allah has , > . r,, ... 

caused Abu Jahl to be killed. He - ^ 

said: "Praise be to Allah Who has Li Jii J^j ^ iLl J J ^Jjl JjJ-j u 

granted victory to His slave and f _ tj , = a > _ / . . : 

caused His religion to prevail." ^ ^ ^ - U " JI " :JU ^ 

Comments: [Its isnad is do'et?/ .[TAT i : Ji^io ji-lj 
because it is interrupted ] 

- 3 j ^ ^ r 

4009, It was narrated that ^ ^ ^ ^ Ju^] &j>- 

'Abdullah bin Mas'ood said: We s , , , . > s - ' o = 

were on the campaign of Badr, 'J- ^ 0? ^ 

each three of us to one camel, and ^ t^^li ^ jj> t^i^ ^ 
Abu Lubabah and 'Ali bin Abi t " ^/ ^ f ' ^ V 

Talib were the two who rode with ^ jl' ly/ ^ : Jli i^l* ^ JJ! xi- 

the Messenger of Allah (fe). It ^ - ^ ; i^, ^ U 
was the turn of the Messenger of ' I ' t , \' 
Allah (^) to walk, and they said: I ^i* jlS ^ ^1 

Ride, O Messenger of Allah, and r * - , „ ♦ , „j ? - 

we will walk instead of you. He ^ ^ r ^ 

said: "You are not stronger than ^l^Jl Ji- jyL Uii! U» : J^i ^Jx* 



me and I am not in less need of 
reward than you." 
Comments: [Its isnad is hasan] .[T V ^ : 

4010. 'Asim bin Bahdalah told ;; j ^ ^ : jtU 

us... And he mentioned a similar t ^ >t , ^ . ^ £ ^ : 

report with the same isnad. ^ : ^ ^ r^ U : ^ 

Comments: [It is a repeat of 3901, . [r<\>\ : <^^ 

isnad and text] 

4011. It was narrated that Jjj^ 

'Abdullah (&) said: When the ^ - ^ 

Messenger of Allah (fe) was taken 1/ J* 0? ^ 

on the Night Journey, he was taken ^( ^ .j^ Jj, ^ - . :y 

as far as Sidratal-Muntaha, which is - ^ - ^ ^ ^ ' '* ^ a 
in the sixth heaven; anything that '^p*^ ^ ^f^ 1 

ascends from earth stops there and , . , , s ,, , - s ,, 

is taken from there; anything that ' - ' ' ' - 
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comes down from above stops 
there and is taken from there. He 
said: "When that covered the lote 
tree which did cover it!" [an-Najrn 
53:16]. He said: Butterflies of gold. 
He said: And the Messenger of 
Allah was given three things: 
the five daily prayers, the final 
verses of Sooratal-Baqarah, and 
those of his urnmah who do not 
associate anything with Allah were 
forgiven major sins that may cause 
one to end up in Hellfire. 

Comments: [Its istiad is saheeh, 
Muslim (173)] 

4012. [t was narrated that 
'Abdullah bin Ma'qil said: My 
father was with 'Abdullah bin 
Mas'ood and heard him say: 1 
heard the Messenger of Allah (.^) 
say: "Regret is repentance/' 

Comments; [A saheeh hadedh; this 
is a cjiiwi imad\ 



4013. It was narrated that 
'Abdullah bin Mas'ood said: We 
were with the Messenger of Allah 
(%) and we were kept from 
praying Zuhr, 'Asr, Maghrib and 
f hha f . And that upset me a great 
deal, then I said: We are with the 
Messenger of Allah and (fighting) 
for the sake of Allah. Then the 
Messenger of Allah instructed 
Bilal to give the iqamah (call 
immediately preceding the prayer) 
and he led us in praying Zuhr, then 
he gave the iqamah and he led us in 
praying 'Asr; then he gave the 



460 4,_ ^ 4jjl .lie Vj -V* 

-^i <L " ^v-*-* '^j^' 

j! : J Li <U i£± £ 

f^l^ij t^^UJl ^IjJu^Jl :J*>U 

.(wr) 

i>' ^3 If (^^' 

^j-*-—* Jjl jI£ ojU jl5 :J'J 

■ijy ili^j ixij i ^^wj xi^jjj- \ ^ 
jl ^Li^ Giii -i * >r 

^^—^ o5 ^ ^ If i ^ ^ 

H^-Ai ^ Jbl p is :Jli 

Jii JjJ-j j™. ^3 ^ Jji 

*3i^ j ^ ^jLki UUJil! flili tfe 
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iqamah and he led us in praying _ - n - £ ; .,. *. > , , 

Maglirw) then he gave the iqamah T 7 - j—j- 

and he led us in praying f lsha f . j^j it Oj^SUj ^Ui^ ,JLp 

Then the Messenger of Allah ^ o f (e: 

went around us, then he said: .IT^o ^r^J ^ 
"There is no band of people on 
earth who are remembering Allah, 



may He be glorified and exalted, ^ ^ ^ £^ ^ - 
except you/' j^.^ ^-Jj — a 

Comments: [Hasan because of corroborating evidence; this is a da'cef isnad 
because it is interrupted; Abu 'Ubaidah bin 'Abdullah bin Mas'ood did not 
hear from his father] 

4014. It was narrated that 
'Abdullah bin Ma'qil said: My 
father was with 'Abdullah bin 
Mas'ood and heard him say: I heard 
the Messenger of Allah (-jfe) say: 
" Regret is repentance." 

Comments: [Saheeh; this is a jayyid 
isnad] 

4015. It was narrated that 
Masrooq said: 'Abdullah told us one 
day: The Messenger of Allah (^) 
said - then he started trembling to 
the extent that his garment 
trembled, then he said: something 
like that or something similar to 
that. 

Comments: [Its isnad is sahech] 

4016. It was narrated that 
'Abdullah bin Ma'qil said: My 
father was with 'Abdullah bin 
Mas'ood and heard him say: I 
heard the Messenger of Allah (^%) 
say: "Regret is repentance." J_^j JLJL*^ : ^yi, iJU-^i ^y^-* 




Comments: [Sahech, its isnad is .[roiA : /Z'J IxSn :J^ #: 
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4017. It was narrated that 
'Abdullah (40 said: We used not to 
know what to say in the prayer; we 
would say: Peace be upon Allah, 
peace be upon Jibreel, peace be 
upon Mika'cel. Then the 
Messenger of Allah (^e) taught us 
and said: " Verily Allah is as-Salam f 
so when you sit after two rak'ahs, 
say: 'All compliments, prayers and 
pure words are due to Allah. Peace 
be upon you, O Prophet, and the 
mercy of Allah and His blessings. 
Peace be upon us, and on the 
righteous slaves of Allah'" - Abu 
Wa'il said in his hadecth from 
'Abdullah from the Prophet 
"for if you say that, it will reach 
every righteous slave in heaven 
and on earth/' And Abu Ishaq said 
in the hadeeth of 'Abdullah from the 
Prophet (sg): "If you say that, it 
will reach every angel who is close 
to Allah or every Prophet who was 
sent or every righteous slave - 'I 
bear witness that there is no god 
but Allah, and I bear witness that 
Muhammad is His slave and 
Messenger/" 

Comments: [Its isnad is saheeh, al- 
Bukhari (1202)] 

4018. It was narrated that 
'Abdullah said: We were with the 
Prophet (^) and we passed by an 
ant colony that had been burnt. 
The Prophet said: "No human 
should punish with the punish- 
ment of Allah, may He be glorified 
and exalted." 



O**-^ 1 ^ Jt jy^j J^±^\ 

:Jli iJJlSL. J± f^Ul Jli 
tf'^Jl UJ! jl : jui ^ ^Iji iiaU 

cJL^I bin ^Iji ^ Jj| 

: ^Jl ^ jlp J JU^J /I 

^ ^ 0? ^ ^ ^ 

i)) ^ ju^ t ^J^-U ^ 
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Comments: [StfteJi ; this is an isrtad 
which is sahceh according to the 
conditions of Muslim] 



4019. It was narrated that Ibn 
Mas'ood said: The Messenger of 
Allah (gfe) addressed us and said; 
"Give charity, O women, for you 
will be most of the people of Hell 
on the Day of Resurrection," A 
woman who was not one of the 
prominent women stood up and 
said; O Messenger of Allah, why 
will we be most of the people of 
Hell? He said: "Because you curse 
a great deal and are ungrateful to 
your husbands." 

Comments: [Sahech because of 
corroborating evidence; this is an 
isnad that could be hasan] 

4020. It was narrated from Ibn 
Mas'ood, who attributed it to the 
Prophet (#*): "Keep revising the 
Qur'an, for by the One in Whose 
hand is my soul, it is more likely to 
flee from the hearts of men than 
camels from their hobbles. What a 
bad thing for one of them to say, I 
forgot such and such a verse. 
Rather he was caused to forget." 

Comments: [Its isnad is sahech , al~ 
Bukhari (5039)] 

4021. It was narrated that Ibn 
Mas'ood said: Some people came 
to the Prophet (^) and said: O 
Messenger of Allah, our companion 
is sick, can we cauterise him? He 
remained silent for a while, then he 
said: "If you wish you could 



J-;^ J* t> j* tJJJ^Sj jjJal^ I* 
:JU jii ^s! ^ 

Xjj»j&\ oy&j ^^jaUi o^^" 

J^*j>t>> :>ti^] lJL»j 4e j^^ ^y*—^ ' ^-J*" 

.[m ■ U JJ 



1 ^ 



J! ^ 5 
01 caLi 



: JU j^i^ 
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cauterise him or if you wish you . 5 . . „ 

could use hot stones." :JU r 

Comments: [A saheeh hadeeth] to j^*j j! m 

.[rv*\ i^ij 

4022, It was narrated that Ibn — ^ . ^ ^ „ £ , TT 

Mas'ood said: I heard the Messenger f . ' , 

of Allah (ag) say: "A person may y ^ ^>"^ i t j£ 

tell lies until he is recorded with 
Allah as a liar, or he may speak the 



truth until he is recorded with ^ : Jj^ 3& 0>^j 

Allah as a speaker of truth." ^ '.j., .* , * .. , , ; . 

Comments: [A sa/iec/j hadeeth] 

,[rirA ^i^j jtiil^ 

4023. It was narrated that tfji ^ JLL' -£»Yr 
'Abdur-Rahman bin Yazeed said: m " , ' 
'Abdullah said: We were with the 0? y^^ 1 ^ 1^ ^A^^ 1 
Messenger of Allah (ft), young Jj, j^— & : Jj, ^ j-j :J u i 
men who had nothing. And he ' ^ 

said: "O young men, whoever ^ : c \>^ ^ 

amone you can afford it, let him * = - ' > > -,t-o, ,- s t 

get married, for it is more effective ^ ^" * , - , ; ' 

in lowering the gaze and guarding jj j^j t^IlJ ^-^1} t^dj ^ 

one's chastity. And whoever , „ ; , * - - - , / 

cannot afford it should fast, for it J f^ 1 4' t f> =J 4 ^ 

vvill be a shield for him." .(To^Y 

Comments: [Its isnad is saheeh, al- 

Bukhari (5066) and Muslim : f '(°'^> :^ : 

(1400)] .m-O 

4024. It was narrated that ; ^ | ^ J^; ^ -1*T£ 
'Abdur-Rahman bin Yazeed said: #; ^ ^ / ^ , 
al-Ash'ath bin Qais entered upon O^j 31 ±* J* t5 3^ ^ ^^Ml l^JU- 
' Abdullah on the day of 'Ashoora' ^Jj. ^ J^iVi jiS Jli 1.^ -Jl 
and he was eating lunch. He said: J " ^* 



O Abu Muhammad, come and eat : 3^ ^^j^^ ^ j^p 

lunch. He said: Is it not the day of 
'Ashoora'? He said: Do you know 



lunch. He said: Is it not the day of - ■ j|j tt ijjjj ^| jjjj, \f\ [j 
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what the day of 'Ashoora' is? 
Rather the Messenger of Allah 
used to fast it before (the command 
to fast) Ramadan was revealed; 
when (the command to fast) 
Ramadan was revealed, it was given 
up. 

Comments; [Its isnad is saheeh, al- 
Bukhari (4503) and Muslim 
(1127)] 

4025. It was narrated that 
'Alqamah said: We were sitting 
with 'Abdullah, and Zaid bin 
Hudair was with us. Khabbab 
entered upon us and said: O Abu 
'Abdur- Rahman, do all of these 
people recite as you recite? He said: 
If you wish, you may tell some of 
them to recite to you. He said: Yes 
(I will). Then he said to me: Recite. 
Ibn Hudair said: Are you telling 
him to recite, when he is not the 
best reciter among us? He said: By 
Allah, if you wish I will tell you 
what the Messenger of Allah (%) 
said to your people and his people. 
Then I recited fifty verses from 
(Soorat) Maryam and Khabbab 
said: You have done well. 
'Abdullah said: There is nothing I 
know of Qur'an but he also has 
knowledge of it. Then 'Abdullah 
said to Khabbab: Is it not time to 
throw away this ring? He said: You 
will not see me wearing it after 
today. And the ring was of gold. 

Comments: fits isnad is saheeh, al- 
Bukhari (4391)] 

4026. It was narrated that 
'Abdullah - he (i.e. Shareek) 
narrated it to us as a marfoo' 



a^^Joj Jjl Jj-^j j!5 UJJ ^t.\jjj,{^ 

■J I ■ j j j i pi >i * j JjJj jl 

1 : JuL; l^Jb- - 1 • Y o 

o^i cJLi jl : Jlii <. ly£ U5 l^aJ ^j^* 
JUa 1 J-^ :Jii l vlilLp l^ii ■- ^ g - - ' 
JUi ,ril : J 
cJLi 01 jiJlj : Jlii t ll3yt 

Jii jlp Jli jU tiiy Sf| lii 
: Jli it JliJl llji iT 

^ LEJ 1^3 Jjl ^ l£ ijS*J\ 
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report the first time, then he * ^ ^ . ti a c , 

stopped narrating it as marfoo- '^r* ^ r ^' 

said: "Even if riiwa increases, it will J( jl Jj ^ ^j- lL ^ U) : 

ultimately lead to less." * * ' 

Comments: [A saheeh hadeeth] -\Tv*t : I J 

4027. It was narrated that \'-'\ ' i { ? >\ .-l* - £ V w 
'Abdullah bin Mas'ood (.4) said: f ^ J ^ y \ ^ - l-TV 

The Messenger of Allah (jfe) said: sjIp ^ t-ii^ ^ o- 1 ^ 1, ^ t5^*~^ 1 

"Allah did not forbid anything but ; - : > t . .' s ' * , , „ 

He knew beforehand that He would J : " <^ ^ - ^ ^ / ^ i 

see some of you [committing it], but 1^ jj ibl jji J.M J^J-j 

verily I am holding on to your * „ ,% , t >. \ \* _ „, 

waistbands lest you fall into the Fire ^ ^ L C^* ^1 ^-U oij 

like moths or flies," fi\ J u5£ M jLjJ 

Comments: ! A hasan hadeeth] f ^, „ ' 

.[rv-t ^ij] .^oji 

^ i *- L V? ^ J^J JaAl^l Jj-UtfJ — ^ o\ jj~ oUi jL^Vl JUjj 

4028. It was narrated from J.pji £fc : * ^ _t. YA 
'Abdullah bin Mas'ood... And he " . , 

narrated the hadeeth, and he said: J*. Cj-^^ if- y) ^4^' : 

"moths or flies/' * . : . „ 

^ AJJl J_p ijJO^JJl oJUP iJu^v 

Comments: [Its isnad is tean] ' ^ ' - 

4029. It was narrated from Ibn - ^ ^ ■ . ^ ^ ^ , £l ^ 
Mas'ood that the ones who rode ^ 

with the Messenger of Allah (sfe) if "J~^ J>. jj 5^ ^^4; 0? (—f 1 ^ 

on the day of Badr were 'Ali and >\ - ' ^ f,, , - ?f ^/^ ., 

Abu Lubabah. When it was the ^ - 

Prophet's turn to walk, they said ^ bl* ^VP tJ^ }y- 

to him: Ride, O Messenger of f.. , , . « ^ * , ^- " ~* , , , 

Allah, and we will walk instead " ^ " ■ J 
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of you. He said: "You are not ^ > 

stronger than me and I am not in 0J ** ; ' ^ 1 ^ 

less need of reward than you." .«uil* ^ jX\ LI ^'j tJL- 

Comments: [Its isnad is /rason] [r<\ M ■ ^-1 ,] 

4030. It was narrated that ^ ij^U tiji^ : Jlii ^1 tijb- -l*r» 
'Abdur-Rahman bin al-Aswad t > . * . _ 
said: Alqamah and al-Aswad "\ v ■ y , * 
asked permission to enter upon :Jli t^IJI j^Ip ^Jlp S^SM) iUU jill^l 
'Abdullah. He said: There will • , 0 , : * - » ^ , 

come to you rulers who will be ' ' ^ ^ * i - 

distracted from the time of prayer, ^ ^li p l L^JJ U^jiJii 

so offer the prayer at the proper * , , , l -. > , ^ s > 

time, Then he got up and prayed ■ - - ^ \ 
(standing) between me and him .[r^YV :^-^] 

(leading us in prayer), then he 
said: This is what 1 saw the (or ° f 

Messenger of Allah (sfe) do. 
Comments: [Its is^nd is ^i>i] 

4031. It was narrated that jSJ&\ \L : o^ : ^ ^1 -S»n 

'Abdullah (*&) said: When this verse . , s " ^ 

was revealed, "It is those who : Ju ^ ±* *r* l ^l If 

believe (in the Oneness of Allah and ^ rjf^ jj^ £ 

worship none but Him Alone) and , ^ t ^ ^ ^ 

confuse not their Belief with Zulm ^ (AY :f^> ij± 

(wrong, i.e. by worshipping others — j„ . j j ?^ Mj^ nJ L Jj, 
besides Allah)" [al-An'am 6:821, , \> * , > ^' - < , — 
they said: O Messenger of Allah, ^ Ju U ^ > ^ 

who among us does not wrong jj^f ^ ^ j^g : 

himself? He said: "It is not that; it is ' ^ . 

s/nrJt. Have you not heard what - [roM : (^ r ^L^) 



Luqman said to his son: 'O my son! 
Join not in worship others with 
Allah. Verily, joining others in 
worship with Allah is a great Zulm 
(wrong) indeed' [Luqman 31:1s]?'' 

Comments: [Its isnad is sahech] 
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4032- It was narrated that 
'Abdullah said: The Messenger of 
Allah led us in prayer, and he 
either added or omitted something. 
Ibraheem said: I am the one who 
forgot that. We said: O Messenger 
of Allah, has something been 
introduced into the prayer? He 
said: ''Why is that?" We said: You 
just prayed such and such (number 
of rak'ahs). He said: 1 am only 
human and I forget as you forget. If 
one of you forgets something, let 
him prostrate twice." Then he 
turned around and prostrated 
twice. 

Comments: [Its isnad is saheeh, 
Muslim (572)] 

4033. It was narrated that 
'Alqamah said: 'Abdullah came to 
Syria and some of the people of 
Horns said to him: Recite to us. So 
he recited Soorat Yoosuf to them. A 
man who was present stood up 
and said: By Allah, this is not how 
it was revealed! 'Abdullah said: 
Woe to you! By Allah, I recited it to 
the Messenger of Allah (^g) like 
this, and he said: "You have done 
well/' Whilst he was talking to 
him, he noticed the smell of alcohol 
on him and he said: Do you drink 
impurity and disbelieve in the 
Qur'an? By Allah, you will not 
leave me until I have you flogged. 
And he had flogged as the hadd 
punishment. 

Comments: [Its isnad is saheeh, al- 
Bukhari (5001) and Muslim 
(801)] 



l£ , ^ y\ uijb- -t*rr 

: J \1 M j!± jfi- w ^JJU t '^a I y J 
C\j 1\) ^ Jul ll JlJ? 

: llii L»y> :J'j ?t^* 

1* >^ ^ ^ ^JljLi 
^p^jjl ^jj^jl :jUj t ^l^Jl 

.(AO) 
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4034. It was narrated that -j^l : ^ ^ -t.yi 

'Abdur-Rahman bin Yazeed said: -* 



'Abdullah said - when he saw -JLi y r j^'J^ ^ 'p-^^! 0^ 
'Uthman pray four rak'ahs in Mina 
-: I prayed two rak'ahs behind the 



Messenger of Allah and two 4JJ1 J^j ■: ') u ffl 

rak'ahs behind Abu Bakr, and two ^ _ ar .^ . ^ c 



rak'ahs behind 'Umar. I hope that 
out of four, two rak'ahs will be ^ ^ 

accepted from mc. ^ 

Comments: [Its isnad is saheeh, al- 
Bukhari (1657)] 



.[r^r 



4035. It was narrated that ^LcS\ U ^lil : JLL> ^Jl lil*. -t«ro 
'Abdur-Rahman bin Yazeed said: e ^ /, .1 
We entered upon 'Abdullah, and 1^ ' ^ ^ 0* 
'Alqamah and al-Aswad were with ,M jl£ diS : J 15 I;, 
him. He narrated a hadeeth and I ' 1 , \ . , ; . , £ * > 
think he only narrated it for my & b l ^ ty^-Vlj 
sake; I was the youngest of the ^ ^- j ^ t Lij * ^ 
people. He said: We were with the ' l ^ 

Messenger of Allah (^te), young J&i> "V 3S§ ^1 

men who had nothing. And he . 
said: O young men, whoever ^ ; - I 

among you can afford it, let him J X\} ^jx^\ £u l^V^ UUi jiio. 
get married, for it is more effective r : , ^ : ^ t _ ^ f 4 
in lowering the gaze and guarding p a-^b 

one's chastity. And whoever ,[£*rr : a^Ij] j ii i!u >. ■3,^1. 
cannot afford it should fast, for it ^ - ' 

will be a shield for him/' :^ t(fii) t^w* : £dy^ 

Comments: [Its f'snfld is saheeh, al- .0 i * * ) 

Bukhari (5066) and Muslim 
(1400)] 

4036. It was narrated from al- ^ ^ ^ ^ £^ . £^ -i*r^ 
'Aizar from Tin'ah, that IbnMas'ood ^ - , * ? - . 

said: I heard the Messenger of Allah :JU ^^^1- ^1 jl ^ ^ ji^i 

(as) say: "If a curse is directed at ^ ^ : j ^ _^ Jj| j 

someone, it goes in his direction, 

then if it finds a way to reach him it ^J^- j oU ^\ c-4^*j ^ J! 
befalls him, otherwise it will turn 
to its Lord and say: 'O Lord, So and 
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so directed me at So and so, but I 
could not find any way to reach 
him. What do You instruct me to 
do?' And He will say: 'Go back 
from whence you came/" 

Comments: [Its isnad is da'eef 
because it is interrupted] 



4037. It was narrated that 
'Abdullah said: The Messenger of 
Allah (^) said: "O women, give 
charity, even if it is from your 
jewellery, for you will be most of 
the people of Hell on the Day of 
Resurrection/' A woman who was 
not one of the prominent women 
stood up and said: Why will we be 
most of the people of Hell on the 
Day of Resurrection? He said: 
"Because you curse a great deal and 
are ungrateful to your husbands/' 

Comments: [Saheeh because of 
corroborating evidence; this is an 
isnad that could be hasan] 

4038, It was narrated that 
'Abdullah said: The Messenger of 
Allah (jfe) said: "Whoever dies not 
associating anything with Allah 
will enter Paradise." And I say: 
Whoever dies associating some- 
thing with Allah will enter Hell. 

Comments: [Its isnad is saheeh, al- 
Bukhari (1238) and Muslim (92)] 



.[rAVi ji^Lr i 



^iJU Jjl J_^3 Jli ;Jli 



-Ui : J Li <(^Qj! 



:Jli ^ ji-4>- ^£1 

j^i&j ^S*^ ^j^* <lr^! H *JL^ 
.[roil :^^] Xj£A\ 

^*JL>*Ji Jill—*] Ijjfcj ts^jj ^J^tfJ £t j^J 

J_^j J Li :jLi xi- ji^ 



4039. It was narrated that 



'Abdullah said: The Messenger of 
Allah (j^) said: "If you are three/ 



; Jli <Ul jl* ji- (. J-i-i ji- 



^1 
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two should not converse 
(privately) to the exclusion of their 



companion, because that makes ^ tU^L^ 0 v o jlLM 

him sad," " 

Comments: [Its isnfid is saheeh, ^' - 

Muslim (2184)] _ (UA£) . f t ^ ^ , ^ 

4040. It was narrated that t>i> 

'Abdullah said; The Messenger of 

Allah (ag) said: "If you are three, 
two should not converse 
(privately) to the exclusion of their 
companion, because that makes 
him sad." 

Comments: [This hadeeth was narrated in the Maimaniyyah edition and in the 
edition of Shaikh Ahmad Shakir and other editions, but in fact the hadceth is 
a mixture composed of the isnad of the following hadceth (4041) and the text 
of the previous hadeeih] 

4041. It was narrated that j£ j\ ^ 
Shaqeeq said: We were sitting at > * , *. 

the door of 'Abdullah, waiting for ^j^r & :Jli j* Jl^ s 1\ UjjJ- 

him to give permission for us to . ^ ^ ^ >^ ^ ^ ^ ^ 

enter. Then Yazeed bin Mu awiyah " " " - * 

an-Nakha'i came and entered upon j^-l* ^r f J^>\ Zj&> ^J, jljJ 

him and we said to him: Tell him ■> - - . > > M ° : M l-?--' 

that we are here. He went in and ^ ; 

told him, and soon he came out to jJUV ^1 :Jlii ^ lllJj £}i 01 JUi 

us and said: 1 know you are here, , ( . I '[ 4 , . * > , 

but I left you deliberately for fear of J1 4 ^ ^ r^ iu ^bCi 

boring you. The Messenger of oLS #z Jbl 01 ,^Ll 

Allah (^gw) used to choose the right „ 

time to exhort us for fear of boring <j3 5^}^^ 

Comments: [Its /snad is saheeh, 

Muslim (2821)] ,(TA\\) :^ i^ i3 U : gj^J 

4042. It was narrated that 
'Abdullah said: The Messenger 

of Allah {^) said: "I will reach the <J j-^j J^i :Jl* <JJ1 .aIp 



Cistern ahead of you, and I will . r, «M ■ r h 

plead concerning some people then V ^ „ , 

I will have to give them up. I will 2r^^ ^ 4 l^lyl ji-jLJ^} 
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say: 'O Lord, my companions!' It s t - ? \ u: . . * * - \ t*- 

will be said: You do not know t - - J - ^ 

what they did after you were .[Y"ir* .iu? l^-LM U ^jjj 
gone/" 

Comments: [Its tsmad is saheeh, al- c (iovc) ob^i : £j>>^ 

Bukhari (6575) and Muslim 1 ^ ' (yy « V } 

(2297)] A ' 

4043. It was narrated that jJL*V\ : j£ y\ uiiU -t • tr 
'Abdullah said: The Messenger of > , , , , % 

Allah said one thing and I say J ^ Jli : - u ^ 1 ^^ 

another. I heard the Messenger of j^- Jj^ ^ ^ Jj, 

Allah (sjfe) say: "Whoever dies 

associating anything with Allah ?^5l y>j ^ : J^J ^ <JJi 

will enter Hell/' And I say: . ^ .rf > r-'- - 

' ^ ^ ^ .U ^Ojj tJ LM J^;> ^ 
Whoever dies not associating 

anything with Allah will enter y\ ^Jl bp aJJL iiy^ V 

Paradise. v;s , , , t r \. . 

Comments: [Its ismad is salieeh, al- " ; ' , " * \ 

Bukhari (1238) and Muslim (92)] .[TooY .y^J 

.(U) : r t (UrA) :£ oU : 

4044. It was narrated that Shaqeeq - l£U : ^ ^1 l£U - ■ U 
said: 'Abdullah said: "No one has . £ > . 
more protective jealousy (gheerah) J_^j JU : ^ J1J :JUj^ 
than Allah, may He be glorified and ^ ^ , ^ (m/0 ^\ l> 
exalted. Hence He forbade immoral ' L " 

actions. And none loves to be o[ -U-l ^ o ^IUJl ^ 
praised more than Allah, may Fie be . „ ( n , * , , » * 

glorified and exalted." X .l^U : ^ .^j y. M ^ ^ 

Comments: [Its isnad is saheeh, al- jnrt) > 

Bukhari (4634) and Muslim 1 C c " ' ^ 

(2760)] 



4045. It was narrated that al- ^ ^ _ t , tfl 

lil ;jUi ^ 5JLJI xp ( _ f U ^liUj 



Aswad said: 'Alqamah and I 
entered upon 'Abdullah bin 
Mas'ood and he said: When one of 
you bows, let him put his forearms 

on his thighs. It is as if I can see the L J* ^ 

interlaced fingers of the Messenger . , . f . - • :. ?f 

of Allah (m,) in prayer. ^ ■ J ' G - ^ 

.[To AA : .s'^i 



j 
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Comments: [Its isnad is sahech, 
Muslim (534)] 

4046* It was narrated that 
'Abdullah (4^) said: I never saw the 
Messenger of Allah (3&) offer any 
prayer but it was on timc / except 
two prayers; Maghrib and 'feha' in 
Muzdalifah, and he prayed Fajr on 
that day before the time when he 
usually prayed it (but after 
ascertaining that dawn had 
broken). And Ibn Numair said: 
[Maghrib and f Isha'\ f and he prayed 
them together in Muzdalifah. 

Comments: [Its isnad is saheeh, al- 
Bukhari (1682) and Muslim 
(1289)1 

4047. It was narrated that 
'Abdullah (<&) said: I was hiding 
behind the curtain of the Ka'bah, 
and three people came who were 
very fat but not very smart, a 
Qurashi and his two Thaqafi in- 
laws or a Thaqafi and his two 
Qurashi in-laws. They said 
something I did not understand, 
then one of them said: Do you 
think Allah hears what we say? 
The other said: I think if we raise 
our voices, He will hear us but if 
we do not raise our voices He will 
not hear us. The other one said: If 
He hears some of it He will hear 
all of it. I mentioned that to the 
Prophet (3k) and Allah, may He 
be glorified and exalted, revealed 
the words: "And you have not 
been hiding yourselves (in the 
world), lest your ears and your 
eyes and your skins should testify 
against you; but you thought that 



: Nli JLZ y\\ £jLii J>\ liil- -i'ii 
cujlj U : Jli jJlJI ±J~ tJLjJ ^Ja 
iy^>j ^yJJ>\ j^y^> V] 

t L^jli^j Juu^j j^aJl ^Jl^?j l ^^>tJ 

ui^b. £u ^il*Ji \j£ I}} J^ 
[rirv :^r\j] 

4JUI Jup y 1 X^y[ jXj-^JI JlIp j£ tijU^ 

: Jli t£&Ji jl^t cir : Jli 
fiLi^j jl t Jllii oLi^j tf?J* fc p-fcj^* 

\jJ>*^5 J>-J <^ 0\ djy^ : ^4^-! 

CJl^i lil 'Jl Jli ?LU 

1 jii t ajcq^Lj UjI^j^i ^ij <- 
<- 4J5 -ua^ uii ^ j\ ■ 1 Jii_? 

iiJl J>li :Jli i^^M^} o^ii :JU 
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Allah knew not much of what you (saw) u_t 

were doing. And that thought of *f "C ^C^ 3 Di ^ ' 

yours which you thought about .(two) 

your Lord, has brought you to 

destruction; and you have become 

(this Day) of those utterly lost!" 

[Fussilat 40:22-23]. 

Comments: [Its isnad is saheeh, al-Bukhari (1417) and Muslim (2775)] 

4048. It was narrated that ^ * ^ ^ < A 
'Abdullah said: The Messenger of 

Allah (^) said: "Do not acquire y. <lr* '•4^ ^ r*-^ j* 

farmland, lest you become too * 4 , ; . . . * • 

interested in worldly matters../ J - * ^ ^ ^ 

Comments: [Its isnad is ffa'eefl l iwOl Ijj^ V : ^ 5U I Jj^3 

jl^ Jli jU : J li "Llljl ^* 

4049. It was narrated that ^1 ^ : jf ^ -t-n 
'Abdullah (^) said: The Messenger , , . 

of Allah (m) said: "Whoever ^ ^ : 5^1 4^ ^ * ^ ^ 

swears a (false) oath in order to ^ . - — ^ 

usurp the property of a Muslim - ^ J* 

will meet Allah when He is angry y>j ij^j U 5JL3 1 ^ii t^J-li 

with him/' Al-Ash'ath said: By ...... , , \ , ' ; , 

Allah, that was said concerning ^ 015 ^ & ™^ JU * 

me. There was a dispute between ^ ji^ — ^ 

me and a Jewish man concerning , ^ ; ' , Mi ^, ' \ 

some land; he denied my right, so 1 J ^ ^ J\ 

took him to the Prophet The ^ flV ^ JJ;, fa ^ - 

Messenger of Allah (5^) said tome: tf 

"Do you have any proof?" I said: ^! ^1 ^ -^-^ :^^JJ 

No. He said to the Jewish man: . v_- ^ ^ ^ j^ii JilA; 

"Swear an oath/' I said: O Messenger ' ^ J , ^ f - ^ " ' " " 

of Allah, then he will swear an oath Ji\ 4^Ji lll3 jCf^;^ ^ -s^i Jj^ij ^jjt 

and take my property. Then Allah, r „ _ , n / -* 

may He be glorffied and exalted, : ^ ] " (VV ^I^JD^I^I 
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revealed the verse: "Verily, those , vn ^ , ... 

who purchase a small gain at the cost 1 ^- 1 t---' 

of Allah's Covenant and their oaths, -O^a) 

they shall have no portion in the 

Hereafter (Paradise). Neither will 

Allah speak to them nor look at them 

on the Day of Resurrection nor will 

He purify them, and they shall have 

a painful torment" [Arimran 3:77], 

Comments: [Its isnad is sahech, al-Bukhari (2416) and Muslim (138)] 

4050. It was narrated that : ^ j zy^ J?\ 
'Abdullah said: The Messenger of ^ " t " t ^ 
Allah (fe) said: "The most severely If ^ ^ J^*^ 
punished of the people of Hell on ^ ^ ^ . _^ - 
the Day of Resurrection will be the " _ ^ 
image makers/' J*' ^ 

Comments: [Its isnad is saheeh, al- . £ji lit «■-, * UQJl 

Bukhari (5950) and Muslim - ^ 

(2109)] .[^°°A i^lj] 

.(YWO :^ * ( o O :^ ^ oL— ] 

4051. It was narrated from - ' l ^jJ l ^ ■ ^ ^ -i \ 
'Abdullah that the Messenger of tf ^ " 

Allah (^) used to sleep on his '-^Jf'o* ^il^^ c^l^j^ ^Ll^ 

back until he breathed deeply, t ^ ^ JlS SlS fl* M U 

then he would get up and pray *~ ^ ^ ^ 

and would not do wudoo'. ^"yt ^J*~^t ^fi ^ 



Comments: [A saheeh hadeeth; this 
is a da'ecf isnad because al-Hajjaj - 



^AJW-J ^L_J IjLAj t^JWT W-J- 1 ^ ■ £±f*J 

bin Artat - is da'eef] " ' ^ ^ & ^ ' C 1 ^ 1 

.(vir) : { Ju^ J *OrA) i^ji^Ji jlp 



4052* It was narrated from : jy jJUJ ^ J-pUJ-I »\35jl^- -f'«Y 

'Abdullah, from the Prophet (j^).„ a rf ; ^ c — , . 

And he mentioned (the same 0* ^ : V 3 ^ 

report), ja ^ ^ ^ 



Comments: [A saheeh hadeeth; this 
is a dflVef /swad because al-Hajjaj ■ 
bin Artat - is do'eef] 



Musnad of 'Abdullah bin Mas'ood 476 



4053. It was narrated that > 
'Abdullah said: The Prophet (m) ^ 

went out to relieve hi mself, then he j£ ^ ^jj-^'i ^ j^- u )\ -4^ 



U;jb~ : il^j vl £^ -1 • or 



said: "Bring me something to clean 
myself with, but do not bring me 
any old bone or dung." Then I Suij^- ^>Jc *aj l> ^ : -' 
brought him some water and he , . . > V 3 '7*^ - , * ~ , ' " - 

did zWoo', then he stood and c f U ^ " ^ ^ P "'^ Vj 
prayed, then he leaned forward ^ ^ ^ ^ ,JLki 

and put his hands together when 

he bowed and placed them 0^ ^4^J 

between his thighs. . , - , , , . 

Comments: [Its isnad is da'eef because Laith is dn'eefi he is lbn Abi Sulaim] 

4054. It was narrated that 
'Abdullah said: We came to the 



Messenger of Allah ^ concerning ^^-^ JU^I r 'l Lj3^ 

a man, asking for permission to . t f . . ... 

cauterise him, but he remained - t 4 ^ 

silent. We asked him again and he JlUU, p tcXli «.^^ jl iollu jij 
remained silent. Then we asked 



him a third time and he said: ^ ? 5 ^ 

"Cauterise him using hot stones Jjfc Lj J^i^l* :Jlii 

as if you wish/' as if he was 

angry. .[rv* \ 

Comments: [A sa/iet'/i hadceth] ^ ^ t ^ : ^ 

4055. It was narrated that ^ - ^ _ too 

'Abdullah (^) said: I saw the * ._. 

Messenger of Allah. (*^) saying i^"^ ^ J* ^^^\ y} 

takbeer every time he raised and --v!,- • - J( ;; l/tvv - u *, 

lowered his head (in prayer), and s „ ^ , y ' 

every time he moved to stand or ^ aJLjI J>^3 oJlj lil : Jli *JJl 7* 

sit, and saying the sakm to his >\ „ ?t, „ * _ 

right and to his left, as-salamu [ ~ J Z" 33 ? J ^ ^ ^ H 

'alaikwn wa ralimatullah , as-salamu 1^-3} ^fc^ ^lUi ;ojL^ ^} 

'alaikum wa rahmaiullah, until the % ,^ s , s a ' , . . ; 

side of his cheek appeared, and I ^33 

saw Abu Bakr and 'Umar doing -^-j £ u f ^-f^ 

likewise. ' * 
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Comments: [A saheeU hadeeth] .^b 



4056* It was narrated from 



'Abdullah that the Messenger of ,* - - 

Allah (%) went out to relieve 5 -£* ^ ^ : J I* * JUL^I ^1 

himself and said: "Bring me three ^ y - ^ ^ 

stones." I looked and I found two ^ , " . ^ - i i 

stones but 1 did not find a third, a*>UJl ^j'i ^ ^U 1 j! :*1JI jI* 

so I brought him two stones and a * f „ , - . * ? ln . 

piece of dung; he took the two - , ' ; 

stones and threw the piece of a^U t^j'ijl j^I ^J) Ly/j^J~ JJ^-y 

dung away, and he said; "It is ^ — - . 

impure. ^ ^ ' - y r> j ; 

Comments: [Its i'™^ is Sa/iee/r] ■ [HAo : l«Jl» : Jlij ^jpl 

4057* It was narrated that ivL^- l^J^ -** oV 

'Abdullah bin Mas'ood said: The o <- . 

Messenger of Allah fe) divided ^ ^ ^ 0? 

the booty of Hunain at al-Ji'ranah. Jj, ^ Jji 

They crowded around him and 

the Messenger of Allah (fe) said: l^Sjli : J IS ^rJ^ £fe 
"One of the slaves of Allah was ^ Jfo j£ ; ju ^ 

sent by Allah, may He be glorified * - / " J , 
and exalted, to his people but they J>\ J>-j ji- ^ *Jjl ^Ut j.« 

disbelieved him and wounded him , , „ 4 , "U^J ' 1 * ' ' 

in the head. He started wiping the ^ f J*^* ^^^J s *y. 

blood from his forehead and ^ ^^^iJ -5 1 -^r 



saying: Lord forgive my people for 
they do not know," 'Abdullah said: 



It is as if I can see the Messenger of ^<^r ^ ^j^'j Jl 

Allah (^x) wiping his forehead and * " ^ _ } ' 

showing how that man did. :^U],J^yi 

•miner 

isnad] 



Comments: [Saheeh; this is a hasan ^ ^ a - ^ 



4058. It was narrated that • S'd I-;', ^1 -Jl IL'jl^ -i*oA 

Humaid bin 'Abdur-Rahman said: f " _ . 

Ibn Mas r ood said: I was not 0? J/** ^ ^ 0? 1 



Musnad of 'Abdullah bin Mas'ood ^ 

prevented from three things -lbn 
'Awn said: 'Amr forgot one and I 
forgot another, but this remains - 
from private conversation, from 
such and such, and from such and 
such. I came to him and Malik bin 
Murarah ar-Rahawi was with him. 
I caught the end of what he was 
saying, which was: O Messenger of 
Allah, I am a man who has been 
given a (fair) share of beauty as you 
can see, and I do not like any one 
among the people to be better than 
me in the straps of his sandals or 
anything more than that; is that not 
wrongdoing? He said: 'That is not 
wrongdoing; rather wrongdoing is 
rejecting the truth and looking 
down at people/' 

Comments: [Its isnad is saheeh if it is 
proven that Humaid bin 'Abdur- 
Rahman - who is al-Himyari - 
heard from lbn Mas'ood] 

4059. It was narrated that 
'Abdullah said: Mention was 
made to the Messenger of Allah 
of a man who slept all night 
until morning came. He said: 
"That is a man in whose ear - or 
ears - the Shaitan urinated." 

Comments: [Its isnad is saheeh, al- 
Bukhari (3270) and Muslim 
(774)] 



478 4* Jjir'i o ijJ 4±tl JLlt Juiit* 

\oy~ 'J>\ Jii} l£ >/ Sis 

<.,ss^\ LSI ^—>j /jl* ^li 

.On* O ^ ^ r ^£jt ^ 

Jjl Jy^J ^1 :Jli Jjl ^ t jsi; 
:Jli t^-il JU lii ji^ ^ 

.CvvO 



4060. It was narrated that Abu 
Wa'il said: 'Abdullah used to give 
a reminder every Thursday, and it 
was said to him: We wish you 
would give us a reminder every 
day. He said: I do not like to bore 
you; the Messenger of Allah 



*y_ J5 ^Sjo iL. Jj| jl^ j!5 :Jli J51j 
J5 fi^i iu? &yjj :ij t^p-JJ' 
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used to choose the right time to 
exhort us for fear of boring us. 

Comments: [Its isnad is saheeh, al- 
Bukhari (70) and Muslim (2821)] 



4061* It was narrated from 
Muhammad bin 'Abdur-Rahman 
bin Yazeed, from his father who 
said: I was with 'Abdullah until he 
came to Jamratal-'Aqabah, and he 
said; Give me some stones. 1 gave 
him seven stones and he said to 
me: Take hold of the camel's reins. 
Then he went back to it and stoned 
it from the bottom of the valley 
with seven stones, whilst riding, 
and saying takbeer with every 
throw. And he said: O Allah, make 
it an accepted Hajj and a forgiven 
sin. Then he said: Here is where the 
one to whom Sooratal-Baqarah 
was revealed used to stand. 

Comments: [Sahceh apart from the 
words "O Allah, make it an 
accepted Hajj and a forgiven sin"; 
this has a da'eef isnad because of 
the weakness of Laith] 

4062- It was narrated that Abu 
Wa'il said: A man came to 'Abdullah 
bin Mas'ood and said: Last night I 
recited aUMufassal in one rak'ah. 
'Abdullah said: Is it like dry dates 
falling from a branch when shaken, 
is it a quick recitation like reciting 
poetry? I learned the pairs that the 
Messenger of Allah (^) used to put 
together, two soorahs in one rak'ah. 

Comments: [Its isnad is saheeh, al- 
Bukhari (49%) and Muslim (822)] 



yLui *£*\'J Ake^Ju d^J: SiS sag Jbi 

.(YAU) 

Cjjj t Ijj^l* ^i-^-l ^4^' -J^j 



^ jl^ ir^U £j£ - 1 * IT 

^ Jji jl^ Ji : Jii Jij 

.[rvv i^^] .U^ 

.(ATT) :> <.tt\\\) \r t^« fl ^! 
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4063. It was narrated that Ibn 
Mas'ood said: We were with the 
Messenger of Allah (^) in a cave 
and (the soorah) "By the winds (or 
angels or the Messengers of 
Allah)" [al-Mursalat 77:1] was 
revealed to him; we learned it from 
him. Then a snake came from the 
side of the cave, and he said: "Kill 
it," so we rushed to kill it but it got 
away from us. He said: ''It was 
protected from your evil as you 
were protected from its evil/' 

Comments: [Its isnad is saheeh, al- 
Bukhari (1830) and Muslim 
(2234)] 

4064. It was narrated that 
'Abdullah (4*) said: When we sat 
with the Messenger of Allah in 
the prayer, we would say: Peace be 
upon Allah before His slaves, 
peace be upon Jibrcel, peace be 
upon Mika'eel, peace be upon So 
and so, peace be upon So and so. 
Then we heard the Messenger of 
Allah (^) say: "Allah Himself is as- 
Salam (peace), so when one of you 
sits in the prayer, let him say: 'All 
compliments, prayers and pure 
words are due to Allah. Peace be 
upon you, O Prophet, and the 
mercy of Allah and His blessings. 
Peace be upon us, and upon the 
righteous slaves of Allah/ If he 
says that, it will reach all the 
righteous slaves in heaven and on 
earth. T bear witness that there is 
no god but Allah, and I bear 
witness that Muhammad is His 
slave and Messenger/ Then let him 
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choose whatever supplication he _ (i , T) |(An) ^ . 



wants. 



Comments: [Its isnad is sahceh, al-Bukhari (831) and Muslim (402)] 

4065. It was narrated that jjj>i\ £JU- :l\jUi fcjii -i^o 
'Abdullah (.&>) said: The Messenger ' , 

of Allah said: "The blood of a ^ J* ^J* ^ ■£* I* 

Muslim man who bears witness that - > ^ &\ J - Ju :JU Jjl 

there is no god but Allah and that I [ \, 

am the Messenger of Allah is not Jj^j v[ M ol j4-^ is ^ 

permissible (to be shed) except in one , , * * 

or three cases; a married adulterer, a j - 

soul for a soul, and one who leaves JjUiJl ojJ iij^O t _r*^H i^-^J 

his religion and separates from the ' ' 

yflma tf/f (the mam body of Muslims), C/ J - 

Comments: [Its isnad is sahech, al- ■ . l (iava) : oU 'rHj>^ 

Bukhari (6878) and Muslim C c * ' L * } 

(1676)1 

4066. It was narrated that 
'Abdullah said: The Messenger 
of Allah (3%) said; "There will be ^J 1 . _up J> Jjj wt l^-^l 
tribulations and things that you > > 5 * / > t _ ^ — 
disapprove of. We said: O ^ t ^ - ^j^j 
Messenger of Allah, what do you ^ . ^ j^lj 
instruct us to do? He said: "Pay ' ^ # ^ f 
your dues (to others), and ask ^aJI jjS};* 1 :JLS ?U^-lJ Ui 
Allah for what is due to you." 



Comments: [A saheeh hadceth] 



^jji V-j ji- iLi j^Jui- ^^^i- 



4067. A similar report was . ^ ^ J^Uj : J^jJL JU-i * nv 

narrated from 'Abdullah, from the £ > ' > . ,- f , 

Prophet Gfe). ^ ^ u^Vl lil^ 

Comments: [A saheeli hadcetfi] aJU"| ^> J* *, 1 j 
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4068. It was narrated that 
'Abdullah said: We were with the 
Messenger of Allah (^) in the 
cave and a snake appeared. We 
rushed to kill it but it got away 
from us and entered the hole. The 
Prophet (%) said: ''It was 
protected from your evil as you 
were protected from its evil/' 

Comments: [Its isnad is saheeh, al- 
Bukhari (3317) and Muslim 
(2234)] 

4069. It was narrated that 
'Abdullah said: We were with the 
Messenger of Allah (%) in a cave 
and (the soorah) "By the winds (or 
angels or the Messengers of Allah) 
sent forth one after another" [al- 
Mursalat 77:1] was revealed to 
him. As we were learning it fresh 
from his lips, a snake appeared and 
he said: "Kill it/' We rushed to kill 
it but it got away from us. Then the 
Messenger of Allah said: "It 
was protected from your evil as 
you were protected from its evil/' 

Comments: [Its isnad is saheeh, al- 
Bukhari (3317) and Muslim 
(2234)] 

4070. It was narrated that Tariq 
bin Shihab said: I heard Ibn 
Mas'ood say: I was present with al- 
Miqdad bin al-Aswad -someone 
else said - during an incident 
which, if it were to happen to me, it 
would be dearer to me than 
anything else. He came to the 
Messenger of Allah (jfe) when he 



hi* h* ljj^j y ^^< ^ 

Jjl Jjk^j ^ is : JL? Jjl _Li t^UiU 

.[Tov£ .ill? 3 Cs^J ^ Irf 
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was praying against the mushrikeen % * ^ <■ - ^ . 

and said: By Allah, O Messenger of jU ^ ^ J ^ ^ :JUi t ^^ JI 

Allah, we will not say as the people ili Cl *k>y& j£>]j Sj>\ ^Jbiify '-^y 
of Moosa said (to Moosa), "So go , , > „ 

you and your Lord and fight you 1> J* 1 * ^ m :S^0 

two, we are sitting right here" [al- — ^ — — 

Ma'idah 5:24]; rather we will fight ^ ai ' $ , t , 

on your right and on your left, in 3^ 4 ^8 ^ ^y^j ^i^j* ^^fU- 
front of you and behind you. And J [r ^ A . ^ ^ ^ ^ 

saw the face of the Messenger of "~ 
Allah brighten and he was .(r<UT) :^ 

pleased with that. 

Comments: [Its isnad is saheeh, al-Bukhari (3952)] 



4071. It was narrated from as- 
Suddi that he heard Murrah (say) 

that he heard 'Abdullah - Shu'bah JJIjIp '^l* ^\ '^l* ^\ : jiiJi 



said: and he attributed it to the 

Prophet {^a) but I do not attribute 

it to him for you - say concerning ^ ljJ> J*rj 3* 5^ Jt J y£ 

the verse "And whoever inclines - - - , . , ^ - ^r L 

• 1 ,u ■ r- / V (Yo : 4^ jl^L 

to evil actions therein [in at- T d A ^ ^ r- 

Mas]idal-Haram\ or to do wrong" t jj^ ^3 ^ ^ ^.3 

[al-Hajj 22:25]: If a man were to / , - " . _ ^ 

think of doing evil actions therein ^-^ 3* ^' 

when he is in 'Adan Abyan, 



Allah, may He be glorified and 



exalted, will cause him to taste a l V ^- uJl J^M 4 C^ ?i ^j*^ 

painful torment, J] Ji ^ N ^> ^ 

Comments; [Its isnflrf is hasan. It was narrated in both marfoo' and uiawqoof 

reports; the mawqoof version is more saheeh] 

4072, It was narrated from £^ ^ Jj| ^ -£.vr 

'Abdullah (*&) that the Prophet e ^" # 

prayed Zw/zr or 'Asr with five rak'ahs, y. ±* 

then he did the two prostrations of ^' '.^ ^ 

forgetfulness. Then the Messenger of / / ' j * ^ s 

Allah (5^) said: "These two >^Jl jl ^ ] ^3 

prostrations are for anyone amone . - 
you who thinks that he did more or 

less/' j5 jIj ^ I ir4 j^J^Jl 
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Comments: [Hasan; this r'sr/tfd is 



It is a repeat of 3883] " 3 v C?-^ 



4073. It was narrated from Huzail 
bin Shurahbeel that al-Ash'ari was 
asked about a daughter, a son's ol : J^f~^ if. Ss* J* ^ 
daughter, a sister through the ^ - t £13 j J 
father and mother (full sister) [i.e., ' „ ' ^ "/ ; \ " \, ' " f 
a case of inheritance]. He allocated ^^-^1 iJl* tyV 
half to the daughter and the rest to &y ^ ^ ^ 

the sister, and he did not allocate ^ / ai . t ; f V , / " 

anything to the sons daughter. ' a /j^^ J> ] 
They went to Ibn Mas'ood and told ^ ^ Jj^ jjj ; j£ : jy 
him (about that) and he said: I 

would go astray, and I would not ^^-> ^ o\ 
be one of the rightly guided (cf. £^ . ^ J ji 

6:45) if i accepted his verdict and ^ , 

ignored the verdict of the u^' ^ ^^j? L^-kJl 

Messenger of Allah Then Ibn -^1 ] ^J-Hj 

Mas'ood said: The daughter gets 

one half, the son's daughter gets iL^i lJuj ^^-^ • p/*** 

one sixth and what is left goes to , ^/i _y 

the sister. 

Comments: [A sahceh hadeeth. This is a da'eef hnad because Ibn Abi Lai la is 

da'eefl 

4074. It was narrated from Abu ^ £ ^ ^jliSl li£U- -i«Vi 
'Ubaidah that 'Abdullah said: *\ '/ ^ ' a _ ^> 
After the two rak'ahs (i.e., in the ^ 'r^'H ^ ^ ^ '^"^ ^ 

first tashahhud), the Prophet (^) ^ \£\s ;Jli Jj| -J, a^i J\ 
would be as if he were (sitting on) . t ^ " " 

baked stones. ^ O^^ 1 J? 3fe ^r^) Ir^r 

Comments: [Its isnad is da'cef >\T\&\ -v^^ 

because it is interrupted; Abu 

'Ubaidah - who was the son of ij^s* jA t^Lki:^ > j ■ ^ : 
'Abdullah bin Mas'ood - did not ^ | * ^ , 

hear from his father] " JJ " ^ wH> 



4075. It was narrated from Abu 
'Ubaidah, from his father 
'Abdullah bin Mas'ood, that the J 1 . ^ l ±* ^ J* ^' J* 

Prophet (m) said: "If you are j ^ ^ ^ ^ ^ ( t Y^/U 
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4^ J jiiin » ^j-s 4JUl Jul I 'nli a 



praying and you are not sure 
whether you did three or four 
(rak'ahs), hut you think it most 
likely that you did four, then say 
the iashahhud, then do two 
prostrations when you are sitting, 
before you say the salam. Then 
say the tashahhud again, then say 
the salam'* 

Comments: [Its isnad is da'eef 
because it is interrupted. Abu 
'Ubaidah did not hear from his 
father Ibn Mas'ood] 

4076. It was narrated that 
'Abdullah hin Mas'ood said: If you 
are not sure about your prayer, 
when you are sitting, and you do 
not know whether you prayed 
three or four, but you think it most 
likely that you prayed three, then 
get up and do one rak'ah, then say 
the salam, then prostrate twice, 
then say the tashahhud, then say the 
salam. If you think it most likely 
that you prayed four, then say the 
salam, then prostrate twice, then 
say the lashahhud, then say the 
salam . 

Comments: [Its isnad is da'eef because 

4077. It was narrated from Abu 
'Ubaidah bin 'Abdullah that his 
father said: The Messenger of 
Allah (%) said: ''Whoever sends 
ahead three (of his children) who 
did not reach puberty, they will 
be a strong protection against the 
Fire for him/' Abud-Darda' said: 1 
have sent two ahead. He said: 
"And two." Ubayy bin Ka'b 
Abul-Mundhir, the leader of the 



r 1 



jl tli> ''Jl^ 



-Li- ^ *. 4JJI ^ o-ulX J>\ : ^_ilJo>- 

.i;^; o;L» iili ^si 5 is oi 

jjbi Jjlt ^Isi jli jlj (.jJL^ p <.j4-1: 
it is interrupted] 
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prominent Qur'an reciters, said: I 
sent one ahead. He said: "And 
one, but that (i.e., the reward) is 
only (for showing patience) when 
calamity first strikes/' 

Comments: [Saheeh because of 
corroborating evidence; this is a 
da'eef isnad because it is interrupted. 
Abu 'Ubaidah did not hear from his 
father 'Abdullah bin Mas'ood] 

4078. It was narrated from Abu 
Muhammad, the freed slave of 
'Umar bin al-Khattab, from Abu 
'Ubaidah bin 'Abdullah... And he 
mentioned a similar report, except 
that he said: Abu Dharr said: I 
have only sent two ahead. This is 
also how Yazeed narrated it to us. 
He said: Abu Dharr said: I have 
sent two ahead. 

Comments: [Its xsnad is da'eef 
because it is interrupted] 

4079. It was narrated from Abu 
'Ubaidah, they differed from Hushaim 
and said; Abu Muhammad the freed 
slave of 'Umar bin al-Khattab. 

Comments: [Saheeh because of 

corroborating evidence, and its 

isnad is da'eef because it is 
interrupted] 



4080. It was narrated from Ibn 
Sireen that Anas bin Malik 
attended the funeral of a man 
among the Ansar. They started to 
pray out loud for forgiveness for 
him, and Anas did not disapprove 
of that. Hushaim said: Khalid said 
in his hadeeth: And they put him 
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into the grave from the end of the 
grave. And on one occasion 
Hushaim said: A man among the 
Ansar died in Basrah, and Anas bin 
Malik attended his funeral, and 
they prayed out loud for forgive- 
ness for him. 

Comments: [Its isnad is saheeh] 

4081* It was narrated that 
Muhammad said: I was with Anas 
during a funeral; he instructed that 
the deceased should be brought 
into the grave from the end of the 
grave. 

Comments: [Its isnad is saheeh] 

4082. It was narrated that Anas 
bin Sireen said: Anas was the best 
of the people in prayer when 
travelling and when not travelling. 

Comments: [Its isnad is saheeh] 

4083. It was narrated that Anas 
bin SLreen said: I saw Anas bin 
Malik craning his neck to look for 
something whilst he was praying. 

Comments: [Its isnad is saheeh] 

4084. It was narrated from al- 
Aswad, from 'Abdullah, who said: 
No one of you should give a share 
of himself to the Shaitan by thin- 
king that it is obligatory to leave to 
the right only (after finishing the 
prayer). Most of the time I saw the 
Messenger of Allah (^|) leave to 
his left. 

Comments: [Its isnad is saheeh, al- 
Bukhari (852)] 
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4085. It was narrated from 
'Abdullah from the Prophet 
"What a bad thing for one of you 
to say: I forgot such and such a 
verse. Rather he was caused to 
forget/' 

Comments: [Its isnad is sahecli, al- 
Bukhari (5039)] 

4086. It was narrated that 
'Abdullah said: A man said: O 
Messenger of Allah, will one of us 
be blamed for what he did during 
the Jahiliyyah? He said: "If you 
do well (in Islam) you will not be 
blamed (for what you did during 
the Jahiliyyah), but if you do 
badly in Islam you will be blamed 
for your earlier and later actions." 

Comments: [Its isnad is salieeh, al- 
Bukhari (6921)] 

4087. It was narrated that 
'Abdullah (^) said: A Jew came to 
the Prophet (%) and said: O 
Muhammad, verily Allah will 
carry the heavens on one finger, 
and the earths on one finger, and 
the mountains on one finger, and 
all living beings on one finger, and 
the trees on one finger, then He will 
say: I am the Sovereign. The 
Prophet (^fe) smiled so broadly that 
his molars could be seen, and said: 
"They made not a just estimate of 
Allah such as is due to Him...." [az- 
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Zurnar 39:67]. Yahya said: And 
Fudail - meaning bin Tyad - said: 
In amazement and confirmation, .[Vo^< 



Comments: [Its hnad is sahceh, al- 
Bukhari (7414)1 



.(v[U) :^ t ^>-^ * J M 



4088. It was narrated that ^ J^'^ 
'Abdullah (4*) said: The Messenger 



of Allah (^;) said: "Every Prophet 

has a close associate among the Jj| Jlj :Jli -Jjl xi ^ t^Jill 

Prophets, and my close associate s ^ ^ ^ „ , , 

among them is my father and the J3j ^3 ^O^f 51 1^ ^ 

close friend of my Lord (Ibraheem)." . *j tj^-j^ J^i; 

Then he recited: "Verily, among J ' ~* - ■ 



mankind who have the best claim to ^ 
Ibraheem (Abraham) arc those who . ^ ^ 

followed him, and this Prophet 

{Muhammad and those who ,[TA* * : £r l j] 

1 i] jjj ^ 



have believed (Muslims)/' [Al . 
'Imran3:68]. *' " " M ^ 



Comments: [Its ismirf is da'eef ' 
because it is interrupted] 

4089. 'Abdur-Rahman bin J;^ : ^^^]\ y . ^ -i»M 

Yazeed said: I saw 'Abdullah go to - > t - s - » 

the bottom of the valley; he put the l >*^ ^ o-U^ J. 

Jamrah on his right and turned to t j,, ^ jj^ ^ ^ 
face the 1 louse, then he stoned it ' , 

with seven pebbles, saying takbeer J^^_? *rr^ 1^ 

after each throw. Then he said; r „ , #( >> , rr , *j - 

This, by the One besides Whom ^ ^ ^ Cr"J UUj ; ^ ~ 

there is no other God, is the place ^ V j-jJlj ^ lli : JU p uL^ 

where the one to whom Sooratal- >^ - „ a * ^ * 

Baqarah was revealed stood. L CT J - J-r" ... / 

Comments: [Sd/jL J c/j apart from the Jr^V '-^j* ''g±j*» 

phrase "and turned to face the ;d£^jn ^ iiiUJl J Li u5 jLi y>j «c— 

H ° l3fie " ] ^^'."^ ^ jUaiil ^ t (3AT/r) 



4090. It was narrated that al- . o'jj 



Iiarith bin 'Abdullah said: 



'Abdullah (^) said: The one who : o 1 ^^ 1 J* 'J^ 1 J^*^ ^ 



Musnad of 'Abdullah bin Mas'ood 



490 



consumes nba, the one who pays it, 
the two who witness it r and the one 
who writes it down, if they are 
aware of it, and the woman who 
does tattoos and the woman who 
has tattoos done for the purpose of 
beautification, those who withhold 
zakah and those who go back to 
living as Bedouin in the wilderness 
after migrating, will be cursed on 
the lips of Muhammad (^) on the 
Day of Resurrection. 

Comments: [Its isnad is da'eef 
because al-Harith bin 'Abdullah 
al-A'war, is da'eef] 

4091. [t was narrated that 
'Abdullah said: The Messenger of 
Allah (jfe), who is the most truthful 
one, told us: "The creation of any 
one of you is put together in his 
mother's womb for forty days - or 
he said: forty nights - then he 
becomes a 'alaqah (a piece of thick 
coagulated blood) for a similar 
period, then he becomes like a 
chewed piece of flesh (mudghah) for 
a similar period, then Allah, may 
He be glorified and exalted, sends 
the angel to him with four words: 
his deeds, his lifespan, his 
provision, and whether he is 
doomed (to Hell) or blessed 
(destined for Paradise). Then he 
breathes the soul into him and by 
the One besides Whom there is no 
other God, one of you may do the 
deeds of the people of Paradise 
until there is nothing between him 
and it but a cubit, then the decree 
overtakes him and he ends his life 
with the deeds of the people of 



^ if. if ^ if. ^ ±* jSjS- 
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Hell, and he becomes one of its /nnA , , . 

people. And one of you may do the 1 u " 

deeds of the people of Hell until 

there is nothing between him and 

Hell but a cubit, then the decree 

overtakes him and he ends his life 

with the deeds of the people of 

Paradise, and he becomes one of its 

people. 

Comments: [Its isnad is sahceh, Muslim (2137)] 

4092. It was narrated from £!U :jllil \* J^i G5jl>- -1**\T 

'Abdullah that the Prophet (&§) > ,7, t = > 

said: "No soul is killed unlaw- J- ^ u< ^ ±* & 

fully, but there is a share of the sin ^ ^» ^ ^ ^lil jlp ^i- 
on the first son of Adam, because J( ^ /' , j ' * 

he was the first one to set the J* J*? P O? 1 ^ ^[ ^ 1^ 
precedent of killing." yj£ x ^ - j*j $ h\l ^ 

Comments: [Its isnad is sahceh, al- 

Bukhari (6867)] * Lrnr ' : CT^ J 



4093. It was narrated from ^ ^ J£Z tiii- -t^r 

'Abdullah that the Prophet fcfe) , ^ 

said: "If you are three, two should ^j" i^ 1 4^ ^ 0* 

not converse (privately) to the , . : > . r * , ^ ^^r: . 

exclusion of their companion, * * 

because that makes him sad." ,[Vov : ^r'j] j^ 

Comments: [Its isnad is sahceh, 

Muslim (2184)] .(t\a£) : r ,^^> : gp* 1 



4094. It was narrated from Ibn 
Mas'ood (40 that a man kissed a 
woman once, then he came to the ^U-j jl j*) .y- *> jUip 

Prophet (sfe) and asked him about ,n ^ 5 

expiation. Then the words "And 0* ^ « ^ ^ u ^ ^ 
perform As-Salat {Iqamatas-Salat), at . ^ - ^ ft I J^JU t L£»US 

the two ends of the day and in some y ; ; 

hours of the night [i.e. the five olLlAJl jl jil ^ UJjj 
compulsory Sfl/flf (prayers)]. Verily, 



the good deeds remove the evil 
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deeds (i.e. small sins)." [Hood 
11:114] were revealed. He said: O 
Messenger of Allah, is that only for 
me? He said: "It is for anyone who 
does that among my umtnafi" 

Comments: [Its isnad is saheeh, al- 
Bukhari (526) and Muslim (2763)] 

4095. It was narrated that 
'Abdullah said: Verily Muhammad 
(%) told us that a man may tell lies 
until he is recorded with Allah as a 
liar, and a man may speak the truth 
until he is recorded with Allah as a 
speaker of truth. 

Comments: [Its isnad is saheeh, al- 
Bukhari (6094) and Muslim 
(2607)] 

.<n. 

4096. It was narrated from Ibn 
Mas'ood: Whoever buys an animal 
that has been left unmilked - or 
perhaps he said: a ewe that has 
been left unmilked - let him return 
it and return a sa with it And the 
Prophet forbade intercepting 
people with their goods (before 
they reached the market). 

Comments: [Its isnad is saheeh t al- 
Bukhari (2049) and Muslim 
0^18)] 

4097. It was narrated that 
'Abdullah said, once or twice, from 
the Prophet (^): ''There is no judge 
who judges between the people but 
on the Day of Resurrection he will 
be detained and an angel will take 
hold of the back of his head and 
bring him to the edge of Hell, then 
he will lift his head towards Allah, 
may He be glorified and exalted, 



.j^i- :Jli V ; jLi Jj 
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and if He says/The wrongdoer/ he ^ . 

will throw him into Hell the depth * ■ - t u 

of forty years." 1 ^ ^ ^ JJJ 

Comments: [Its isriad is art e " 
because Mujalid is drt're/ - he is 
Ibn Sa'eed al-HamdaniJ 

4098. It was narrated from ^ji^ : icli ^ £i>- -£^A 

'Abdullah that the Prophet fe) , * _ , ^ , _ , 

said; "This world will not cease - * ^ ^ - ^ & ^ ^ r^ U 

or this world will not end - until ^ } ^£ \f ^ ^» : ju 

the Arabs are ruled by a man ' \ t B * , , . - ^ 

from my family whose name is S* ] J* >J^J 

the same as mine." .[VoAr ; ,] ii^l (>1>; 
Comments: [It i'shac/ is ^hphh] 



4099. Tt was narrated that — ^ it^ -i-^'K 

'Abdullah bin J Utbah said: Some , , 
people came to 'Abdullah bin ^ ^ If ^ ^ 

Mas'ood and asked him about a -^j L ^^; ^ Jjl : J Li ill ,J>\ 

man who married a woman and ^ / ^ ^ ^ 

did not name a dowry, then he Ift Utr\/\) ^1^1 £jf j^j > 
died before consummating the ^ ^ ^ ^ ^ 

marriage with her. He did not , / , 

give any response to that so they ily] p Jj^jfy i ul^ Jil ^Ji 

went away. Then they came back 0 r * . .. . > - - , u i 

and asked him again and he said: 4 * ^ J .^ W Jy , / ^ 
I shall speak concerning it on the ^ tiJLUJ ^ii^ J^-j f *iJU c4-^ 
basis of my own opinion; if I get _ , » ^ ■ t 

it right then it is by the help of *J * ^ > oLa ^ 

Allah, may He be glorified and ^ ^ JlJi i^u;, 

exalted, and if 1 get it wrong then ^\ , ^ ^ . , , 0 ; 

it is from me. She is entitled to a ^ ^ 3fe -4^ : ^ 

dowry like that of her peers, she 

has the right of inheritance and - ' 1 ^ , ; 

she has to observe the 'iddah. A .[M ■ • \ J&\] .JiJ-^ ^ ! 

man of Ashja' stood up and said; 

I bear witness that the Prophet 'C^ 
(^.) issued a verdict to that effect. 
He said: Bring me someone to 
testify to that with you. And 
Abul-Jarrah testified to that. 
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Comments: [Its j'srW is so/iee/i] 

4100, Hisham narrated a similar 
report except that he said: about 

Barwa' bint Washiq. And he said: s-f ^ : M Jit ^ JjLJi fli* 
Bring two witnesses to that. And r . - , - 

Abu Sinan, al-Jarrah and two men 1 ^ ' r* 

of Ashja' bore witness to that. ^ j*>b?-j l£i^J1j jll^ y 1 1 f s 
Comments: [Its isnad is Wiee/i] [i ■ ^ ■ £^1 ] * ' M 



4101. It was narrated that 
'Abdullah said: When we sat with 



the Messenger of Allah in the fy & : Jli Jjl jl^ ^ Jjp 

prayer, we would say: Peace be ,^ M . rf ; - a M . ,, ? . . 

upon Allah from His slaves, peace ^ r ' ^ ^ - - - 

be upon So and so and So and so. Ji: ^LUl t ol^ ^ Jj| 

Then the Messenger of Allah (^) , * ^ * > / . 

said: "Do not say, peace be upon ^ T^ 1 : ^ ^ ^' ^ 
Allah, for Allah is as-Salam. But ^ lSj ^ .f^IJl ^ aj| m , Jj| 
when one of you sits, let him say: , , „ ' ; \ 9 tt /" ' 

'All compliments, prayers and ^ : jilii jXb^l 

pure words are due to Allah, Peace i"— j fu r-1 Iir 'simi > 1,- 
be upon you, O Prophet, and the . " 1 '" 

mercy of Allah and His blessings. ^ JUj Qp f^Ul ^tf^) -Oil 

Peace be upon us, and on the * { i ; . f . ; r* r. . v.: . tf . 
righteous slaves of Allah' - for if ! ^ ^ ^ ^ ~ 

you say that, it will reach every V o \ ij-il ^LHJl ^ ^JU _Li 

righteous slave between heaven ^ , _ ^ 
and earth - 'I bear witness that *^ JJ ^ jl " M 

there is no god but Allah, and I t Jj i^f f UoJl ^ lii^t *j 
bear witness that Muhammad is " ' , \ T 

His slave and Messenger.' Then let 
one of you choose whatever 

supplication he likes and call upon : ^ ^ : 

Allah with it." 

Comments: [Its isnad is sahceh, al- 
Bukhari (835)] 

4102. It was narrated that -.-T. , ^ * 

'Abdullah said: A man came to ^ ^ ^ & ^ 

the Prophet (sfe) and said: Which cjjlj ^1 ^ JLl^Vl lL ; l^ : Vli 
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sin is the worst? He said: 
"Attributing a rival to Allah when 
He has created you/' He said: Then 
what? He said: ''Then killing your 
child for fear that he may share 
your food/' He said: Then what? 
He said: "Then committing 
adultery with your neighbour's 
wife." Then Allah revealed, 
confirming that: "And those who 
invoke not any other ilah (god) 
along with Allah, nor kill such 
person as Allah has forbidden, 
except for just cause, nor commit 
illegal sexual intercourse - and 
whoever does this shall receive the 
punishment" [al-Furqan 25:68]. 

Comments; [Its isnad is saheeh] 

4103. It was narrated that 
'Abdullah said: We said: O 
Messenger of Allah, will one of us 
be blamed for what he did during 
the Jahiliyyah? He said: ''Whoever 
does well in Islam will not be 
blamed for what he did during 
the Jahiliyyah, but whoever does 
badly in Islam will be blamed for 
his earlier and later actions." 

Comments: fits isnad is saheeh, 
Muslim (120)] 



4104. Tt was narrated that 
Masrooq said: Whilst a man was 
narrating hadeeth in the Great 
Mosque, he said: On the Day of 
Resurrection a smoke will come 
down from the sky and will take 
away the hearing and sight of the 



3t J^i ^ J! 4 

tijj- :NU j^l y>j -M*r 

:J1S mJJ i jJ^ ^ ^1 J/- 

iii^i caLi j^; l; : jii aii ^ 
.[ro<n 

^ :NU ^ ^ eiS> -iw 
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hypocrites and the believers will 
get something like a cold from it. 
Masrooq said: I entered upon 
'Abdullah and told him about that. 
He was reclining, then he sat up 
straight and started speaking. He 
said: O people, whoever among 
you is asked about knowledge that 
he has, let him speak of it, and if he 
does not know, let him say: Allah 
knows best. It is a part of 
knowledge to say when one does 
not know, Allah knows best. Allah, 
may He be glorified and exalted, 
said to His Prophet (*k); "Say (O 
Muhammad "No wage do I 

ask of you for this (the Qur'an), nor 
am I one of the Mutakallifoon (those 
who pretend and fabricate things 
which do not exist)" [Sad 38:86]. 
When Quraish rejected (the call of) 
the Prophet (^) and displayed a 
stubborn attitude towards him, he 
said: "O Allah, help me with seven 
(years of hardship) like the seven of 
Yoosuf." Then they were afflicted 
by a famine in which they even ate 
bones and dead meat because of 
hunger, until one of them would 
start to see something like smoke 
between him and the sky, because 
of hunger. Then they said: "Our 
Lord! Remove the torment from us, 
really we shall become believers!" 
[44:12]. It was said to him: If We 
relieve them they will revert (to 
disbelief). So he called upon his 
Lord and He relieved them, and r L ^ AYT ^ 
they reverted (to disbelief), but 
Allah wrought vengeance upon 
them on the day of Badr. Allah, 
may He be exalted, says: 'Then 
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wait you for the Day when the sky 
will bring forth a visible smoke - up 
to - On the Day when We shall seize 
you with the greatest seizure 
(punishment). Verily, We will exact 
retribution" [ad-Dukhan 44:10-16]. 
Ibn Numair said: 'Abdullah said: If 
this was referring to the Day of 
Resurrection, He would not have 
mentioned relief for them. 

Comments: [Its isnad is sahceh, al-Bukhari (4822) and Muslim (2798)] 

4105. It was narrated that ^ ^Je^! 
'Abdullah (4*) said: 1 recited to the V 5 ^ . a 
Messenger of Allah (*fe): "And We ^ ^ ^ ^ 0? r ^ 
have indeed made the Quran easy ^ jj^j 
to understand and remember; then ' ^ ^ ... 

is there any one who will remember 4A'^ It? J*? ^T 31 ^M" 1 * 

(or receive admonition) f/?fl/ min [rvoo • ,] O o - ^0 

mudhdhakir]?" [al-Qamar 54:17]. 

And the Prophet said: "hal mm .(i\vi) :^ > oi U : 

muddakir" [i.e., he corrected his 

pronunciation]. 

Comments: ]Jts /sha*/ is sahech, al-Bukhari (4874)] 

4106. It was narrated that ^ jUi^'l ^ : ^5"j ^ 
'Abdullah said: The Messenger of , 

Allah said: "If you are three, ^j^j ^ ' ^ ^ ^ If- ' Ji l J ^ 

two should not converse (privately) ^ G ^ ^ ^ ^ Jj t 

to the exclusion of one, because that ' t \ ~ 

makes him sad/' -^j^h ^ ^ ^ /V> 

Comments: [Its isnrtd is sahech, al- .[VoV :_**-!;] 

Bukhari (6290) and Muslim " 

4107. 'Abdullah said: It is as if I : £\' 3 LSj LJjl^ -t W 
can see the Messenger of Allah 



fete) telling us about one of the ^ Ju :ju ^ ^ 

Prophets whose people struck ^ tjg g ^ J, £j Jfc : Jj< 

him, and he was wiping the blood ^ ^ ^ 

of his forehead and saying: "Lord ^ t<La y t^^ 1 ,>? ^ J?^i 
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forgive my people for they do not 
know/' 

Comments: [Its isnad is sahceh, 
Muslim (1792)] 



4108. It was narrated that 
'Abdullah said; The Messenger 
of Allah (^fe) said: ''Beware of 
lying, for lying leads to wickedness 
and wickedness leads to Hell. A 
man may tell lies (and endeavour 
to do so) until he is recorded with 
Allah as a liar/' And he said: The 
Prophet (sfe) said: "1 enjoin you to 
be truthful, for truthfulness leads 
to righteousness and righteousness 
leads to Paradise. A man may tell 
the truth and endeavour to tell the 
truth until he is recorded with 
Allah as a speaker of truth/' Abu 
Mu'awiyah said: "A man may 
continue to speak the truth and 
endeavour to speak the truth. 

Comments: [Its isnad is sahceh, 
Muslim (2607)] 

4109. It was narrated that 
'Abdullah (.<&■) said: I heard the 
Messenger of Allah (%) say: 
'There is no cause for envy except 
in two cases: a man to whom Allah 
gives wealth and enables him to 
spend it appropriately, and a man 
to whom Allah gives wisdom and 
he rules in accordance with it and 
teaches it to the people." 

Comments: fits isnad is sahceh, al- 
Bukhari (1409) and Muslim 
(816)] 



.[r\\\ i 

^jjlii y\j ^} lii>- -M 'A 

Jjl ^ t Jjlj ^1 jf> J~.'J^' S }\ liiiA 

^ jjJaJl ^'^j tJ-LlJ _ ji^Jl 

.uJjJkJl ^J^tJ J^ 1 J 1 ^ 

4JJI J_^j J Li : Jli djl Jup ^^r-^ ^ 

.[no\ :^|.] 
.(An) 
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4110. It was narrated that Ibn 
Mas'ood said: We asked the 

Messenger of Allah about -^r^° ^ ^ t^jUJI 

walking with the bier and he said: 
F 'A rapid walk. The bier should be 



followed rather than follow," U» :JUi ^3H?JL 1LH ^ 

Comments: [Its j'snffd is da'eef „ , : ; ^ >• i-.r t, - r T , 

because Abu Majid al-Hanafi is y - - - ■ 

unknown] _[roAo i^lj 

JL>-L* ^yi <JL^»tJ w-J-j^-^ ijL^J \ j^u 

4111. It was narrated that ^ JSJ%\ IL : jl^ : i5j -nn 

'Abdullah said; The Messenger of s a ^ ^ c = 

Allah (ate) said: "He is not one of ^' ^ ^ & J. ^ ^ 

us who rends his garment, slaps 'J> L 'JS* :Sj Jjl J Li : Jli 

his cheeks and calls with the call " 

of Jahiliyyah/' ^j^' ^ <J?^ } - 

Comments: [Its isnad is saheeh, al- .[mo A '^i,] niUUJi 

Bukhari (1298) and Muslim Cr 

(103)] : r t <m A ) 



4112. It was narrated that ^ V^jl tfjU : -M\Y 
'Abdullah said: The Messenger of 

Allah (sfe) said to us: "O young tJj ->- ^ 0^ ^tt*-" 0? 

men, whoever among you can : ^ Jbi J - □ : Jli Jji'j^ u 
afford it let him get married, for 3 / 

it is more effective in lowering the ^Ual^l i^jCJlM D> 

gaze and guarding one's chastity. * . . (, . * rf >v * --rr 

And whoever cannot afford it ^ ^ ~ u * ^ " 

should fast, for it will be a shield iiU OUi ^ J^j ^'-^ 

for him." ' " ' ... 

Comments: [Its isnad is scdxeeh, al- ^ 
Bukhari (5066) and Muslim ^ »(3»n) ^t^jwo^M : 



(1400)] 



.<U< 



4113. It was narrated that -y- t jJU- ^ y> lL*o^ -£Ur 
'Abdullah said: We were with the * ^ , , - 

Messenger of Allah and we ^ 4^' ^ : JU ^ M ^ ^ 
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were young men. We said: O 
Messenger of Allah, can we not L ' j-*-> - ■ l V. 

castrate ourselves? But he forbade 
us to do that. Then after that we 
were granted a concession allowing 
us to rnarry a woman in return for a 
garment for a limited time. Then [?-\q \ 

'Abdullah recited: "Make not 4 * J 

unlawful the Tai/i/ihat (all that is (U-O 
good as regards foods, things, 
deeds, beliefs, persons) which Allah 
has made lawful to you, " [al- 
Ma'idah5:87]. 

Comments: [Its isnad is saheeh, Muslim (1404)] 

4114. It was narrated from Abu - : Lsj 
Moosa al-Hilali, from his father, , „ e t 

that a man was on a journey and 0* ^ If ?Sr^ i 

his wife gave birth, but her milk t ^-, , ^ J o\S ^\ !>l 

would not come. So he started to , , >- - 

suckle and spit out the milk, but td ^> t "* J - >r iu 
some of it entered his stomach. He : j£ j£ t llU jix* 

came to Abu Moosa, who said: She ^ ^, _ . . 

has become //nram for you. He went ^ t^H^ ^> 

to Ibn Mas'ood and asked him, and ^, : ^ j^,- -j^- 
he said: The Messenger of Allah o ; 4i * 

fe) said: "Breastfeeding does not 3^ t r UJl ^ U ^1 L 1 ^ 1 ^ re- 
make a person a mahram except ,«' t k;M 
Lhal which causes the flesh and 

bones to grow/' tsj^)^ ^>w5 ^_jb- 

Comments: [A hadeeth that is sniieeh ^ ^ki^' ^h*-^ ^^--! 

when taken with corroborating ^ *AJLl*j 

evidence; this is a daeef isnad] 

4115. It was narrated from f . : • , , * ^, . 
Abdullah that he said in kimtbatal- ~ ^ 

hajah : Verily, praise is due to Allah, J IS M ^ ^al^ ^ 1 JU^-j 

wc seek His help and His foreive- " t, - • . 1, : , -■■ ' 

n ess. We seek refuge with Allah from "" y - 

the evil of our own souls. Whom- .y> ill— 'y* ^AJ *yCj uS^AilUj 

soever Allah guides will never be led - ■:: . ... * 
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astray, and whomsoever Allah 
leaves astray, no one can guide, I 
bear witness that there is no god but otf l^yi p laJ^^j IxUJ 

Allah, and I bear witness that <, <>> ^ ^, jy = 

Muhammad is His slave and * ^ " ^ ^ y " 
Messenger. Then he recited three ill \Jt\f O * Y :j1^t J!) ^ojXi 
verses from the Book of Allah; "O , > r, - - * . 
you who believe! Fear Allah as He ~ ' ■ r J ' r - - 

should be feared, and die not except Sfji [>JyJ ^ (\ : ,l_!l) 

in a state of Islam (as Muslims) with 



complete submission to Allah.)" [Al 



^ l A x Jl < v ' : -^^> ^ 



'Imran 3:102] "And fear Allah ,[rvn ; 

through Whom you demand your 

mutual (rights), and (do not cut the ^ ^ : 

relations of) the wombs (kinship) jr/ j- ,J ^ ^ c^UaiN 



Surely, Allah is Ever an All- Watcher ^ 

over you/' [an-Nisa' 4:1] "Keep your 

duty to Allah and fear Him, and 

speak (always) the truth)/' [al-Ahzab 

33:70]. 

Comments: [A saheeh hadeeth. This isnad is da'eef because it is interrupted: 
Abu 'Ubaidah - who is Ibn 'Abdullah bin Mas'ood - did not hear from his 
father] 

4116. It was narrated that ^ J^Xr^l : £?3 bil^-iU^ 

'Abdullah said: The Messenger of t ' ,* , t 

Allah (sg) taught us khutbatal- J ^ j^<.3^\ ^' 

hajah.„ And he narrated a similar Ml . 

hadeeth except that he did not say ^ 
"verily". ^ jeji ^-UJl ioJ- ^ ^J 1 , 

Comments: [Its isnad is sa/ice/7] H : 



^ V! 



4117. It was narrated that ^ ^ilJl £jU- : l£U -£UV 

'Abdur-Rahman bin Yazeed said: o _ 0 ? & „ 

When 'Abdullah came to the ^ 0* t£ >^ ^ ^ 0? 

/amra/i - JamrataN'Aqabah - he Jj| ^ Jj & : j J 1- ^ .^.yi 

went to the bottom of the valley, "'" v y 
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turned to face the Ka'bah and put 
the JamraJi on his right, then he 



stoned it with seven pebbles, Jj, =^j| 4 i£&5i jj^lj 

saying takbeer with each throw. * > _ , _ , ; > 

Then he said: From here, by the J 5 C ^ tl ^ r 

One besides Whom there is no ^jj,^ > ; J Li fc sUa^ 

other God, the one to whom \ * % - . - J * ' 

Sooratal-Baqarah was revealed hj^ ^ 

stoned (the /amra/i). [ro£A 

Comments: [Saheeh apart from the 

phrase "and turned to face the i^, y . j : 0jJ ; 
House"; it is a repeat of 4089] , 

r J ^ujjlj t(0AT/T) :ft^JLaJ|MiLl yb_j 

.(TIM) :^ ^ ^ c-Ji Jw- ol 

4118. It was narrated that £^ : ^3 -£UA (tVT/\) 
'Abdullah (-&,) said: The Prophet ( ^ 

(#5) said to me; "Recite Qur'an to 0* 'r^i ^ ^.A^ 1 ^ 
me." I said: O Messenger of Allah, j ju :JU Jjl ^ 

how could I recite to you, when . - 1 » . * 

you are the one to whom it was J ^ ^ ^ *o\'jX\ ^ ^ :jg$ *Ul 
revealed? He said: "1 like to hear it j/f ^ {^f ^ 

from someone else/' So I started / e . £ ,i S * 

reciting Soorat an-Nisa' and I V> I* Jl ^f^ 1 :Jli 

recited to him, and when I reached J^yJ^ ^[^]\ : Jla 

the verse, "How (will it be) then, . . ^ „ <*^v 

when We bring from each nation a ^ Jf ^ ^ l H : ^ 

witness and We bring you (O ifj^fi £ A Ci^ x^i 

Muhammad (#:)) as a witness > ^ f , . . t , 

against these people?" [an-Nisa' ^> :Jli <^ :tL ^ l > 

4:41], 1 looked at him and his eyes .[Too » ' 

flowing with tears. 

Comments: [Its isnad is wheeh, al- t(i ° AY) : C fc C^ 

Bukhari (4582) and Muslim .(A-): r 
(800)] 

4119. It was narrated that • ^ - ^ - ^ ^ _ t n ^ 
'Abdullah (4^) said: Umm Habeebah - , t . % r 

said: O Allah, let me have the joy of J* <• Js^r 11 ^ ^ J>. I'y^^ if 1 
the company of my husband the ,{ ^ \^ ^ J ^ 

Messenger or Allah and my * s " ' J r ^' - 

father Abu Sufy an, and my brother t^g M L_r^3> f4^* : 
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Mu'awivah (all my life). The , 5 - ; „ , * - ■ ; * 
Prophet (ft) said: "You have asked JU3 V kJ - *V 

Allah about lifespans that have *$>/jJl* JLf^ J^-j ^ cJU-* 
already been determined, days that , .„ , 

have already been counted and ^ J 1 ^^ C 2 S >^ r L — 

provisions that have already been ^ ^ £i >); ^ jj'lL; 
allotted. Allah will never do . ^, „ f , \ / 

anything before its due time or iys jt J^j ^ ^J' v^l^ cJi" 

delay it beyond its due time. If you ^ ^ ^ . ^ ; | ft, ^ 
had asked Allah to grant you " ^ - - ' ^ - v 

refuge from punishment in the Fire _ sS^ 1 ^ A'^ [l .J^ ] j 

or punishment in the grave, that : > ^ „ il^JT -Jli Vl 
would have been better and "CP^ - - J 0J ' * 

preferable." He said: And mention jj j^j j£ j|» Jul :JU 

of monkeys was made in his . , 0 ^ , , J" ^ Pjt 

presence. Mis'ar said: I think he _bj c %1J ^A. 

said: And pigs - from what were _ ;J'j ^31 _ ;SUJi 

they transformed? The Prophet ' ° • 

fe) said: "Allah, may He be .[TV- 
glorified and exalted, never gives (wr) n 

those who have been transformed ' k * * 0 e 

offspring. Monkeys - and I think he 
said: and pigs -existed before that." 

Comments: [Its isnad is saheeh, Muslim (2663)] 

4120. A similar report was ^ ^ ^ ^ _ m . 

narrated from 'Alqamah bin ; ^ 

Marthad with his iswid, and there Jlij jUj 0^ 
was no uncertainty about the ru , , , B - - - . 

word pigs. C J I* "rT 

Comments: [Its isnad is saheeh, : f «U ;ry_J*l 

Muslim (2663)] < ^ ' 

4121. It was narrated that — JLIp^'i £1^ : L|j GSj^ 
'Abdullah said: The Messenger ° £ . , , , = 

of Allah said: "Indeed, 1 have ^ ^} J* ^ J> ^ -k* 

nothing to do with the friendship > ^ J, l J., jj ; Jli Jjl 

of any close friend. If I were to take ^ ' ^ ' - T - 

a close friend, I would have taken \jJ»Jj> cJs ijjU- y° JA± J! 

Abu Bakr as a close friend. But 2 . v , > ■ ' t . - 

your companion is the close tnend v - -T 

of Allah, may He be glorified and .[To A* :£>-lj] -"J^j 
exalted/' 
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Comments; [Its isnad is saheeh, 
Muslim (2683)] 

4122. It was narrated from 
'Abdullah that the Prophet (afe) 
addressed us and said: "O women, 
give charity, for you will be most of 
the people of Hell on the Day of 
Resurrection/' A woman said: Why 
will we be most of the people of 
Hell? He said: " Because you curse a 
great deal and are ungrateful to 
your husbands/' 

Comments: \Saheeh because of 
corroborating evidence; this is an 
is} tad that could be Imsan] 



4123. It was narrated that 
'Abdullah said: The Messenger of 
Allah said: "No soul is killed 
unlawfully, but there is a share of 
the sin on the first son of Adam, 
because he was the first one to set 
the precedent of killing/' 

Comments: [Its isnnd is sahech, 
Muslim (6867)] 



4124. It was narrated from 
'Abdullah bin Ma'qiL that his father 
Ma'qil bin Muqarrin al-Muzani 
said io Ibn Mas'ood (^): Did you 
hear the Messenger of Allah (^) 
say: "Regret is repentance"? He 
said: Yes. 

Comments: [Saheeh; this is a hasan 
isnad . It appears above, 3568] 



di y, l&U - 1 \ Y Y 



-? J50o^ ^r^ 1 



uli ^ ^ J* <U1 -Li- 



.[Y'o^S -"S^ 1 i^fcj t^iLl 

ALfl ."-5 J ^ --" ' i. <£ ia_lLl>-l — (JjJLjS 



-mr 

LS y JjJ <Jj 1 JLP t ^ ^ 

JjJ'j J I* :JU 4Jl jlp °^ vj/^l^ 
Jli 015 VI llik JlL' ^i; °y> U» :-£&; 

. [nr. :cr ij ..jaii ^ ^ 

tJXUl ^>^^i Alpj i^j uijLi- -fcWfc 

;JU ^Jlj|» 3& -ill 

. ^^"j iJiyAj i jP^i 
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4125. It was narrated that 
'Abdullah said; The Messenger of 
Allah/ who is the most truthful one, 
said: "Selling an unmilked animal 
is deceit and it is not permissible 
for a Muslim to deceive." 

Comments: [Its isnad is da'ecf 
because Jabir is da'eefi he is ibn 
Yazeed al-Ju'fi] 



4126. It was narrated from 
'Abdullah bin Mas'ood that the 
Prophet (igg) said: "Trading insults 
with a Muslim is an evil action and 
fighting him is kufr." 

Comments: [Its isnad is saheeh, 
Muslim (64)] 

4127. It was narrated that 
Sulaiman said: I heard Zaid bin 
Wahb say: I heard 'Abdullah bin 
Mas'ood narrate from the Prophet 
te): "After I am gone you will 
see selfishness, turmoils and 
things that you disapprove of/' 
We said: O Messenger of Allah, 
what do you instruct us to do, if 
any of us live to see that? He said: 
"Pay your dues (to others), and 
ask Allah for what is due to you." 

Comments: [Its isnad is saheeh, 
Muslim (1843)] 



4128. It was narrated that 
'Abdullah said: "There is not one 
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of you but will pass over it 
(Hell)" [Maryam 19:71]. He said: 
They will enter it, or will enter it 
then come out of it by means of 
their deeds. I said to him: Did 
Isra'eel narrate it from the 
Prophet He said: Yes, it is 

from the Prophet (#;), or words 
to that effect. 

Comments: [Its isttad is hasan] 

4129. It was narrated that 
'Abdullah said: May Allah curse 
the women who do tattoos and the 
women who have tattoos done, the 
women who pluck facial hair, the 
women who file teeth for the 
purpose of beautification, who 
change the creation of Allah. News 
of that reached a woman in the 
house who was called Umm 
Ya'qoob. She came to him and said: 
I heard that you said such and 
such. He said: What should I not 
curse those whom the Messenger 
of Allah cursed in the Book of 
Allah? She said: I have read what is 
between the covers (of the Mushaj) 
and I did not find it. He said: If you 
had read it, you would have found 
it. Have you not read (the words) 
"And whatsoever the Messenger 
(Muhammad (3^)) gives you, take 
it; and whatsoever he forbids you, 
abstain (from it)" [al-Hashr 59:7]? 
She said: Yes indeed. He said: The 
Prophet (t^) forbade that. She said: 
I think your family do that. He 
said: Go and look. So she looked, 
but she did not see anything, so she 
came and said: I did not see 
anything. He said: If that were the 
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case, she would not stay with us. ^( 0 <ua) ■ ■ <. 1 Vi " 

He said: 1 heard it from ' Abdur- * ^ ' ^ j ^ f 

Rahman bin 'Abis, who narrated -f 

from Umm Ya'qoob, from whom 

he heard it but I chose the hadeeth 

of Mansoor. 

Comments: [Its first isnad is sahceh, al-Bukhari (5948) and Muslim (2125)] 

4130. It was narrated from ;Jij JLp -t\Y* 

'Abdullah that the Prophet (5k) _ / a 

said: "The best of the people are If If ' If 

my generation, then those who ^ .j^ £f ^ ^ Jj, ^ - 

come after them, then those who ' # ^ ^ 'j ' 

come after them/' - three or four ji^ ^ ^^4^ Crt^ ^ '•Ji'J 
times. "Then there will come 



people one of whose testimony will 
come before his oath and his oath u^li^ 



before his testimony. 

Comments; [Its isnad is saheeh, al- 
Bukhari (2652) and Muslim .[mi : sS^iJl Ji- 



(2533)] 



.(Torn 



4131. It was narrated that ^ & -t\V\ 

'Abdullah said: I said: O ^ £ t J , 

Messenger of Allah, which sin is ^ If J^ 1 ^ J^^J 

the worst before Allah? He said: ;Jli Jui ^J^^ o? ^ 

"Attributing a rival to Allah when a ^ ' r \ ; > ( ~\ „ ' " ' 

He has created you." I said: Then *>f v-^ 1 d?' ^ Jj^j ^ 

what? He said: "Then killing your W - Jj w: . ^ jj, 

child for fear that he may share > ' ' 

your food/' - On one occasion VliU : cJL* :J15 «uillL>- ^a) tlx 
'Abdur-Rahman said; "for fear . ?f ; r ;, ? * * ; 'n- 
that he may eat with you - I said: ^* -r - - ^ u r 
Then what? He said: "Then h\ '.'^ Jlsj _ «iJUUi 
committing adultery with your • * . - ^ * , ^ 
neighbour's wife/' Then Allah J,),;Jli " bU r : ^ ? :JU « ^ 
revealed, confirming that: .[HU ^Ij] Jil^Lf iUA, r^l-i 
Comments: [Its isnad is sahceh f al- 
Bukhari (4761) and Muslim (86)] : f ^tvnU :^ ^C^" : E 1 ^" 

.(AT) 
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4132. Wasil al-Ahdab said: 1 
heard Abu Wa'il say: 'Abdullah 
said: I asked the Messenger of Jslj J-LJ* : Jil uLi^Vl J-f ^ 



Allah Which sin is worst...? 

And he narrated it. 



sfe; J J- 3 ^J 1 ^- : jlp Jli : J^i: 



Comments: [Its £sn<irf is saheeh, al- .iX*m .e^ii ^J-J 1 ^ 

Bukhari (4761) and Muslim (86)] 

4133. It was narrated from Abu llf^ : >JU ^ iUi ^ -iW 
Wa'il, that 'Abdullah said: I asked 

the Messenger of Allah (%)... And ^ ^ 1^ *J^j ^ 'J-f 1 .? 5* 

he narrated it ^ f - * !f . . - 

Comments: [Its jsrtarf is sahech, al- 

Bukhnn (4761) and Muslim (86)] .lriU : 

.Cat) : * ,Uvu) :^ : 

4134. It was narrated that £^ ■ ^ ^ -Mrt 
'Abdullah said: I said: O Messenger * 4 ^ 

of Allah, which sin is worst?.., And ^ ^J 5 .^ ^ J* ^ If- ^jj 

he narrated it. then he recited: "And . t,- • - 1 

those who invoke not any other xlah ^ ^ 

(god) along with Allah, nor kill such 1 jUipl ^—JJJl t Jjl J^j ^ : c-is 
person as Allah has forbidden, ^ - - -;^v t : ^: , 

except for just cause, nor commit - C - M " J/ ^ r 
illegal sexual intercourse - and CUt^A : jtf^i) ^L^k J>\4^*^\ 
whoever does this shall receive the 

punishment. The torment will be H ■ 

doubled to him on the Day of / t w,i\ 

Resurrection, and he will abide ^ ^" ^* 

therein in disgrace" [al-Furqan ^ r 

25:68, 69]. 

Comments: [Its isnad is saheeh, a I -Bukhari (4761) and Muslim (86)] 

4135. It was narrated from ' > - e r^. - 

jLju j^- . j 1 _up UjJLj- -tiro 

'Abdullah that the Prophet (sfe) v / ' 

used to say: "O Allah, 1 ask You for t^^Vl ^1 ^ ^JL^ll ^1 ^ 

guidance, piety, abstinence (from s > ;„ : L> ., a.. , 

that which is /iflnim and is not ~ ^ r y - 

appropriate) and independence of tU^Jl^ tj-^jl iiilil 

means." 

.[r*m i^lj ."^Ij 
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^ J^JUijyb li t _i . 1 i in J 



Comments: [Its isnad is saheeh, 
Muslim (1721)] 

4136. It was narrated that 
'Abdullah said: The Messenger of 
Allah said: "If I were to have 
taken a close friend (khaled) I 
would have taken Ibn Abi Quhafah 
(Abu Bakr) as a close friend/' 

Comments: [Its isnad is sahceh, 
Muslim (2383)] 



4137. Tt was narrated that 
'Abdullah (&>) said: I never saw 
the Messenger of Allah (%) offer 
any prayer but it was on time, 
except that he put together 
Maghrib and 'Isha' in Muzdalifah, 
and he prayed Fajr on that day 
before the time when he usually 
prayed it (but after ascertaining 
that dawn had broken). 

Comments: [Its isnad is saheeh, al~ 
Bukhari (1682) and Muslim 
(1289)1 

4138. Al-A'mash narrated from 
'Umarah... a similar report 

Comments: Its isnad is salicch, al- 
Bukhari (1682) and Muslim 
(1289)] 

4139. It was narrated that 
'Abdullah (J^) said: To swear nine 
times that the Messenger of Allah 
Ofe) was killed is dearer to me than 
swearing once that he was not killed. 
That is because Allah made him a 
Prophet and took him as a martyr. 
Al-A'mash said: I mentioned that to 
Ibraheem and he said: They used to 



oj5 _JJh Jjl J_^j J 15 : Jli ijl 
iud ^1 *L>jJ^*i Xii l-U«li 

j± ouU ^ & ti^ -nrv 
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think that the Jews had poisoned * , - ^ t - - , 

himandAbuBakr(^). ^ :JUi ^ :Jli 

Comments: [Its isnad is saheeh] ^ j <.oy^ oj ' dj^yCj tjj^ 

4140. It was narrated that ^ - ^ - ^J, tfU _ m , 
'Abdullah said; After the verse f 

"So glorify the Praises of Your Lord, ^} d ^ u ^ 

and ask His forgiveness. Verily, He is :J r j Jjl ^ t j L^_M 

the One Who accepts the repentance K ^ \ X , - - - 

and who forgives." [an-Nasr 110:1] *->l ^ ^ & 

was revealed Abdur Razzaq said : ^ (r : ^ 0 5^ 

when it was revealed [When there ' . „ , 

comes the Help of Allah (to you, O <tf ^ ^ W 

Muhammad g$ against your ■ n£ ^ ^ (\:^lJ!) 

enemies) and the conquest (of » , * - * 

Makkah)], the Prophet (^) would * J >^ r^ 1 tlJ ^J jU^ 1 ^ r ^ M 

often say: "Glory and praise be to , [riAr . . j jj| ^1 

You, O Allah. O Allah, forgive me, C ' s 

for You are the Acceptor of ^1 !Jl>j i6 ^J -thj** 

repentance/' . : , „ f ' _. M 

Comments: [Hasan because of 
corroborating evidence; this is a 
da'eef isnad because it is interrupted] 

4141. It was narrated from Cj^^ ^ (iT°/\) 
Abdullah: " There is not one of 



you but will pass over it (Hell)" 



[Maryam 19:71]. He said: The ^ }Jj $ ^ ^ :«JUlp. 

Messenger of Allah (jig) said: "All ' . ' ; , 

the people will come to it, then j-^ 1 V ;JJl J 1 ^ 

they will pass it (over the Sirat) by y^yji ^ '^ "^ -J -0 

means of their deeds." \ u r r 

Comments: [Its isnfld is hasan] .[ M t A : 

.ij-^iJl ^ ji M aXj-I^j t ^jUl>^ t^JLJ^ J_pL*—1 tj ^ oiL^I : ^>ij 

4142. It was narrated that 4 ^ - ^ ^ -im 

'Abdullah bin Mas'ood said: The " ^ . f „ s 

Messenger of Allah (^) drew a ^ ^t^ 1 : L^-^j 
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line for us, then he said: "This is 
the path of Allah/' Then he drew 
lines on its right and its left, then 
he said: "These are paths - Yazeed 
said: diverging (paths) - on each 
of these paths is a devil calling to 
it." Then he recited: "And verily, 
this (i.e. Allah's Commandments 
mentioned in the previous two 
verses) is my Straight Path, so 
follow it, and follow not (other) 
paths, for they will separate you 
away from His Path" [al-An'am 
6:153], 

Comments: [Its isnad is hasan] 

4143. It was narrated that 
'Abdullah said: I heard the 
Messenger of Allah say: "The 
most evil of people are those 
upon whom the Hour will come 
when they are still alive, and 
those who take graves as places of 
worship." 

Comments: [Its isnad is hasan] 

4144. It was narrated from 
'Abdullah that the Prophet 
said: "The Hour will come, or the 
Hour will only come, upon the 
most evil of people." 

Comments: [Its isnad is sahech, 
Muslim (2949)] 



4145. It was narrated that 
' Abdullah said; We used to talk 
during the prayer and greet one 
another with satam, and one of us 
would mention his need. I came 
to the Prophet (£fe) and greeted 
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him with stf/am when he was 
praying, and he did not return 
my greeting. I became anxious, 
wondering which of my deeds 
might have caused this. When he 
finished praying, he said: "Allah, 
may He be glorified and exalted, 
introduces into His matter 
(religion) whatever He wills, and 
He has introduced (the ruling) 
that you should not speak during 
the prayer/' 

Comments: [Saheeh; this is a hasan isnad] 

4146. It was narrated that Usair 
bin Jabir said: A red wind blew in 
Koofah, and there came a man who , 
had nothing to say except: O 
'Abdullah bin Mas'ood, the Hour 
has come. He was reclining, but he 
sat up and said: The Hour will not 
begin until shares of inheritance 
are not distributed and there is no 
rejoicing over war booty. An 
enemy will gather against the 
people of Islam and the people of 
Islam will gather against them. 
Then he gestured with his hand 
like this in the direction of Syria. I 
said: Do you mean the Byzantines? 
He said: Yes. He said: During this 
fighting there will be a great 
retreat. The Muslims will send out 
a detachment to fight to the death 
and not return unless they are 
victorious. They will fight until 
night intervenes, then both sides 
will go back, neither having 
prevailed, and that detachment will 
have been wiped out. Then the 
Muslims will send out a detachment 
to fight to the death and not return 
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unless they are victorious, They will 
fight until night intervenes, then 
both sides will go back, neither 
having prevailed, and that 
detachment will have been wiped 
out. Then the Muslims will send out 
a detachment to fight to the death 
and not return unless they are 
victorious. They will fight until 
evening comes, then both sides will 
go back, neither having prevailed, 
and that detachment will have been 
wiped out. Then on the fourth day, 
the rest of the Muslims will charge 
at them (the enemy), and Allah will 
decree that the enemy be routed, 
and they will fight a battle the like of 
which has never been seen. If a bird 
were to fly over their flanks, it 
would not reach the end of them 
before falling down dead. The sons 
of one father, who numbered one 
hundred, will check to see how 
many are left, and they will find 
only one man is left, so what joy can 
there be in war booty, and what 
inheritance can be shared out? 
Whilst they are like that, they will 
hear of an even greater calamity. 
The cry will reach them: The Dajjal 
has taken your place among your 
offspring. So they will throw aside 
whatever is in their hands and will 
go there, sending ten horsemen 
ahead of them as scouts. The 
Messenger of Allah (^) said: "I 
know their names, and the names 
of their fathers, and the colours of 
their horses. They will be the best 
horsemen on the face of the earth at 
that time/' 



\S'y„ ^ -Ji* £j _ ill** Oji i ^lU- 
oi _ 'J> °+S : J ii \Z>\j t L$IL» 

H t i £ i. 1 jits jL; iu^i 

Jbflil 01 ^^aJl f-**^ :J1i tJ^Ji ^ 
^ U Oj^p "rf-^ J* ^ 

t ^_gJ_^>- (j^jJij tp^jul tUJ^U 



Comments: [Its isnad is saheeh, Muslim (2899)] 



Musnad of 'Abdullah bin Mas'ood ^ 514 



4147. It was narrated that Ibn * - ■ - *i i-m 1:0 - 
Mas ood ($b) said: The Messenger 

of Allah (s*f) said: "None of you M '■ M *y^» J>) ^ jUl* ^1 
should let the adhan of Bilal keep \ ^ . ^ ^ > - 

him from his sahoor, because he * - 

gives the fld/jar; so that those of t ?JJ i^ _ J"^ ill :Jli '/\ _ J% 
you who are praying cjiyam may ^ Jf - ^ » ^' 

go back (to rest), and those of you - :JU J 1 - ^ ^ 

who are asleep should wake up. j ^ l\ p ijliUiU 3} t^iuni 
It is not when it is like this"- and -.-,-> & : - , - - , * ' - - , 
he put his fingers together and - Ju V - ^ 

raised (his hand - to indicate [Y*oi£ ■ I ] 

vertical) - "rather it is until it is CT J 

like this"- and Yahya spread his .(WW :^ -jL-J 

forefingers apart (to indicate 
horizontal). 

Comments: [Its isnad is sahceh, Muslim (1093)] 

4148. It was narrated that -^yj, ^ ./ ZjljS -f ^ _ ntA 
'Abdullah said: The Messenger , e - 

of Allah (^c) divided some booty Jj-^j ^ :J^M±^ji ^ J^l} ^ ^ 

one day and a man from among . ^ , - ^3 J Li : J li ^ i <i!t 

the Ansar said: This is a division (of - u * 

booty) that was not done for the i J>-j ^ <JJI jujI U «iJLa3l ali 0[ 

sake of Allah, may He be glorified - , „ * ^ * - - 

and exalted! 'Abdullah said: O J ^ Ui ^ l ^ ^ ^ JU 

enemy of Allah, I shall certainly tell o^5Ji :JU (lT\/\) <.cJj C 5^ 

the Messenger of Allah (^ f ) of > . „ ^ t , # . 

what you have said. He mentioned ^> : J 15 J * ^ J ^ ^ * 3£ ^ 

that to the Prophet (%) and his face ; ,^ ^ ^ ^1 ji *^ &\ 

turned red. Then he said; "May ; * ' 

Allah have mercy on Moosa; he .[rVA :^l J ] f « 7 1^3 

was annoyed with more than this /<_- A v . . . . 

and he was patient. 1 ^ ^" t-"' 

Comments: [Its isnad is saheeh, al-Bukhari (4335) and Muslim (1062)] 

4149. It was narrated that ^ ^ : ^UL^I b*^ 
'Alqamah said: 1 said to Ibn Mas' ood: ^ _ . 
Did any of you accompany the J -? b ^-'-^ : ^ f ^ J^- 51 ^ 
Messenger of Allah (^) on the night .j^ ^ ^ 

of the jinn? He said; None of us y * . ; 

accompanied him, but we noticed ^iJl v- ^ 

he was absent one night and we 
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wondered if he had been secretly 
murdered or snatched by the jinn - 
what had happened?, and we 
spent the worst night that any 
people have ever spent. When 
morning came - or he said: before 
dawn - he came from the direction 
of Hira', and we said: O Messenger 
of Allah... and they told him what 
they had been thinking. He said: 
"Someone from the jinn came to 
call me, and I went with him and 
recited the Qur'an to them/' Then 
he set off with us and showed us 
their tracks and the traces of their 
fires. Ash-Sha'bi said: They asked 
him for provision; Ibn Abi Za'idah 
said: 'Amir said: On that night they 
asked him for provision, and they 
were from among the jinn of al~ 
Jazeerah. He said: "You may have 
every bone on which the name of 
Allah has been mentioned that falls 
into your hands with plenty of 
meat on it, and all dung is food for 
your animals/' [The Messenger of 
Allah (^) said:] "Do not clean 
yourselves with them (after 
relieving yourselves), for they are 
the food of your brothers among 
the jinn," 

Comments: [Its isnad is saheeh, Muslim 

4150. It was narrated from 
'Abdur-Rahman bin Yazeed that 
he did Hajj with 'Abdullah (4*). He 
stoned the Jamarah with seven 
pebbles. He put the House (the 
Ka'bah) on his left and Mina on his 
right, and he said: This is the place 
where the one to whom Sooratal- 
Baqarah was revealed stood. 



t-b-l lL v^J? U :jUi *<jJ-\ Jy^JI 
^JL» llLi ;J<i VJlo U> ^'^Ja^l 

_jl _ n\\ a^-j ^ o\S ills t 'l^ 

J\ 'y\ Jli t j|^Jl JjjU, JUj 

iJ>ljJl a^JL^-i ' ■ 

* , » ' » * J . > -v >" - 11 > ? 



(450)] 

0 <t\j t^ui jl^ ^ 4j1 : Jkjjj 
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Comments: [Its i'snad is saheeh 
according to the conditions of al- 
Bukhari and Muslim. It is a repeat 
of 3941, and also appeared above, 
3548] 

4151. It was narrated from 
'Abdullah bin Mas'ood that the 
Messenger of Allah (s^) said to the 
women: ''Give charity, for you will 
be most of the people of Hell." A 
woman who was not one of the 
prominent women and not one of 
the wise ones said: O Messenger of 
Allah, why? He said: "Because you 
curse a great deal and are ungrate- 
ful to your husbands." 

Comments: [Saheeh because of 
corroborating evidence; this is an 
isnad that could be hasan] 

4152* It was narrated that 
'Abdullah said: The Messenger of 
Allah said to the women: 

"Give charity, for you will be 
most of the people of Hell/' A 
woman who was not one of the 
prominent women said: "Why?../' 
and he narrated the hadeeth. 

Comments: [Saheeh, because of 
corroborating evidence] 



4153, It was narrated that 'Arnr 
bin Murrah said: I heard Abu 
Wa'il say: I heard 'Abdullah say - 
I said: Did you hear it from 
'Abdullah? He said: Yes, and he 
attributed it (to the Messenger of 
Allah -: "No one has more 

protective jealousy (gheerah) than 
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Allah, may He be glorified and 
exalted. Hence He forbade 
immoral actions, both open and 
hidden. And none loves to be 
praised more than Allah, may He 
be glorified and exalted; for that 
reason He praised Himself." 



U«j L^L-> _j4-- 3 

■s- 4JJI £-_uJl *Jj! 

.[nn 



-1 V 



3 - Jr-^ 



.(TV- 
Comments: [Its isnad is sal tech, al-Bukhari (4634) and Muslim (2760)] 



4154, U was narrated from 'Amr 
bin Murrah that he heard Abu YVa'il 
narrate thai a man came to Ibn 
Mas'ood and said: I recited all of al- 
Mufassal in one rak'ah. 'Abdullah 
said: is this a quick recitation like 
reciting poetry? J learned the pairs 
that the Messenger of Allah (^) 
used to put together. And he 
mentioned twenty soorahs of al- 
MufassaJ, two soorahs, two soorahs 
in each rak'ah. 

Comments: [Its isnad is saheeh, al- 
Bukhari (775) and Muslim (822)] 

4155. It was narrated from 
'Abdullah bin Mas'ood that the 
Messenger of Allah would, 
after the two rak'ahs (i.e., in the 
first lashahhud), be as if he were 
(sitting) on baked stones. I [the 
narrator] said to Sa'd: Until he got 
up? He said: Until he got up. 

Comments: [Its isnad is da'ecf 
because it is interrupted] 



i±b: -net 



y) J\ i-U- *>Uj b\ 



.[ri*v 

t(vve) : 



^3 



.(ATT) 
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soil* . ^ 
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; ^ ^ ^ 
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^ JjlUrt k 4Jjt did Witi 't 



4156. ie was narrated from 
'Abdullah bin Mas'ood, from the 
Prophet (afe), that he said - (the 
version narrated by) Hajjaj said: 
We were with the Prophet (^) and 
he said - (the version narrated by) 
Yazeed said: The Messenger of 
Allah (sfe) summoned us and we 
were forty men. I was one of the 
last to come to him and he said: 
"Verily you will prevail and you 
will acquire booty, and you will 
conquer other lands. Whoever 
among you lives to see that, let him 
fear Allah, enjoin what is good and 
forbid what is evil And whoever 
tells a lie about me deliberately, let 
him take his place in Hell," Yazeed 
said: "And let him uphold his ties 
of kinship." 

Comments: [Its isnad is Hasan if it is 
correct that 'Abdur-Rahman bin 
'Abdullah bin Mas'ood heard this 
hadeeth from his father; he only 
heard a few things from his father] 

4157, It was narrated from 
'Abdur-Rahman bin 'Abdullah bin 
Mas'ood, from his father, from the 
Prophet {m) that he said: - ' Abdur- 
Razzaq said: I heard the Messenger 
of Allah (s^) say -"May Allah 
make radiant the face of a man 
who hears a hadeeth from us and 
memorises it so that he can convey 
it; perhaps the one to whom it is 
conveyed may understand it better 
than the one who hears it" 

Comments: [A saheeh hadeeth; this 
is a hasatt isnad if it is correct that 
'Abdur-Rahman bin 'Abdullah 
bin Mas'ood heard this hadeeth 
from his father] 



{$}yJL*$\ U^j^I : xyj L^jl^ : VI* 

is : jli _ Jli Z\ -ge 
4JU1 ilj^j Lili :x,j> Jli ijUi ^ 

t aXji jJjlj Jib jjii t^su £_>^3 

^lljl ajJiJaJ* IJuUll 

.[T"i<U :^r\j] J^yii^ Jli 

: ^ ^ ilAl tii-b~ <ttV/\) 

JJ.^[ -V^j 



cJU^- -JO^ -C* _ ^ 
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4158. It was narrated from 
'Abdullah that the Prophet said: 
"A man's prayer in congregation is 
twenty-five times better than his 
praying alone/' Hajjaj said: Shu'bah 
did not attribute it to the Prophet 
(^) (when he narrated it) to me, but 
he did so (when he narrated it) to 
others. And I am reluctant to attribute 
it to the Prophet (^) because 
'Abdullah rarely attributed any 
report to the Prophet 
Comments: [A saheeh hadceth] 



4159. It was narrated from Ibn 
Mas'ood that the Prophet used 
to regard prayer in congregation as 
twenty-five times better than a 
man's prayer offered alone. 

Comments: [Its isnad is saheeh] 



■J. 



4160. It was narrated from 
'Abdullah bin Mas'ood that he 
said: Verily Muhammad was 
taught how to start all acts of 
goodness and all acts of goodness 
and how to conclude all acts of 
goodness. And he said: ''When you 
sit after each two rak'ahs, say: 'All 
compliments, prayers and pure 
words are due to Allah, Peace be 
upon you, O Prophet, and the 
mercy of Allah and His blessings. 
Peace be upon us, and upon the 
righteous slaves of Allah. I bear 



& & & & & *u*^ J ^ 

J ji^l :Jli Z\ 

° £ t * -i - % t - - * ; 

ji oUI Lil :Jli t^^lJo 
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witness that there is no god but 
Allah, and I bear witness that 
Muhammad is His slave and 
Messenger. Then let one of you 
choose whatever supplication he 
likes and call upon his Lord, may 
He be glorified and exalted, with 
it" And verily Muhammad (3%) 
said: "Shall I not tell you what 
calumny is?" He said: "It is 
malicious gossip that is spread 
among people/' And verily 
Muhammad said: "A man 

may tell the truth until he is 
recorded as a speaker of truth, and 
he may lie until he is recorded as a 
liar/' 

Comments: [Its isnad is saheeh 

4161. It was narrated from 
'Abdullah from the Prophet 
that he said: "If I were to take 
anyone among my ummah as a 
close friend, I would have taken 
Abu Bakr as a close friend." 

Comments: [Its isnad is saheeh, 
Muslim (2383)] 



4162. It was narrated from 
'Abdullah from the Prophet 
(#0 that he used to say: "O Allah, 
I ask You for guidance, piety, 
abstinence (from that which is 
haram and inappropriate) and 
independence of means/' 

Comments: [Its isnad is sahech, 
Muslim (2821)] 

4163. It was narrated from 
'Abdullah (4*), that he used to 
recite this verse: "then is there any 



„ > t ., 1 bS f s,. i 1 >* f , ^ % ' » ^ " i .- * : £ 



/^J6^", 



[y-wa ^ 



cl/5 }j» : J Li £l 3#r ^1 ^ ju^ 
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4JJI j^p t^^^' JL>^[ ^ ji- 
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one who will remember (or receive 
admonition) \faha} min muddakir\7 r 



J^Jl iJli \y£ j\S <>\ ^IjI 



[al-Qamar 54:17], with (the letter) Oo :^i0 4^?^ ^ .V 



Comments: [Its iswid is saheeh, al- 

Bukhari (4873) and Muslim ,(^Avr) .^^U 



(823)] 



CT £^ 



.(ATr) 



4164. Jt was narrated from : \ij ^CU^ ^il^ ^ i^J - tnt 

'Abdullah from the Prophet (#5) f , , „ *„ £ m ^ , 

that he recited (Soorat) an-Najm Jli - ^ 0* ^ ^ 

and prostrated in it, and those who ^ ylVtfl ^ _ j 1 ^! ^ 

were with him prostrated, except } / f ^ ^ ^ 

an old man who took a handful of jU^l ^ : 

pebbles or dust and raised it to his ;# ^ J Jl _^ - ^ 

forehead and said: This is sufficient * ^ ^ ^, - *.< 

for me! 'Abdullah said: And later J15 v» -^^j 1 1^ *^ 

on I saw him slain as a kahr. t * „ . , - ^ : 

Comments: [Its zsnarf is sahceh, al- e , > , , „ 

Bukhari (1067) and Muslim :J^j J\ ^> 

(576)] 



.[f" AY : ^Ij] TiL5 

4165. It was narrated that ^jj^ £^ ■ ^ ftfe. -t\io 

'Abdullah said: The Messenger s ^ ^ ^ t o 

of Allah (afe) passed by rne when 1 ^ 4^ * ^ ^' 1^ ^ > 

was praying and said: "Ask, you ^ tf. ^ ^ ^ - : J,j 

will be given, O son of Umm - / ^ , 

'Abd/' 'Umar said: Abu Bakr and I : ^ Jli* f 1 1^ ^ &i J^" : J 1 ^ 



raced and Abu Bakr beat me to 
him. We never competed with Abu 
Bakr in anything good but Abu <. fiL S\ 3 ^^1^ \1 
Bakr beat me to it He ['Abdullah] ^ ^( ^ .jj, * \ { 
said: Part of rny supplication that I ' ° ^- ^ 
almost never omit to say is: O \ j£ t ij \ lL^ JilUl ^4^^ 
Allah, I ask You for blessing that A * .. < , e - , , s mi- 
never ends and joy that never ^ J ^ ^ ^ 
ceases and to accompany the .[rilY : j^Ij] .jJUJ 1 . 
Prophet Muhammad (^) in the 
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highest part of Paradise, the ^ ^ t . . 

Paradise of eternity. " * e "^"^ " 'CV^ 

Comments: [A hasan hadeeth; this is a da'eef isuad because it is interrupted. 
Abu 'Ubaidah - who is the son of 'Abdullah bin Mas'ood - did not hear 
from his father] 

41 66. It was narrated from l^V ■ ■" " \* - * r^v 
'Abdullah that he said: We were ^ ^ 

with the Prophet (*&•), nearly forty t JU^J ^1 ^ ilJLt ^ 

people in a tent, and he said: . & . , . , 

" Would it please you to be one ' - ^ ^ >f* & 

quarter of the people of Paradise?" 'j* !>^ r d J % Jji - £5 

We said: Yes. He said: "Would it .* " f . £ 
please you to be one third of the ^ £ J ^ 
people of Paradise?" We said: Yes. M : J li ^ : di :JU 

He said: "By the One in Whose , r 1 s . _ „ 

hand is my soul, I hope that you : ^ L r^ : ^ " ^ 
will be half of the people of -,f '-vJ *, r , 
Paradise, and that is because no . f£ ; ; ' "\ \ , , , 

one will enter Paradise except a ^ o\ illij tifJl J* I ^l^J l^^io 
Muslim soul and you, compared - * : ^ /lX , 

to the mushnkeen, are like a white \ ' ^ - - 

hair on the hide of a black bull, or a jL* J ^Lidl i^JjlS Ul ^ 

black hair on the hide of a red 
bull- 
Comments: [Its isnad is sahedi, al- 

Bukhari (6528) and Muslim 

(221)] 

4167. It was narrated that 
'Abdullah bin Salamah said: I 
heard 'Abdullah bin Mas'ood say: 
Your Prophet (%) was given the 
keys of everything except five 
things: "Verily, Allah, with Him 
(Alone) is the knowledge of the ^ 
Hour, He sends down the rain, and — ^ /i^e ^ 
knows that which is in the wombs. ^ j£ ^ £ ^ ^ c ^ ^ 
No person knows what he will L / , " ' i _ 

earn tomorrow, and no person ^ ti^ 1 j£ 4^==^ 

knows in what land he will die. . v (*< ■ i -w ' * - - 
Verily, Allah is AIl-Knower, All- ^ (Tt ^ ^ ^ * 
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Aware (of things)" [Luqman v * . ^ ; . k > ri 

31:34]. 1 said to him; Did you hear - ^ 

that from 'Abdullah? He said: Yes, ,ij> j~~JLZ- ja 'Js\ '<J6 

more than fifty times. 

Comments: [Saheeh because of 3 M : {Hj*" 

corroborating evidence] 

4168. Abul-Majid - i.e., al-Hanafi . ^ lliJL- - 1 \ 1A 

- said: I was sitting with 'Abdullah ' - , t * - = 

and he said: I remember the first SJ^» y. J^- 

man whose hand was cut off. A ^ ^ ^^-j, ^ 

thief was brought to the Prophet " £ m ^ / \ 

and he issued orders that his J>-3 Jj' i>! : ^ ^ ^ C 

hand be cut off. And it was as if the ^ ^ g ' ^ { ^ 
face of the Messenger of Allah ; " - s " - - f 

was covered with dust (i.e., his face U :Jb «il Jj^j 

changed colour). They said: O . , , , , , * 

Messenger of Allah, it is as if you ^ 
are upset about cutting off his hand. Mi,'* M N 

He said: "What could prevent me t I . , . 
(from cutting off his hand)? Do not ^ l H f U ^ ^ ^< 

be the S/wrWs helpers against your ^ ^ ^, ^, 

companion. If a case is brought to + > ^ ^ 

the ruler that deserves the hadd J V' \J£Z}j t>UJl 

punishment, he should carry it out (n . ,, } ^< ^ £3 ^ 

Allah, may He be glorified and 

exalted, is forgiving and loves .[rv\\ :^r^l 

forgiveness. 'Let them pardon and 

forgive. Do you not love that Allah 1 J M ^ J 4 0-^ : ff-r^ 

should forgive you? And Allah is :jLJ! J( jjUJiJ^_j , J \ y) 

Oft-Forgiving, Most Merciful' [an- .-^^Ji ^ 

Noor 24:22]/' 

Comments: [Hasan when other reports are joined to it; this is a da'eef isnad] 

4169. It was narrated from Abu ^ : Jlj^l tU^ -iH^ 

Majid al-Hanafi... And he " . ^ , u ^ 

mentioned a similar report and ^ J* "u^^ ^ ^ ^ 

said: It was as if the face of the J^J ^ .3^ ^ ^ 

Messenger of Allah (3*5) was ' , f , ' ^ 

covered with dust, as if dust were 5-^ J- 1 

scattered on it [rvu 
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Comments: [It is a repeat of the 
previous report] 

4170. It was narrated that 
lbraheem bin Su waid, who was the 
imam of Masjid 'Alqamah after 
'Alqamah died, said: 'Alqamah led 
us in praying Zuhr, and I do not 
know whether he prayed three or 
five. Something was said to him 
and he said: What do you think, O 
one-eyed one? J said: Yes, So he 
prostrated twice, then 'Alqamah 
narrated from 'Abdullah from the 
Prophet Ofe)... A similar report. 
Comments: [Its isnad is saheeh] 

4171. It was narrated from 
'Abdullah that the Prophet fe) 
said: "(Believing in) bird omens is 
shirk. There is no one among us 
who does not (think of them), but 
Allah takes away (such thoughts) 
by means of putting trust in Him." 
Comments: [Its isnad is sahceh] 

4172. It was narrated from 
'Abdullah from the Messenger of 
Allah (sfe), that he used to say salam 
to his right and to his left, (turning 
his face so far that) J could see the 
whiteness of his face. And I did not 
forget among the things that 1 have 
forgotten: Peace be upon you and 
the mercy of Allah, peace be upon 
you and the mercy of Allah. 

Comments: [Sahceh; this is a da'eef 
isnad because Jabir is da'cefi he is 
Ibn Yazced al-Ju'h] 



:Jli iA^Ae- jJC i^Lp ^Uj 015} 



4 cJij :JUi (.aj Li> 
^fe Cfp^ y ^ •Jr* J* '(J 

J15 L'i Jji y 4L1 ^ ^ 

^x.u ^^eji l Jji L^- 
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4173. It was narrated from 
Abdullah that the Prophet 

said: "The best of the people are 
my generation, then those who 
come after them, then those who 
come after them. Then there will 
come people after them one of 
whose testimony will come before 
his oath and his oath will come 
before his testimony. 

Comments: [Its istiad is saheeh, 
Muslim (3533)] 

4174. It was narrated that 
'Abdullah said: The Messenger of 
Allah offered the prayer and 
I do not know whether he added 
or omitted something. Then he 
turned to face us and we told him 
what he had done, so he turned 
to face the qiblah and prostrated 
twice, then he turned to face us 
and said: J 'If something had been 
introduced into the prayer, I 
would have told you. But I am 
only human and I forget as you 
forget so if 1 forget then remind 
me. And if any of you has any 
doubts concerning his prayer, let 
him think of what is most likely 
to be the case and then complete 
(his prayer on that basis) and say 
the sal am f then prostrate twice." 

Comments: [Its isnad is saheeh, 
Muslim (572)1 

4175. It was narrated from 
'Abdullah, from the Frophet (^s), 
that he said: "If you are three, two 
should not converse (privately) to 
the exclusion of their companion, 



^fe uer^ 1 J* ^ J* ^L*^' S^Ui- 

^JbLg^ j*_^jL^jIj i^v^ptij! ^jbl^i 
.[ro<u :^lj"J 

Jjl Jlp .^p . <_*1Ip jp .jjjl*" 

^iSj^t ^ ; J5^' ^*^! ^3 
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because that makes him sad. And t * ft , , t ; ^ . , 

no woman should look at or ^ 'S?^ ^ C 1 ^- 

touch another woman so she can ^ t ^ Jf^j, ^ 

describe her to her husband/' 

Comments: [Its isnad is saheeh, al~ .iT 3 ^' 'Cf -1 ^ -*^r^ 

Bukhari (6290) and Muslim 
(2184)] 



.(UAO 



4176* It was narrated from 

'Abdullah, from the Prophet (5^), . b , 

that he said: "What a bad thing orf' Ir* <> jy^* ^ Go** :V'J 

for one of you - or one of them - ft ^ . ^ ^ 

to say, I forgot such and such a ti 7 ^ ' f " # ^ ^ J 

verse. Rather he was caused to o\ _ U^L jl _ jiio^S/ UJL» 

forget. Keep revising the Qur'an, - . # - — > - > 

for it is quicker to flee from the ^ ^ ^ ' J ^ " ^ ! 

hearts of men than camels from 2u or^Jl < £ r H / 1 ) Ij^i^l} 

their hobbles," ^ >/ ^ ^ 

Comments: [Its ismid is saheeh, al- - T ^ ' r - ^ - 

Bukhari (5039)] .[riT * A^k y> 



4177. It was narrated that 
'Abdullah said: We used to say: 
Peace be upon So and so and So and Jjlj Li cJU^ :JU ^ 

so. Then the Messenger of Allah ) : , * / ; . . > r |S > . - _ _ 
said: "Say: All compliments, , ^ ^ " ^ 

prayers and pure words are due to : 1 jJy : £fe Jjl Jlii 0^ 

Allah. Peace be upon you, O t - , , ^ , - t , \ 
Prophet, and the mercy of Allah ol^j <1J ^l^H= 

and His blessings. Peace be upon r^l L^f vidU 

us, and on the righteous slaves of ' 5 ; ; / 

Allah. I bear witness that there is ^ ^ J^j ^ 

no god but Allah, and I bear ^ ? j ^ ^ ^ y t ^ ^ j^J 
witness that Muhammad is His , J , 

slave and Messenger/ For when fXlM ixS 

you say/Peace be upon us, and on ' r . - r 

the righteous slaves of Allah/ you ^ r ' ' " 

will have sent salams upon every . |( ^LlUl ^3 ^j'^ 1 ^ J^- 
righteous slave on earth and in " 

heaven/' ' [r ^ tT : CT^^ 
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Comments: [Its f'snad is saheeh, (£«T) ■ t ^L^i 1 ^ 

Muslim (402)] ' f 1 ° 4 ' 

4178. It was narrated from 
'Abdullah from the Prophet 

that he said: "Trading insults jli ji- i iljj wjjJal^ ^ 

with a Muslim is an evil action 
and fighting him is kufr." 

Comments: [Its isnnd is saheeh, ^ <Jl* '".^ L J> 



Muslim (64)] 



4179. It was narrated from £^ : y^v- v -iWI 
'Abdullah bin Mas'ood (4®) that 



the Messenger of Allah fcfe) r^ 1 ^ 
disliked ten characteristics: sufrah - ^ jj^^ _^ — OLi^ C J 

i.e., khalooq (a type of perfume); ^ - " ^ 

changing grey hair; letting the ^ <y. ^ ^ 

lower garment drag; wearing gold , r jj ^ m Jjl j , 

rings; throwing dice; showing v 

one's adornment before non- j^^-j ^ jlj^J ^} ll -r™^ it^* 
mahrams (for women); ruqyah 
except by means of Qj-mu'awiuidhat 

(soorahs praying for refuge with Jj, ^ jj L> ^3lj *w*U$Jlj ^^jJij 
Allah); wearing amulets; coitus \ 5 \ s ' -* 

interruptus (W); intercourse with ^^y^\ VI J^ll) 

a woman who is breastfeeding a M ^ ^uJlj t; UJl J^j 

child (because if pregnancy results, " " ' ' t 

it may interrupt the supply of milk) .[VV o .^>>v. 

- but he did not say that it is ha ram. 



Jul «iJLi- :Jti j I _ , * Jul 



Comments: [Its isnad is da'eefl 



4180. It was narrated from , , . > . ^ t: ;s - <. 

'Abdullah from the Prophet f ^ ^ 

fe)/ that he said: "\ will reach the ^ ^J^j Jil} cJu-^ : J 15 ^ 
Cistern ahead of you, and some . * f -f - , c,, , ... 
men of you will be brought to me v T - s?; y - - ■ 

then they will be snatched away p JU-j ^ '^j^ 1 ^ 

from me. I will say: 'O Lord, my o f s ' . ;f: j ^ > . 

companions!' It will be said: 'You ^ : 
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do not know what they did after 
you were gone.'" 



Comments: [Its isriiarf is saheeh, al- .[Vir^ i^lj] 
Bukhari (7049) and Muslim 

(2297)] ^(V'^):^ .^^^ ^l^i 

.(mv) 

4181. It was narrated from f - - J-J. . * -f^ 

'Abdullah who said; The Messenger ^ 

of Allah forbade us to have a aLM jl^ ^ ^ ^ t ^l5jl 
lot of wives and wealth. Abu Jamrah, 



who was sitting with him, said: Yes, 



J j3\ ^ M ^ ; J.J 



Akhram at-Ta'i narrated to me from J 15 \ t Jlii t J 1 j ^ V 1 

his father, from 'Abdullah, that the * , . , : " , s " 

Prophet fe) said.,,, 'Abdullah said: 0* T> ! ^ ^ 
How about having a wife in j£ :J\j ^ ^ Jj| ^ - hA J 

Radhan and another in Madinah t ■ \ 7 ' / ' \ ^ s ^' 

and another in such and such? 5^-^*^ J*b ^'S^ J*^ : *UI -4* 

Comments: [This hadecth has two ;,-l2jl ^ Jiii : iii Jli UU 
isHflis both of which arc do ee/j - " " ; 4 

.[rovl .s^SJi :Jlii Li 

.^l4>J!j ^1>J^I U^jlU i^L*^, Ujb'ASj ,jbLU J C-^i IJU 



4182. It was narrated that Abul- 
Ahwas said: [ heard 'Abdullah 



bin Mas'ood narrate that the ^Ul^ cJUj. :Jlj ^ J^r^! 
Prophet said: "If 1 were to 



take anyone as a close friend, I 



would have taken Abu Bakr as a ^ ^jlAJ ^ 2^ ; Jli 

close friend. But he is my brother 



and my companion. Allah, may 



He be glorified and exalted, has ££j £ rf iiiH 

taken your companion (i.e., "> . ^ 7 ; 

himself) as a close friend." ^^r^ J^rj y- ^ -^j ^^l^j 

Comments: [Its tsnad is saheeh, -"^Li 
Muslim (2383)] 



4183. It was narrated from Abu £^ £^ 
Wa'il, from 'Abdullah, and I think ^ 
he attributed it to the Prophet {^) 
that he said: "Ahead of the Hour 
there will be days of harj, days in 



-mr 



he attributed it to the Prophet {^) If *Ji'j ^ j* L J-f'j 

that he said: "Ahead of the Hour ^ . »V 1.- 
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which knowledge will disappear 
and ignorance will prevail." Abu 
Moosa said: Harj in the language 
of the Abyssinians means killing. 

Comments: [Its isnad is saheeh, al- 
Bukhari (7066)] 



4184, It was narrated from 
'Abdullah bin Mas'ood, from the 
Prophet ($fe) f that he forbade 
having a lot of wives and wealth. 

Comments: [Its isnad is da'ecf\ 



4185. It was narrated from 
'Abdullah from the Prophet (5^); 
'Abdullah said: How about the 
one who has three wives, a wife 
in Madinah, a wife in such and 
such, and a wife and such and 
such? 

Comments: [Its isnad is da'eef] 



4186* It was narrated from Abu 
'Amr ash-Shaibani who said: The 
owner of this house - and he 
pointed to the house of 'Abdullah 
(>&>) but he did not name him - 
told us: I asked the Messenger of 
Allah (^k) which deed is dearest 
to Allah? He said: "Prayer offered 
on time." I said: Then which? He 
said: "Then honouring one's 
parents." I said: Then which? He 
said: "Then jihad for the sake of 
Allah." If I had asked him for 



b jrji^ f^' ^-LUi ^Sj :jLi jJ* 



t3 1 



0* fc L^ 



^1 ^ J^-L^ ? 

^ :Jlj 

:«JJl jlIp JIJ j ;JU ^ ^JUl ^ Jjl jli- 
.{roy\ .lie jifj die 

^. * , '. . ^ M ,j , 



* 1> ■* '1 



J! j^'j - J^ 1 
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more he would have told me 
more. 

Comments: [Its isnad is saheeh, al- 
Bukhari (527) and Muslim (85)] 

4187. It was narrated from 
'Abdullah (4*) from the Prophet 
that he said; ''A man may 
continue to tell the truth and 
endeavour to tell the truth until he 
is recorded as a speaker of truth. 
And a man may continue to tell lies 
and endeavour to tell lies, until he 
is recorded as a liar/' 

Comments: [Its isnad is saheeh, al- 
BukhaTi (6094) and Muslim 
(2607)] 

4188- It was narrated from 
'Abdullah that he said: I was told 
of your gathering, but I was kept 
from coming out to you by fear of 
boring you. The Messenger of 
Allah (^) used to choose the 
right days to exhort us, for fear of 
boring us. 

Comments: [Its isnad is saheeh, al- 
Bukhari (68) and Muslim (2821)] 



4189. H was narrated from 
'Abdullah from the Prophet (^) 
that he said in the tashalihud: "'All 
compliments, prayers and pure 
words are due to Allah. Peace be 
upon you, O Prophet, and the 
mercy of Allah and His blessings. 
Peace be upon us, and upon the 
righteous slaves of Allah. I bear 
witness that there is no god but 
Allah, and I bear witness that 



530 ^3*^ (jj 4jjf juc x ' 

.(Ad) :f . l(oYV) ^.jU : 

<JJ1 x± l£ ijilj ^) <.jj^ j* 
(ii-f\) ji> Jl>; N» : Jli £5 fe^l 

^j^Ji ^jj^; jA^ji jij: ^ 

.<rvv) 

IJLi tJjb^ : ^ii^ aXAI - £ \ AA 

^ ^ !^ i/) y- ^oiiii ^ 

.(YAY>) 

^< o*- ^ ^ J} is- ^ u 
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& JjtfM 4 ,jJ 4JUI JLjlC .Vim a 



Muhammad is His slave and 
Messenger/' 

Comments: [Its isnad is saheeh, al- 
Bukhari (7381)] 

4190. It was narrated from 
'Abdullah that the Prophet (.jfe) 
said: "If you are three, two should 
not converse (privately) to the 
exclusion of their companion. And 
no woman should look at or touch 
another woman so she can describe 
her to her husband so that it is as if 
he can see her." 

Comments: [Its isnad is saheeh, al- 
Bukhari (5240) and Muslim 
(2184)] 



4191. It was narrated from 
'Abdullah from the Prophet 
who said: "If you are three..." and 
he narrated a similar report. 

Comments: [Its isnad is saheeh, al- 
Bukhari (2181) and Muslim 
(6290). 



4192. It was narrated that Ibn 
Mas'ood said: When evening 
came, the Messenger of Allah 
would say: "We have reached the 
evening and at this very time unto 
Allah belongs all sovereignty, and 
all praise is for Allah. None has 
the right to be worshipped except 
Allah alone, without any partner." 

Comments: [Its isnad is saheeh, 
Muslim (2723)] 



.<vrA\) .jb| :jh>« 

jjts iSjn : jii ^1 -Jji jl^ ^ 

«L£J1 ^& 3s JU- l^jjj L^I£* tSl^Jl 

Jul 3 Ij! : JU jl l lLl 

j££ 1% :Jli ^ M ^ 

.cm-) 

iiLtJi ^?3 t^:f» iii 

>/ ;j^3 iLl \l Sl N cJj iUJlj ;Jj 
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4193, It was narrated that 
'Abdullah said: The Messenger of 

Allah (^) said: "Whoever sees ji- ^1 ^ i jU-il ^1 ^ 



me in a dream has indeed seen 
me, for verily the Shaitan cannot 
appear in my form/' y OlklJl , J\j Hi ^lljl ^3 JV> 

Comments; [Its isnad is s^/j] _ [ro ^ J ^ 

4194. It was narrated that ^ - ^ ^ _ im 
'Abdullah (4*) said: The Messenger 

of Allah (%) said: "(Believing in) 0^ ^f^ 1 * v ^ V '^-^ 

bird omens is s/ifrfc, (believing in) Jjl ^ jj :Jli ^ t ^ 

bird omens is s/n'r^ but Allah takes '.. , , fl ' /* , - * "* 

away (such thoughts) by means of ^ ^J^l" 

putting trust in Him." r „ 1AW . n , ,i,- M " ■> £ , ^ 

.LriAV :^lj] .«J5jHiL J^j 

Comments: [Its isnad is saheeh] K " ~ 

4195. It was narrated that Huzail ji t j\ v\ '.. V£ jlp UijU- 

said: A man came to Abu Moosa ~ + , . f 

and Salman bin Rabee'ah and Ji J* 4 y-? ^ 

asked them about a daughter, a ^ t ^ ^ 

son's daughter and a sister [i.e., a " o t ; > ~ ; 

case of inheritance]. He said: The ^ ^ l 

daughter gets half and the sister ^ ^ , , ' ; 

gets half; go and ask 'Abdullah, . J ' s 

and he will agree with us. He ts^Li 14JJI ^"U ^ 

went to 'Abdullah and told him . „ - - ^ 

(about that) and he said: I would ^ j . 

go astray, and I would not be one j\ 5L1 U-s v^iV 

of the rightly guided (cf. 6:45) [if I ^ ^ , . 

agree with him]. I shall certainly ^ ^^-^ ^ ! ^ ;Uli ^ 

issue a verdict in accordance with ,^j±]\ Jy\ 0V3 ■ ■'»>.■ U cJjj ■ 

the verdict of the Messenger of " / „ , . ' ; ' 

Allah (^): the daughter gets one ♦[Vl'U .^bUi ^ 



half, the son's daughter gets one (w£t) r i 

sixth and what is left goes to the ' ^ ^^-^ o , . ^y mJ ^ 

sister. 

Comments: [Its isnad is saheeh, al-Bukhari (6742)] 
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4196. It was narrated from - V ■ > i - 
'Abdullah that the Prophet (fe) ^ ^ ^ "'^ 
said: "No one should be better ^ J]t t \£ 

than Yoonus bin Matta." \ t > *i f " \ "i , , v 

Comments: [Its isiwd is safieeh, al- ' ' ^ 

Bukhari (3406)] .[TV »T : .« ^ ^ ^ ^ 

4197. Abu Ahmad az-Zubairi t o,Ha, ^ll i^l -h^v 
narrated with his isrwd, he said: , f '[ , 

"No one of you should say that I ^ l/! : ^ : J-'^ 

am better than Yoonus bin Matta/' ivy,* ,i - <, 

Comments: [Its istiad is sahach f al- ^ 
Bukhari (4804)] .Ua>£) :^ oL-l : 

4198. It was narrated that r r* . . c .- r 

'Abdullah bin Mas'ood said: The ' ^ U ^ "~ £ ^ A 

Messenger of Allah fe) stood up ^ lil^ : ju c^ii ^ 53 lU V 
among us and said: "Nothing , « ^ 
infects anything else, nothing ^ ^ ^ 0* ^ : ^jj 

infects anything else/' A Bedouin ; j£ t ^ Jj| ^ r i ; JU ,JLl. 

stood up and said: O Messenger of , ^ , ' 

Allah, (how come) the first sign of ^ l ^ ^ ^ ^ Sf fi 
scabies could appear on the lips of u \ ^ ^ (( ^\_ 

the camel or its tail among a large \ u t / ; ^ ^ J ' 
number of camels and infect all of j*^*< V/^ 1 V-' 1 ^ <J>^3 

them? The Messenger of Allah fe) ^. • , . - . * - 

said: So what caused the first one 1 " \ - ^ 

to be infected? There is no 'adwa ^^-1 Ui» :sgg jlUi J^j jiii ^ ^15 
[contagion, transmission of infectious - - ^ . - . - . ^ 

disease without the permission of ^ Vj ^ U ^ V ^3'^' 

Allah], no /wma/i [refers to a Jahili ,14;^ ^1 JS &\ 

Arab tradition described variously r 
as: a worm which infests the grave of -"^jjj 4 L^ll-aij 

a murder victim until he is avenged; 

an owl; or the bones of a dead person 1 ^ 3 4 : 

turned into a bird that couid fly], and ,y\ j* 

no Safar [the month of Safar was 

regarded as "unlucky" during the 

jahiliyyah]. Allah created each soul 

and decreed its life, its calamities and 

its provision/' 
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Comments: [A satoe/i hadccth) this is a da'ccf isnad because it is not known who 
narrated it from Ibn Mas'ood] 



4199. It was narrated that 
'Abdullah (4*) said: I prayed one 
night with the Messenger of Allah 
Ofe) and he remained standing 
until I thought of doing some- 
thing bad. We said: What did you 
think of doing? He said: I thought 
of sitting down and leaving the 
Prophet (^). 

Comments: [Its isnad is saheeh] 



420(h It was narrated from 
'Abdullah, from the Prophet 
that he said: 'The first matter 
concerning which judgement will 
be passed among the people is 
bloodshed/' 

Comments: [Its isnad is saheeh, 
Muslim (1678)] 



4201. It was narrated from 
'Abdullah from the Prophet (^) 
that he said: "Every betrayer will 
have a banner on the Day of 
Resurrection." Ibn Ja'far said: 
"And it will be said: This is the 
betrayer of So and so/ 7 

Comments: [Its isnad is saheeh, al- 
Bukhari (3186) and Muslim 



(1736)] 



4202....[In the printed editions of 
the Musnad, the previous report is 
repeated here, isnad and text] 



01 J^i :J15 S^JJJt U :Jli 
.[rm i^r^] .USl} t^-i^-l 



2' 3fe i^il J* ^ 4^ 0* Ji'j 
^ ilJl ^i; jU^J Li Sj\ 'o\* :Jli 
.[T"Wi :^r\j] .«*UjJI 



.( \ ^va) :# i 



^ aIH j^p t j5'j ^ jL*^ 
^ tl)J jiU- JS3» :Jli l!f ^Jl 

.ovn> 

. .-iY <Y 



Musnad of 'Abdullah bin Mas'ood & 535 



4203. It was narrated that 
'Abdullah said: It is as if I can see 
the Messenger of Allah (^) telling 
us about one of the Prophets whose 
people kept striking him until he 
fell to the ground, and he was 
wiping the blood from his forehead 
and saying: ''Lord forgive my 
people for they do not know." 

Comments: [Its isnad is saheeh, al- 
Bukhari (3477)] 



4204. Abu Wa'il said: I heard 
'Abdullah (&) say: The Messenger 
of Allah divided some booty 
one day and a man said: This is a 
division (of booty) that was not 
done for the sake of Allah! J went 
to the Messenger of Allah 
and told him about that. His face 
turned red - Shu'bah said: and I 
think he said: And he got angry - 
until I wished that I had not told 
him. Shu'bah said: 1 think he said: 
"May Allah have mercy on us 
and Moosa; he was annoyed with 
more than this and he was 
patient/' 

Comments: [Its isnad is saheeh, al- 
Bukhari (3405)] 



4205- Tt was narrated that 
'Abdullah said: I entered upon the 
Messenger of Allah ($ge) and he 
was running a fever, 1 said: O 
Messenger of Allah, you are 
running a high fever. The 
Messenger of Allah (^r ) said: "Yes, 
T am running a fever like two of 



^ ^ J; £f ■ 4m ±z 

.[nu :^] 



.(nvv) 



j^r J> 



-1 -eo*" 

a > . - . - * . t , , - , - * * 

_ *l-h lx*^-^j)> :Jli : iJLi 

aA* (f ^~^" <. 1JL* .'^ J J^^> Jj^J 1 



:JU Jjl ^j^- >4^UJi 

cJApjj 4JJI Jj-ij Ji- oi^i 
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you/' I said: Then you will have 
Iwo rewards. The Messenger of 
Allah said: "Yes." Then he 
said: "There is no Muslim who is 
afflicted with and harm, a thorn or 
anything greater than that, but 
Allah will erase thereby his bad 
deeds just as trees shed their 
leaves.' 7 

Comments: [Its isnad is saheeh, al- 
Bukhari (5647) and Muslim 
(2571)] 

4206. It was narrated from 
'Abdullah that when the Messenger 
of Allah (-3^) saw Quraish dis- 
playing a stubborn attitude 
towards him, he said: "O Allah, 
help me against them with seven 
(years of hardship) like the seven of 
Yoosuf." Then they were affected 
with a famine that consumed 
everything, until they ate animal 
skins and bones. One of them said: 
so they ate animal skins and dead 
meat and there would come out of 
a man something like smoke. Then 
Abu Sufyan came to him and said: 
O Muhammad, your people are 
dying; pray to Allah to grant them 
relief. So he prayed for them, then 
he said: "O Allah, if they go back 
(to their stubbornness), bring back 
(the punishment)/' - This is in the 
hadectii of Mansoor. - Then he 
recited this verse; "Then wait you 
for the Day when the sky will bring 
forth a visible smoke" [ad-Dukhan 
44:10]. 

Comments: [Its isnad is saheeh, al- 
Bukhari (4824) and Muslim 
(2798)] 



:Jli t-uU i^^aaIII jJ5 liy ^>'j UJ 
^ ^ Je 1 

: J La ^^4^ ^ J^J ^ 

^uvi oti Jl3 £J t^jujila^ 

.(TV<U) 



Musnad of 'Abdullah bin Mas'ood 537 



4207. It was narrated that 
'Abdullah (^) said: The Messenger 
of Allah (jfe) said: "Whoever asks ^ J*. 0^ 1 j~rr 



^i- jUi^ ilii^ :^5j liiJ^- -£Y<v 



of people when he has enough to 
suffice him, his begging will come 



on the Day of Resurrection like U JL^ ^v> jIM J^j 

scratches or gouges on his face." It of ^ = ^ ^ 

was said, O Messenger of Allah, ^ - ^ C>- dlU 

what is sufficient for him? He said, w * J J»j U :ljJli "v^-J ^ lAjji 

"Fifty dirharns, or their value in ^ a 

gold " t 'lXjBjj jjJLIj^ SVup Ujj 

Comments: [Hastffl and its i^nfltf is .[Y"\Vo *JLH ^ 

da'ecf because Hakeem bin Jubair 

is daccf] <Jl»^o} ^L*-J> jL^I !Ju_j <• ' £:>*^ 

4208, It was narrated from ^ ^JLlJi ^ ; lyj ^ _ iY , 

'Abdullah that the Prophet ^ ^ ^™ CT- 7 

said: "What do 1 have to do with 1^ tiiiU ^ ^ tS 7* 0^ Jj^ 

this world? Rather the likeness of ^ ^ , ^ . ^ # ^, 'j,, 
me and this world is that of a " ' - ' — V ' '\ 

rider who slept in the shade of a J* Jli <.^-5lj ji*5 lllM ji^ uJ }^ UJj 
tree on a hot summer day, then . ' „ t , , . i 

he moved on and left it behind." r ^ 

Comments: [So/zee/i; this is a Hasan .[rv-^ l^r'j] ■ 



A 



4209, It was narrated that Ibn ^ ^ t^Tj £JU- 
Mas'ood said: We did not fast * t ^ : o , ^, 
Ramadan at the time of the Ji Jj~* cA Jr 
Messenger of Allah with ^, ^ t J ^UJ| 
twenty-nine days more often than " s - ' y ' ' - ' 

we fasted it with thirty. ?W ^ 

Comments: [Hasfl?7 because of C+i* *js\ "jij^j ^ 

corroborating evidence; this is a 

da'eefisnad] .[rvvn i^^] 

4210. It was narrated that ■ ^' j ^*J1 -1Y\* 
'Abdullah said: The Messenger of ' > ^ . ^ s 
Allah (sfe) said: "Allah has angels ^ySLDl J> *UI 4^ ^ oUii ^ 
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on earth who travel around 
conveying to me salam from my 

ummahr ^ysjl j Jj ■,], ;_ ^ jtf _ ^ 

Comments: [Its /snad is 5tf/a'e/i] .-vi*n s f * - -?r> - *>^\' 

- C"^' ^ ^y^- ir^^ aSj^j 

.[r*n-i 

4211. It was narrated that f\) ^di ^ ^ Oio^ - 1 T \ \ 
'Alqamah said; Ibn Mas'ood 

said: Shall I lead you in prayer as J* fc v4^ 0* f-f^ 

the Messenger of Allah (^) . , ^ ' ' * s u 

prayed? Then he raised his hands ^ ^ 

at the beginning. ^ jj^ JLif : M & ju 

Comments: [Its men are reliable . s f . * . , , 

(t/f^O it is a repeat of 3681] ^' ^ £V ^ s>r-J 

4212. It was narrated that - \^*, ^ ^ _ mr 
'Abdullah said: The Messenger of , 

Allah said: "Whoever swears a J^j JL* :JL* *U\ <.Jj1) ^! 

false oath (when the judge has , ^ 4 ^ . , * * 

ordered him to swear an oath) in - -T* ^ ^ ^ 

order to unlawfully take the ,, -\ * u r : -I" i 4 ' fl i V r 

property of another Muslim, will " f " - 

meet Allah when He is angry with : J IS «1U ysj Jjf } UjI 

him/' Then the verse was revealed: „ ^ ^ v . ' - 

"Verily, those who purchase a ^ ^ 

small gain at the cost of Allah's (vv : jl^ JO & ^S\j $ 



Covenant and their oaths." [Al 
'Imran3:77] ( 



Comments: [Its isnad is saheeh, mta} - 1 1 • 

Muslim (138)] ; " f 4 < ' ©-^ 

4213. It was narrated that ^ ^ ^ _ mr 

'Abdullah said: The Messenger of ; f c ~ 

Allah said: "The first matter ^/j ^} ^ S 1 ^^ 1 : ^ 

concerning which judgement will Jtj « - • . -1 * 
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be passed among the people on 
the Day of Resurrection is blood- 



shed." juUjJI ^ yQJ^ ^ 0^ ^! 

Comments: [Its isnnd is sahech, rr*lV£ I ] 

Muslim (1678)1 ' * ^ J 

4214. It was narrated that ^ : Jj± >J\ £sii ^£TU 
Sulaiman said: 1 heard Abu Wa'il f - , , , - 
say:... and he narrated it. .a^Aj ijilj Ul :JU jUILl 

Comments: [Its isnad is sahech, [nVL -/wr'j] 

Muslim (1678)] 

4215. It was narrated that : lliJU- - iT \ o 
'Abdullah said: The Messenger of o 

Allah (%) said: "He is not one of 'r* 1 ^! If if J^s 1 

us who slaps his cheeks, rends his ^ : ju ^ . > 

garment and calls with the call of t , ,1 - ' = 

Jahiliyyah," ojiiJl ^ >3» : 2g aIM 

Comments: [Its isnad is saheeh, al- jilUUJl ^Uju lioj L^jliJl ji.'* 
Bukhari (1297)3 

.[noA 

4216. It was narrated that - ^ -UH 
'Abdullah said: The Messenger of t , 

Allah said: "Verily Paradise •^ JJ1 ^ If <-J^ 

is closer to one of you than the \ ° ' *"Vr ' •- : ' /jl^U 

strap of his sandal, and Hell is ^ ^ ^ t \ * ^ ^ ' *' 
likewise." J^J ^o>JJ : J Li aW jI* t Jslj 

Comments: [Its tsnarf is Sffteh, al- Jj| j . Jjj _^ ^; t - ^ t ; 

Bukhari (6488)] " ^ , ' ' ^ I 

4217- It was narrated from jjJ>S\ : %Sj ti'jJ- -mv 

'Abdullah that the Prophet (%) ^' 



said; "The best of the people are Jli : JL5 *Ul ^ *si^ ^ 
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my generation, then those who 
come after them, then those who 
come after them. Then there will 
come people whose testimony 
will come before their oath and 
their oath will come before their 
testimony/' 

Comments: [Its isnad is saheeh, al- 
Bukhari (6429) and Muslim 
(2533)] 

4218. It was narrated that 
Khumair bin Malik said: 'Abdullah 
said: 1 learned seventy-odd soorahs 
from the lips of the Messenger of 
Allah when Zaid bin Thabit 
was still a young boy with a braid, 
learning how to read and write 
with the other boys. 

Comments: [A sahceh Imdeetii, and 
its isnad is da'eef] 

4219. It was narrated that 
'Abdullah (4*) said: The Messenger 
of Allah (%): ''Whoever has a need 
and refers his need to people 
deserves not to have his need met, 
but whoever turns to Allah, He will 
grant him provision immediately or 
death at a later time/' 

Comments: [It isnad is Hasan] 



4220. It was narrated from Sayyar 
Abu Hamzah... and he narrated it. 
['Abdullah bin Ahmad:] My father 
said: This is correct; Sayyar Abu 
Hamzah said: and Sayyar Abul* 
Hakam did not narrate anything 
from Tariq bin Shihab. 

Comments: [Its isnad is hasctn] 



.\ro<\t ; ^1 ] J^l^i 

^1 ^p jVJlL : L}jl>- - tY^A 

£fe 4JJI J^j ^ o'.J 

.[T"i<W .^l^Jl 

iS'j cJ]: Jjt J^3 J IS : J Li 

jlU V jl iLj 015 t^dJL ly^li 
aJJI alii t j^- AlL '^jyi tiifL>- 

■0^- : 

Olii U c Cl : Jlj^Ji jlp lii^ -i TV • 
Jii .. . .[:ju^I ^ aUI jl^ J IS] 



Musnad of 'Abdullah bin Mas'ood 541 



4221. It wan narrated that 
'Abdullah (^) said: I was hiding 
behind the curtain of the Ka'bah, 
and two Thaqafi men and their 
Qurashi in-law, or two Qurashis 
and their Thaqafi in-law, came in; 
they were very fat but not very 
smart, and they spoke among 
themselves. One of them said to his 
companion: Do you think Allah 
hears what we say? The other said: 
1 think He hears us if we raise our 
voices, but He does not hear us if 
we do not raise our voices. The 
other one said: If He hears some of 
it He will hear all of it. I went to the 
Prophet (3*5 ) and told him about 
that, and Allah, may He be 
glorified and exalted, revealed the 
words: "And you have not been 
hiding yourselves (in the world), 
lest your cars and your eyes." 
[Fussilat 41:22]. 

Comments: [A hadeeth saheeh] 



4222. It was narrated from 
'Abdullah... and he mentioned a 
similar report. And the words were 
revealed: "And you have not been 
hiding yourselves (in the world), lest 
your ears and your eyes - up to - and 
you have become (this Day) of those 
utterly lost!" [Fussilat 41:22,23] 

Comments: [Its isnad is saheeh, al- 
Bukhari (4817) and Muslim 
(2775)] 



j Lll llil^ : j £iJL*- - i Y Y \ 

J \S 4JJI _Lp i * fUt T: J > Cri ' — b ■> ^ 

o^Jrj J±* k 

-J^jjJ^j L^j^ii *Jii .J-U 

: ^SM Jli V J^ J^j > 

iSi <yy :a^) ^j^iS % 



.(TWO) 



-1YYY 



: JUji iliU tJil 

.[ri\t (YV.YY :^JJ^) 



t (iAW) 



,{TVVS) 
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4223. Abu 'Amr ash-Shaibani ,>v ■ : r ■ > «- * r j ***** 
said: I he owner of this house - , * V 

meaning Ibn Mas'ood - told me: I j y^- J>\ J^^>- :aLi Jl* *J> /JS 

said: O Messenger of Allah, which "a. "> , „ r * „ 

deed is best? He said: Prayer J - — ■ ' ^ ■- 

offered on time." ,M U : ^ii :JU j^jj ^ 

Comments: [Its isnad is srirn/i] : ju JUiSll £f 

.[rA^ :^] 

.(AO) > i(oYV) 

4224. It was narrated from J - /i^l V ^ GiJbi -tm 
'Abdullah that the Prophet fcfe) " ; w r . V - 

used to say takbeer every time he ^^^J ^ O^j^ 1 ^ 0^ <.JL>^j 

lowered or raised his head (in . m, - . - r M -Am 

prayer), and Abu Bakr and Umar . > 

(40 did likewise. ^^^j J 3^ 3fe J^ 1 0i 

Comments: [Its isnad is safceefc] ^3 < 4 1 V / \ > ^ij ^ ^1 foi} : Jli 

.[riv .U^ iLi 

4225. It was narrated from \ - t< J - Vj-, ^ — ^ y T c* 
'Abdullah that the Prophet {m) _ ," ; . 

and Abu Bakr and 'Umar (&) J>iM» 0? o^-^t ^ 

used to say ta*beer every time t ^ ^ ^ . Jj, ^ - ^J^^Jl 

they lowered or raised their heads „ " , , " ^ ; 

(in prayer). ^j3r^ 'r 15 M >f 3 ^ ^3 

Comments: [A sahech hadeeth; this .[T"\V : J .^jj J5 
is a /fwsfltt 

.^1 



4226, It was narrated from 
'Abdullah that when the Prophet 

(#*;) went to sleep, he would put ^ jZ- ^soZp ^1 ^ tJU^J 



his right hand under his cheek >*, . .... a : 
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then say: "O Allah, protect nie 
from Your punishment on the 
Day You resurrect Your slaves/' 

Comments: [Sahcch because of 
corroborating evidence and its 
isnad is da'ecf because it is 
interrupted] 

4227. It was narrated that 
'Abdullah (<&) said: The Messenger 
of Allah (^) said: "No one should 
say: I am better than Yoonus bin 
Matta/' 

Comments: [Its isnad is saJieeh, al- 
Bukahri (3406)] 

4228. It was narrated that 
'Abdullah said: The Messenger of 
Allah used to choose the right 
time to address us for fear of 
boring us. 

Comments: [Its isnad is saheeh, 
Muslim (2821)] 

4229. It was narrated that 
'Abdullah said: The Messenger of 
Allah (^) said: "No woman 
should look at or touch another 
woman so she can describe her to 
her husband so that it is as if he is 
looking at her/' 

Comments: [Its isnad is saheeh, al- 
Bukhari (5241)] 

4230* It was narrated that 
'Abdullah said: May Allah curse 
the women who do tattoos and the 
women who have tattoos done, the 
women who pluck facial hair, the 
women who file teeth for the 
purpose of bea unification. News of 



.i^U* J* :JLij t.ii ci' 

,[VV£Y 

JU JU :Jli y'j tife- -HYV 

J 15 : Jli Jjl ^i- i JMj ^1 /> JL1*Sm 

.[rv-r ^ij].'^^^^^ 

'J. £j± GJjU -*™ A 

6^ :Jli 1^ ^ 

J\ -J. -.y/j ui^ -m< 

:^te Jjl JLi : J Vi Jdl ^ ijilj 

l^))J i4riI5 si^Ji s5>Ji '^lj v» 
.pn^ :^] ji^>L; 

^ JQJ. &Jb- -iYt' 
^^U-ij£*J^j toLw-l^JI <Jjl ( jiJ :J'^ 
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that reached a woman of Banu 
Asad who was called Umm 
Ya'qoob. She came to him and said: 
I have read what is between the 
covers (of the Mushaj) and I did not 
find what you said. He said: Have 
you not read (the words) "And 
whatsoever the Messenger 
(Muhammad (^)) gives you, take 
it; and whatsoever he forbids you, 
abstain (from it)" [al-Hashr 59:7]? 
She said: I think your family do 
that. He said: Go and look. So she 
went and looked, then she came 
and said: I did not see anything. He 
said: If that were the case, she 
would not stay with us. 

Comments: [Its isnad is sahecJi] 

4231. It was narrated that 
'Abdullah said: The Messenger of 
Allah said one thing and I say 
another. The Messenger of Allah 
fe) said: "Whoever dies associating 
something with Allah will enter 
Hell," And I say whoever dies not 
associating anything with Allah will 
enter Paradise. 

Comments: [Its isnad is sahceh, al- 
Bukhari (1238) and Muslim (92)] 



4232* It was narrated that 
'Abdullah said: The Messenger of 
Allah (3^) said:.. And he mentioned 
something similar except that he 
said: ascribing a rival to Allah . 

Comments: [Its isnad is saheek, al- 
Bukhari (1238) and Muslim (92)] 



p^-r ^"J — ^ <J£^ "L»j^ : ojl>-j 

.[MM .U'^Li 



^i- LL : jl^ :^Sj HJjl^ -iXT\ 

J^3 : j\i ^AJi jl^ ^ t jjM; 

.<<U) 

^ ^ ^ t J4 ! j J) j* tOUil 
>ii . . . . ^ Jji J^j J J : J Li 

.MX 



.[Mir 
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4233. It was narrated from 
'Abdullah (4.) that the Prophet 
used to say: "O Allah, I ask You for y\ y- lJU^J ^1 

guidance, piety, abstinence (from * > ^ ... , 5( - , - - ■= 

that which is /worn and is not ™ ^ ^ ~ ' ^ - 
appropriate) and independence of « .^Lj!} J^\j i^jijJI iu'U J] 
means." 



Comments: fits isnad is saheeh, 

Muslim (92) J .(TVY\) 



4234. It was narrated that 
'Abdullah said: The Messenger of 
Allah (%) said: "Do not acquire If- ^J^? 1 ^ 1 4^ ^ ^rW- ^ 1 J~*X S }\ 
farmland, lest you become too 
interested in worldly matters." 

Comments: [Its isnad is daccf\ ^ ^J^J ^ y. [ 

.«UJjd! ^ tiilljl lji>*£ N» 

.[rov<\ :^l ; l 



4235. It was narrated from Ibn * ' 

Mas'ood (4*) that the Prophet (s^) ' ^ 
recited (Soorat) an-Najm and ^j^* dr* ^i' 1 ^! y) 

prostrated in it, and those who - - : f,r - „ * tl ?f ? f . ... 

were with him prostrated, except ' . r \ - 
an old man who took a handful of y lis' J^i f Ali Sf] UJ 
pebbles or dust and did like this - t - - - * 0 ? 

and he put it on his forehead, ' l ^ * uU * :Jb L ^ j[ 
'Abdullah said: And I saw him &lj jM :Jli Jl^ 

slain as a Jca/fr. 

Comments: [Its isnad is $aheeh t al- ^" 



Bukhari (1067) and Muslim (576) 



4236. It was narrated that - ^ ^ _ iYn 

'Abdullah said: The Messenger . 

of Allah (^) said: "Allah, may He J^P 1 1^ ^tUl y ^Uai- 

be glorified and exalted, has not ^ ^ ^ 7^ J J] V ^ ^ 

sent down any disease, but He has \ o ' "' ^ , 

also sent down a remedy for it. Jj^l ^) J jZj J^j ji- aJJ! jl* : ^5; 
Those who know it know it, and 
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4c £$*mu* dii! jJlc ■ t ti'i * 



those who do not know it do not ,* , . - »- 

know it." - l( ^f=r t <uJ^ 0^ A 

Comments: [Saheeh because of .[foVA : 

corroborating evidence; its isnad 

is hascm] t k >™^ <>*j^ ' £Hj>* 

4237. It was narrated from ^ AL^j < i^i ^ LijL^- -irrv 
'Abdullah that the Messenger of . , , 

Allah (^fe) prayed five rak'ahs in f^ 11 : 

Zu/ir, and it was said to him: O ^' . Jj ( ^ . . , . , ^ 

Messenger of Allah, has something - ' ' - ■ ^ ^ v A 

been added to the prayer? He said: ^ ij : ij < r ^ ^1 JL> £fe 

"Why is that?" They said: You , *' 

prayed five. And he turned around : ^ ' ^ Vi^l 

and prostrated twice after he had , - - - , . . - 

said the salam. v r ^ i-*— 

Comments: [Its i'stW is saheeh, aU .[VaTi .jJ~- UjX 

Bukhari (1226) and Muslim 

(572)] : r ami) : g>J 

4238. It was narrated that : jj 5^ - ^ _ mA 
'Abdullah (4*) said: I was hiding ' t 

behind the curtain of the Ka'bah, 0? v*3 cS^L^ ^ jUIU 
and three people, a Thaqafi and his * • ;,. ♦ - , 

two Qurashi in-laws came. They ^ ^ 

were very fat but not very smart : t^liiJl jll^L 



They said something amongst 
themselves, then one of them said: 



Do you think Allah hears what we p j r !: 'y^^ : Jl* ^r*-^* ^ 

say? The other said: He hears if we 5 ' , / ^ , > > ^ - ^ 

raise our voices, but if we do not ^ ^ JUi : Jli 

raise our voices He will not hear us, u ^ : ^| jtf rj^ u 
The other one said: If He hears e . ^ ^ / 

some of it He will hear (all of) it. I ' ^ LJii^ ( It t j \) t 

mentioned that to the Prophet fe) >- ,5.1 > ^ r ,^ f . . , -^V 
and Allah, may He be glorified e 

and exalted, revealed the words: ^j^A ^ J o'iii :JU ^.ik wJJ 
"And you have not been hiding „,v . - - . * 

voursclves (m the world), should ^ ' - 
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testify against you; - till- yet they 
are not of those who will ever be 
allowed to please Allah!" [Fussilat 
41:22-24]. 

Comments: [A sahech hadeeth, al- 
Bukhari (4817) and Muslim 
(2775)] 



:J'i5 (Y£-YY : cJJai) ^qsA*^ c£ ^ 

.[nu i^ij] .lu> ^ 



.(YVY$) 



: Jlii 



V 



4239. It was narrated from Abu 
Ma' mar from 'Abdullah, He [the 
narrator] said: I heard him 
attribute it to the Frophet (-^) on 
one occasion, then he did not do 
that He saw a governor or a man 
say two taskems and he said: 
Where did he learn that? 

Comments: [Its isnad is saheeh, 
Muslim (581)] 

4240. It was narrated that 
'Abdullah (&) said: When this 
verse was revealed, "It is those 
who believe (in the Oneness of 
Allah and worship none but Him 
Alone) and confuse not their Belief 
with Zulm (wrong) 7 ' [al-An'am 
6:82], it was very hard on the 
Companions of the Messenger of 
Allah Ggg) and they said: Who 
among us does not does wrong? 
The Messenger of Allah said: 
"It is not as you think; rather it is as 
Luqman said to his son: 'O my son! 
Join not in worship others with 
Allah. Verily, joining others in 
worship with Allah is a great Zulm 
(wrong) indeed' [Luqmaan 
31:13]?" 

Comments: [Its isnad is saheeh, al-Bukhari (6937) and Muslim (124)] 



.[nv :^tj .L^iu J\ 

y. ju*^ l£U -m> 

UJ : Jlj dJJl Jtli- y lilil* y ij^aTj] 

IJLT -J, ipii; ^jjfy :hy\ ftJi JJjJ 
iljl (AY 4^ 4^; 

: jLIa! Jli L15 ^Jt Hi) lJ jllij Ll5 
> t (^rv) 



■C 'Cr" 
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4241. It was narrated from v-v 

'Abdullah that the Prophet (&) ^ J C^- 3 ^ 

used to say the salam to his right \p t JU^j ^ llil; 

md\ah\s\Qh f as-salamu'alaikumw(\ ^ ,, tf ' *" T " 

rahmatullah, as-salamu 'alaikum wa ^ ir 11 ^ jJJ1 ^ L ^>^ M 

rahmatullah, (turning his face so far '^ji ; 0J UJ Uj ^ V U^' ol5 

that) the whiteness of his cheek . ,\ "~ * , 1 

could be seen. 'Abdur-Rahman °-'J^ J3 



said: (turning his face so far that) ^ ieJ ^ - - ^ 

we could see the whiteness of his ' ' " " v ~ ^ 

cheek from here and we could see ; J? ?^ ^£ J^ 1 - ^^r 1 

the whiteness of his cheek from r*-^ , n L ^ - . = - - ^ 

here. ' L 1V : C^ 1 ;J J? ^ >^ '^o 

Comments: [Its isnad is sa/ree/j / 



4242. It was narrated that 
'Abdullah said; Walk to the mosque 



llJl^ : Jo ) LiJU - £ Y i r 



because it is part of the guidance >J 1* j* iJ^J>H\ 

and Sunnah of Muhammad 



Comments: [Its t'smni is 



4243* It was narrated that 
'Abdullah said: I said: O Messenger 



.^^I^pVI *L$jV oL~l 



of Allah, which deed is best? He ±* ^^jll ^1 ^ .JlA^l 

said: Prayer offered on time. I said: if f,. V,. , - 

Then what? He said: Honouring , ^ , ~ ' " ^ 

one's parents, I said Then what? He r' s^L^Jl" :Jli 

said: Jihad for the sake of Allah. And > " - - • . 

if I had asked for more he would ^ ^ : ^ :Jb V :J'« 

have given me more. y'3 3* Jj| j_ ^ . 

Comments: [its isnad is sffJrcc/i, al- rrAC ' . . 

Bukhari (527) and Muslim (85)] ' L -<T ljJ 

4244. It was narrated from . : r ° , ... r ;= . 

Khaithamah from someone who ^ ^ ^ ^ -tri£ 

heard 'Abdullah say: The Messenger o?l ^ ^ tUii 

of Allah fe) said: "There should be ^ . _ ^ \ * > \ , * .. v 

no staying up at night for one who is - ^ " ^ 4111 J -^ ; JLi :J ' J 

praying and one who is travelling," .frn-r ^lJ 4 j 'jj^ 
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Comments: [A hasan hadeeth; its 
i'smid is cfa'cef] 



.iL^l iAAj i 4 w 7— *~ ■^t-^ ' ^ 



4245. It was narrated that - J^Jl uil^ -tYU 

'Abdullah said: The Messenger ~ 

of Allah fe) said: "The blood of a ^ ±* J* -3/^ j* ^y* .J> ^1 ^ 
Muslim man who bears witness 



-Vh ^ '^k ^ J 1 ^ :Jli 

that there is no god but Allah and ' t ' ' 

that I am the Messenger of Allah is ^ylj? ^[ ^\ N 01 J^-L ^ ( JJ^ 

not permissible (to be shed) except , - — ; * ** , 

in one of three cases: a sou] tor a u < - ^ 

soul, a married adulterer, and one ojlJ . 

who Jeaves his religion and _ " . / . 

separates from the jama 1 ah (the : CT^' ] •■^L^JJ JjUJ-i 

main body of Muslims)/' /»,w-\ i > 

Comments: [Its i'sn^d is sahceh, 
Muslim (1676)] 

4246. It was narrated from Abu -y, Vol^l G-U- ■ -iYi^ 
'Ubaidah that 'Abdullah said: I .. " f r 

came to Abu Jahl on the day of Jli :Jli ^ ^'^! 

Badr when his leg had been t ^ — Jj ■ 

struck and he was lying on the // t ^ ' " ; f \, , ^ 

ground, fending people off with a >*J ^ J lA ^rj -^J 

sword that he had, I said: Praise J L ^J l ■ jJSs ^ wil^ Hp £j! 

be to Allah Who has humiliated Y " " ; " , 

you, O enemy of Allah. He said: ^[ )i Ji : !JJI jjU C 



Is it anything other than a man 
who was killed by his own 



people? I started striking at him jjli t JJu JJL^ ~* ^ 

with my sword but I was not able - - ; »»_ ' ^ , \- 

to hit him. Then f struck his hand ? ^ >- * <^ 

and his sword fell; I picked it up ^ j*i l*JLS ^ijl o-il LJS ^ cJ-'>i 

and struck him with it until I / „ * t . ' M , 

killed him. Then 1 left him and ^ ^ ^ ^" :JL ^ 

went to the Prophet fe) and it ■ Jjj - jj U^>« :J"i \! 

was as if I could not wait to reach _ ''^ ^ /' 

him, and I told him (the news). : J 1 ^ ^ ^! V Jj! 



He said: Do you swear bv Allah, r, ^< 

besides Whom there is no other - ' " ' 



god?" And he repeated it three oJi oy^j 015 ii* !*Jl3i jji- U Jj'.y-l 
times. 1 said: By Allah, besides . „ t r - .t* 
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Whom there is no other god. Then ^ j ,^ - - - ^ * , „ 

he set out walking with me until he : ^ JU :JU ^ ^ ^ 

stood over him and said: "Praise be .[TAYi : / ^ r 1 J ].Ul^ 

to Allah Who has humiliated you, 

O enemy of Allah. By Allah, this y) ^ ol^l 'gtj*^ 

was the pharaoh of this nation." tijM ^ y] ^ ; ^ ^ 

And my father added from Abu 1 
Ishaq that Abu 'Ubaidah said: And 
'Abdullah said; And he granted me 
his sword as booty. 

Comments: [Its isnad is da'eef because it is interrupted] 

4247. It was narrated that Ibn J{ ^ - ^ - _ £m 
Mas'ood said: I came to the *" ^ * f ^ . 

Prophet (^) on the day of Badr J* t<i^| ^ ^ tjUii ^ 
and said: I have killed Abu Jahl. He „ * *:\ - — t 

said: By Allah besides Whom there - " - ^ " ' ^ 

is no other god? I said: By Allah :JL5 «.J4>- : J-JLii t-jjb ^ 

besides Whom there is no other god. * r /?* - ft > * -* * s _ 
And he repeated it three times. He ^ t t ^- - 

said: Allahu Akbar, praise be to Allah :Jli t i*Sti LiSj^ t^i VI aJI V ^JJl 
Who fulfilled His promise, granted ,, e ^ ^, _s i , _ /. " # ^ £ 
victory to His slave and defeated the t0 "^ ^ ^ ^ ~ lIAJI ^ M * 
Confederates alone. Let us go, and Oij^Ji f>} 

you can show him to me/' So we set , ' , , , . / 

out and came to him and he said: ^ ^ cUikU «^J> 

"This was the pharaoh of this iva^i > i i rt - ^ , ■ . 

nation/ J - - 

Comments: [Its isnad is da'eef y} «.<*ua£V oLu-l : gi> ;; * j " 

because it is interrupted] ^ ^ 

4248. It was narrated that - ^ :^j ^ -tUA 
'Abdullah (4*) said; I was walking ^ "7 s 

with the Prophet (325) in some ^1 ^ ^ l r^^! 

farmland in Madinah and he 



passed by some of the Jews, who 



said to one another: Ask him about ^ h\] JUa <-?_4^ ^ 
the spirit [ar-rooh]. And some of 



them said: Do not ask him. They ^ ' JU * ^C^ 1 ^ ^ 

said: O Muhammad, what is the f\) V^jyl U lJlL^J II :l^lii tl^bi 
spirit? He stood up and leaned on 
the palm tree branch, and I was ^ 
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behind him and I thought that he - < - „ , & , .. T r 

was receiving revelation. I hen he ^ - x 

said: "And they ask you (O ^ j; ^ iL : Jl^>» 

Muhammad (#;)) concerning the . , , 3 . ^ o ; ? 

Rooh (the spirit). Say: The Rooh (the ^1 ^ f^ 1 U ^ ^ 

spirit) is one of the things, the ju :Jli (As :*l^0 

knowledge of which is only with r ° ' 

my Lord, And of knowledge, you .[VlAA V : lUi 
(mankind) have been given only a 

little'" [aUsra' 17:85]. And some of : f t(vm) : C ^ ° M : ff^ 

them said: We told you not to ask .(Tv^i) 
him. 

Comments: [Its ipucd is saheeh, al-Bukhari (7456) and Muslim (2794)] 

4249. It was narrated that - ^ ^ ^ _ tm 
'Abdullah bin Mas'ood said: The ^ £ 

Messenger of Allah (£&) said: Ibn ^ y. Cj^ ^ 

Sumayyah never has the choice of j ' * ' '* J]| jl£ - ' t * ' "-Vji .uiJl 

two options but he chooses the *- J ^^ ^ 

more guided of them. U 4^ J>^j 

Comments: [Has™ because of corro- j^-Sj, ^ Jj ^ 

bo rating evidence, and its /snad is ' 

da'ccf because it is interrupted] .[V^r : ^1^] . l( U4~? 

4250, It was narrated that ^ J^>! -*To» 
'Abdullah said: A man came to the 

Prophet (&0 and said: O Messenger 1^ V* 

of Allah, I met a woman in a garden "U; ;U Jjl jl^ ^ t^Nl} 

and I embraced her, touched her, 5 ^ 

kissed her and did everything with ^! ^1 Jj-^j ^ ^ l J! 

her except that 1 did not have ' . r**i, sf--i * -i 

intercourse with her. The Prophet ^ ' * - ^ 

(^) did not answer, then this verse jl tliiij i-l^JG} L^jr^J 

was revealed: "Verily, the good -j^j -\ ^ 

deeds remove the evil deeds (i.e. 1 ^ 1 r s^ 1 

small sins). That is a reminder (an =Ii JJjZi tjgg 

advice) for the mindful (those who ^ ^ ^ t ^ i , 

accept advice)" [Hood 11:114]. : ^* } ^ * 

Then the Prophet (%) called him t ^ u ^ t ^ JuJi :J15 ( U i 
and recited it to him/ Umar said: O / ^ " ; _ 

Messenger of Allah, is that only for f 1 t^ 3 ^- Jj-^j ^ 
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him or for all the people? He said: ^ . , ^ ^ ^ 

"Rather it is for all the people/' X ^ ^ 

Comments: [A salicch hadecth] oT : ^\ J ] 

■w- <> l ^ ^ i(Tvir> : r ^jl^ 

4251. It was narrated that J - t j^j ^ ^ £fo 

'Abdullah (&) said: The Messenger "/ ' ^ Cj " 

of Allah (%;) told us in Mina, when ^1 ^ L ^-?^ 0? J A* 1^ 

he was leaning back on a red tent, >, * * \ \ „ 

he said: "Would it not please you ^ ^ m - ^ :J ' J 

to be one quarter of the people of p{» ; j L - ^ j, ^ ^ 

Paradise?" We said: Yes. He said: 1 ^ ; " f ; ^7 ' 

"Would it not please you to be one i( ?£>^l Jil £j l^^J" ol Ij^v 

third of the people of Paradise?" *< - \[ * y ' » t * m . 

We said: Yes. He said: "By Allah, 1 ^ ^ y ^ jl : JU ^ 

hope that you will be half of the ^ J\ jjija : ju t Jt ; | 
people of Paradise, and I shall tell 



you about that, about the small ^u^-L-j ^£>JI Jil ^jja; jl 
numbers of the Muslims among . , . * , , - i s . 

the people on that Day. On that ^ ^ - ^ ^> & 

Day, among the people they will be rjJLjlS" SfJ J ^ ^ 

like a white hair on the hide of a ^ \ " ;i * 
black bull, or a black hair on the Ij^i^ j\ ^^Vl 
hide of a white bull, and no one i, ^ v « * . t . oSll 

will enter Paradise except a ^ - - ' ^ 

Muslim soul." :^r\j] *^ 

Comments: [Its isnad is saheeh, al- 

Bukhari (6642) and Muslim ^ iO^iT) <^>^ oliJ '.tuj** 

4252. It was narrated that ^ . , ^ >{ ^ _ im 

Fulfulah al-Ju'fi said: I was among " * - ^ 

those who panicked and rushed 0^ tjLl^ ^ jUu- I^jl^ 
to 'Abdullah concerning the - i . /. : / 

Mws/'w/s. We entered upon him J \P 

and a man among the people JUi t ^lU QiJii t^'ukjl ^3 Jjl 
said: We have not come to visit 



saia: we nave not come to visit ~„ . - - u , - ^ ^ „ , , 

you; rather we came when we got ^ J r 1 U ! : ^ 

alarmed about this news. He said: 0] :J'iii c^Jl lli L^lj ^ ilQ^ 
The Qur'an was revealed to your o , rv # ^ ^, , / . _ 

Prophet (^) from seven gates 'Y 1 ^ ^ ^ ^ J* J > 
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with seven modes of recitation, 
and the Book before him was 
revealed from one gate and with 
one mode of recitation. 

Comments: [Its isnad is dacef\ 



4253. It was narrated that 
'Abdullah said: Your Prophet 
was given everything except the 
five keys of the unseen; "Verily, 
Allah! With Him (Alone) is the 
knowledge of the Hour..." 
[Luqman 31:34]. 

Comments: [Saheeh because of 
corroborating evidences] 



: JLi 



f 1 i 



J* 

i.aUL1 dill _l£ JjP t fl^a J^o^- 



4254. It was narrated that 
'Abdullah said: Umm Habeebah 
said: O Allah, let me have the joy of 
the company of my husband the 
Messenger of Allah and my 
brother Mu'awiyah, and my father 
Abu Sufyan (all my life). The 
Prophet (^) said: "You have asked 
Allah about lifespans that have 
already been determined, limits 
that have already been set and 
provisions that have already been 
allotted. None of them will be 
brought forward before its due 
time or delayed beyond its due 
time. If you had asked Allah to 
grant you refuge from punishment 
in the grave or punishment in the 
Fire, (that would have been better 
and preferable)/' And the 
Messenger of Allah was asked 
about monkeys and pigs - were 
they (descendents of) those who 
had been transformed or were they 



:JU «AJ1 xJ> J> t^j^JUJi ^^^JlS\ 

r^ 1 :i ^r" f' 1 
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some other creation that existed , . 

before that? He said: "No; rather ' ( ™ : " *C?~ ^ 

they existed before that. Verily 

Allah, may He be glorified and 

exalted, does not doom a people 

then give them offspring/' 

Comments: [Its isnad is snheeh, Muslim (2663)] 

4255. It was narrated from . • - ^ tv . A 
Abdullah that the Prophet (^) * f' - 

came to him (walking) between 1^ *y>^\ y m p-f^ : 

Abu Bakr and 'Umar, when ^ \ _ V t ' , *f * , e , 
Abdullah was praying. He started - ^ ^ - - ^ 

to recite (Soorat) an-Nisa' and did tLil <■ J-^' iLl ^Lij 

not stop until he completed it. And " * 

the Prophet (jfe) said: "Whoever 01 ^ B : ^ ir^ JUi 4 i * L ^ 

would like to recite the Qur'an j± Jixii ,J^( U5 bVj}\ \% 

fresh as it was revealed, let him ^ " ;t ^ 

recite it according to the recitation tL -^ f-^* r" f 1 

of Ibn Umm 'Abd. Then he began ^ V ^ f- ^ ^ 

asking (in duV) and the Prophet ¥ , ^ 

fife) started saying: " Ask, you will J>\ :JL^ UJ JUi "ikL" /p 

be given; ask, you will be eiven; , , s ; /, , 

ask, you will be given. And among ~ ^ ^ 

the things he asked for, he said: O JLpI ^ jI^J JUj 

Allah, 1 ask You for faith that will - , ,* " ^ , ^ ' , *>• 

never change, blessing that will °* ^ ^ sT^ ^ ^ :M t ^ UJ1 
never expire and to accompany Jz Ul Jiji J^jb Jji (Hl/n 
Your Prophet Muhammad (-2&) in \ • t . . , ^ , 0 ( . , * , 
the highest part of the Paradise of ^ d [ : JUi -^ jl^j 

eternity. Then 'Umar (^) came to >[r ^ Y . ^ ^ ^ 

'Abdullah to tell him the good news, : 
but he found that Abu Bakr («&) had 1 

beaten him to it so he said: You have 1, , t , 

beaten me because you are always 
ahead of us in doing good. 

Comments: [A hadeeth sahech, because of corroborating evidence, and its isnad 
is hasan] 

4256, It was narrated that - yjj, . J J± ^ _ il0 ^ 
'Abdullah bin Mas'ood said: The (£ , . , o V , t 
Messenger of Allah (3^) said: ^'rr^^ i^^ 1 j^*- 31 ^e 1 
Verily, Allah has made the - > , -vj, f • - * - - 1, *" 
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reward for the good deed of the 
son of Adam ten like it, up to seven 
hundred fold., except fasting, for 
fasting is for Me and I and the One 
Who will reward for it. The fasting 
person has two moments of joy; joy 
when he breaks his fast and joy on 
the Day of Resurrection. And the 
smell from the mouth of the fasting 
person is better before Allah than 
the fragrance of musk. 

Comments: [Saheeh because of 
corroborating evidence, and its 
isnad is da'eef] 

4257. It was narrated from 
'Abdullah that the Prophet 
said: "When the servant of any 
one of you brings his food to him, 
let him make him come and sit 
with him or give him some of it, 
for he dealt with its heat and 
smoke." 

Comments: [Saheeh because of 
corroborating evidence, and its 
isnad is da'eef[ 



4258* Tt was narrated from 
'Abdullah bin Mas'ood that the 
Prophet said: "The first one 
to establish the custom of as- 
sa'ibah and the worship of idols 
was Abu Khuza'ah 'Amr bin 
'Amir, and verily I have seen him 
dragging his intestines in Hell. 

Comments: [Saheeh because of 
corroborating evidence, and its 
isnad is da'eej] 



^ ^ $ > &\ I>j» 

<. <wi*-js 4jU ^3} 



4JLSI Jklc- Sl\\ p_S wijJjJj 4.4»LL*Jl 



.[VIA* : ^r^jl - k *j^->j 



4JJI 



.Ujllll ^ y»u 



J>\l~.\ I.X*j ^r'^' * jHj**" 
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'*a J^kukja audi jAc -ij'" j 



4259. A similar report was \- > , ] U > ^yo* 

narrated from 'Abdullah from the , ^ ^ ^ ° 

Prophet but he did not JL^I ji ^ i> tSo^- :jlUJ 



mention the worship of idols. 

Comments: [Sahcch because of 

corroborating evidence] '"Jj-i °Jj tiiu ^1)1 

,[*ToA .yll^Vl 

4260. It was narrated that ^ ; J\ ji S>\j -tYV 
'Abdullah bin Mas'ood said: The f , \' 

Messenger of Allah (%) said: "The ^ ■ 

poor person is not the one who goes j L ; .jj , ; ^ > - 

around to people and will be a \ v ' ^ /' - ^ 

content with a mouthful or two, or a vJljkSL ^Jj ^-ip-Jl 5UI 

date or two." I said: O Messenger of < ... 

Allah, then who is the poor person? - f ^uU-Uij ^Ul , V " jji 

He said: "The one who does not ask ?jSJ~J\ j^i * Jjl u : ^Ji • jO^xJi; 

the people (for anything) and "* ^ / ^ . . 

cannot find enough to make him '^^^^J jLi; V : Jli 

independent of means, and no one .[rnn : ^1 ji^ t J ^ V \ 

is aware of his situation so he is not ^ - 

given any charity." \:^ 3 t0 jj : ^ 

Comments: [Saheeh because of -J s**^ r^'^J 3 <y. 

corroborating evidence] 

4261. It was narrated that - > & >j£^ - J jiij^^ £n \ 
'Abdullah said: The Messenger of " .. 1 0 ~\ , 

Allah said: "Hands are three: ^ If i>?4^ '-u\* 

the hand of Allah, which is \ *- V V in ," 
uppermost; the hand of the giver, t - . 

which is below it; and the hand of «. lliiJi 4JUI Jui : Jji 

the one who asks, which is the ,. |;| , r * , 

lowest/' ^ ^ 

Comments: [Stf/fc^/i because of .[Y^n : a^-L] .^^Ui!' 

corroborating evidence] 



4262. It was narrated that - ^ ^ ( ^ _ £ny 
'Abdullah said: The Prophet (%) f " , . / 

said: "Trading insults with a ti^- 11 r^ 1 ^ 
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Muslim is an evil action and * ^ , ✓ , , . * f . 

fighting him is kufr. And the J ^ J JU :Jli ^ ^ 2^ 

sanctity of his wealth is like the t j^j ^ rjj, ^ l _„ . -gg Jji 
sanctity of his blood/ 7 ^ - ; ' f " > / 

Comments: [Saheeh and its zsnarf is ' °>^J 

.'Jaj-Jl ^Lc- ^v^V Jj- 1 -^ 

4263, It was narrated that 'j; ^ : ^\ Jj> ~mr 

'Abdullah bin Mas'ood said: The t \\ * , .* \ 

Messenger of Allah said: ^ J* r^^'A : 

'Beware of these two marked , v * jj, _^ - w 



cubes that are thrown (i.e. dice), 

for they are the gambling of the o£i£Jl OlJli) ^ilfl" M 
non-Arabs/' .,«-: , , * 

Comments: [Sfl/^e// and its isnad is ' . 



4264. It was narrated that 
'Abdullah said: The Messenger of 

Allah (^5) said: "Repentance from ^} ^ pf L 



sin means repenting from it and 
not going back to it." 

Comments: [Its isnad is da'eefl ^ ^ 



J oil 



,'lkijl Jj^ j-^JJ Jj-Us <_^J~J J^J^Ji 

4265, It was narrated that - ^ ^ . j ^ _ m& 

'Abdullah said: The Messenger of , **' 

Allah (3k) said: "Let one of you (4-^ ^ r^^I 

protect his face from the Fire even v V* ?n *- » - - *i' . 

with half a date. ' \ - ^ w 

Comments: [Sa/i^/i because of ^ ^ r 5 "^ 1 J^" 

corroborating evidence; its 1511^ _ [tlv ^ , j ^ 

$ V^A^J> \JJHJ tfi^jJ ! 
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4266. It was narrated that r , r * r. * , VH . 
'Abdullah said: The Messenger of ^ ' ^ ^ " , 
Allah (gtf) said: "If the servant of *h\ xS 'j^ , ^ J* ^ j* 
one of you brines his food, let * - - - . 
him make him sit with him or y * ^ - ° u 
give him some, for he put up with ^ *j t ^ 

its heat and smoke." ' 

Comments: [Sa/iee/j because of ^ - - 

corroborating evidence; its is™** lJU . t . 

is * 

4267. 'Ata' bin as-Sa'ib said: I y ^ii ^ cfy^ ^ttnv 
came to Abu ' Abdur-Rahman > J , . f , ^ a . 
when he was cauterizing a boy and ^ "T^ 1 £Lia * : (^ U 
I said: Are you cauterizing him? He : J ^ , ^ >i l^U t ^J| h LI 
said: Yes, it is the medicine of the . ' f ' \ / './* ,', 
Arabs. 'Abdullah bin Mas'ood ^S^ 1 > ^ -J^ 

said: The Messenger of Allah (*) : ^ Jji J - V il & jLi 

said: "Allah, may He be glorified ; , t 

and exalted, did not send down Sy\ j&j *li Jjl! JjfJ 4L1 0] M 

any disease but He sent with it a j^,, jj-, I , jr^ 

remedy. Those of you who do not " 3 ^^f 7 y f ^r r UJJ ^ 

know it do not know it and those .[Vova : ."Ulp U 

of you who do know it know it." w 

Comments: [Saheeh because of ^ ^ C^" : 

corroborating evidence] -gy -^"^l ^JLJI j,\ ^ j) 

4268. It was narrated from - J h - 1 Y*lA 
'Abdullah that the Prophet ^ ;; s 

said: "Verily Allah, may He be ^ l 
glorified and exalted, opens the ~ ai N\ \ *' 1 f r'l 

gates of heaven in the last third of ^ ^ ^ ^ ^ 

the night, then He descends to the *M o\» :Jli ^1 J* ill jli 

lowest heaven, then He stretches 
out His hand, then He says: 'Is 



there any slave who will ask Me p t LjjJl ^UUl Jl L^; 
so that I may give him?' until r , / , \> ^ \ 

dawn breaks." ^ t" v /^ V1 ? ^ 



Comments: [A saheeh hadecth] a'J^\ -J-^ 
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4269. It was narrated that 
'Abdullah bin Mas'ood said: The 
Messenger of Allah said: "The 
one who spends in moderation will 
never become poor/' 

Comments: [Its isnad is da'ecf] 



4270. It was narrated from 
'Abdullah that he said concerning 
this verse: "The Hour has drawn 
near, and the moon has been cleft 
asunder" [al-Qamar 54:1]: It was 
split at the time of the Messenger 
of Allah (jfe) into two halves; one 
half was behind the mountain and 
the other one half was over the 
mountain. And the Messenger of 
Allah (sfe) said: "O Allah, bear 
witness." 

Comments: [Its isnad is saheeh, al- 
Bukhari (4864) and Muslim 
(2800)] 



4271, It was narrated from 
'Alqamah that Ibn Mas'ood was 
met by TJthman in 'Arafarh He 
sat on his own with him and 
talked to him, then 'Uthman said 
to Ibn Mas'ood: What do you 
think of a girl I will give to you in 
marriage? 'Abdullah bin Mas'ood 
called 'Alqamah and he told him 
that the Prophet said: "O 

young men, whoever among you 
can afford it, let him get married, 
for it is more effective in lowering 



J!i : Jli \£ 5DI Jui- ^J- t^^-^' I 

lli J[ JU U» :g§ Jin djL'j 

^-L- L*U ^ 3 i^t Js- oi> 

Lij^ -£TV* 

4JJ1 J—*^ ^ '^'^ 

_ JJJLJ ^jJl *u**i _ /^Ilaii j I * ,V— 5 

.( T A * O 

^jIjo L^iiU j_^JLl« 
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the gaze and guarding one's 
chastity. And whoever cannot 
afford it should fast, for it will be 
a shield for him/' 

Comments: [Its isnad is saheeh, al- 
Bukhari (5066) and Muslim 
(1400)] 

4272. It was narrated from 
Ibraheem that al-Aswad and 
'Alqamah were with 'Abdullah in 
the house. 'Abdullah said: Did 
these people pray? They said: Yes. 
Then he led them in prayer 
without any adhan or iqamah, and 
he stood in the midst of them. 
And he said: If you are three, then 
do like this, but if you arc more 
then let one of you lead. And let 
one of you put his hands between 
his knees when he bows. It is as if 
1 can see the interlaced fingers of 
the Messenger of Allah 

Comments: [Its isnad is saliceh, 
Muslim (534)] 

4273. It was narrated from 
'Abdullah bin Mas'ood that 
Subai'ah bint al-Harith gave birth 
fifteen days after her husband 
died. Abus-5anabil entered upon 
her and said: It is as if you are 
thinking of getting married. You 
cannot do that until you complete 
the longer of the two periods. She 
went to the Messenger of Allah 
(o^) and told him what Abus- 
Sanabil had said. The Messenger 
of Allah (%) said: Abus-Sanabil is 
lying. If someone comes to you 
who is pleasing to you, then bring 
him to me - or he said: Tell me. 



jUi * jljj! ^ dl! U L r l5 iUl^ 

^i^i vj^ii J\ >!i u!txi .L^u 

ilia 4JU U !^cGL ^lU 

Jj dilLJu Juol J^ 

y\ Jl! IL ^'j^-^ i^. ^ Jj^-j 
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And he toid her that her 'iddah f ^ . 

had ended. - * ^ ^' ^ ' J^ 1 

Comments: [Its isriad is d<? Vc/ ^"-^ 01 ^}r^^ " _ "J^ )i 



4274. It was narrated from £*± - J,, ^ ^ _ £m 
'Abdullah bin 'Utbah that Subai'ah ; ^ ^ ^ 

bint ai-Harith,„ And he mentioned *JLJI ^ t ^"^r 1^ t L** 

the hadeeth or a similar report, and , , j« ^ 

he said in it: "If someone who is ^ UJt °i ^ ° ! ^ 

compatible comes to you, then £y jt ■ ^ ^ ^ ■{ 

come to me or tell me." And there ; "\ ^\ ^ 

was no mention of Ibn Mas'ood. y.\ *j J^j j5 ^^Ls ^jiS iJ'ui 

Comments: [A saheeh hadeeth] 

.(MM) : r i(oni) : c ^j>. : 

4275. It was narrated from *j . • - . v 
'Abdul-Wahhab from Khilas in a V ^ ' / , 

mursal report .[iXVt :^r\j] - J— U i ^1 ^ 

Comments: [Sfl/jcr/r, al-Bukhari 

(5319) and Muslim (1484)] XMAl) : f t (oni) ,^>^ : 

4276. Muhammad bin Ja'far said: . j,j ^ ' ; ^ Lil^ -ttvi 
What if a man sets married * 

without naming the mahr, then he .Oj^J ^ <■ ^ o^y^ £1-^ 
dies? Sa'eed narrated from 



Qatadah from Khilas and Abu 



Hassan al-A'raj from 'Abdullah bin .y Zli ,J> <Jjl ^ < 
'Utbah bin Mas'ood that he said: 



They kept going to lbn Mas'ood 



(and asking this question) for a 1' V : l^JlS tint ^ )t l^p jjyi 

month or thereabouts, and they ^ 0 ^ Si - , , ' , . * 

said: You have to give an answer ^ ^ ] ^ ^ ^j* it 

concerning this matter. He said: I ^ ^ N ' t ^ - -f-j! ^ 
will give a verdict: she is entitled to . , / 

a dowry like that of her peers, not ^ tS-uJI ^1^3 i^Ltl^Jl L^Jj t 
much more and not much less; she 



has the right of inheritance and she 



J^TJ Jjlj tjLlalljl ilL> 
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has to observe the 'iddah. If it is 
correct then it is from Allah, may 
He be glorified and exalted; if it is 
wrong, then it is from me and the 
Shaitan, and Allah, may He be 
glorified and exalted, and His 
Messenger are innocent of it. Some 
men of Ashja', among whom were 
al-Jarrah and Abu Sinan, stood up 
and said: We bear witness that the 
Messenger of Allah issued a 
verdict like this concerning one of 
our women whose name was Barwa' 
bint Washiq, Ibn Mas'ood rejoiced 
greatly at that because his verdict 
was in accordance with the verdict 
of the Messenger of Allah 

Comments: [A saheeh hadeeth] 

4277. It was narrated from 
'Abdullah bin 'Utbah bin Mas'ood 
that Ibn Mas'ood was consulted 
about a woman whom a man 
married but did not name a dowry 
for her, then he died before 
consummating the marriage. And 
they kept coming to Ibn Mas'ood 
to ask about that... And he quoted 
the hadeeth except that he said: Her 
husband was Hilal and I think Ibn 
Murrah said: 'Abdul-Wahhab said: 
and her husband was Hilal bin 
Murrah al-Ashja'i. 

Comments: [Its two isnad are 
snheeh] 



4278. It was narrated from 
'Abdullah bin 'Utbah that (some 
people) kept coming to Ibn 
Mas'ood to ask about a woman 
whom a man married then he 



<vy Jslj i. IJLjJLi \J-^s JjJJu ^jil^ 



^ V* ^ ^1 ^ ^ t jULi- ^1 

ti^i jji :ju iLJ-l ^J^a l^ijj 
^y J^i* ^rjj :^jLaU1 ili- 

^"^j- LHe llijp- lliji^ 
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died.,. And he quoted the hadeeth. 
He said: Then al-Jarrah and Abu 
Sinan stood up and testified that 
the Prophet (sgs) had issued a 
verdict to that effect concerning 
them, [the clan of] al-Ashja'bin 
Raith, in the case of Barwa' bint 
Washiq a1~Ashja'tyyah, whose 
husband's name was Hilal bin 
Marwan. 'Affan said: And he issued 
a verdict concerning them, 
concerning [the cian of] al-Ashaj'bin 
Raith in the case of Barwa' bint 
Washiq al-Ashja'iyyah, and her 
husband was Hilal bin Marwan. 

Comments: [Its isnad is sttiiceh] 

4279. It was narrated that 
'Abdullah (*£,) said: The Messenger 
of Allah (0 t ) said: "Days will not 
cease and time will not end until 
the Arabs are ruled by a man from 
my family whose name is the same 
as mine." 

Comments: [Its isnad is hasan] 



4280. It was narrated that 
'Abdullah said: The Messenger of 
Allah (sfe) used to say salam to his 
right (turning his face so far that) 
the whiteness of his cheek could be 
seen, saying, 'As-salmnu 'alaikum wa 
rahmatuliah" '; and to his left 
(turning his face so far that) the 
whiteness of his cheek could be 
seen, saying, 'As-salamu 'alaikum wa 
ralimatidlah!' 

Comments: [Its imad is saJiceh] 



-^yj* y. ^rjj ,^A^S f i 

Jit J^j Jli :JU <Ll jLi 
Xrov\ U^i 

^ I jCp \J Lj JL»- - 1 Y A 1 

*dJl -Up /^p t^c^^Nl I ^ t^l>t^l 

* ' ; f \ * * 9 * * s 
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4281. It was narrated that ^ - ^ ^ - £ Y A \ 

'Alqamah said: 'Abdullah said: * ^" - " 

Whilst we were sitting in the t p= J ? 1 ^! 1^ 1 ^A^-^ t^.^-^ 

mosque on the night before r „ . - : , ; . , 

c ■ , i * I™. :*JJl jlp JU : jb 

rriday, a man among the Ansar " ~ 

said: By Allah, if a man finds a J Li l\ twiJl iu' jl^UJI ^ 

man with his wife and he speaks _ 

(of it), he will certainly be flogged, £* ^ ^ J$ ^ : ^ Vl ^ 

and if he kills him, he will ^ ^ ^ t oJlL^ ^ ^ 

certainly be killed, but if he keeps s , 1 . 

quiet, he is keeping quiet when he 0^ 1 ^ ^ O 15 ^ 

is feeling frustrated and angry. By ^ } j£ ^ ^ 
Allah, in the morning, I shall 




certainly go to the Messenger of ^ 
Allah (^). When morning came, 
he went to the Messenger of Allah 
(S^) and said: O Messenger of d)j 
Allah, if a man finds a man with s ^ > ^ , _ - , „- 

his wife and he speaks (of it), he ^ - ^ 0^ 

will certainly be flogged, and if he cJji : JLS ^1 j^JJi 

kills him, he will certainly be „ ^ ^ ,^ ^ , , :j 

killed, but if he keeps quiet, he is V I 'V ? ^ A 
keeping quiet when he is feeling [t . , s . g (1 . ^ <^ 

frustrated and angry. He started ^ 1 

saying: O Allah, clarify, O Allah .OMo) 
clarify. Then the verse of Wan was 
revealed: "And for those who 
accuse their wives, but have no 
witnesses except themselves..-" 
[an-Noor 24:6]. 

Comments: [A saheeh hadeeth, Muslim (1495)] 

4282. It was narrated from - ^| ^\ -tYAY 

'Abdullah that the Messenger of .' 
Allah led them in praying ^^^! j* 'J^i ^ ^ y >^ 

five (rak / ahs) ! then he turned to , > ( , - > ;^r. 

. ' . . . Jj^i Jl . <UI -L* r*-* H*^ : -waU 

race them and the people started '* ' 

whispering to one another. They Ji^i ^jil p tlll^- jL^ $k Jjl 

said: O Messenger of Allah, you ^ ^ Br ji ^ 

prayed five. He turned (to face ' * " ^ * j ^**~ > - 

the qihlah) and led them in *JiI ! U ■£ U ■> sJjl J^3 
prostrating twice and said the 
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so/aw. And he said: "I am only 
human; I forget as you forget/' 

Comments: fits isnad is sahe.eh, 
Muslim (572)] 

4283. It was narrated from a I- 
Huzail that 'Abdullah said: The 
Messenger of Allah (^) cursed 
the woman who does tattoos, the 
one who has tattoos done, the one 
who does hair extensions, the one 
who has hair extensions done, 
almuhiii and aimuhalla! lahu, the 
one who consumes riba and the 
one who pays it 

Comments: [Its isnad is saheeh, al- 
Bukhari (5948) and Muslim 
(2125)] 

4284. It was narrated that 
'Abdullah said: The Messenger of 
Allah cursed the woman who 
does tattoos, the one who has 
tattoos done, the one who does 
hair extensions, the one who has 
hair extensions done, nhnuhaUil 
and almuhaltal lahu, the one who 
consumes riba and the one who 
pays it. 

Comments: [Its imad is saheeh, al- 
Bukhari (5948) and Muslim 
(2125)] 

4285. It was narrated that Ibn 
Mas'ood said: I asked the 
Messenger of Allah Which 
deed is best? He said: "Prayer 
offered on time, honouring one's 
parents and jihad for the sake of 
Allah, may He be glorified and 
exalted." 



.[von ;^^] j<o^i; Ui ^Ji 

:JU j£-> ^ -t Y Af 

^ Jji ^ : JU aLi ^ 

.[rvYo 

.(nr:) 

L^i LJo^ - £ Y A i 

.[vvyo 

-(Y^ro) 

^ ^4^1 : v 4 ' 1 ^ 1 ^ ™£YAo 

Jjl Jj^3 JjL, :Jli j^Ll; 
.[rAl< :^r\j) ^ -iu 
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j^iuk* (jj 41)! JLlt * ; '*-' 



Comments: [A hadeefo saheeh, al- 
Bukhari (527) and Muslim (85) 
and its isnfld is rfa'ee/ because it is 
interrupted] 

4286. It was narrated from 'Amr 
bin Wabisah al-Asadi that his 
father said: I was in my house in 
Koofah and I heard at the door of 
the house (the words), Peace be 
upon you, may I enter? I said: And 
upon you be peace; come in. When 
he came in I saw that he was 
'Abdullah bin Mas'ood. I said; O 
Abu 'Abdur-Rahman, what time is 
this for a visit? And that was in the 
middle of the day. He said: I could 
not wait until the end of the day; I 
thought I should talk to someone. 
And he started talking to me about 
the Messenger of Allah (^) and I 
talked to him. Then he started 
telling me: I heard the Messenger 
of Allah say: 'There will be a 
turmoil in which one who is 
sleeping will be better than one 
who is lying down, one who is 
lying down will be better than one 
who is sitting; one who is sitting 
will be better than one who is 
standing, one who is standing will 
be better than one who is walking, 
one who is walking will be better 
than one who is riding, one who is 
riding will be better than one who 
is trotting (on his mount), and all 
its slain will be in Hell." I said: O 
Messenger of Allah, when will that 
be? He said: 'Those will be days of 
al-harj (killing)." I said: When will 
the days of al-harj be? He said: 
"When a man does not feel safe 



■ >y — * j*\ J ^ — t fJ 

*-^>.b o? jj^ if <-J^3 If 
^^Ut :j|jjt JJL^ SI 

lit , ■ s j , J ^ * "* 

: Jb l^IJJ ^JjiJI fj* o*^JU t j^' cJ^ 

u :JJi ;Jli ^ i^ii 
U :JJi :Jli jiSl} iilij Jill' 

^ ^ jis h\ M 
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with the one he is sitting with," 1 

said: What do you instruct me to J 3 ^" : ^ ^ jt^S jl 

do if I live to see that? He said: ^ Vr ~ r v > 

"Control yourself and your hand ^ ^ J " J 

(i.e., do not get involved) and go ^ : ji } _ f^Jl JU 

into your house." I said: O ' - r 

Messenger of Allah, what if a man 

enters my house? He said: -Go into j ; jL * ^ _ oL-l 
your room." I said: What if he " - " ' 'CV^ 

enters my room? He said: Go into ^ J y ' J f ^ ^ ^'^ ^ 
your prayer place and do like this" ^ ^ 



and he took hold of his elbow v iJUujji ^ L5 

with his right hand, "and say: My 
Lord is Allah, until you die in that 
state." 

Comments: (Its isnad is da'ecj] 

4287. It was (also) narrated from • ■ - . , . ^ 

'Amr bin Wabisah al-Asadi. -^^\ ^ - i Y AV 

Comments: [Its isnad is da'ecfl 0* j*** ^S^' ^ <j£ ^ ^Ll 

■C*^ j^Vl 



4288* 'Abdah bin Abi Lubabah 
narrated that Shaqeeq bin Salamah 
said: I heard Ibn Mas'ood say: 1 Cf.<j^o\ -^^l^sJa ; 
heard the Prophet say: "What : - „ . , , ' ' V / 

a bad thing for a man -or a person- :JLi^ 
to say, I forgot such and such a M ?>AJ ^ . ji^JLJ U^l» : ^ 
soorah, or such and such a verse. - — .t ; ,^ . ^ t / ; ; ( 
Rather he was caused to forget." * l jl ^ s ^ -J^ 

Comments: [Its rsnarf is saheeh, a]- .[T"IY» : j -J ^ V ,^5, 

Bukhari (5039)] ' 

4289 It was narrated from al- u£.f -fYA* 

A mash concerning the verse, . „ ' 

"Indeed he (Muhammad (;gg) did ^ ^ ^ : J^i ^ ji^ ^ J^Vt ^ 

see of the greatest signs, of his Lord (u ^ ^ 
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(Allah)." [an~Najrn 53:18], that he 
said: Ibn Mas'ood said: The Prophet 
(ife) saw (Jib reel (as) wearing a 
garment of) green brocade from 
Paradise, filling the horizon. 

Comments: [Its isnad is sahech, al- 
Bukhari (3233)] 

4290, It was narrated that 
'Abdullah bin Mas'ood said: A 
man came to the Prophet (#r) and 
said: O Prophet of Allah, T met a 
woman in a garden and I did 
everything with her except that I 
did not have intercourse with her; I 
kissed her and embraced her, but 1 
did not do anything else; do with 
me whatever you will. The Prophet 
Ofe) did not say anything to him 
and the man went away. Then 
'Umar said: Allah would have 
concealed him, if he had concealed 
himself. The Messenger of Allah 
{yk } ) watched him leave, then he 
said: Bring him back to me. So they 
brought him back to him, and he 
recited to him: "And perform As- 
Salat (Jqamatas-Salat), at the two 
ends of the day and in some hours 
of the night [i.e. the five compulsory 
Salat (prayers)]. Verily, the good 
deeds remove the evil deeds (i.e. 
small sins). That is a reminder (an 
advice) for the mindful (those who 
accept advice)'' [Hood 11:114]. 
Mu'adh bin Jabal said: Is it only for 
him, or is it for all the people, O 
Prophet of Allah? He said: "Rather 
it is for all the people/' 

Comments: [A hadeeth saheeh and 
its isnad is hasari] 



+ \ liy^ 3fc 



.[rvt ' 



■cr 



w- 1 J*>u p-T'* ' ^ ■ - ,r *^ ■ — ' 1 j j- * 
JjaJ^ ^JJl J^p ii^JuVij 1*JUlp 

U : jlii ^Jl Jj Ji, :Jli 

U : J Us t •S^j (jJLp •Cjs- JJ ! 

it/^U ^lyt :Jlii t ^ £te Jjl J_P; 
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4291. It was narrated from 
'Alqamah and al-Aswad... and he 
quoted the hadeeth. 

Comments: [A hadeeth saiiedi and 
its isnad is hasan] 

4292. It was narrated from J^rj-I ITjJ-'l :,J1jyl jl£ \£U -iY^Y 
'Abdur-Rahman bin 'Abdullah '/ 

from his father who said: The ^ ^ -J. o*^' ±* y 
Prophet («) said: "The likeness of ; ^ ^ ,J ^ 

the one who helps his people in J o - ; ^ 7" 

wrongdoing is like the camel that ^ ^S^ 1 ji* ^ 

falls into a well and stretches out r*^<w * , i 

its tail." - Cr ^ 

Comments; [Its isnad is /iamm] jl iiU— J^-l y y^ s jLJ : 

4293. It was narrated that \±YJL\ 1^1 : ^ tii^ -mr 
'Abdur-Rahman bin Yazecd said: 1 ' " , £ 
moved on from 'Arafah with Ibn ^iji <y. y^)\ ±* J* <6^>^[ y\ .y- 
Mas'ood and when he came to 
Muzdalifah, he prayed Maghrib 



uJ^s < 43 y- y j y\ C™aj 1 



and 'Isha', each one with an adhan t^LLJij ^yil\ l J^> iliSj^J 1 

and iqamah, and he ate dinner in - , J^, . ^ ^ ,> 

between. Then he slept, then when ^" v! J A ^ rj *■ ^ J b ^ ^ . 5-^ 
someone said that dawn had ^ji J IS LUi ,p jjj 

broken, he prayed Ffl/>, Then he . ^ s - - tf * . -* s , 0 s 
said: Verily the Messenger of Allah J ^ J !. :JU P ^ ^ M 

$5) said: "Verily these two prayers ^ ^| j5^Lkjl 0]» : J IS #g <Jdl 
are delayed from their (usual) time s .. , /« ^ " * 
in this place; as for Maghrib, the ^yil\ Ul tjL5^jl I a* ^ U^ij 

people do not come here until it is tf- , 1^ HiU oyt V >lLU 

dark, and as for Fajr, this is its _ , 

time/' Then he halted and when it <'y^-\ ^ p *y?l\ ^ 

cot lieht he said: If Ameer al- ^' . > \ . ,,f • 

Mu mmeen wants to do the right <~ — ^ / ' 

thing he will move on now. Hardly t _^- ^ aLi xi jjj ui :j 'J 

had 'Abdullah finished speaking > e , 

but 'Uthman moved on. V "CT^ 
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Comments: [Us isnad is sahech, al~ 
Bukhari (1683)] 

4294* It was narrated that 
Abdullah bin Mas'ood said: I was 
with the Prophet (^) on the night 
the delegation of the jinn came. 
When he finished with them, he 
breathed deeply and I said: What 
is the matter? He said: "I have 
been given the news of my death, 
O Ibn Mas'ood/' 

Comments: [A fabricated hadeeth] 



4295. It was narrated that Ibn 
Mas'ood said: The Messenger of 
Allah (^) said: "I thought of 
instructing a man to lead the 
people in prayer, then going and 
burning down the houses of men 
who stay away from Jumu'ah 
whilst they are in them," 

Comments: [A saheeh hadeeth] 



4296. It was narrated that Ibn 
Mas'ood said: On the night of the 
jinn, two of them stayed behind 
and said: We want to pray Fajr 
with you, O Messenger of Allah. 
The Prophet (^) said to mc: Do 
you have any water? I said: 1 do 
not have any water but I have a 
vessel in which there is some 
nabeedh. The Prophet (^) said: 
"Good dates and clean water." 
And he did wudoo\ 

Comments: [Its isnad is da'eej] 



J* ^ 



:JU ,J> 4JJI jup jf. 

{J\ c_l^ ,J ?iiLLi U : oJLdi iJJx 



;i 1: 



J- 



>SiJ : s A i * JI JLi J> ^ lt* V UJ,J >^ 

ifr aLi :Jlj 

.[mr i^j-ij] .iiLL?J; 

^ <>£U drr^ - JjLwlw 

tili ^jjl JUi tJu^i L^j ojlSl 



Musnad of 'Abdullah bin Mas'ood & 571 



4297. It was narrated from 
'Abdullah bin Mas'ood that the 
Prophet said; "(Some people) 
are staying away from Jumu'ah. I 
thought of instructing my servant to 
gather firewood, then instructing a 
man to lead the people in prayer, 
then going and burning down the 
houses of men who stay away from 
Jumu'ah whilst they are in them/' 

Comments: [A saheeh hadeeth] 



4298. It was narrated from al- 
Qasim from his father that al- 
Waleed bin 'Uqbah delayed the 
prayer on one occasion. 'Abdullah 
bin Mas'ood stood up and gave 
the iqamah (call immediately 
preceding the prayer), then he led 
the people in prayer. Al-Waleed 
sent word to him asking: What 
made you do what you did? Did 
instructions come to you from 
Ameer al-Mu'mineen with regard 
to what you did or have you 
introduced something? He said: 
No instructions came to me from 
Ameer al-Mu'mineen and I did 
not introduce anything; rather 
Allah, may He be glorified and 
exalted, and His Messenger 
insisted that we should not wait 
for you concerning prayer when 
you are busy. 

Comments: [Its isnad is saheeh] 

4299. It was narrated from Ibn 
Mas'ood that the Prophet 
went to relieve himself and he 
instructed Ibn Mas'ood to bring 



<£o./\) J &\ xs, *J. i^Jp-Vl 

t^jjllli 'jA jl <Z~aaA> Jul) !<Ua^J1 
* it, " * , ,r s f S . 

,[rvtr 

i jUip ^ M xJ- ; jfi- £^>j 
^Jap \*, jlJ \ jl :4jl j> ip^iUJl ^ 

3* ^ l ^ 'jj^!' fJj 'i^j^ 1 

.[VW i^lj .il^-U- J cJl} 
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him three stones, and he brought ♦ _ - „ t e 

two stones and a piece of dung. olL ^ ^ ^ 01 ^ 

He threw away the dung and ^ ; Jlij Jfc J^A, 

said: ^It is impure, bring me a ' 

stone." -"y^^ 1 

Comments: [A imdeeth sahech] 

4300. It was narrated that Ibn ^ij ^J) J ^J] ^ -£f. » 

Mas'ood said: I did not fast s "' f \ r \ >o 

Ramadan with the Prophet (^) 0* ^ IA fi? ^ ur-J: ^ 

with twentv-nine days more often , 4 i . ; r ■ f a * i-m 

that I fasted it with thirty. ; ~ , - , 

Comments: [H^wf because of ^ * ^T 1 C U 



corroborating evidence; its rsHflrf ^ cLw= Ll* ^5 

is da'eefl 



tj — r J 



JL>- mj'l^jJ ^j, j - 1 ^— r J '^J t6 ^r^ J ^ ' ^.r**^ 



4301. It was narrated that lbn 
iVlas ood said: The Messenger of 

Allah said to me: "Do you Jj^ ^ ^ ^j 1 ;^ ^ V Je 1 ^! 

have any water (for uwtfao')?" I • ''jj ' > ' e t ' - ' 

said: No. He said: "Then what is ^ * ' ^ * J * A ~^ y*^ ^ 

ihis in the vessel?" 1 said: Naheedh, ; Jjj J_U*I» Jj.l J ^3 

He said: "Show it to me; good if 

dates and clean water." And he '■ ^ ^sj'^J ^ ^ Ui» :Jla 

did wndoo' with it and prayed. ,v *>*r j,,- ... f ^ - 

Comments: [Us isnad is da'cef 

because Abu Zaid is unknown] .[fVAY ^^^J -^j^i ^ 



.-ijj iJLf>J ^vw* ej : ^1 ;2tj jr >t; 



4302. It was narrated that Ibn 
Mas'ood said: We were with the 
Messenger of Allah and we <y} J* IA J^^J 



had no wives with us. We said: O 
Messenger of Allah, can we not 
castrate ourselves? But he forbade t'^fj S'^a^-jJ Sfl l^UI U 



: d ^ Jj| J J,: ^ lis" 
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us to do that and said; O you who t , ^ - ^ ^ - y w \ ; , , r 

believe! Make not unlawful the -^-^ 

Tayyihat (all that is good as regards /0 \ (av : SJjLJO iii C 
foods, things, deeds, beliefs, 

rv i o • ■ i 

persons) which Allah has made - u w ■CT ,JJ 

lawful to you, and transgress not. ^ ; (o-ev) l o^'l-J ■ 
Verily, Allah does not like the r ; '* C L C ' £^ 

transgressors" [al-Ma'idah 5:87]. 

Commencs: [Its isnad is m/k'Wi, al-Bukhari (5057) and Muslim (1404)] 

4303* It was narrated that Ibn ts\ y .^A; -it^r 

Mas'ood said: The Messenger of , / o 4 a „ 4 _ „ s 

Allah ruled that the rf/ya/i in 0? > > Ji *J J* 

the case of accidental killing ^ ^ ^ 

should be twenty she-camels in ^ ^ f ' _ t " ' y _ * ^ 

their second year, twenty he- ^-r 1 ^ ^ J> ^ 

camels in their second year, 
twenty she-camels in their third 
year, twenty she-camels in their 
fourth year, and twenty she- 
camels in their fifth year. 

Comments: [Its isnad is da'cej] 



4304. It was narrated from - t J — £ ^ ^ jj^ -tr*t 
'Abdullah that the Prophet ^ " ; ^ " ^ 

said: ''Whoever sees me in a ^ J* 

dream, then it is me that he has j ^ - D : jj ^ ^ Jjlj^ 

seen, for verily the ShaiUm cannot - - ' ^ , - ; s ^ 

appear in my form." ^ JLUl^ ^ ^J>)j ^ 

Comments: [Sahech] .[r^o^ ; ^ 1 ; ] .k^ J^J^ 

4305. Al-Qasim bin Mukhaimirah wJi ^ ^ If. 

said: 'Alqamah took hold of my ^ . . . . " , . „ , , > 

hand and said: 'Abdullah bin : JU ^ ^ ' J ^ 

Mas'ood took hold of my hand and .^j^ Jj| ^ : j |j ^.c LlU- 

said: The Messenger of Allah (^) " i * ; ( x ~. : A 

took hold of my hand and taught ^ l J.A> - b ^ 1 

me the tashahhud in prayer: "All ^ ^^ tH ^ 
compliments, prayers and pure 
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words are due to Allah. Peace be 
upon you, O Prophet, and the 
mercy of Allah and His blessings. 
Peace be upon us and upon the 
righteous slaves of Allah, I bear 
witness that there is no god except 
Allah and 1 bear witness that 
Muhammad is His slave and 
Messenger." 

Comments: fits isnad is snhcch] 

4306. It was narrated that 
Shaqeeq said: I was with 'Abdullah 
and Abu Moosa, and they were 
narrating hadeetJu They narrated 
that the Messenger of Allah 
said: "Ahead of the Hour there will 
be days in which knowledge will 
be taken away and ignorance will 
prevail, and there will be a lot of 
harj/' They said: Harj means 
killing. 

Comments: [Its isnad is saheeh, 
Muslim (2672)] 

4307, It was narrated that 
'Abdullah said: We travelled by 
night with the Prophet and 
we said: O Messenger of Allah, 
how about if we halt here and 
sleep, and our mounts can graze. 
He agreed and said: Let some of 
you guard us. 'Abdullah said: I 
will guard you. But then sleep 
overtook me; I fell asleep and did 
not wake up until the sun had 
risen, and the Messenger of Allah 
(jfe) did not wake up until (he 
heard) us talking. He instructed 
Bilal to give the adhan, then the 
iqamah for prayer, and the 
Messenger of Allah (^) led us in 
prayer. 



574 j& a ^ jilt -'t * * 

* - ^ ' : . ; s - - * - > i - s 

If & If. ^ - ir,v 

^ ill] :JU 4JJI Jui- ji- t<jl /^p 

}3 J^j L; :Qi :JU t $g ^1 

JU <f^il^iij ll^^Alln :jUi : Jli ; Jili 



Musnad of 'Abdullah bin Mas'ood 575 



J jJbiu* 41)1 i t |i r 1 1 'tin n 



Comments: [Its isnad is /iflsanl . . * M . . , 



4308* It was narrated from Ibn 
Mas'ood that the Messenger of 

Allah (afe) said: "Allah has cursed ^ Cj* '[^A 31 ^ J* ^ ] 

the muhiil and the muhallal lahu." <ml, n. t ^ ' ■ - ' . - - , 

Comments: [Sa/iee/i because of a . 

corroborating evidence; its isnad J-^^'j t.J^>*-H ^*Ji> : Jli 



is da'eef] 



4309. It was narrated that 



'Abdullah said: They used to 

recite behind the Prophet (j^) and n3U*i| ^ ti^A-M ^\ Ji ^£ 



)\S :Jli jiil ^ ^> L ^' ^ 



he said: "You made me confused 
in reciting the Qur'an." 

Comments: [Its isnad is hnsan] ^ ^T 11 ^ 

4310. It was narrated that ^ u^l : -tn* 
'Abdullah said: The Messenger of t ^ , , , t , , , > 
Allah (^) said: No one will enter ^ 0* 0* ^ 
Paradise in whose heart is pride jij -j^J Jj^ 
the size of a mustard seed. ^ , „ ^ , \ ]\ 

Comments: [A saheeh hadeeth, ^ " - ^ - - 

Muslim (91)] .[r^r ^ JS> 

,(^0 :^» i ^pt^ iJl-jJlp- \ 

4311. It was narrated from :ij > u >■ > ; ^ _ trn 
Abdur-Rahman bin al-Aswad 

that his father said: My paternal u^y^ ^ <>* JLA-M -UjA* 

uncle and I entered upon Ibn Bf u f l - - v * V 

Mas ood at midday when it was - ^ ^ " ~ 

very hoL He gave the iqamah for ^liU :Jlj iS^-lJJL ^1^3 'Jl ^^JLli 

prayer and we stood behind him. - V-^ . - . 

He took hold of my hand and my fc ^5 ^ U :JL ^ ^ ^ 

uncle's hand and brought us jj^ ^ p ^ j^h 
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forward until he made each of us 
stand on either side of him, then he 
said: This is what the Messenger of 
Allah used to do if they were 
three. 

Comments: [Its isnacf is hasan, 
Muslim (534)] 



4312. It was narrated from 
' Abdur-Rahman bin 'Abdullah 
that his father Ibn Mas'ood said: 
There was a man among those 
who came before you who had a 
kingdom; one day he thought and 
realised that it would come to an 
end and that what he had was 
distracting him from worshipping 
his Lord. So he slipped out one 
night from his palace and went to 
the kingdom of someone else. He 
came to the shore and stayed 
there, making bricks for payment, 
and he ate and gave the surplus 
in charity. He continued like that 
until news of him and his 
worship and virtue reached their 
king. The king sent for him but he 
refused to go to him. He sent for 
him again and he refused to go to 
him, saying: What have I to do 
with him? So the king rode (to 
where he was), and when the 
man saw him he turned and fled. 
When the king saw that he 
pursued him but could not catch 
up with him. He cried out: O 
slave of Allah, you have nothing 
to fear from me. So he stopped 
and the king caught up with him 
and said: Who are you, may Allah 



Ziyi \J\s \l\ j^i; m jjj-j i>\s 

i(oY"0 \ ^ — >. oL^l ; 

XITW) 

^ Ir* ^» 0? 
^ t^iii j\5 J^J jij ;J'J 

t.*jj =S Lit- ^ .dLLi ^ y y jlj 
u^r^ ur"^ J> 
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have mercy on you? He said: I am - a 

So and so, the son of So and so, '^^ 1 J^J > 

the ruler of such and such. I ^ . 'u- t ? — : . t. . (' , 

thought about my situation and I r /.f* ™ " Ji ^ " 

realised that what I had would ^ ^ p <> ^ J'^ 

come to an end and that it was r " > *i -ft, * " - * "'-= " ■/ 

preoccupying me and distracting 7^ ^ ^ ^ J > ^ ^ 

me from worshipping my Lord. ^ }J :^Jl Ju^ Jli t uui : JLi 

So I left it and came here to * f - 

worship my Lord, may He be ^' ' L : 

glorified and exalted. He said: .*<JUIJ^G^ 
You arc not in greater need of 

what you did than me. Then he -^>. ^-v^ : g^tf 

dismounted and let his mount go, <J ±*j ^^'yt^'^^j, 

and he followed him, and they 1 . , V| ' ^ 

stayed together, worshipping ' ^ '-^'^^C^ 

Allah, may He be glorified and 
exalted. They prayed to Allah and 
asked Him to cause them to die 
together, and they died (together). 
He said: If J was in Rumailah in 
Egypt I would show you their 
graves as described to us by the 
Messenger of Allah (^fe). 

Comments: [Its isnad is da'eefl 

4313. It was narrated that ,. M . ... - , 0 - . _ 
'Abdullah bin Mas'ood said: I " ^ ^ J ^ b ^ ~ tr ^ 

asked the Messenger of Allah (^): 
O Messenger of Allah, which deed 
is best? He said: "Prayer offered on 
time." I said: Then what, O 
Messenger of Allah? He said: 
"Honouring one's parents." I said: 
Then what O Messenger of Allah? 
He said: jihad for the sake of Allah. 
Then I fell silent and if I had asked 
the Messenger of Allah for 
more, he would have given me 
more. 

Comments: [A sahech liadcctJi] 
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4314. It was narrated that 
'Abdullah said: The Messenger of 

Allah (jg) said: Any two Muslims J>y JA :^}^\ 



:jjjU y\ jS^ t jL,j5 lliii. -iru 



for whom three of their children die 
before reaching puberty, they will be 
a strong protection for them against j^4^ L^' B ^JJ I JjJ,] J Li : J Ls 

the Fire/' Abu Dharr said: Two of ">[.,•: . \r ( ■ ■*■ ^ 
my children died, O Messenger of ^ r tU ^^ 0* ^ ^ ^ 
Allah. He said: "And two," Ubayy (^Gi ^ GLk^ U^J l^'li t 

Abul-Mundhir, the leader of the .r ,s - 

prominent Qur'an reciters, said: One ^ ^ ^ : >> ^ l ^ 

of my children died, O Messenger of j\ ^\ .jj .jj t Jj, 

Allah. He said: "And one, but that , ^ ^ 

(i.e., the reward) is only (for showing '^j^j *i -^b J ^r^ 9 -4^ 
patience) when calamity first ^ ^ y ".^ Jj, J 
strikes. " ' 

^ * » 

Comments: [Sa/ieefc because of ^ 
corroborating evidence and its 



interrupted] ^ ^ ^ ^ ^ ^^^J 



j'snfl^ is da'ecf because it is 



4315. It was narrated that ^ ^ - ^ _ £n , 
'Abdullah (^) said: The Prophet tf , , ( 

(#i) said; "The millstone of Islam ^^> ] : J 1 * 

will stop at the beeinnine of thirty- • - f »- -s,, . .;■!. 
five (years) or thirty-six or thirty- f £ ^7 ' * ' - ^ y 

seven, then if they perish (after Jj> : » Jll J_^j :Jli Jjl jl^ 
deviating) they will meet the same , . - * r - * 

fate as those who perished (before J ^ J ^ ^ ; ^ 
them), but if they persist (in 5li t^^j ^ jl vL-. 

following the right path) then they . >f e ^ _ ^ : , . ^ t f 
will be in a good state for seventy f*^ ^ 

y ears -" .[rvr i^ij .flULi 

Comments: [A /wsfl/t hadcetk] 

4316. It was narrated from 
'Abdullah - Shu'bah said: and he 



attributed it to the Prophet Jli) Jll ^ ^ ^ t^lijl ^ 
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but I do not attribute it to him for 
you - concerning the verse "And 
whoever inclines to evil actions 
therein [in al-Masjidul-Haram] or 
to do wrong, him We shall cause 
to taste from a painful torment/' 
[al-Hajj 22:25]: If a man were to 
think of doing evil actions therein 
when he is in 'Adan Abyan, 
Allah, may He be glorified and 
exalted, will cause him to taste a 
painful torment. 

Comments: [Its isnad is hasan] 

4317. It was narrated from Ibn 
Mas'ood that it was said: O 
Messenger of Allah, on the Day of 
Resurrection, how will you 
recognize those of your ummah 
whom you have not seen? He 
said: "They will have shining 
faces and limbs because of the 
traces of wudoo\" 

Comments: [Saheeh because of 
corroborating evidence; its isnad 
is hasan] 

4318. It was narrated that 
'Abdullah said: The Messenger of 
Allah said: "There is no slave 
who, when he is stricken by 
anxiety and sorrow, says 'O 
Allah, I am Your slave and the 
son of Your male slave and the 
son of Your female slave. My 
forelock is in Your hand (i,e., You 
have complete mastery over me), 
Your command over me is forever 
executed/ and Your decree over 
me is just- I ask You by every 
name belonging to You which 



') ;Jli (Yo :g^J0 4 J\ J& U iiji 

iCj- £j£ -inv 

^ t4JJI Jj^3 U :JJ (£oT/>) 
.[VAT ■ 

y m j^ai :i>; uil*- -iT\A 

j^-UJl ^ji^Jl iliiy y \ Lbl>- : L?jj3-* 

£i Jli U» aLi Jj^3 Jli : jii 

tj^^ ^ tiJJll*! 

j\ (.wULiL>- ^* lJL>-i -clip jl i.JjLL5 ^ 
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You named Yourself with, or 
revealed in Your Book, or You 
taught to any of Your creation, or 
You have preserved in the 
knowledge of the Unseen with 
You, that You make the Qur'an the 
life of my heart and the light of my 
breast and a departure for my 
sorrow and a release for my 
anxiety' - but Allah will remove his 
anxiety and replace his sorrow 
with joy." The people said: O 
Messenger of Allah, we should 
learn these words. He said; "The 
one hears them should learn 
them/' 

Comments: [Its isnad is da'eef\ 

4319. It was narrated from 
'Abdullah from the Prophet (^fc) 
that he said: I used to forbid you to 
visit the graves, but now you may 
visit them. And I used to forbid 
you to keep the sacrificial meat for 
more than three days, but now you 
may keep it. And I used to forbid 
you (to use vessels) to soak dates 
in, but now you may use them, but 
avoid everything that intoxicates. 

Comments: [Saheeh because of 
corroborating evidence; its isnad 
is da'ecf] 



4320. It was narrated that 
'Abdullah bin Mas'ood said: The 
Messenger of Allah said: 
"Allah has angels on earth who 
travel around conveying to me 
salam from my ummah." 



: IjJla iJjj!} ^ J^j 

Wji jl iZJ <.M Jj^j l; 



:J15 Jji 2fe ^1 ^i- Jjl jLi ^ ii^ 



UNI 



* I > , , . _ , ^ • - 



.Olvv) : r L_ fl 

iL'Jb^ iuii ->uij tiJu^- -try* 



j LUl 5^ J* 



Jf) > Op :^ ill JU 
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Comments: [Its isnad is saheeh] 



4321* It was narrated that 'Amr bin 
Mairnoon said: There was hardly 
any Thursday - Ibn Abi 'Adiyy said: 
Thursday afternoon - when I failed 
to visit Tbn Mas'ood / and I never 
heard him say concerning anything, 
The Messenger of Allah said. 
One afternoon he said: The 
Messenger of Allah said - Ibn 
Abi 'Adiyy said: I heard the 
Messenger of Allah (jfe) say - then 
he tilted his head. I looked at him 
and he was standing with his 
chemise unbuttoned and his eyes 
were filled with tears and the veins 
on his neck were swollen, and he 
said: Or more or less than that, or 
something like that, or something 
similar. 

Comments; [Its tsnad is sahech] 



4322. Tt was narrated that Ibn 
Mas'ood said: The Messenger of 
Allah taught me Sooratal- 

Ahqaf and he taught it to someone 
else, who differed with me in (the 
recitation of) one verse of it. 1 said: 
Who taught you it? He said: The 
Messenger of Allah taught me. 
I said: The Messenger of Allah (^fe) 
taught me such and such. I went to 
the Messenger of Allah ($a$r) and 
there was a man with him. I said: O 



.[nil J^ilM 

j!>\j Ldy^ j!>\ uiii- -irr^ 
u^ 1 jfi^ : J> J 1 J^ ^ 



3\ : 



ol: jl5 llli t^g Jli J^ J^ : Jj^S 
^Jhj ^lil O^lii* ijli t ^-^j - J^ 



.[rnv< 



jS'£\ :Jii filial ^ :ciii CI 

^ ji)i Jis3 ^ Jji 
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& -+^w_* £yi 4JJI JLlC 1 *'■'■ * 



Messenger of Allah, did you not 
teach me such and such? He said: 
"Yes." The other man said: Did 
you not teach me such and such? 
He said: "Yes/' And the face of the 
Messenger of Allah (^») showed 
anger. The man who was with him 
said: Let each of you recite it as he 
heard it, for those who came before 
you were doomed because of 
differences. I do not know whether 
he told him to say that or if it was 
something that he said of his own 
accord. 

Comments: [SaJieeh; its isnad is hasan] 

4323. It was narrated from 
'Abdullah that the Prophet 
said: "Prayer in congregation is 
twenty-five times better than a 
man's prayer offered on his own." 

Comments: [Its isnad is saheeh] 



4324. A similar report was 
narrated from Ibn Mas'ood from 
the Prophet (sg). 

Comments; [Saheeh and its isnad is 
da'eef because it is interrupted] 



4325. It was narrated from 
'Abdullah bin Mas'ood that a man 
said to the Messenger of Allah 
I met a woman in a garden in 
Madinah and did something with 



iJL;i :JU ^jSj US Jjt p\ 

^ yi :^if jjji ui t^i^i^L 

£:U :Nu oi^-j jjii jji ^ -trrr 
tts iiJi ^ h x± ^ J 

ji^Jl i^J- ^^J! s^ii : Jli 



.[TOM r^lJ.iL.. . , Jli#^1 
^ ijL_i (51^ :Js6 y\ -trYo 
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her that was less than intercourse. . , t „ <■ ; „. * , . ; * , . t 

And the verse And perform As- ^ ■ --- ; ( - r ^ ^ 

Salat (lqamatas-Salat), at the two jj£ Jfy :Jjj3 ^uJl Oji 

ends of the day and in some hours - „ , 

of the night [i.e. the five compulsory .[nor : ^r,] (m 

Salat (prayers)].../' [Hood 11:114] . . , . 

was revealed. ^' t ^ 

.iiU— J^-l j» ^L^l Uuj 



was revealed. 

Comments: [A saheeh hadeeth; its isrcacJ is frasflrt] 

4326. It was narrated from j * . -i. , ^ - . t- *f r;*, - 
'Abdullah bin Mas'ood (&) that a ~ J ^ * 



man carne to the Prophet (#5) and ^! ^c- t j ^i- ^ 

said: When is Lailatal-Qadr? He 
said: "Who among you remembers 
the night when there was some JUUor/\) :<Jlii JlJI 

brightness in the sky?" 'Abdullah /, „ > a t >* 

said: I do, may my father and JU *^j£-^> *J /4 ^ ^ 
mother be sacrificed for you. I had j jjj t ^fj jjj ^ t ll : Jjl jl* 
some dates in my hand that I was " „ " ^ 

eating for sahoor, and I was ^ ^ tj+> 

concealing myself behind the back ^ . ^ t ^_- 

of my saddle to eat them before " " 

dawn came. And that was when ,[VMo : 

the moon rose. 

Comments: [Its tsnod is da'eef i ^ 

because it is interrupted] " ^ 1 ^ r 1 ^ 

4327. It was narrated from *^ ^ £^ -trTV 
'Abdur-Rahman bin 'Abdullah , 

bin Mas'ood from his father who 0* 'r 1 ^ 0* J^ l >M : 

said: The Messenger of Allah (sfc) ^ tJ * _^ * j^'J^ 

cursed the one who consumes ' ' tf ' f - ' * 

riba, the one who pays it, the two V>^\ J|l ^ JJ1 Jj-^j - JU 

who witness it and the one who r^wv* 1 n '--i^- ii- 

writes it down. ^ - " 

Comments: [Its isnad is /iosah] ./ r - >- 6iL-l : pj^" 

4328, It was narrated that Ibn ^ j^I)J1 ili lil- :JUp tiJ^- - IVY A 
Mas'ood said: The Messenger of rf ^ . ^ * 

Allah said to us; "What do ^ ^ 

you think if you are one quarter ^ j, ±* y t JL-UJl 

of the people of Paradise, with " * 
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one quarter of it being for you ^ ... , * ' ^ , 

and three quarters being for the ^ J >^ G JU 

rest of the people?" They said: ^UJ L ^ lij ,£>Jl ji'f l5l 

Allah and His Messenger know ^ f , ; . ^ _ l ^ 

best He said: ''What do you think ^j^j.? ^ : ^ -"^^ ^ 

if you are one third (of the people : , ? L ; H ^ ^ .jj [>u\ 

of Paradise)?" They said: That is * s J . ' . . 

more. He said: "What do you !< ->^j ^ :Jli !3i illji 

think if you arc half (of the people . ^ r u >. t , v „: r - : ^ - t - , ; - 

of Paradise)? They said: That is ^ ^ r 

more. The Messenger of Allah iiUj Oj^Ju ^ £AJl 

(^) said: 'The people of Paradise ; , , 

on the Day of Resurrection will be ] : c^ lj] ^ d ^ ^ r^ 1 

one hundred and twenty rows, of ^ jtj -^J\j^ 

which you will be eighty/' , ' Y ■ m< ; 

Comments: [Sahceh because of corroborating evidence] 
4329. It was narrated from Ibn 



jLU IIJjl^- IL'jl^ -iry\ 



Mas'ood that they said: O 
Messenger of Allah, how will you J*. *jj 0* c ^^4? <S? r-f' 1 * 
recognize those of your ummah 
whom you have not seen? He said 



They will have shining faces and ") jj y> ^Jjc Ills J ^ 

limbs because of the traces of ^ , „ , ^ . . . ^ 

wudoo'." ^ ^ O^i^ > :JU 

Comments: [Its /snad is /wsfln] .[VAY • : .ftj^^ 1 

4330. It was narrated that Ibn ^ ^ ^ : ^ £^ _ trr , 

Mas'ood said: I learned seventy 

soorahs from the Hps of the if ^ jj tiJj^ y. <r?^ 

Messenger of Allah and no one v\ \ >- ■ * ' 1 ■ i . > -i 

else was with me when I learned / - 

them. .J^l Lfj ^j^! tS3j-^ O^r 1 ^ 

Comments: [Its /sMif is /rfls^n] .[Vo <\A ' ^1 0 



4331. It was narrated that Ibn 
Mas'ood said: A man among the 

Ansar said something objectionable t IMj ^! ^ iui^ ^ L^'^ :Jii 



Mas ood said: A man among the ^' 
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about the Prophet (^) and 1 could 
not refrain from telling the Prophet 

(^g) about it. I wish that I could J?J& ^ ^JjI J^- i^-y L^i ^J5 



£g jiii ^ J^- 



have sacrificed ail my family and 
my wealth (rather than have 
uttered it). He said: "They annoyed : jtli : JUj jii J5C 
Moosa with more than this and he 
was patient," Then he told us that a 



Prophet was rejected by his people tJy 'CJ jl '^-\ p (( ^-^* ^-L^ > j 
and they wounded him in the head * „f - > j - 

when he brought the message or J ' u 

Allah to them. And he was wiping ijfjh : H^rj J* f-^ 

the blood from his forehead (and ± . , - *t • 

saying), O Allah forgive my people * : 

for they do not know. >■ ^'^j ^^jJ ' 2i>^ 

Comments: ]Sti/?cv// because of ■ J^i v 

corroborating evidence; its isnad 
is hnsan] 

4332* It was narrated from Ibn .jjj : jt^ £^ -fcVTY 

Mas'ood that the Messenger of . ^ ^ 

Allah said: "l will reach the J- ^ j? 1 } ^ ^ 1^ 
Cistern ahead of you, and I will ^ ^ ^ ^ ^ 

plead for some people of my ummah, ^ 9 
but I will have to give them up. 1 tSfbrj l^2>j>^\ Jl* iiCLji 

will say: 'O Lord, my companions, , e ? * , s ; . > rt = ' 

my companions. But it will be said: v£ - ■ 1 
'You do not know what they did U s j S£\ : ^ ^JLili* l^I^JLM 

after you were gone/" 

Comments: [Sahceh; its isnfld : 



.[rtr* : ^rlj] l^JL^l 



4333. ft was narrated that Ja : jUp -£rrr 

Masrooq said: 'Abdullah would tell s # 

us something from the Messenger of 1^ l ^ ^ ^ U y 1 ^ 

Allah then he would pause ^ Jji j 



and his colour would change, and P , ^ >9 . 

he would say: Like this or close to 3 1 fc : >-? * 



this. 
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^ JjJL.li-4 ^ diJl .lit .Vl^l J 



Comments: [Its isnad is sfl/zee/i] 

4334, Abdullah said: The 
Messenger of Allah said: 
"Allah does not send down any 
disease but He also sends down a 
remedy with it." On one occasion 
'Uthman said: "... but He sends 
down a remedy for it; those who 
know it know it and those who do 
not know it do not know it." 

Comments: [Saheeh because of 
corroborating evidence] 



JLI :JU j 



Ll* &jS- :JlU -irti 



rf ji 



41111 ;iL^ 



4335. It was narrated that Ibn 
Mas'ood said: We were with the 
Messenger of Allah (^g) on the 
slope of a mountain. He was 
standing and praying, and they 
were sleeping. Then a snake passed 
by him and we woke up as he was 
saying: "The One Who protected it 
from you is the One Who protected 
you from it" And the soorah "By 
the winds (or angels or the 
Messengers of Allah) sent forth one 
after another. And by the winds 
that blow violently" [al-Mursalat 
77:1-2] was revealed to him, and 
we learned it fresh from his lips. 

Comments: [Saheeh and its isnad is 
hasan] 

4336. Al-Qasim bin 'Abdur- 
Rahman narrated that his father 
said: 'Abdullah bin Mas'ood said: 
I was with the Messenger of Allah 

at Hunain. The people fled 
and left him, but eighty men of 
the Muhajireen and Ansar stood 
fast with him. We fell back about 



.[roVA r^lj] y> 
(jj j -^i^Jl fL^*>j t0 J ^ ^r^^ 3 i 

v jU> u;jl>- :jU^ Ui-k^- -ifYe 



Jj^j ^- lis :Jii JA -^A-^ 
(. o ■>! 

ijjji ^-iirf V*^ 1 ' ' J j^j ^3 1 ^•^-V-''^ 

jl t^ij L$jJL>-li (Y-\ 



1 ' 



\* ^1—^ <. jwJw? : ^> 

.^Vl* j^i 

Jli :JU aJ 'j: j^uii 

^ j^j ^ iis : ej jLLi ^; Jji ja 
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1jfnr * dill >-1jX. 1 ■» 



eighty steps but we did not turn -*i; t . ^ ' \ * 

our backs, and they are the ones < ^ ^ 

upon whom Allah sent down t ^jj '^U3 l^J Vl-ljJl iLlzSo 

tranquillity {as-sakeenah). The . ^ . w ; , , ^ f f * „ 

Messenger of Allah (^) was on > ^ J > 1 Oi^ 1 ^ ^ rt^ r J 

his mule going forward, but the ^ ^ j^- ■ L^U J^j 

mule veered and he tilted and ^ # „ ^ 

was about to fall I said to him: <i < _ r ^*i <J* 

Rise up, may Allah lift you high. ^ . jj ^£ -j, ^ j L J 

And he said: "Give me a handful - ^ 

of dust/' and threw it at their t^jV) US ^ 

faces, and their eyes were filled , , . < % \-*\' ■ '* 

with dust. Then he said: Where (^'J^^ ^ b ?j 

are the Muhajireen and Ansar? I o/yr^i^^ 'M ^ 

said: Here they are. He said: Call , - , • * - t * » > p 

them. So 1 called them and they ^ "rf, " JU r* : ^ 

came (swiftly) like meteors, with ^(5 ^UJL f4i^3 ^ 

their swords in their right hands, * , , 

and the mushrikeen turned and Jjj ^- r 4^ 1 



fled. 

Comments: [Its isnad is dtf'ce/] 



4337. It was narrated from Ibn : Nli ^ y ^ ^3 OlU LJjb- -trrv 
Mas'ood that the Messenger of - o ^ „ _ . , ft , tf , ^ £ . 

Allah (ft) said; "Some people will -0^ ^ : ^ J U . ^ ^ .1^ L;.^ 

be in Hell as long as Allah wills ^ , SLUl ^ £11^ Jli% 

that they should be, then Allah 

will have mercy on them and will ^y^ ^ ^ <-Oy^> Jr^ 

bring them out of it, and they will Jj, j^- ^\ -n^ ^ ^ . ^ 

be in the lowest part of Paradise. ' , _ f ' f ' 

Then they will bathe in a river ol -UJl £Li U jCJl 0j5oH : J 15 

called al-Hayawan (life) and the r . . ,> : >: > >> , . : 

people of Paradise will call them ' ^ ] f^^" ^ f ^' 

a\-)a]ianr\amiyyoon (the hellish ^ ^ jjJLi^ tCAJl ^ o ^ 

ones). If one of them were to host * ' *i * * * ! J^Jl Jli! 

all the people of this world, he ■ J^ 1 \ i - t j ^1>J 

would be able to give them seats ^iji^l ^iLi Jj t Qj. ? -^U 

to sit on, food and drink, and 



blankets, and 1 think he said that ^3 ^^4^3 ^L^j .f4*^ l J "-^^ 

i Jii fcj^jjJj Jit I 



he would be able to arrange ^ . 1 :Jl# ^! 

marriages for them. Hasan said: 
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And that would not detract from 

what he has in the slightest o'c^i 
Comments: [Its isnad is hasan) <^Jc^^l\ JJ ^Ul ^ ,0^ ^ 

4338. It was narrated from 
'Abdullah bin Mas'ood and 
attributed to the Prophet 
"Whoever tells a lie about me 
deliberately let h;m take his place 
in Hell." 

Comments: [A saheeh hadeeth; its 
isnad is Iwsnn] 



4339. It was narrated from Ibn 
Mas'ood (4) that the Messenger 
of Allah said: "I was shown 
the nations during Hajj season, 
and my ununah came late. Then I 
saw them and 1 liked their large 
numbers and their appearance; 
they filled the plain and the 
mountain. It was said to me: 'Are 
you pleased, O Muhammad?' I 
said: 'Yes.' He said: 'Along with 
these you will have seventy 
thousand who will enter Paradise 
without being called to account. 
They are the ones who did not 
seek ruqyah and did not believe in 
bird omens and did not use 
cautery, and they put their trust 
in their Lord,"' 'Ukkashah stood 
up and said: O Prophet of Allah, 
pray to Allah to make me one of 
them. So he prayed for him, then 
another man stood up and said: O 
Messenger of Allah, pray to Allah 
to make me one of them. He said: 
" 'Ukkashah beat you to it." 
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Comments; [Its i$nad is /jtfstw] .^L* J>-\ y a* ] c~>\ 

4340. It was narrated that Ibn *^ £ji -trt* 

Mas'ood said: The Prophet (3%) ^ ^ a 

entered the mosque (walking) J* 'lt^ y ^ J 3 ^ y ^ f-f'^ 

between Abu Bakr and 'Umar, ^ ^ v> 

and saw Ibn Mas'ood praying. He J ^ t r ' ' 7 [ 

was reciting (Soorat) an-Nisa' and <-'J**3 j& ^ J~>. j*j ^^r^~-^ [ 



stopped when he completed one 
hundred verses, then Ibn Mas'ood 
started to offer supplication whilst <> J-^> *y^-* y) , L*^* ^Lj'i 
standing in prayer. And the 



Prophet (^:) said: "Ask you will 



be given, ask you will be given." \-J^ °J\ ^ ^> ; j'l^i iLl; 

Then he said: "Whoever would ^ t f! , 0 , ,| , , , 

like to recite the Qur'an fresh as it f 1 O^ 1 1 ^ ^ ^ 

was revealed, let him recite it j\ ^ ^ ^ 

according to the recitation of Ibn * \ \ " ] ( ^ 

Umm 'Abd." The next morning, -'^j^ 1 ^ ^ : ^ <-^j 



Abu Bakr came to him to telJ him 
the good news and he said to 



"V llujj J\ jLJiJI :JU 

him: What did you ask Allah for ^ jJUJ ijuj V Ll^j 

yesterday? He said: I said: O V , : f , , * ? • , ;■„* 
Allah, I ask You for faith that will : ^ ^ ^ ^ r t ^ J1 ^ ^ 
never change, blessing that will Jjji : jj _jC Cl 0| 

never expire and to accompany , , ; t- - *>•/ - j~ 
Your Prophet Muhammad (&0 in ^ 1 ^ > J! ^ ^ 

the highest part of the Paradise of .[TYos : 

eternity. Then 'Umar (4^) came to ^ 
'Abdullah (to tell him the good jL^i \Saj ^±*\jJ-> ■ £i>*" 

news), but it was said to him: .^U- w 

Abu Bakr has beaten you to it, so 1 
he said: May Allah have mercy on 
Abu Bakr; 1 never competed with 
him in doing good but he beat me 
to it. 

Comments: [Saheeh because of corroborating evidence; its isnad is im$an\ 

4341. It was narrated from ^ ^ ^ -tm 

'Abdullah that the Prophet ^ \\ t 

came to him (walking) between ^ ^ ^jj ^ ^j^ 1 ^ v 

Abu Bakr and 'Umar (&)... And ^ £ J ^\ ^ ^ ^ . jj, 

he narrated a similar report. - * - ^" 
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Comments: [Sato/; because of 

corroborating evidence] ^ * " L **^ J^" M Cffj 

.[mr 

■r^^ J^ 1 ^ *M ^juIjJl t^>w^ 

4342. It was narrated that ^ ; ^ -t nY 
Abdullah bin Mas'ood said: I heard 

the Messenger of Allah say: ^UJ-Ul ilJ, jZ i^l^t ^ J-**^ 1 

"Some eloquence is magic and the j >> . . f,. . - 

most evil of people are those upon ^ J ^ ^ l ^ 

whom the Hour will come when they j^j * jd' 0* ^! JJ : ^ -Jl31 

are still alive and those who take their , = ,c > > > > * ' 

graves as places of worship." lj r* 5 ^" ^ ^\ 

Comments: [The saying: some .IT All :^r\j] djJUJ-J 
eloquence is magic is Sahech 

because of corroborating evidence v> jj* : J^i : gi J r* ,u " 

and the remaining parts of this lJuj ^ ^ ^^>Jl i(j jJ 
hadeeth is /tas^a because of , *. 

corroborating evidence; its /snorf is 
<ia'f?e/because Qais is da'ee/] 

4343. It was narrated that $ j£ -'oCtZ Ojb- -fcrtr 
'Abdullah said: May Allah curse . , ' , <s , 
women who have tattoos done, ^ l r^! J* J-^^\ 

women who ask for their facial hair &\ ^ :Jli <1M jli. ^ iiU 

to be plucked, women who file . - * ^ * 

their teeth, and women who 'v-WiUl^ ^-^ lj ^U_s£ji 

change the creation of Allah. Then : * r ;U «Jf . ' H ; ^ ? u ^ p r *: *: r 

he said: Should I not curse those ^ _ = / 

whom the Messenger of Allah ^ Ir? ^ Jp3 

cursed? A woman from Banu Asad ' r i.riV' ; m m -^M; ? - 

said: 1 think that your family (do *f*/' ' V ^ / ^ ^ ^ ^ : f 1 

that). He said to her: Go and look. o^'j ^ to^ili c^ii 

So she went and looked, then she - T _ 

said: I did not see any of that .^>^JI ^ olj 4 111; 

among them, but I did not see it in .[r<U o : ^ij .jgg Jjl J^; iJli , Jl 
the Mushaf. He said: Yes, the 

Messenger of Allah {^) said it -(^ :^( 3 ^£A) :^ t ^^ 0J L^l 
Comments: [Its isnad is srt/j^^/i, al-Bukhari (5948) and Muslim (2125)] 

4344. A similar report was ^ • ■ ' ' *J| j£ 'f jix ^iri£ 
narrated from 'Alqamah from the " * 

Prophet (®). iJ^Vl ^ pl^ ^ ^ IL^ : 0Ci 
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Comments: [Its jsha£/ is saheeh] - :,, . - =-^r. . - - . . 

■ oj^ 

4345. It was narrated from j^j ^ :jiU tiSi^ -irio 
'Abdullah from the Prophet /t f t fii -v , . , 

that he said: "Trading insults L - ! r^ 1 J-^ 1 ijLULlj Jr ^j 

with a Muslim is an evil action ^ ^ ±S j^. il^J . U/j 

and fighting him is frw/r." Zubaid ^ ' + , " . , ^ 

said: I said to Abu Wa'il twice: JJ-il V 1 ^' 1 

Did you hear it from 'Abdullah , r ^ ^ 

from the Prophet (sfe)? He said ^ / ^ ' g ' ~" ^ 
Yes. ^ *iJl 4^ ^ oL~^ ^JU : ^4v* 

Comments: [Its isnfld is saheeh] ' .^J J Li ^^fef 

4346. It was narrated from al- ^ j^jj. uij^ -^r^^ 
Harith bin Suwaid that 'Abdullah . £ > . 
said; I entered upon the Messenger j* <y- J^*^\ 
of Allah (%) and he was running a ^ ^ . ;i 
fever. I touched him with my hand > y< 
and said: O Messenger of Allah, ^s±>_ tdU_^ j^j 3fe J^-i 
you are running a high fever. The . . ^ t ^ . ^ : ^ . /jg. 
Messenger of Allah (5^) said: "Yes, -* ' ^ ' 

I am running a fever like two of :Jli h^SCL dii- Ui" JJ^ j I 

you/' I said: Then you will have J , , % * - t *, - * ^ 

I ~ * * a tu \x e U , 1^1 :JU ?yVl du jl iili 

two rewards, the Messenger or ^ ■ y - -^ ; 

Allah (%) said: "Yes. There is no iii L: V| Ji^, Ui il^ y& ^ 

Muslim who is afflicted with , / s ; ^ „ 

sickness or anything else, but Allah -^3) ^ ^ tlClk^ * 

will erase thereby his bad deeds .[ri>A 

just as trees shed their leaves/' ^ 

Comments: [Its isnad is saheeh, al- : f ^°'^ v ) ^^=" '-JHj^ 
Bukhari (5647) and Muslim .(T^v^) 
(2571)] 

4347. It was narrated from ^ ^ - ^ „ lriv 
'Abdur-Rahman bin al-Aswad 

that his father said: 'Alqainah and 0^ Cj^^ ^ ■J* - _ 

I entered upon 'Abdullah bin l£ } ^ J ^ 
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Mas'ood at midday when it was 0 , ^ 

very hot. When the sun passed ^ ^ ^' ^ 

the meridian he gave the iqamah ^ ^ cblUl ■ ; ;_' u ji ^ 
for prayer and we stood behind , 1 

hirn. He took hold of my hand £>J 
and my companion's hand and ^ ^ ' *i ^ - ; \^ 

made each of us stand on either f r r 

side of hirn, and he stood between ^'V* ijjli ij>j V: ^JJ 1 

us. Then he said: This is what the : u , * . - *- > — 
Messenger of Allah used to ^ :Jb L ^ " h ^ 

do if they were three. Then he led . Lfeil> \l ^L^l d/J~% lHj 

us in prayer and when he finished ; , (f , ." ( " ' 

he said: There will be rulers who r*" '^ Jl 'j^ 1 ^ fc * r"J.^ 

will delay the prayer from its [r'M ] 

proper time. Do not wait for ^ ; 

them; rather (pray on time and) ,(crs) ; ^ 

make your prayer with them nafl. j ^ ^1 

Comments: [Sfl/ii?e/i because of XtrA\) : ^ , ilj H 

corroborating evidence; Muslim 1 " ^ 

(534) its rs/iffd is /z/7S(in] 

4348. It was narrated that ^ liU ^ jlU^ Ql^ -irtA 

'Abdullah said: The Messenger of " 

Allah fe) said: ''I am only human; 0* J* J* 

1 forget as you forget. So if any of ^ J J1 ^ j tj . ^ ^ ^ 

you is not sure about his prayer, let .. \ \ > u ' * " 

him see what is most likely to be Jt ^ ^ - u5 ^-lil ^ij 

the case and then complete it on * - ,^ «i ' r - • i *\*A' 

that basis and prostrate twice." ^ ^ ' ^ U 

Comments: [Its isnad is s^/reWi, ■[V'OTI : ii^Jj 



Muslim (572)] 

4349. It was narrated that ' Abdur- 
Kahman bin Yazeed said: al-Ash'ath 



bin Qais entered upon 'Abdullah Ji j^^' 

and he was eating lunch. He said: O ^ >a — " - - - 

Abu Muhammad, come and eat ^ ^ - 1 ^ ' jLi x -> ; 

lunch. He said: Is it not the day of LSI Li L : J Ui KiS j& M 

'Ashoora'? He said: What about it? ^ r ] a/ ' J rt .... 

Rather it is a day that the Messenger ir^J ] '■ J^* J! 

of Allah (^) used to fast before (the ^ U") ; J Li ^ U} :JU ^l^U 



command to fast) Ramadan was 



jli aUi Jj^Ji; j'lS 
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revealed; when (the command to 
fast) Ramadan was revealed, it was 
given up. 

Comments: [Its isnad is saheeh, al- 
Bukhari (4503) and Muslim 
(1127)] 

4350, It was narrated that 
'Abdullah said: I know the pairs 
(of soorahs) that the Messenger of 
Allah (.jfe;) used to recite in one 

ruk'ah. 

Comments: [Its isnad is saheeh, a\- 
Bukhari (4996) and Muslim 
(822)] 

4351. It was narrated that 
'Abdullah bin Mas'ood (Jk) said: 
The Messenger of Allah said: "I 
will reach the Cistern ahead of you, 
and some men will be snatched 
away from me. I will say: 'O Lord, 
my companions!' It will be said: 
'You do not know what they did 
after you were gone/" 

Comments: [Sahcch; its isnad is 
qawi] 



.(nrv) 



fJUl ^ ^UJl^ // ji- t Lii-NM 

OIU- :jJ.;JI ^ Jji Jlp l£U -ir<>\ 



4352* It was narrated that 
'Abdullah bin Mas'ood (^) said: 
After the verse " When there comes the 
Help of Allah (to you, O Muhammad 
fe.) against your enemies) and the 
Conquest (of Makkah)" [an-Nasr 
110:1] was revealed, the Prophet 
(i&0 would often say: "Glory and 
praise be to You, O Allah. O Allah, 
forgive me, for You are the Acceptor 
of repentance/' 



01 ^ ^ 



Jj\ iL'J ij ^! ^1 ii-JLL^) 
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Comments: [Hasan because of 
corroborating evidence; its isnad 
is da'eef because it is interrupted] 

4353. It was narrated from Ibn 
Mas'ood that on the night of the 
jinn, the Messenger of Allah (^) 
drew a line around him, and one 
of them would come looking like 
the shape of a palm tree. He said 
to me: "Do not move from your 
place." And he recited the Book 
of Allah, may He be glorified and 
exalted, to them. When he (Ibn 
Mas'ood) saw az-Zutt (a kind of 
black people who are known to 
be tall and slim) he said; They are 
just like these ones. And the 
Prophet said: "Do you have 
any water?" 1 said: No. He said: 
"Do you have any nabeedhT' 1 
said; Yes. And he did wudoo' with 
it 

Comments: [Its isnad is da'eef because 

4354. It was narrated that 
'Abdullah said: The Messenger of 
Allah (£br) said: If I were to take a 
close friend from among my 
ummah I would have taken Abu 
Bakr as a close friend/' 

Comments: [Its isnad is sahech, 
Muslim (2383)] 



4355. It was narrated that 
'Abdullah said: Whoever would 
like to meet Allah tomorrow as a 
Muslim, let him regularly offer 
these prayers where the call to 
prayer is given, for Allah has 
prescribed the ways of guidance to 



<*Ju*~J> ta^Jj -j, 

&j ^ Jjt l\ 

Mj ^15» ; JL5 ,1^1 

iii^U :Jli :Jjj 



of the weakness of AH bin Zaid] 

: r LU- ^Ij jjl LjJU- -iToi 

t Jwl>i» J li _ J L^-lj y I Li! j^- ; 
^yj (V _ iLA^I J\ If >U ^JJ 
«W J_^j : J L5 M i^*^-Vl 

.(YVAD 

lr if ,pSii ^; 

lip UJI ^ii^ ji !^ *y :JU Jjl -Up 
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His Prophet (^fe) and they (the 
prayers) are among the ways of 
guidance. I do not think there is 
anyone among you who does not 
have a prayer place in his house, 
but if you pray in your houses and 
forsake your mosques you will 
have forsaken the Sunnah of your 
Prophet and if you forsake the 
Sunnah of your Prophet you will go 
astray. 

Comments: [Its isnad is saheeh] 

4356, It was narrated that 
'Abdullah bin Mas'ood (&) said: 
After the verse "When there comes 
the Help of Allah (to you, O 
Muhammad ($^)) against your 
enemies) and the Conquest (of 
Makkah)" [an-Nasr 110:1] was 
revealed, the Prophet would 
often say: "Glory and praise be to 
You, O Allah. O Allah, forgive me, 
for You are the Acceptor of 
repentance. O Allah forgive me; 
glory and praise be to You, O 
Allah. O Allah forgive me; glory 
and praise be to You, O Allah." 

Comments: [Hasan because of 
corroborating evidence; its isnad 
is da'eef because it is interrupted] 

4357. It was narrated that 
'Abdullah said: We were with the 
Messenger of Allah (3^) in a cave 
and (the soorah) "By the winds (or 
angels or the Messengers of Allah) 
sent forth one after another" [al- 
Mursalat 77:1] was revealed to 
him. As we were learning it fresh 
from his lips, a snake came out of 
its hole and he said, "Kill it." We 



595 J^.*i1l4 JLlC 1 Vim it 

3* ih\ 5^ t^^jiji 

<>? <sQ\ tj^ 

U \ \^\ ^ v Ji; 
j^yLiIji il5i>. i^^s jii -iron 

t( J ^1 ^Ll tiUUuJ jUjjjl jjLUxl^" 

^ jL_-l lJubj i.tfjJ^ J — P- 1 

JJl -Up ^J-^*^ *j*r*'j?J 1^ 

^ J % ,~ & : JLi 

- k > - f ^ . ^ %$ " > . J 

.-''»■- *»5 •■ ^ , - ^ 

ULijJ^Li :Jli <(U_jJ^al» : jUi tij> Lilt 
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rushed to kill it but it got away 
from us. And the Messenger of 
Allah said: "Allah protected it 
from your evil as He protected you 
from its evil/' 

Comments: [Its isnad is saheeh] 

4358. It was narrated from 
'Abdullah that the Messenger of 
Allah (afe) forgot something in the 
prayer, then he did the two 
prostrations of forgetfulness after 
speaking. 

Comments: [Its isnad is saheelt, 
Muslim (572)] 

4359. It was narrated that 
'Abdur- Rahman bin Yazeed said: 
'Abdullah stoned Jamratal- 
'Aqabah from the bottom of the 
valley with seven pebbles, saying 
takhcer with each throw. He was 
told that some people were 
stoning it from above and he said: 
This, by the One Besides whom 
there is no other God, is the place 
where the one to whom Sooratal- 
Baqarah was revealed stood. 

Comments: [Its isnad is sahech, 
Muslim (1296)] 

4360. It was narrated that 
Abdullah said: The moon was 
split when we were with the 
Prophet in Mina, and one half 
of it went behind the mountain. 
And the Messenger of Allah (^) 
said: "Bear witness/' 

Comments: [Its isnad is saheeh, 
Muslim (2800)1 



.ffii^i ^iuj ui' L^^i &i tiii;» 

.[Tovi i^lj 

'. *sJLi 1 -LP ^\P t 4^JlU- ^ (, ^^jA i i * ^ 

t |^JaJl ^ ^fe Jjl Jl 

:Jli -L^j ^ ^vl^-^jl jIp ^p 

, t J ; „ i 

:Jli dJUl -LP y ^1 ^P tj^Jhly'j 
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4361. It was narrated that 
'Abdullah said: The Messenger of 
Allah said; "He is not one of 
us who slaps his cheeks, rends his 
garment and calls with the call of 
Jahiliyyah," 

Comments: [Its isnad is sahech, 
Muslim (103)] 



4362. It was narrated that Abu 
Wa'il said: 'Abdullah said: 'Umar 
bin al-Khattab surpassed the 
people in four matters: with regard 
to the issue of the captives on the 
day of Badr, when he said that they 
should be executed, and Allah 
revealed the words, "Were it not a 
previous ordainment from Allah, a 
severe torment would have 
touched you for what you took" 
[al-Anfal 8:68]; with regard to 111 jab, 
when he told the wives of the 
Prophet to observe iiijah and 
Zainab said to him, Do you want to 
tell us what to do, O son of al- 
Khattab, when Revelation comes 
down in our houses? Then Allah 
revealed the words, "And when 
you ask (his wives) for anything 
you want, ask them from behind a 
screen" [al-Ahzab 33:53]; when the 
Prophet (sfe) prayed for him by 
saying, "O Allah, support Islam 
with 'Umar"; and when he 
nominated Abu Bakr (as caliph) 
and was the first one to swear 
allegiance to him. 

Comments: [Hasan because of 
corroborating evidence; its isnad 
is dtt'eef] 



i+s --^ Jr. 

y- ^tjjjZS y- <.t,y> y jIp \p 



If j** ir* ^ * : 5^ I .aIp J li : J 

o/ij (~a :Jli;Vl) ^ 

(or i^ij^Vo 4V^ ^ -1^^ 

r ^Vl Jul jLjLl* :ij £g ^jJi iU^j 
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4363. It was narrated that Ibn 
Mas'ood said; The Messenger of 
Allah (^) said: "There will be 
rulers after me who will say what 
they do not do and will do what 
they are not enjoined to do." 

Comments: [Its isnad is qawi, 
Muslim (50)] 



4364. It was narrated that Ibn 
Mas'ood said; I heard a man 
narrate a verse that I had heard 
differently from the Prophet (^tr) 
and I brought him to the Prophet 
(3^). Then I recognised displeasure 
in the face of the Prophet He 
said: ''Both of you are good; do not 
differ/' As far as I [the narrator] 
know, Mis'ar said: He said: "Do 
not differ, for those who came 
before you differed and they were 
doomed." 

Comments: [Its isnad is sahcch, al- 
Bukhari (2410)] 



4365. It was narrated that 
'Abdullah said: The mushrikeen 
kept the Messenger of Allah (%) 
from praying 'Asr until the sun 
turned yellow or red. He said: 
''They distracted us from the 
middle prayer; may Allah fill their 
bellies and their graves with fire." 

Comments: [A saheeh Uadeeth; 
Muslim (628) its isnad is hasan] 



JUP 



JU :Jli i^uLi Jl\ 

-(°*) : f : £> J ^ 

Jlpl :Jli J, 4IO 

M^lii: ^' j^jj* LIS :Jli <.t*I^Jl 



.(YiW 



-trio 



: J li I Jilt- i ^ <, _lJ j _ i>^LL» 
o^L^ ji- 3§sg J>^3 j^S jr ^AJl ^r-r^" 
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4366. It was narrated that ^ _ 5lU l5.U :^J^ LiJb- -ifn 

'Abdullah bin Mas'ood said: ( ' f 

When the Messenger of Allah (sfe) ^ 'Ji'j ^ 0* L r^ U 0* - 

shared out the flocks of Hunain at ^ -J ^ : Jtf,^ ^ Jl! 
al-Ji'ranah, they crowded around / 5 " -/ '* 

him and the Messenger of Allah ^'3^^ 0^" ^ ^ 

said: "Allah sent one of His . -j„ ■ «*w ?u 'i " n- r 'i- 

slaves to his people and they struck - , .. 

hirn and wounded him in the head. °Jt'_r^i ^j* ^Jl ^ ^ ^ 

And he started wiping the blood , . > (J : _ - ■ c f * ; , 

from his forehead and saying: Lord ^ * ^-"^ ■ ^ 11 

forgive my people, they do not V j^ji ^ : Jj^j <-a^ 

know." 'Abdullah said: It is as if I . sr „ s ^ 

can see the Messenger of Allah (gz) J[ ^ ^ ^ 

showing how that man wiped the ^ -^j (tov /\) % } Jj| J^; 

blood from his forehead and said: . , f 

Lord forgive my people, for they to 11 : Jj^J 'J^r 1 L t^r 

do not know. 



jL^-j Ij^&j y,( 'j^ > ^-^-js ■ 



Comments: [Sa/iee/i because of 

corroborating evidence; its isnad ^ ix&j '■ ^tj^ 



4367, It was narrated that jJC _ : ^JjJ Qj^ -inv 

'Abdullah bin Mas'ood said: A o \ f s ^ 

man from among Ahlus-Suffah ^ ' J?^ ^ ! 0* ; rf U ^ - ■£> ^ ; 

died and they found two dinars ^ ji; :Jli^^ ^ Jjl 

in his cloak. They mentioned that \ , % > f 

to the Prophet (^j) and he said: *0?J^ ^ ^^->* 4^aJ! Jil 
"Two brands of fire/' 



Comments: [Its isnad is ims^m] 



.[nu i^ij] 

4368, It was narrated that ^ ^ ^ ^ ^ _ trnA 
'Abdullah bin Mas'ood said: A 

rabbi came to the Messenger of ' iJ ^rf if L ^^I J* * j^^^ y. 

Allah te) and said: O Muhammad . v . f, 

- or, O Messenger of Allah - verily - - 

on the Day of Resurrection, Allah U Jjl Jl ^ ^U- 
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will carry the heavens on one „- . , ^ * - , _ , _ , 

finger, and the earths on one finger, ^ ^ °1 L ^ Ul l - ^ 

and the mountains on one finger, o'.^Ul J^; ^QJl 

and the trees on one finger,, and ^ ' ' , , 

water and soil on one finger, and 'tr^l ^ ^'^H'-? ^ 1^-^- 

all of creation on one finger; lie ^ ^ ^ 

will shake them then He will say: I _ ^ V / 

am the Sovereign. The Messenger ^l^'At 'CrH 



of Allah ($f) smiled so broadly that - - *..\. * 

T . i , t J ^ sUljw^ ; J'j .JJULJ1 ul : J 

his molars appeared, m approval ' " ^ ^ " 

of what the rabbi said, then he t ^Jl Jj^J ll-xJa; toJi^-l^; ijj J>- ^ 

recited; "They made not a just * * i*, * * - 

estimate of Allah such as is due to ^ ^ 3 lj> W ? : ^ r 

Him, And on the Day of (~v $1SSjA\ 1y 

Resurrection the whole of the earth l ' . 

will be grasped by His Hand and .[Vc V ^ljl Jj 

the heavens will be rolled up in His ( 

Right Hand. Glorified is He, and : f l(fAn) : C'C^ : 

High is He above all that they .(Yva^O 

associate as partners with Him!" 

fa z-Zumar 39:67]. 

Comments: [Its isnad is sahceh, al-Bukhari (4811) and Muslim (2786)] 

4369* It was narrated from ^ jjrjJ ej^ s uiA^ -itH 

Mansoor... And he narrated it with ^ - * . ' t \ t 
its /sfiffd and a similar meaning. '-^j ts ^J — fl ^"^ ^ 
And he said: The Messenger of ^ Jui j - iujj 

Allah (^b) smiled so broadly in " 

approval of what he said that his .[V^* ^^-^ 

molars appeared. 

Comments: [Its j'snflrf is saheeh, al- c ^- ' c.-^ 

Bukhari (7414)] 

4370. 'Abdur-Rahman bin :0L^ ^ P OLX u£U -trv< 

Yazeed said: 'Abdullah stoned the * " > 

Jamrah from the bottom of the ^ ^ 0* 1 r^ 1 ^' ^ cr-**^' 1 

valley. I said: The people do not ^ Jj, - : ju 

stone it from here. He said: This, 

by the One besides Whom there is ^ : <. ^ N ^ul ji : SJS 
no other god, is the place where , ,r. . ; :} ,, e -r v ; . 

the one to whom Sooratal- r ^ r ^ j 

Baqarah was revealed stood. .[Va£A y£S\ 
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Comments: [Its ?5/vflrf is sahech, 
Muslim (1296)] 

4371. It was narrated that 
'Abdullah bin Mas'ood said: 
Whilst we were walking with the 
Messenger of Allah (g*), he passed 
by some boys who were playing, 
among whom was Ibn Sayyad. The 
Messenger of Allah (jfe) said: "May 
your hands be rubbed with dust, 
do you bear witness that I am the 
Messenger of Allah?" He said: Do 
you bear witness that I am the 
messenger of Allah? 'Umar (&) 
said: Let me strike his neck. The 
Messenger of Allah (^) said: "If he 
is the one you fear he is, you will 
not be able to harm him." 

Comments: [Its isnad is sahceh, 
Muslim (2924)] 

4372. It was narrated that Ibn 
Mas'ood said: I learned seventy 
soorahs from the lips of the 
Messenger of Allah and no one else 
was with me when I learned them. 
Comments: [Its isnad is hasan] 



4373. It was narrated from 
'Abdullah that the Prophet (%) 
said: "Let there be closest to me 
those of you who are the most wise 
and dignified, then those who 
come after them, then those who 
come after them. Do not differ (in 
your rows in prayer) lest your 
hearts differ, and beware of the 
tumult of the marketplace," 



U£ :Jli ^jil^ J, Jj] ^J. 

J4A; 1 tiJli JJ^» Jji Jy^ 

: ^ J 1 ^ ^ ^ :JU 
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Comments: fits iSHfld is sahceh, 
Muslim (432)] 

4374. It was narrated that Abu 
'Aqrab al-Asadi said: I went to 
'Abdullah bin Mas'ood one 
morning and I found him sitting on 
his roof and I heard him saying: 
Allah and His Messenger spoke the 
truth. I climbed up to him and said: 
O Abu 'Abdur-Rahman, why did 
you say, Allah and His Messenger 
spoke the truth, Allah and His 
Messenger spoke the truth? He 
said: Verily the Messenger of Allah 

told us that Lailatal-Qadr is 
halfway through the last seven 
nights of Ramadan, and on that 
morning the sun rises clear, with 
no rays. I climbed up and looked at 
it and I said: Allah and His 
Messenger spoke the truth, Allah 
and His Messenger spoke the truth. 

Comments: [Its isnad is da'ccf 
because of Abu Aqrab al-Asadi is 
unknown] 

4375. It was narrated from Ibn 
Mas'ood that the Messenger of 
Allah came to him on the 
night of the jinn, and he had an 
old bone, a piece of dung and a 
piece of charcoal with him. He 
said to him: Do not use any of 
these to clean yourself with when 
you go out to relieve yourself. 

Comments: [Saheeh, Muslim (45)] 



4376. It was narrated that Tariq 
bin Shihab said: 'Abdullah bin 
Mas'ood said: I was present 



LijkU> 'J> aLi oil :Jli i-pVt 
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with al-Miqdad during an 
incident which, if it were to 
happen to me, it would be dearer 
to me than anything on earth. He 
came to the Messenger of Allah 
and he was a horseman, and 
he said: Be of good cheer, O 
Prophet of Allah, for by Allah we 
will not say as the Children of 
Israel said to Moosa, "So go you 
and your Lord and fight you two, 
we are sitting right here" [al- 
Ma'idah 5:34]; rather, by the One 
Who sent you with the truth, we 
will certainly fight in front of you, 
on your right and on your left 
and behind you, until Allah 
grants you victory. 

Comments: [Its isnad is saheeh, al- 
Bukhari (3952)] 



jAJ : syJL# {J> <Jjl xS Jli : Jli ^_ >l$j, 
015, ^ ^1 J\ :Jli 

^jIj y? ^ ^ j^ V 

li*L* ill ^tlii ii^j dJl ^Liol^ 
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